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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information , last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/ construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H . General correspondence 

I. Financial information 

J . Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M . Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U . Congressional/ executive correspondence 

V. Licensing operators and related correspondence 
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W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 


Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the entries in the list are: 


® 


P. 


Operating license stage documents & correspondence 


© 
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8411270362 Submits renewed, amended & updated petition under 2.206, 
quire that util provide Commission full disclosure of intended sources & 
quences prior to issuing full power OL. 

SUGARMAN, R.J. (?) Sugarman, Denworth & Hellegers 
~© Deaton, H. Office of Nuclear Reactor Regulation, Director 
27628:356:27628:357 


4) 4) (u) 


urging NRC to re- 
environ conse- 


0 84/11/21 

Qy 2pp. 


1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 


10. The three-digit portion of this entry is the number of the frame on which this document starts, 

11. The five-digit portion of this entry is the number of the frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank, the document is available to the public only in the NRC Public Document 
Room, 1717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for 
copies of the document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or 
“Available at GPO." 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols are: 

10CFR— Commission Meeting Records 
ACRS— Advisory Committee on Reactor Safeguards 
COMMISSION— NRC Commissioners 
CONTRACT— NRC Contracts and Modifications 
DISCLOSURE— Financial Disclosure Information 
FOIA— Freedom of Information Act Requests and Releases 
GEN TECH IS— Generic Technical Issues 
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I&E— Inspection and Enforcement 

MISC— Public Document Room Miscellaneous 

NUREG— NUREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR— Proposed Rule 

PRM— Petition for Rulemaking 

PROJ— Projects— Predocket Licensing 

PT21— Noncompliance Reports and Related Correspondence 

QA999— Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP— NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Before the Commission 
STATE PROG— State Programs 

TOPREP— Vendor Reports and Related Correspondence 
WASH — Regulatory Publications — Pre-NUREG Series 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the nondocketed items are: 


(?) NUREG— NUREG Reports and Related Correspondence 


© 




^203090207^^ NUREG/CR-1672 VOi' 


© h 


;4Uv*/V-/v-uv / i ^ w v * — 

fRISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREG/CR- 1 262 , NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 

IJ9UREG/CR-1608. 

© STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science Applications, Inc. 

fiy— FIN B-6694. SAI-262-81-PA. 82/02/28. Division of Risl^Analysis. 

' w 123p. Available at NRC.j $6.00. | 12176:217: 12176: 

(S) (4) ® (L3)® (14) (15) 



1 . Nondocket category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonindividual source. 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry. 

8. Secondary report number assigned by originator. 

9. Date of document described. 

10. NRC organizational recipient. 

11. Pages in document. 

12. All NUREG-series doucuments arc available for purchase at NRC. Information on ordering 

*" documents is given below. All NUREG-series documents are also available at NTIS. Information on 
ordering from NTIS is also given below. 

13. Price for which NRC sells the documents. 
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14. This five-digit number is the NRC 48X microfiche designation. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. 

17. This three-digit number is the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES: 

1. The address for NRC is: 

Director 

Division of Publications Services 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 


To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 487-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents 
isted m this publication, please identify the Document Accession Number for each citation 
Paper copy and microfiche of the documents listed in this title list may be purchased Reproduc- 

ith?PD“ meth ° d ° f PaymeHt ’ b3Sed ° n thC CUrrent -Potion contract a'e obtaLable 
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PLANT, UNIT 4 


50-339 

NORTH ANNA POWER STATION, UNIT 2 

133 

50-409 

LA CROSSE BOILING WATER REACTOR 

177 

50-341 

ENRICO FERMI ATOMIC POWER PLANT, 

134 

50-410 

NINE MILE POINT NUCLEAR STATION, 

178 

UNIT 2 


UNIT 2 


50-344 

TROJAN NUCLEAR PLANT 

137 

50-412 

BEAVER VALLEY POWER STATION, 

179 

50-346 

DAVIS-BESSE NUCLEAR POWER 

138 

UNIT 2 

181 

STATION, UNIT 1 


50-413 

CATAWBA NUCLEAR STATION, UNIT 1 

50-348 

JOSEPH M. FARLEY NUCLEAR PLANT, 

140 

50-414 

CATAWBA NUCLEAR STATION, UNIT 2 

183 

50-352 

UNIT 1 

LIMERICK GENERATING STATION, UNIT 

1 

141 

50-416 

GRAND GULF NUCLEAR STATION, UNIT 
1 

184 
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50-417 GRAND GULF NUCLEAR STATION, UNIT 186 

2 

50-423 MILLSTONE NUCLEAR POWER 187 

STATION, UNIT 3 

50-424 ALVIN W. VOGTLE NUCLEAR PLANT, 188 

UNIT 1 

50-425 ALVIN W. VOGTLE NUCLEAR PLANT, 192 

UNIT 2 

STN-50- FLOATING NUCLEAR PLANT 194 

437 

50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 194 

50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 195 

50-440 PERRY NUCLEAR POWER PLANT, UNIT 196 

1 

50-441 PERRY NUCLEAR POWER PLANT, UNIT 1 98 

2 

50-443 SEABROOK NUCLEAR STATION, UNIT 1 198 

50-444 SEABROOK NUCLEAR STATION, UNIT 2 202 

50-445 COMANCHE PEAK STEAM ELECTRIC 206 

STATION, UNIT 1 

50-446 COMANCHE PEAK STEAM ELECTRIC 213 

STATION, UNIT 2 

STN-50- BYRON STATION, UNIT 1 219 

454 

STN-50- BYRON STATION, UNIT 2 220 

455 

STN-50- BRAIDWOOD STATION, UNIT 1 222 

456 

STN-50- BRAIDWOOD STATION, UNIT 2 224 

457 

50-458 RIVER BEND STATION, UNIT 1 226 

50-460 WPPSS NUCLEAR PROJECT, UNIT 1 228 

50-461 CLINTON POWER STATION, UNIT 1 228 

STN-50- CESSAR SYSTEM 80 230 

470 

STN-50- WOLF CREEK GENERATING STATION 230 

482 

STN-50- CALLAWAY PLANT, UNIT 1 231 

483 

STN-50- SOUTH TEXAS PROJECT, UNIT 1 233 

498 

STN-50- SOUTH TEXAS PROJECT, UNIT 2 235 

499 

STN-50- WPPSS NUCLEAR PROJECT, UNIT 3 237 

508 

50-522 SKAGIT NUCLEAR POWER PROJECT, 238 

UNIT 1 

50-523 SKAGIT NUCLEAR POWER PROJECT, 238 

UNIT 2 

STN-50- PALO VERDE NUCLEAR STATION, UNIT 239 

528 1 

STN-50- PALO VERDE NUCLEAR STATION, UNIT 241 

529 2 

STATION, UNIT 243 


Docket Name Page 


50-538 MEMPHIS STATE UNIV. RESEARCH 246 

REACTOR 

STN-50- MARBLE HILL NUCLEAR STATION, UNIT 246 

546 1 

STN-50- MARBLE HILL NUCLEAR STATION, UNIT 246 

547 2 

STN-50- BLACK FOX STATION, UNIT 1 246 

556 

STN-50- BLACK FOX STATION, UNIT 2 246 

557 

50-601 RESAR SP/90 247 

50-602 UNIV. OF TEXAS RESEARCH REACTOR 247 


Domestic Licensing of Special Nuclear 

Material - Docket 70 

70-0008 BATTELLE MEMORIAL INSTITUTE, 247 

COLUMBUS, OH 

70-0027 BABCOCK & WILCOX CO., LYNCHBURG, 247 

VA 

70-0036 COMBUSTION ENGINEERING, INC., 247 

WINDSOR, CT 

70-0135 BABCOCK & WILCOX CO., APOLLO, PA 247 

70-0143 NUCLEAR FUEL SERVICES, INC., 248 

ERWIN, TN 

70-0270 MISSOURI, UNIV. OF, COLUMBIA, MO 249 

70-0364 BABCOCK & WILCOX CO., APOLLO, PA 249 

70-0371 UNC NAVAL PRODUCTS, INC., 249 

UNCASVILLE, CT 

70-0687 CINTICHEM, INC., TUXEDO, NY 249 

70-0734 GA TECHNOLOGIES, INC., SAN DIEGO, 249 

CA 

70-0754 GENERAL ELECTRIC CO., PLEASANTON, 249 
CA 

70-0801 OHIO STATE UNIV., COLUMBUS, OH 250 

70-0820 UNITED NUCLEAR CORP., WOOD RIVER 250 

JUNCTION, Rl 

70-0824 BABCOCK & WILCOX CO., LYNCHBURG, 250 

VA 

70-1100 COMBUSTION ENGINEERING, INC., 250 

WINDSOR, CT 

70-1 113 GENERAL ELECTRIC CO., WILMINGTON, 250 

NC 

70-1 1 43 WESTINGHOUSE ELECTRIC CORP., 250 

PITTSBURGH, PA 

70-1151 WESTINGHOUSE ELECTRIC CORP., 250 

COLUMBIA, SC 

70-1 201 BABCOCK & WILCOX CO., LYNCHBURG, 251 

VA 

70-1257 ADVANCED NUCLEAR FUELS CORP., 251 

RICHLAND, WA 

70-1 308 GENERAL ELECTRIC CO., SAN JOSE, CA 251 

70-2479 TRANSNUCLEAR, INC., FALLS CHURCH, 251 

VA 

70-2786 GENERAL ELECTRIC CO., SAN JOSE, CA 251 
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Docket 
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Page 

70-2932 

TEXAS UTILITIES GENERATING CO., 
DALLAS, TX 

251 

70-2972 

COMMONWEALTH EDISON CO., 
CHICAGO, IL 

251 

70-2973 

COMMONWEALTH EDISON CO., 
CHICAGO, IL 

251 

70-3005 

OHIO STATE UNIV., COLUMBUS, OH 

251 

70-3008 

DUQUESNE LIGHT CO., PITTSBURGH, 

PA 

251 

70-3016 

HOUSTON LIGHTING & POWER CO., 
HOUSTON, TX 

251 

70-3040 

GEORGIA POWER CO., ATLANTA, GA 

252 

Packaging of Radioactive Material for 

Transport and Transportation of Radioactive 

Material Under Certain Conditions - Docket 71 


71-0051 

HARRISON STEEL CASTINGS CO. 

252 

71-0144 

NAVY, DEPT. OF 

252 

71-0230 

BABCOCK & WILCOX CO. 

25 2 

71-0446 

INTERIOR, DEPT. OF 

252 

71-0458 

NAVY, DEPT. OF 

252 

71-0463 

AIR FORCE, DEPT. OF 

252 

71-0466 

MINNESOTA MINING & 

MANUFACTURING CO. (3M CO.) 

252 

71-0467 

PORTABLE ATOMIC X-RAY CO. 

252 

71-0468 

EL PASO NATURAL GAS, INC. 

252 

71-0496 

NUS CORP. 

252 

71-0510 

GESELLSCHAFT FUER NUKLEAR 
SERVICE, MBH 

252 

71-0519 

CINCINNATI GAS & ELECTRIC CO. 

252 

71-0575 

BRIGHAM YOUNG UNIV. 

252 

71-0577 

PURDUE UNIV. 

252 

71-0578 

FLORIDA, UNIV. OF, GAJNSVILLE 

252 

71-0625 

WHITE CONSOLIDATED INDUSTRIES, 

INC. 

253 

71-0626 

TRANSPORTATION SOCIETY OF 
MICHIGAN 

253 

71-4986 

MODEL: RA-2, RA-3, RA-J, GENERAL 
ELECTRIC CO. 

253 

71-5507 

MODEL: HFIR SPENT FUEL ELEMENT 
SHIPPING CASK, ENERGY, 

253 

71-5645 

MODEL: AL-L 8, ENERGY, DEPT. OF 

253 

71-5916 

MODEL: 2501, MONSANTO RESEARCH 
CORP. 

253 

71-5942 

MODEL: GE-700, GENERAL ELECTRIC 
CO. 

253 


Docket Name Page 

71 -6206 MODEL: B, BABCOCK & WILCOX CO. 253 

71-6347 MODEL: FSV-3, GA TECHNOLOGIES, 253 

INC. 

71-6574 MODEL: HN-200, WESTINGHOUSE- 253 

HITTMAN NUCLEAR, INC. 

71-6613 MODEL: 702, TECH/OPS, INC. 253 

71 -9009 MODEL: FL 1 0-1 , GENERAL ELECTRIC 253 

CO. 

71-901 0 MODEL: NLI-1 /2, NUCLEAR ASSURANCE 253 

CORP. 

71-901 5 MODEL: TN-8, -8L, TRANSNUCLEAR, 253 

INC. 

71-9032 MODEL: 650, TECH/OPS, INC. 253 

71-9044 MODEL: GE-1600, GENERAL ELECTRIC 254 

CO. 

71-9073 MODEL: OH-142 SERIES, NUCLEAR 254 

PACKAGING, INC. 

71-9085 MODEL: SENTINEL 8S, TELEDYNE 254 

ENERGY SYSTEMS 

71-9086 MODEL: HN-100, SERIES 1, HITTMAN 254 

NUCLEAR & DEVELOPMENT 

71-9089 MODEL: HN-100S, HITTMAN NUCLEAR & 254 

DEVELOPMENT CORP. 

71-9096 MODEL: CNS 21-300, CHEM-NUCLEAR 254 

SYSTEMS, INC. 

71-9135 MODEL: CENTURY S & SA, GAMMA 254 

INDUSTRIES, INC. 

71-9142 MODEL: MRC-20WC, MONSANTO 254 

RESEARCH CORP. 

71 -9145 MODEL: NUPAC 50-1 .5L, NUCLEAR 254 

PACKAGING, INC. 

71-9156 MODEL: IR-50, INDUSTRIAL NUCLEAR 254 

CO. 

71-9159 MODEL: NUPAC 14/190L, M & H, 254 

NUCLEAR PACKAGING, INC. 

71-9168 MODEL: CNS 8-120B, CHEM-NUCLEAR 254 

SYSTEMS, INC. 

71-9176 MODEL: NUPAC 14/210L & 14/210H, 254 

NUCLEAR PACKAGING, INC. 

71-9185 MODEL: OP-100, INDUSTRIAL NUCLEAR 254 

CO. 

71- 9189 MODEL: 9189, UNITED NUCLEAR CORP. 254 

71 -9203 MODEL: DHTF, BABCOCK & WILCOX CO. 254 

Licensing of Independent Spent Fuel Storage 

- Docket 72 

72- 0001 MORRIS OPERATIONS, GENERAL 255 

ELECTRIC CO. 

72-0003 CAROLINA POWER & LIGHT CO. 255 
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Name Docket Page 

Low Level Radwaste Disposal Sites - 
Docket 27 

BARNWELL, SC, CHEM-NUCLEAR 27-047 1 

SYSTEMS, INC. 

RICHLAND, WA, U.S. ECOLOGY, INC. 27-048 1 

SHEFFIELD, IL, U.S. ECOLOGY, INC. 27-039 1 


Domestic Licensing of Source Material - 

Docket 40 

ALLIED CHEMICAL CORP., MORRISTOWN, 40-3392 1 

NJ 

ALTAIR RESOURCES, INC., CASPER, WY 40-8926 7 

AMAX ENVIRONMENTAL SERVICES, INC., 40-8820 5 

GOLDEN, CO 

AMERICAN NUCLEAR CORP., CASPAR, WY 40-4492 2 

ANACONDA CO., GRANTS, NM 40-8902 6 

ATLAS MINERALS, INC., DENVER, CO 40-3453 1 

BOKUM RESOURCES CORP., 40-8906 7 

ALBUQUERQUE, NM 

CHEVRON, U.S.A., INC., GRANTS, NM 40-8908 7 

CLEVELAND-CLIFFS IRON CO., CLEVELAND, 40-8714 5 

OH 

ENERGY, DEPT. OF, CANONSBURG, PA 40-6500 2 

EVEREST MINERALS CORP., CONVERSE 40-8857 6 

COUNTY, WY 

EXXON CO., USA, HOUSTON, TX 40-81 02 3 

EXXON MINERALS CO., USA, HOUSTON, TX 40-8064 3 

FERRET EXPLORATION CO. OF NEBRASKA, 40-8829 5 

INC., CRAWFORD, NE 

GETTY OIL/PETROTOMICS CO., SHIRLEY 40-6659 2 

BASIN, WY 

HOMESTAKE MINING CO., GRANTS, NM 40-8903 6 

KENNECOTT CORP./L-BAR URANIUM 40-8904 6 

FACILITY, SALT LAKE CITY, 

KERR-MCGEE CHEMICAL CORP., WEST 40-2061 1 

CHICAGO, IL 

KERR-MCGEE CORP./QUIVIRA MINING CO., 40-8905 6 

OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP., 40-8027 2 

OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP., 40-8768 5 

OKLAHOMA CITY, OK 

MINERALS EXPLORATION CO., LOS 40-8584 5 

ANGELES, CA 

MINERALS EXPLORATION CO., LOS 40-8348 4 

ANGELES, CA 

MOBIL ALTERNATIVE ENERGY, INC., 40-891 1 7 

BOULDER, CO 

MOBIL DIVERSIFIED BUSINESSES, 40-8910 7 

ALBUQUERQUE, NM 

NUCLEAR METALS, INC., CONCORD 40-8866 6 


Name Docket Page 

NUCLEAR METALS, INC., CONCORD, MA 40-0672 1 

PATHFINDER MINES CORP., RIVERTON, WY 40-2259 1 

PATHFINDER MINES CORP., SHIRLEY 40-6622 2 

BASIN, WY 

PLATEAU RESOURCES, LTD., GRAND 40-8698 5 

JUNCTION, CO 

RIO ALGOM CORP., MOAB, UT 40-8084 3 

ROCKY MOUNTAIN ENERGY CO., 40-8452 4 

BROOMFIELD, CO 

SHIELDALLOY CORP., NEWFIELD, NJ 40-7102 2 

TENNESSEE VALLEY AUTHORITY, 40-1341 1 

CHATTANOOGA, TN 

TETON EXPLORATION DRILLING CO., INC., 40-8728 5 

CASPER, WY 

UMETCO MINERALS CORP., GRAND 40-8681 5 

JUNCTION, CO 

UMETCO MINERALS CORP., RIVERTON, WY 40-0299 1 

UNITED NUCLEAR CORP., GALLUP, NM 40-8913 7 

UNITED NUCLEAR CORP., SANTA FE, NM 40-8907 7 

WESTERN NUCLEAR, INC., JEFFREY CITY, 40-1 1 62 1 

WY 

WESTERN NUCLEAR, INC., LAKEWOOD, CO 40-8684 5 

WESTINGHOUSE ELECTRIC CORP., 40-8502 4 

JOHNSON COUNTY, WY 

WHITTAKER METALS, LOS ANGELES, CA 40-7455 2 

Domestic Licensing of Production and 
Utilization Facilities - Docket 50 

AEROTEST RADIOGRAPHY & RESEARCH 50-228 1 9 

REACTOR 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 1 50-424 188 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 50-425 192 

ARKANSAS NUCLEAR ONE, UNIT 1 50-313 90 

ARKANSAS NUCLEAR ONE, UNIT 2 50-368 153 

BAILLY GENERATING STATION 50-367 153 

BATTELLE MEMORIAL INSTITUTE 50-6 8 

RESEARCH REACTOR 

BEAVER VALLEY POWER STATION, UNIT 1 50-334 127 

BEAVER VALLEY POWER STATION, UNIT 2 50-41 2 1 79 

BELLEFONTE NUCLEAR PLANT, UNIT 1 50-438 194 

BELLEFONTE NUCLEAR PLANT, UNIT 2 50-439 195 

BIG ROCK POINT NUCLEAR PLANT 50-155 12 

BLACK FOX STATION, UNIT 1 STN-50-556 246 

BLACK FOX STATION, UNIT 2 STN-50-557 246 

BRAIDWOOD STATION, UNIT 1 STN-50-456 222 

BRAIDWOOD STATION, UNIT 2 STN-50-457 224 

BROWNS FERRY NUCLEAR POWER 50-259 32 

STATION, UNIT 1 
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Docket 
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Docket 

Page 

BROWNS FERRY NUCLEAR POWER 

50-260 

34 

FORT ST. VRAIN NUCLEAR GENERATING 

50-267 

42 

STATION, UNIT 2 


STATION 



BROWNS FERRY NUCLEAR POWER 

50-296 

76 

GA TECHNOLOGIES 

50-163 

13 

STATION, UNIT 3 



GRAND GULF NUCLEAR STATION, UNIT 1 

50-416 

184 

BRUNSWICK STEAM ELECTRIC PLANT, 

UNIT 1 

50-325 

111 

GRAND GULF NUCLEAR STATION, UNIT 2 

50-417 

186 

BRUNSWICK STEAM ELECTRIC PLANT, 

50-324 

110 

H.B. ROBINSON PUNT, UNIT 2 

50-261 

37 

UNIT 2 



HADDAM NECK PUNT 

50-213 

15 

BUFFALO MATERIALS RESEARCH CENTER 

50-57 

10 

HOPE CREEK NUCLEAR STATION, UNIT 1 

50-354 

145 

BYRON STATION, UNIT 1 STN-50-454 

219 

HUMBOLDT BAY POWER PUNT, UNIT 3 

50-133 

10 

BYRON STATION, UNIT 2 STN-50-455 

220 

INDIAN POINT STATION, UNIT 1 

50-3 

7 

CALLAWAY PLANT, UNIT 1 STN-50-483 

231 

INDIAN POINT STATION, UNIT 2 

50-247 

23 

CALVERT CLIFFS NUCLEAR POWER PUNT, 
UNIT 1 

50-317 

95 

INDIAN POINT STATION, UNIT 3 

50-286 

66 

CALVERT CLIFFS NUCLEAR POWER PUNT, 
UNIT 2 

50-318 

96 

JAMES A. FITZPATRICK NUCLEAR POWER 
PUNT 

50-333 

126 

CATAWBA NUCLEAR STATION, UNIT 1 

50-413 

181 

JOSEPH M. FARLEY NUCLEAR PUNT, UNIT 

1 

50-348 

140 

CATAWBA NUCLEAR STATION, UNIT 2 

50-414 

183 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 

50-364 

150 

CESSAR SYSTEM 80 STN-50-470 

230 

2 



CINTICHEM 

50-54 

10 

KANSAS STATE UNIV. RESEARCH 

50-188 

14 

REACTOR 



CLINTON POWER STATION, UNIT 1 

50-461 

228 

KEWAUNEE NUCLEAR POWER PLANT 

50-305 

84 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 1 

50-445 

206 

U CROSSE BOILING WATER REACTOR 

50-409 

177 

COMANCHE PEAK STEAM ELECTRIC 

50-446 

213 

USALLE COUNTY STATION, UNIT 1 

50-373 

158 

STATION, UNIT 2 



USALLE COUNTY STATION, UNIT 2 

50-374 

160 

COOPER NUCLEAR STATION 

50-298 

78 

LIMERICK GENERATING STATION, UNIT 1 

50-352 

141 

CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 

50-302 

81 

LIMERICK GENERATING STATION, UNIT 2 

50-353 

143 

DAVIS-BESSE NUCLEAR POWER STATION, 
UNIT 1 

50-346 

138 

MAINE YANKEE ATOMIC POWER PUNT 

50-309 

86 

DIABLO CANYON NUCLEAR POWER PLANT, 
UNIT 1 

50-275 

51 

MANHATTAN COLLEGE RESEARCH 

REACTOR 

50-199 

14 

DIABLO CANYON NUCLEAR POWER PUNT, 

50-323 

106 

MARBLE HILL NUCLEAR STATION, UNIT 1 STN-50-546 

246 

UNIT 2 



MARBLE HILL NUCLEAR STATION, UNIT 2 STN-50-547 

246 

DONALD C. COOK NUCLEAR POWER 

PLANT, UNIT 1 

50-315 

92 

MEMPHIS STATE UNIV. RESEARCH 

REACTOR 

50-538 

246 

DONALD C. COOK NUCLEAR POWER 

PUNT, UNIT 2 

50-316 

93 

MICHIGAN STATE UNIV. RESEARCH 
REACTOR 

50-294 

74 

DOW CHEMICAL CO. 

50-264 

39 

MIDUND PUNT, UNIT 1 

50-329 

124 

DRESDEN NUCLEAR POWER STATION, 
UNIT 1 

50-10 

8 

MIDUND PUNT, UNIT 2 

50-330 

124 

DRESDEN NUCLEAR POWER STATION, 
UNIT 2 

50-237 

19 

MILLSTONE NUCLEAR POWER STATION, 
UNIT 1 

50-245 

21 

DRESDEN NUCLEAR POWER STATION, 
UNIT 3 

50-249 

24 

MILLSTONE NUCLEAR POWER STATION, 
UNIT 2 

50-336 

130 

DUANE ARNOLD ENERGY CENTER 

50-331 

124 

MILLSTONE NUCLEAR POWER STATION, 
UNIT 3 

50-423 

187 

EDWIN l. HATCH NUCLEAR PUNT, UNIT 1 

50-321 

100 

MONTICELLO NUCLEAR GENERATING 

50-263 

38 

EDWIN 1. HATCH NUCLEAR PUNT, UNIT 2 

50-366 

151 

PUNT 



ENRICO FERMI ATOMIC POWER PUNT, 

50-341 

134 

NATIONAL BUREAU OF STANDARDS 

50-184 

13 

UNIT 2 

REACTOR 



FLOATING NUCLEAR PUNT 

STN-50-437 

194 

NINE MILE POINT NUCLEAR STATION, UNIT 

1 

50-220 

18 

FORD NUCLEAR REACTOR 

50-2 

7 


178 


NINE MILE POINT NUCLEAR STATION, UNIT 

50-410 

FORT CALHOUN STATION, UNIT 1 

50-285 

65 

2 




XVI 



Name 

Docket 

Page 

NORTH ANNA POWER STATION, UNIT 1 

50-338 

132 

NORTH ANNA POWER STATION, UNIT 2 

50-339 

133 

OCONEE NUCLEAR STATION, UNIT 1 

50-269 

44 

OCONEE NUCLEAR STATION, UNIT 2 

50-270 

46 

OCONEE NUCLEAR STATION, UNIT 3 

50-287 

68 

OHIO STATE UNIV. RESEARCH REACTOR 

50-150 

11 

OREGON STATE UNIV. RESEARCH 

REACTOR 

50-243 

20 

OYSTER CREEK NUCLEAR POWER PLANT 

50-219 

16 

PALISADES NUCLEAR PLANT 

50-255 

30 

PALO VERDE NUCLEAR STATION, UNIT 1 STN-50-528 

239 

PALO VERDE NUCLEAR STATION, UNIT 2 STN-50-529 

241 

PALO VERDE NUCLEAR STATION, UNIT 3 STN-50-530 

243 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 1 

50-171 

13 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 2 

50-277 

58 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 3 

50-278 

59 

PENNSYLVANIA STATE UNIV. RESEARCH 
REACTOR 

50-5 

8 

PERRY NUCLEAR POWER PLANT, UNIT 1 

50-440 

196 

PERRY NUCLEAR POWER PLANT, UNIT 2 

50-441 

198 

PILGRIM NUCLEAR POWER STATION, UNIT 

1 

50-293 

72 

PLUM BROOK RESEARCH REACTOR 

FACILITY 

50-30 

10 

POINT BEACH NUCLEAR PLANT, UNIT 1 

50-266 

41 

POINT BEACH NUCLEAR PLANT, UNIT 2 

50-301 

79 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

1 

50-282 

64 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

2 

50-306 

85 

QUAD-CITIES STATION, UNIT 1 

50-254 

29 

QUAD-CITIES STATION, UNIT 2 

50-265 

39 

RANCHO SECO NUCLEAR GENERATING 
STATION 

50-312 

88 

REED COLLEGE RESEARCH REACTOR 

50-288 

70 

RESAR SP/90 

50-601 

247 

RIVER BEND STATION, UNIT 1 

50-458 

226 

ROBERT EMMET GINNA NUCLEAR PLANT, 
UNIT 1 

50-244 

20 

SALEM NUCLEAR GENERATING STATION, 
UNIT 1 

50-272 

50 

SALEM NUCLEAR GENERATING STATION, 
UNIT 2 

50-311 

87 

SAN ONOFRE NUCLEAR STATION, UNIT 1 

50-206 

14 

SAN ONOFRE NUCLEAR STATION, UNIT 2 

50-361 

147 

SAN ONOFRE NUCLEAR STATION, UNIT 3 

50-362 

148 

SEABROOK NUCLEAR STATION, UNIT 1 

50-443 

198 


Name 

Docket 

Page 

SEABROOK NUCLEAR STATION, UNIT 2 

50-444 

202 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

50-327 

112 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

50-328 

118 

SHEARON HARRIS NUCLEAR POWER 

PLANT, UNIT 1 

50-400 

174 

SHEARON HARRIS NUCLEAR POWER 

PLANT, UNIT 2 

50-401 

177 

SHEARON HARRIS NUCLEAR POWER 

PLANT, UNIT 3 

50-402 

177 

SHEARON HARRIS NUCLEAR POWER 

PLANT, UNIT 4 

50-403 

177 

SHOREHAM NUCLEAR POWER STATION 

50-322 

102 

SKAGIT NUCLEAR POWER PROJECT, UNIT 

1 

50-522 

238 

SKAGIT NUCLEAR POWER PROJECT, UNIT 

2 

50-523 

238 

SOUTH TEXAS PROJECT, UNIT 1 STN-50-498 

233 

SOUTH TEXAS PROJECT, UNIT 2 STN-50-499 

235 

ST. LUCIE PLANT, UNIT 1 

50-335 

128 

ST. LUCIE PUNT, UNIT 2 

50-389 

166 

SURRY POWER STATION, UNIT 1 

50-280 

60 

SURRY POWER STATION, UNIT 2 

50-281 

62 

SUSQUEHANNA STEAM ELECTRIC 

STATION, UNIT 1 

50-387 

163 

SUSQUEHANNA STEAM ELECTRIC 

STATION, UNIT 2 

50-388 

164 

TEXAS A&M UNIV. RESEARCH REACTOR 

50-128 

10 

THREE MILE ISUND NUCLEAR STATION, 
UNIT 1 

50-289 

70 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 2 

50-320 

97 

TROJAN NUCLEAR PUNT 

50-344 

137 

TURKEY POINT PLANT, UNIT 3 

50-250 

25 

TURKEY POINT PLANT, UNIT 4 

50-251 

27 

U.S. GEOLOGICAL SURVEY RESEARCH 
REACTOR 

50-274 

51 

UNIV. OF ARIZONA RESEARCH REACTOR 

50-113 

10 

UNIV. OF ILLINOIS RESEARCH REACTOR 

50-151 

12 

UNIV. OF KANSAS RESEARCH REACTOR 

50-148 

11 

UNIV. OF MARYLAND RESEARCH REACTOR 

50-166 

13 

UNIV. OF MISSOURI RESEARCH REACTOR- 
COLUMBIA 

50-186 

13 

UNIV. OF MISSOURI RESEARCH REACTOR- 
ROLLA 

50-123 

10 

UNIV. OF TEXAS RESEARCH REACTOR 

50-192 

14 

UNIV. OF TEXAS RESEARCH REACTOR 

50-602 

247 

UNIV. OF VIRGINIA CAVALIER REACTOR 

50-396 

173 

UNIV. OF VIRGINIA RESEARCH REACTOR 

50-62 

10 

UNIV. OF WASHINGTON RESEARCH 

50-139 

11 
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. m z\ZAL SUPERHEAT 

50-183 

13 

*,;JC_EAF. POWER 

50-271 

48 

1 1* 1 AR STATION, 

50-395 

172 

. 3=\E?A7:N3 STATION, UNIT 

50-382 

161 

, . . a*:; PLANT, UNIT 1 

50-390 

167 

, , PLANT, UNIT 2 

50-391 

170 

4 1 un 

50-22 

8 

= NUCLEAR STATION, 

50-369 

154 

A S RE NUCLEAR STATION, 

50-370 

156 

/V AV - Z MVER NUCLEAR STATION, 

50-358 

146 

A - = - == £ 4 3HNERATSNG STATION STN-50-482 

230 

W«S5N-CJEAR PROJECT, UNIT 1 

50-460 

228 

N^CwEAP PROJECT, UNIT 2 

50-397 

173 

v.C.EAR FR.OwECT, UNIT 3 STN-50-508 

237 

■ iVrr- s CWE ‘.-CLEAR POWER STATION 

50-29 

9 

7 %vCi.E.AR POWER STATION, UNIT 1 

50-295 

74 

2 C\ %-C-EAR ROWER STATION, UNIT 2 

50-304 

82 
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a ;; . : \ VEC NUCLEAR FUELS CORP., 

70-1257 

251 

- 1 *i C . WA 



~ 3= S A, -COX CO.. APOLLO, PA 

70-0364 

249 

5A=:CC< & .VJDCX CC„ APOLLO, PA 

70-0135 

247 

SisCOC*. 4 Ai.COX CO., LYNCHBURG, VA 

70-1201 

251 

= i= LOO & A. -COX CO., LYNCHBURG, VA 

70-0824 

250 

3ASCOCX & WILCOX CO., LYNCHBURG, VA 

70-0027 

247 

SAT7E.Lt MEMORIAL INSTITUTE, 

70-0008 

247 

CClUVSUS. oh 



■ONTO HEM, <NO, TUXEDO, NY 

70-0687 

249 

COMBUSTION ENGINEERING, INC., 

70-1100 

250 

WINDSOR, CT 



COMBUSTION HN3'NEE~NG INC., 

70-0036 

247 

WINDSOR. CT 



COMMONWEALTH EDISON CO., CHICAGO, 

70-2972 

251 

COMMONWEALTH EDISON CO., CHICAGO, 

70-2973 

251 

DUGuESNE LIGHT CO., PITTSBURGH, PA 

70-3008 

251 

GA ’ " 2 ES INC., SAN DIEGO, CA 

70-0734 

249 

GENERAL ELECTRIC CO., PLEASANTON, CA 

70-0754 

249 

GENERAL ELECTRIC CO., SAN JOSE, CA 

70-2786 

251 

GENERAL ELECTRIC CO., SAN JOSE, CA 

70-1308 

251 


GEWER At Ft pt'tuw' ^ 



Docket 

Page 

Name 

GEORGIA POWER CO., ATLANTA, GA 

70-3040 

252 

HOUSTON LIGHTING & POWER CO., 

70-3016 

251 

HOUSTON, TX 

MISSOURI, UNIV. OF, COLUMBIA, MO 

70-0270 

249 

NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

70-0143 

248 

OHIO STATE UNIV., COLUMBUS, OH 

70-0801 

250 

OHIO STATE UNIV., COLUMBUS, OH 

70-3005 

251 

TEXAS UTILITIES GENERATING CO., 

70-2932 

251 

DALLAS, TX 

TRANSNUCLEAR, INC., FALLS CHURCH, VA 

70-2479 

251 

UNO NAVAL PRODUCTS, INC., UNCASVILLE, 

70-0371 

249 

CT 

UNITED NUCLEAR CORP., WOOD RIVER 

70-0820 

250 

JUNCTION, Rl 

WESTINGHOUSE ELECTRIC CORP., 

70-1151 

250 

COLUMBIA, SC 

WESTINGHOUSE ELECTRIC CORP., 

70-1143 

250 


Packaging of Radioactive Material for 
Transport and Transportation of 
Radioactive Material Under Certain 


AIR FORCE, DEPT. OF 

BABCOCK & WILCOX CO. 

BRIGHAM YOUNG UNIV. 

CINCINNATI GAS & ELECTRIC CO. 

EL PASO NATURAL GAS, INC. 

FLORIDA, UNIV. OF, GAINSVILLE 

GESELLSCHAFT FUER NUKLEAR SERVICE, 
MBH 

HARRISON STEEL CASTINGS CO. 
INTERIOR, DEPT. OF 

MINNESOTA MINING & MANUFACTURING 
CO. (3M CO.) 

MODEL: 2501, MONSANTO RESEARCH 
CORP. 

MODEL: 650, TECH/OPS, INC. 

MODEL: 702, TECH/OPS, INC. 

MODEL: 9189, UNITED NUCLEAR CORP. 

MODEL: AL-L 8, ENERGY, DEPT. OF 

MODEL: B, BABCOCK & WILCOX CO. 

MODEL: CENTURY S & SA, GAMMA 
INDUSTRIES, INC. 

MODEL: CNS 21-300, CHEM-NUCLEAR 
SYSTEMS, INC. 

MODEL: CNS 8-1 20B, CHEM-NUCLEAR 
SYSTEMS, INC. 

MODEL: DHTF, BABCOCK & WILCOX CO. 
MODEL: FL 10-1, GENERAL ELECTRIC CO. 
MODEL: FSV-3, GA TECHNOLOGIES, INC. 


71-0463 

252 

71-0230 

252 

71-0575 

252 

71-0519 

252 

71-0468 

252 

71-0578 

252 

71-0510 

252 

71-0051 

252 

71-0446 

252 

71-0466 

252 

71-5916 

253 

71-9032 

253 

71-6613 

253 

71-9189 

254 

71-5645 

253 

71-6206 

253 

71-9135 

254 

71-9096 

254 

71-9168 

254 

71-9203 

254 

71-9009 

253 

71-6347 

253 



Name 

Docket 

Page 

MODEL: GE-1600, GENERAL ELECTRIC CO. 

71-9044 

254 

MODEL: GE-700, GENERAL ELECTRIC CO. 

71-5942 

253 

MODEL: HF1R SPENT FUEL ELEMENT 
SHIPPING CASK, ENERGY, 

71-5507 

253 

MODEL: HN-100, SERIES 1, HITTMAN 
NUCLEAR & DEVELOPMENT 

71-9086 

254 

MODEL: HN-100S, HITTMAN NUCLEAR & 
DEVELOPMENT CORP. 

71-9089 

254 

MODEL: HN-200, WESTINGHQUSE-HITTMAN 
NUCLEAR, INC. 

71-6574 

253 

MODEL: IR-50, INDUSTRIAL NUCLEAR CO. 

71-9156 

254 

MODEL: MRC-20WC, MONSANTO 

RESEARCH CORP. 

71-9142 

254 

MODEL: NLI-1/2, NUCLEAR ASSURANCE 
CORP. 

71-9010 

253 

MODEL: NUPAC 14/190L, M & H, NUCLEAR 
PACKAGING, INC. 

71-9159 

254 

MODEL: NUPAC 14/210L & 14/210H, 

NUCLEAR PACKAGING, INC. 

71-9176 

254 

MODEL: NUPAC 50-1 .5L, NUCLEAR 

71-9145 

254 


PACKAGING, INC. 


Name 

Docket 

Page 

MODEL: OH-142 SERIES, NUCLEAR 
PACKAGING, INC. 

71-9073 

254 

MODEL: OP-100, INDUSTRIAL NUCLEAR CO. 

71-9185 

254 

MODEL: RA-2, RA-3, RA-J, GENERAL 
ELECTRIC CO. 

71-4986 

253 

MODEL: SENTINEL 8S, TELEDYNF ENERGY 
SYSTEMS 

71-9085 

254 

MODEL: TN-8, -8L, TRANSNUCLEAR, INC. 

71-9015 

253 

NAVY, DEPT. OF 

71-0458 

252 

NAVY, DEPT. OF 

71-0144 

252 

NUS CORP. 

71-0496 

252 

PORTABLE ATOMIC X-RAY CO. 

71-0467 

252 

PURDUE UNIV. 

71-0577 

252 

TRANSPORTATION SOCIETY OF MICHIGAN 

71-0626 

253 

WHITE CONSOLIDATED INDUSTRIES, INC. 

71-0625 

253 
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CAROLINA POWER & LIGHT CO. 

72-0003 

255 

MORRIS OPERATIONS, GENERAL 

72-0001 

255 


ELECTRIC CO. 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-039 SHEFFIELD, IL, U.S. ECOLOGY, INC. 

8702130055 Forwards first draft analysis of latest proposals from State of IL & US 
Ecology.Analysis is preliminary staff response w/o mgt concurrence. 

* NRC - No Detailed Affiliation Given. 86/08/01. NRC - No Detailed Affiliation Given. 
8pp. 39642:046-39642:053. 

8612010444 Forwards proposed settlement agreement between Teledyne, Inc & State of 
IL re Sheffield low level radwaste disposal site. 

HARMON, S.B. Burke, Basselman & Weaver. 86/11/14. FONNER.R.L. Assistant Gen- 
eral Counsel for Rulemaking & Fuel Cycle. 70pp. 38791:230-38791:299. 

8702030036 Forwards 870121 FR notice, revising due date for comments on assess- 
ment of proposed agreement betweeen NRC & State of IL. Agreement may be exe- 
cuted as early as 870301. 

HODGDON.A.P. Assistant General Counsel for Hearings. #187 2364. 87/01/28. 
COTTER, B.P., KLINE.J.R., LEUBKE.E.A. Atomic Safety and Licensing Board Panel. 
18pp. 39473:273-39473:290. 


DOCKET 27-047 BARNWELL, SC, CHEM-NUCLEAR SYSTEMS, INC. 

8702240053 Requests addl info re 860917 application for proprietary classification of in- 
terim site stabilization & closure plan (ref 10CFR2.790).Consideration should be given 
to supplement present plan w/nonproprietary version. 

KNAPP, M.R. Low-Level Waste & Uranium Recovery Projects Branch. 86/12/22. 
POPPE.L.K. Chem-Nuclear Systems, Inc. Ip. 39712:233-39712:233. 


DOCKET 27-048 RICHLAND, WA, U.S. ECOLOGY, INC. 

8702170724 Forwards complaint filed in circuit court in Bureau County re People of Illi- 
nois vs Teledyne, US Ecology & American Ecology Corp to compel cleanup of nuclear 
disposal site at Sheffield, IL.Tssue being explored by American Insurers. 

HARWARD.J.E. American Nuclear Insurers. 87/01/29. SALTZMAN.J. Assistant Direc- 
tor for State & Licensee Relations. 22pp. 39653:078-39653:099. 

8702240074 Forwards SNM receipt & burial rept for Jan 1987, per Condition 6 of Li- 
cense 16-1 9204-01 .Rept of isotopic activity also end. Byproduct activity for Sept 1986 
adjusted due to error in reported activity.W/o ends. 

RITTENBURG.R.B. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 87/02/06. 
KNAPP, M.R. Low Level Waste licensing Branch. Ip. 39726:057-39726:057. 

870227030® Forwards SNM receipt & burial rept for Jan 1987.Rept of isotopic activity 
as required by State of WA also end. Byproduct activity for Sept 1986 adjusted to 
subsequent months cumulative totals.W/o ends. 

RITTENBERG.R.B. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 87/02/06. 
KNAPP, M.R. Low Level Waste Licensing Branch. Ip. 39789:224-39789:224. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UMETCO MINERALS CORP., RIVERTON, WY 

8702090182 Forwards repts on water samples downstream from inactive tailings 
ponds.Repts also sent to Pettengill of NRC & S Haug of State of WY.Dept of Environ 
Quality.G Hoffman 861118 Itr to author also end. 

TRAMMELL.J.W. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 86/12/16. 
JIERREE.C. Uranium Recovery Field Office. 20pp. 39575:001-39575:020. 

8702170236 A-9 collection drip sys quarterly rept for Fourth Quarter 1986, per Permit 
G PC-84-598 reporting requirements.W/870129 Itr. 

LYONS.P.J. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 86/12/31. 
GARLAND, W.L. Wyoming, State of. 24pp. 39458:075-39458:098. 

8702060223 Forwards FR notice re 1 0CFR40.64(b) annual source matl inventory rept 
requirement, for info. Requirement only pertains to licensees receiving source matl of 
foreign origin.Change became effective on 860402. 

SMITH, R.D. Uranium Recovery Field Office. 87/01/08. LYONS.P.J. UMETCO Minerals 
Corp. (subs, of Union Carbide Corp.). 6pp. 39539:355-39539:360. 

8702060333 Discusses review of Umetco Minerals Corp investigation rept re water qual- 
ity of surrounding surface waters.Rept adequately addresses concerns contained in 
NRC request for further review of surface water quality data. 

JIERREE.C.C., PETTENGILL, H.J. Uranium Recovery Field Office. 87/01/16. Uranium 
Recovery Field Office. 5pp. 39537:239-39537:244. 

8702170151 Requests that rept re 12-month groundwater sampling program be due on 
870331. Personnel in process of deciding background levels to be proposed to NRC 
following reinstatement of order on 861 117. 

TRAMMELL, J.W. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 87/02/02. 
JIERREE.C. Uranium Recovery Field Office. Ip. 39458:061-39458:061. 


DOCKET 40-0672 NUCLEAR METALS, INC., CONCORD, MA 

8702040357 Final response to FOIA request for insp repts for Nuclear 
Metals, Inc.Forwards App B document.App A & B documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 87/01/30. ALBANO.T. Affiliation Not 
Assigned. 3pp. 39524:177-39524:187. 

-8610220152 Forwards Safety Insp Repts 30-19394/86-01,40-0672/86-01 & 40-8866/ 
86-01 on 860909-1 2.No violations noted.NRC understands QA program associated w/ 
flurometric analysis of U in employee urine will be submitted. 

GLENN, J.E. Region 1, Office of Director. 86/10/17. TUFFIN.W.B. Nuclear Metals, Inc. 
2pp. 39524:180-39524:187. 


-861022015® Insp Repts 30-19394/86-01,40-0672/86-01 & 40-8866/86-01 on 860909- 
12.No violations identified. Major areas inspected: waste handling procedures.exposure 
control-external & internal & review of reported transportation incidents. 

MILLER, J., WURTZ.E., GLENN, J.E. Region 1, Office of Director. 86/10/14. 6pp. 
39524:182-39524:187. 


DOCKET 40-1162 WESTERN NUCLEAR, INC., JEFFREY CITY, WY 


8702060033 Forwards FR notice re source matl inventory rept requirementRequirement 
pertains only to licensees receiving matl of foreign origin, effective 860402. 

SMITH, R.D. Uranium Recovery Field Office. 87/01/08. BAKER, S. Western Nuclear, 
Inc. (subs, of Phelps Dodge Corp.). 6pp. 39526:024-39526:029. 

8702170164 Forwards State of WY 860926 NPDES compliance insp rept, per Condition 
69 of License SUA-56. 

BAKER.S.J. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 87/01/29. 
PETTENGILL, H.J. Uranium Recovery Field Office. 4pp. 39458:062-39458:065. 

8702170529 Forwards semiannual radiation safety audit/ ALAR A review of Split Rock 
Mill conducted on 861 022-24, per License Condition 42. 

BAKER.SJ. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 87/02/03. 
PETTENGILL, H.J. Uranium Recovery Field Office. 8pp. 39660:118-39660:125. 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

8702060120 Advises that NRC review of 861202 application for amend to License SUA- 
816 completed.Rev 4 to health physics manual for Edgemont Mill adequate for con- 
tinuation of tailings reclamation activity subj to listed exceptions. 

HAWKINS.E.F. Uranium Recovery Field Office. 87/01/14. GRIDLEY.R.L. Tennessee 
Valley Authority. 2pp. 39546:360-39546:361. 


DOCKET 40-2061 KERR-MCGEE CHEMICAL CORP., WEST CHICAGO, IL 

8702040067 Comments on NRC assessment of proposed agreement from State of IL 
for assumption of certain NRC regulatory authority per Section 274 of Atomic Energy 
Act of 1954.State of IL should be required to accept all matl in West Chicago site. 
RENNELS.A.E. West Chicago, IL. 87/01/29. Division of Rules and Records. 12pp. 
39494:339-39494:354. 


DOCKET 40-2259 PATHFINDER MINES CORP., RIVERTON, WY 

8702050547 Explains change to 10CFR40.64(b) re annual source matl inventory rept 
requirement.Annual reporting requirements only pertain to licensees receiving source 
matl of foreign origin.Change effective on 860402.FR notice end. 

SMITH.R.D. Uranium Recovery Field Office. 87/01/08. NUGENT, E.L. Pathfinder 
Mines Corp. 6pp. 39525:224-39525:229. 

8702170545 Reviews licensee 1986 status rept on pumpback/seepage collection sys at 
Lucky Me Mine.Groundwater quality has not degraded since installation of six large 
diameter wells 

JIERREE.C.C. ,’ PETTENGILL, H.J. Uranium Recovery Field Office. 87/01/30. Uranium 
Recovery Field Office. 11pp. 39671:128-39671:138. 


DOCKET 40-3392 ALLIED CHEMICAL CORP., MORRISTOWN, NJ 


8603180025 Confirms rescheduling of 860320 meeting at Region ill ofc to discuss re- 
sults of recent insp at facility, including Dec 1984 U hexafluoride cylinder overpressuri- 
zation event & NRC options, per 860307 telcon. 

HIND.J.A. Region 3, Office of Director. 86/03/11. RILEY, A.D. Allied Chemical Corp. 
2pp. 34980:084-34980:085. 

8702090144 Forwards info re lessons learned rept (NUREG-1198),in response to 
870120 telcon between G France & R Yates.Current status & completion dates for 
recommendations re facility submitted to WT Crow on 870113. 

BISHOP, J.C. Allied Chemical Corp. 87/01/21. KEPPLER.J.G. Region 3. Office of Di- 
rector. Ip. 39549:254-39549:267. 

-8702090159 Submits current status of & estimated completion dates for recommenda- 
tions in lessons learned rept (NUREG-1198),per telcon request.lnitial responses dis- 
cussed verbally w/NRC on 861 104 & incorporated into 861118 insp rept. 

BISHOP, J.C. Allied Chemical Corp. 67/01/13. CROW.W.T. Uranium Fuel Licensing 
Branch. 14pp. 39549:255-39549:267. 

8702040162 Submits items of interest. Informal evidentiary hearing conducted by ASLB 
during wk of 870112 re Sequoyah Fuels Corp amend request to operate UF6 to UF4 
facility in Gore.OK.On 8701 16,Alli©d Chemical Corp U02 release occurred. 

CROW.W.T. Uranium Fuel Licensing Branch. 87/01/28. DAVIS, J.G. Office of Nuclear 
Material Safety & Safeguards, Director. 4pp. 39508:106-39508:109. 

8702200410 Notifies of 870116 incident re spill of natural U.Visible leak of U02 ob- 
served from Reductor Reaction Vessel B.Caused by crack in differential pressure tap 
into reductor vessel. Decontamination of affected areas started immediately. 

YATES, R.W. Allied Corp. 87/01/29. FRANCE.G. Region 3, Office of Director. 3pp. 
39707:112-39707:114. 


DOCKET 40-3453 ATLAS MINERALS, INC., DENVER, CO 

8702170267 Responds to NRC 860724 notice that Violation A, dealing w/minimization of 
windblown tailings, sustained. Lists generalized plan providing for survey & cleanup of 
any contaminated soil.Detailed plan will be submitted by 860901. 

BLUBAUGH.R.E. Atlas Corp. 86/08/12. PETTENGILL, H.J. Uranium Recovery Field 
Office. 2pp. 39671 :1 75-39671 :1 76. 


1 



2 


DOCKETED ITEMS 


8702060272 Forwards FR notice re 10CFR40.64(b) annual source mail inventory rept 
requirement, for info.Revised requirement only pertains to licensees receivinq source 
matf of foreign origin.Change became effective on 860402 

SMITH, R.D. Uranium Recovery Field Office. 87/01/08. BLUBAUGH.R.E. Atlas Corp. 
6pp. 39528:175-39528:180. ' f 

8702060198 Issues Amend 27 to License SUA-9l7,revising Condition 12 to incorporate 
-ev : sc-d orgari-ationa! structure. r 

S/,:TH.R.D u-anur aecovery Field Office. 87/01/22. BLUBAUGH.R. Atlas Corp. 
2pp. 335-::.0-9-.:934tjOo. 

—8702060205 Amend 27 to License SUA-917 for Atlas Corp, authorizing possession of U 
waste tailings generated by milling operations. 

SMITH, R.D. Uranium Recovery Field Office. 87/01/22. 12pp. 39546:051-39546:071. 

-8702060210 Advises that Amend 27 to License SUA-917 should be issued, revising 
License Condition 12 to reflect 861204 organizational structure a 

BRICH.R.F., PETTENGILL,HJ. Uranium Recovery Field Office. 87/01/22 Uranium 
Recovery Field Office. 4pp. 39546:072-39546:075. ^ uranium 

8702170579 Advises that deadline for submittal of info demonstrating compliance w/Cri- 
teria 9 & 10 of App A extended until 870213, per 870129 telcon 
SMITH, R.D. Uranium Recovery Field Office. 87/01/29. WEAVER R Atlas Corp Id 
39671:139-39671:139. ' K ' 

8702040441 Further response to FOIA request for 18 categories of documents re U Mill 
Tailings Radiation Control Act of 1978 Foiwards App B documents. App C documents 
withheld (ref FOIA Exemptions 4 & 5).App D documents avai'icbl" i- 
GRIMSLEY.D.H. Division of Rules and Records. 57/31/30 SP^vi^-RG 3 P Affili 
ation Not Assigned. 6pp. 39577:093-39577:203. ’ ' 

-8702040676 Submits Atlas Corp request for meeting to discuss NRC determination 
that self-guarantee offered by Atlas to fulfill financial assurance requirements of Crite- 
ria 9 & 10 of 10CFR40,App A unacceptable & need for stay of action 
POTTS, R.D. Shaw, Pittman, Potts & Trowbridge. 86/04/06 DAV'S JG Office of Nu- 
clear Material Safety & Safeguards, Director. 3pp. 395 77.1 92-39577: 

8702200393 Forwards GA Hazen Itr to editor published in 870205 Times 
Independent, weekly newspaper in Moab.UT.re Atlas Moab U Mill.Hazen continues to 

labor under misunderstandings of facts as evidenced by end 

^•f^o A 2(^' , 397C7‘C7^39^)7:072^^^^* PETTENG,LL ’ H * Cranium Recovery Field 

DOCKET 40-4492 AMERICAN! NUCLEAR CORP., CASPAR, WY 

8702060160 Advises that cited sections re safety training & air particulate site locations 

irsMar 

Field^Wce. 3pp m 39537:245:39 , 537S47. 87/01/0 * PETTENGIL ' L ' H - «***» 

8702060266 Forwards FR notice re annual source matl inventory rept reouirement 
(10CFR40.64(b)).Requirement only applies to licensees receiving source matl of for- 
eign origin. 

| M 528 H 2lb D 39 U 528!2T5 fleCOVe ^ Fi6 ' d 87/01 /0a Ameri ^n Nuclear Corp. 6pp. 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 

8702050541 Explains change to 10CFR40.64(b) re annual source matl inventory rept 
reouirement Annual mnr.rf.nn ronhiromoni. nniw t0 licensees receiving source 

i notice end. 

Corp. 6pp. 3 9 525:217.3 9 i 526^2 F,8id 87/ ° 1/0a HOPKINS ' R - Pindar Mines 

87 £?n 18 ?u 10 ? A PP. lication for amend to License SUA-442, authorizing transfer of approx 
230 dry tailings sands to Core Labs to use in determining radon diffusion 
coefficients.Requests expedited response. 

NOLTE.M.C. Pathfinder Mines Corp. 87/01/27. Uranium Recovery Field Office Id 
39673:196-39673:196. 

DOCKET 40-6659 GETTY OIL/PETROTOMICS CO., SHIRLEY BASIN, WY 

8702060040 Forwards FR notice re annual source matl inventory rept 
requirement.Requirement pertains only to licensees who receive matl of foreian 
oriain.Change became effective on 860402. y 

SMITH R.D. Uranium Recovery Field Office. 87/01/08. JUDAY.R.A. Petrotomics Co 
(formerly Getty/Petrotomics Co.). 6pp. 39528:228-39528:233. 

8702180191 Application for amend to License SUA-551, providing for pumping & evapo- 
w, thin tailings area to remediate source of contamination. Fee paid. 
PFAFF.S.J. Petrotomics Co. (formerly Getty/Petrotomics Co.). 87/01/29. HAWKINS E 
Uranium Recovery Field Office. 1 p. 39673:309-39673:321 . ’ ' 

-8702180201 “Mitigaton Plan Tailings Pond Seepage ” 

* O.H. Materials Corp. 87/01/27. 12pp. 39673:310-39673:321. 

DOCKET 40-7102 SHSELDALLOY CORP., NEWFIELD, NJ 

8702270190 Submits items of interest.On 87021 7,GH Bidinger met w/B&W representa- 
tives to review draft license renewal document & on 87021 3, meeting held w/Shieldal- 
^DA?AMA S / C ^ s f. ad< ^ Inf £ n ? eded to complete environ assessment for license renewal 
CROVV W^T Uranium Fuel Licensing Branch. 87/02/18. DAVIS, J.G. Office of Nuclear 
Material Safety & Safeguards, Director. 3pp. 39777:106-39777:108. 

DOCKET 40-7455 WHITTAKER METALS, LOS ANGELES, CA 

8702100159 Forwards audit rept of radioactive matl located next to Greenville Metals in 
Greenviile.PA.per G Louttit request. 

PIPES, V. Whittar Steel Strip (formerly Whittaker Corp.). 87/01/14. NRC - No Detailed 
Affiliation Given. Ip. 39575:299-39575:320. 

~ 8 JP?]°V 88 A V dit rept on 861108 of radioactive matl located next to Greenville 
Metals, Greenville, PA. 

^LER,F,L. Whittar Steel Strip (formerly Whittaker Corp.). 86/11/08. 2pp. 39575:302- 
oyo/5!303. 


870217O203 Advises that company will agree not to bury or otherwise disoose of 
wastes, other than tailings & other contaminated matls from former Susouehanna 
Western mill site in Tailings Pond 1 if Riverton tailings relocation Set obtained 
ANDRUS, NJ. American Nuclear Corp. 87/01/27. SM ITH , R . D Uran?um RecovSv Field 
Office. 2pp. 39458:069-39458:070. ' uranium Hecovery Field 


DOCKET 40-6500 ENERGY, DEPT. OF, CANONSBURG, PA 


8701270291 Forwards DOE recommended surveillance & maint plan for Canonsbura P/ 
UMTRAP site.Plan also contains legal description of final taHinqs disDosa^ site fea 
based on NRC 851119 comments & State of PA comments 9 P 
THEMELIS.J.G. Energy, Dept. of. 86/01/28. CROW.W.T. Division of Fuel Cvrle A Ma 
terial Safety. Ip. 39714:040-39714:321. ° n oi Fuel Cycle & Ma 


-8702 100 192 Audit rept on 861013 of radioactive matl located next to Greenville 
Metals, Greenville, PA. 

WJLLER.F L. Whittar Steel Strip (formerly Whittaker Corp.). 86/10/13. Ip. 39575:304- 
39575:304. 

-8702100199 Audit rept on 860912 of radioactive matl located next to Greenville 
Metals.Greenville.PA. 

39575-305-3 J 9575l?0 N ’ W ' Whittar Steel Strip ( former| y Whittaker Corp.). 86/09/12. Ip. 

-8702100208 Audit rept on 860513 of radioactive matl located at Air Products & 
Chemicals.lnc, Greenville, PA. 

2PP* 3l5T5'^i'l-3957l^3 E 3 WWttar SteSi Strip (,ormarly Whittaker Corp.). 86/05/13. 


-8702240284 Draft UMTRA-DOE/Al 350201.0000 "Canonsburg.PA Surveillance & 
Maint Plan. W/two oversize ends. y ourvemance & 

* Energy, Dept. of. 86/01/31. 85pp. 39714:237-39714:321. 

8702200126 Telcon w/J Brinkman on 861231 re future characterization of groundwater 
& water resources at Burrell vicinity property. y aier 

YOUNG, M. NRC - No Detailed Affiliation Given. 86/12/31. 3pp. 39705:121-39705-123 

8702030417 Forwards 21 sheets presenting plots of displacements measured at site 
through 870113.Addl readings will be submitted when available measured at Slte 
OLDHAM, J.G. MK-Ferguson Co. 87/01/23. KNAPP.M.R., SMYKOWSKI S NRC - No 
Detailed Affiliation Given. 22pp. 39486:080-39486:101. inhl no 

87 umA 7 sitrthTo a ugh 8TOlT 3 etS prSS9n,in9 plo,s ^placements measured at Burrell 

OLDHAM, J.G. MK-Ferguson' Co. 87/01/27. KNAPP.M.R., SMYKOWSKI S NRC - No 
Detailed Affiliation Given. 22pp. 39704:140-39704:161. No 

8702200140 Requests review of end monitor well completion details monitor well loca- 
tion map & borehole/well const logs for 10 monitor wells to be drilled at I Burrctl vani- 
ty property by RAC. 

LONGMIRE.P. Jacobs Engineering Group, Inc. 87/02/04. YOUNG M NFtr Nn r 0 
tailed Affiliation Given. 10pp. 39705:124-39705:133. ^ NRC - No De- 

8702270095 Forwards comments on 870204 submittal re Burrell vicinity property drillino 
program.Renewed effort to characterize potential groundwater contamination 28 
eventually lead to resolution of NRC concerns. u "uwaier contamination will 

MARTIN, D.E. Low-Level Waste & Uranium Recovery Projects Branrh R 7 /n?/na 
ANDERSON J.R. Energy, Dept. of. 3pp. 39764:106-39764:108 87/ °2/°9. 

8702270294 Forwards 21 sheets presenting plots of displacements n„rr«ii 

^through 870127.No displacement exceeded 0.07 inches indicaTing stable statl of 

OLDHAM, J.G. Morrison-Knudsen Engineers, Inc. 87/0?/ii k-waddmd 
SMYKOWSKI, S. NRC - No Detailed Affiliation Given. 22pp. 39781 :Oli3978To P 3 P 5 M ' R '‘ 


-8702100217 Audit rept on 860414 of radioactive matl located at Air Products & 
Chemicals.lnc, Greenville, PA. 

3957^?i4-39'575-316 ittar SteQl Stnp (formerly Whittaker Corp.). 86/04/14. Ip. 

"SSSiw. 8 ® 113 ° f radioac,iva mati ioca,ed at Air pr ° duc,s & 

2pp^ ^9^^'-31 7-39575-3^^ Whittar Steel Strip (formerly Whittaker Corp.). 86/01/13. 

A o dit re Rf 851213 of radioactive matl located at Air Products & 
Chemicals, Inc, Greenville.PA. 

2pp^ ^9575-319-3 95 75- 32(T Whittar St0el Strip ( former| y Whittaker Corp.). 85/12/13. 

87 MetalsGr 4 eenCiilePA ^ ° f radioactive matl located next t0 Greenville 
39566-226 L ‘ Steel Strip ( former| y Whittaker Corp.). 87/01/17. 2pp. 39566:225- 


DOCKET 40-8027 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 


° noted in in^of Tice'nse SU B-1 01 0^ inf ° rmin9 NRC ° f St * PS take " t0 ^rrect violation 

y A1 ; L -. R - E - Region 4 Office of Director. 85/07/15. STAUTER,J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). Ip. 31880:047-31880:050. * 

” 8 U?Insr°SlJR R i e n?n n An S 'V 6 vio, . ation noted in radiation safety insp of 

cedures reemphasized.^ 95031 1-1 S.Corrective act.ons:strict adherence to cleanup pro- 

SJAUTERJ.C. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 85/06/10. 
cVtHhi T,R.J. Region 4, Office of Director. 3pp. 31880:048-31880:050. 
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8610170130 Provides updated info on concerns resulting from NRC 860924 insp of fa- 
cility & 860929,30 & 1001 interviews re adequacy of procedural upgrade program & 
uncertainties about employee commitment to operating procedure compliance. 
STELLO.V. Office of the Executive Director for Operations. 86/10/09. ZECH, ROB- 
ERTS, ASSELSTINE Commissioners. 2pp. 38331:318-38331:320. 

8702060190 FOIA request for documents re licensing conditions applied to renewal of 
License SUB-1010. 

DEERINWATER.J. Native Americans for a Clean Environment. 86/12/17. 
GRIMSLEY.D. Division of Rules and Records. 2pp. 39525:348-39525:349. 

8702240301 "Vegetable Monitoring Program Annual Rept 1986 Growing Season." W/ 
870128 Itr. 

STAUTER.J.C. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 86/12/31. 
CROW.W.T. Uranium Fuel Licensing Branch. 10pp. 39725:079-39725:087. 

8702050262 Documents actions taken in response to Independent Oversight Team 
861224 second reptMinor mods made to off-gas burner & engineering instruction on 
fluorine production Q-circuit calibr & testing being rewritten. 

EMERSON, S.D. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/01/ 
23. MARTIN, R.D. Region 4, Office of Director. 4pp. 39519:113-39519:116. 

8702060125 Advises that comments on plan will be provided only in open public hearing 
& when Sequoyah Fuels Corp submits final plan which cannot be revised. 

GOURD, C.A. Affiliation Not Assigned. #187 2426. 87/01/26. FRYE.J.H. Atomic Safety 
and Licensing Board Panel. Ip. 39535:117-39535:117. 

8702040162 Submits items of interest. Informal evidentiary hearing conducted by ASLB 
during wk of 870112 re Sequoyah Fuels Corp amend request to operate UF6 to UF4 
facility in Gore.OK.On 8701 16, Allied Chemical Corp U02 release occurred. 

CROW.W.T. Uranium Fuel Licensing Branch. 87/01 /28. DAVIS.J.G. Office of Nuclear 
Material Safety & Safeguards, Director. 4pp. 39508:106-39508:109. 

8702090039 Response of Arkansas Peace Ctr to comprehensive radiological solid 
waste mgt plan." Vendor waste disposal plan too ambiguous to support claim of no 
change in airborne or waterborne radioactivity levels.Certificate of mailing end. 
STRACHAN.P. Arkansas Peace Center. #187 2442. 87/01/31. 3pp. 39550:330- 
39550:332. 

8702060212 Final response to FOIA request for documents re licensing conditions ap- 
plied to renewal of License SUB-1 01 0.App A documents withheld (ref FOIA Exemption 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/02. DEERINWATER.J. Native 
Americans for a Clean Environment. 3pp. 39525:350-39525:360. 

8702090022 Responds to EO Lammers/Carlile Area Residents Assoc 870126 communi- 
cation to W Utnage of Sequoyah Fuels Corp & recipient re releases of UF6 from facili- 
ty on 870110 & 870122 activation of siren sys.No periodic UF6 releases occurred. 
EMERSON, S.D. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). #187 
2437. 87/02/02. CHILK.S.J. Office of the Secretary of the Commission. 4pp. 
39550:026-39550:029. 

8702090401 Forwards Insp Rept 40-8027/86-16 on 861 11 5-1 231. No violations or devi- 
ations noted.NRC observed ongoing activities following 861114 restart authorization. 
FISHER, W.L. Region 4, Office of Director. 87/02/03. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 39556:292-39556:301. 

-8702090421 Insp Rept 40-8027/86-16 on 861 1 15-1231. No violations or deviations 
noted.Major areas inspected:licensee activities following NRC 861114 restart 
authorization, including startup preparations & activities in U03 & UF6 production 
areas. 

SPITZBERG.D.B., EVERETT, R.J. Region 4, Office of Director. 87/01/30. 8pp. 
39556:294-39556:301. 

8702170058 EN-86-078A:on 860205, order imposing civil penalties in amount of 
$310,000 will be issued to licensee based on 860104 accident at facility re ruptured 
UF6 cylinder. Licensee 861113 response to 861014 notice unacceptable. 

FLACK, E., BEACH, A. Office of Inspection & Enforcement, Director (Post 820201). 87/ 
02/03. ip. 39647:237-39647:237. 

8702060511 Forwards order imposing civil monetary penalties in amount of $310,000 
resulting from util 861113 response to violations noted during 860104-0214 
insps.Failure of mgt sys caused needless employee death. Flagrant violations noted. 
TAYLOR.J.M. Office of Inspection & Enforcement, Director (Post 820201). 87/02/05. 
RANDOLPH, J.G. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 
39536:096-39536:107. 

-8702060517 Order imposing civil monetary penalties in amount of $310,000 for viola- 
tions noted in 860104-0214 insps. Evaluation & conclusions for civil penalty violations 
& for violations not assessed civil penalties end. 

TAYLOR.J.M. Office of Inspection & Enforcement, Director (Post 820201). 87/02/05. 
Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 10pp. 39536:098- 
39536:107. 

8702130116 Submits items of interestNRC representatives invited to brief Electric Utils 
Co nuclear transportation group at 870205 meeting in Washington, DC re transporta- 
tion of spent fuel & low level waste. 

CROW.W.T. Uranium Fuel Licensing Branch. 87/02/05. DAVIS.J.G. Office of Nuclear 
Material Safety & Safeguards, Director. 3pp. 39642:350-39642:353. 

8702130182 Request for opportunity to present addl evidence newly by reason of 
870110 spill.* Facts & circumstances surrounding spill support contentions that licens- 
ee lacks integrity & mgt to operate proposed facility. Certificate of Svc end. 

DEER IN WATER Native Americans for a Clean Environment. #187 2480. 87/02/05. 
Atomic Safety and Licensing Board Panel. 2pp. 39634:186-39634:189. 

8702130402 Forwards response to comments & recommendations from P Costner on 
NUREG-1189, "Assessment of Public Health Impact From Accidental Release of UF6 
at Sequoyah Fuels Corp Faciliity at Gore, OK," per author 861210 Itr. 

CUNNINGHAM, R.E. Division of Fuel Cycle & Material Safety, 87/02/06. COSTNER, P. 
National Water Center. 10pp. 39640:001-39640:035. 

8702130119 Request by Arkansas Peace Ctr for opportunity to present addl evidence 
newly by reason of 870110 spill.* Arkansas Peace Ctr strongly protests grievous mis- 
carriage of justice & lack of concern for public welfare. W/Certificate of Svc. 
STRACHAN.P. Arkansas Peace Center. #187 2479. 87/02/07. Atomic Safety and Li- 
censing Board Panel. Ip. 39630:356-39630:356. 


8702130212 Ack receipt of Sequoyah Fuels Corp response to Carlile Area Residents 
Assoc request for NRC action in response to goings-on at corp & 870112 preliminary 
notification of spill reported as “about one half pound," on 870206. 

CARTER-WHITE, K. Citizens Action for Safe Environment. CARTER-WHITE, K. Carter- 
White, K. #187 2497. 87/02/09. CHILK.S.J. Office of the Secretary of the Commis- 
sion. Ip. 39633:360-39633:360. 

8702190095 Sequoyah Fuels Corp response to NACE request to submit addl evidence.* 
Evidence unnecessary since 870110 incident only tangential relevance to 
proceeding.W/Certificate of Svc. 

NICKLES.P.J., MESERVE.R.A. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear 
Corp.). NICKLES.P.J. Covington & Burling. #187 2518. 87/02/09. Atomic Safety and 
Licensing Board Panel. 5pp. 39666:028-39666:032. 

8702190158 Environ Action motion for partial summary judgement.* Requests that li- 
censee be ordered to commence decontamination & decommissioning of all raffinate 
settling ponds now or ever in use.Certificate of Svc end. 

HUNT.B. Environmental Action, Inc. #187 2512. 87/02/10. FRYE.J.H. Atomic Safety 
and Licensing Board Panel. 6pp. 39665:292-39665:298. 

8702170702 Summarizes 870129 meeting at facility site re activities authorized by Li- 
cense SUB-1 01 0.Meeting provided better understanding of design of UF6 to UF4 facil- 
ity & performance of independent oversight team.Proposed agenda end. 
BANGART.R.L. Region 4, Office of Director. 87/02/11. EMERSON, S.D. Sequoyah 
Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 3pp. 39661:071-39661:073. 

8702170733 Responds to 870113 appeal re partial denial of FOIA request for 860227 Itr 
to Congress concerning 860104 incident at Kerr-McGee Sequoyah facility. Appeal 
denied. Portions of documents on app withheld (ref FOIA Exemption 6). 

STELLO.V. Office of the Executive Director for Operations. 87/02/11. GARDE, B.P. 
Government Accountability Project. 2pp. 39671:153-39671:157. 

8702190292 Forwards Amend 17 to License SUB-1 01 0.granting conditional use of treat- 
ed raffinate, SER & environ impact appraisal supporting amend, per 870122 request for 
info re Sequoyah Fuels Corp raffinate application program.W/o ends. 

CROW.W.T. Uranium Fuel Licensing Branch. 87/02/13. THOMPSON, S.A. Oklahoma, 
State of. Ip. 39691:152-39691:154. 

-8702190298 Requests info re Kerr-McGee raffinate application program at 
Gore.OK.including whether NRC issued permit approving use of raffinate as fertilizer. 
THOMPSON, S.A. Oklahoma, State of. 87/01/22. NRC - No Detailed Affiliation Given. 
Ip. 39691:153-39691:154. 

8702240465 Discusses insp planning re restart of facility.Region IV proposed gradual re- 
duction of NRC oversight until normal insp program reached. Region IV plan will be 
implemented after 5 working days unless notified otherwise. 

STELLO.V. Office of the Executive Director for Operations. 87/02/13. ZECH, ROB- 
ERTS, ASSELSTINE Commissioners. 2pp. 39726:164-39726:172. 

-8702240476 Addresses recent conversation re NRC insp coverage at facility & criteria 
to be used to reduce insp coverage from round-the-clock to more modest amount. IE 
& NMSS concur w/ end describing level of coverage. 

MARTIN, R.D. Region 4, Office of Director. 87/01/16. STELLO.V. Office of the Execu- 
tive Director for Operations. 3pp. 39726:166-39726:172. 

-8702240494 Forwards insp plan for final facility restart & tentative personnel assign- 
ments to insp teams. 

EVERETT, R.J. Region 4, Office of Director. 86/10/31. MARTIN, R.D., BANGART.R.L., 
FISHER, W.L. NRC - No Detailed Affiliation Given. 4pp. 39726:169-39726:172. 

8702270312 Informs that EIA of facility can be obtained from either PDR or LPDR in 
Sallisaw.OK.per 870206 request. 

CROW.W.T. Uranium Fuel Licensing Branch. 87/02/19. ALBRECHT, K. Food Irradia- 
tion Response. 1 p. 39789:225-39789:227. 

-8702270316 Requests EIA of facility. 

ALBRECHT, K. Food Irradiation Response. 87/02/06. NRC - No Detailed Affiliation 
Given. Ip. 39789:226-39789:227. 


DOCKET 40-8064 EXXON MINERALS CO., USA, HOUSTON, TX 


8702060017 Advises of commitment to listed amended specs for rock mulch matl.per 
860530 response to NRC comments on 841214 reclamation plan for Highland U oper- 
ations tailings basin & 861 1 07 telcon. 

PATTON, J.D. Exxon Corp. 87/01/08. GARCIA, P.J, Uranium Recovery Field Office. Ip. 
39524:172-39524:172. 


DOCKET 40-8084 RIO ALGOM CORP., MOAB, UT 


8702190283 Application for amend to License SUA-1 1 19, authorizing disposal of matls to 
dean up existing site.Forwards response to 860801 comments on proposed reclama- 
tionplan. Fee paid. 

PATrlSON.R.S. Rio Algom Corp. 86/12/15. SMITH, R.D. Uranium Recovery Field 
Office. 33pp. 39687:012-39687:044. 

8702060073 Forwards FR notice re 10CFR40.64(b) annual source matl inventory rept 
requirement, for info.Requirement only pertains to licensees receiving source matl of 
foreign origin.Change became effective on 860402. 

SMITH, R.D. Uranium Recovery Field Office. 87/01/08. LAWTON.M. Rio Algom Corp. 
6pp. 39528:216-39528:221. 


DOCKET 40-8102 EXXON CO., USA, HOUSTON, TX 


8702200397 Commits to amended specs for const & testing of compacted radon barrier 
over tailings, per 870113 & 14 telcons. Observations will be made to verify that proper 
slopes & fill thickness constructed along w/field density testing. 

PATTON.J.D. Exxon Corp. 87/01/23. GARCIA, P.J. Uranium Recovery Field Office. 
3pp. 39704:344-39704:346. 
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DOCKET 40-S348 MINERALS EXPLORATION CO. v LOS ANGELES. CA 

8762089016 Requests termination of License SUA- 1223. Ail requirements of 
restoration, decontamination & decommissioning of sit© met & ail contaminated mails 
transferred to other NRC license holders.Radiation in area near background levels. 
HILL.C.Z. Minerals Exploration Co. (subs, of Union Oil Co. of California). 86/12/04. 
SMITH, R.D.. JIERREE, G.C. Uranium Recovery Field Office. Ip. 39525:342-39525:344. 

-8702060027 Certificate of disposition of matls:contaminated equipment & soils w/no 
potential for reuse transferred to Minerals Exploration Co & disposed of in licensed 
tailings cell. 

HILL.C.Z. Minerals Exploration Co. (subs, of Union Oil Co. of California). 87/12/09. 
2pp. 39525:343-39525:343. 

-8702060251 Submits add! info r© survey instruments.calibrs & tests used for 860502 
sampling survey. 

HILL.C.2. Minerals Exploration Co. (subs, of Union Oil Co. of California). 86/12/08. 
JIERREE.C. Uranium Recovery Field Office. Ip. 39525:344-39525:344. 

8702240225 Forwards draft finding of no significant impact re termination of License 
SUA-1223,for FR publication. 

PETTENGiLL.H.J. Uranium Recovery Field Office. 87/02/06. Office of Administration. 
Ip. 39710:221-39710:224. 

-8702240211 Draft finding of no significant impact re termination of License SUA-1223. 
PETTENGILL.H.J. Uranium Recovery Field Office. 87/02/06. 3pp. 39710:222- 
3971 0:224. 


DOCKET 40-8452 ROCKY MOUNTAIN ENERGY CO., BROOMFIELD, CO 

8702060127 Forwards comments on rev to "Bear Creek U Reclamation Plan.” Complet- 
ed Form 1 1 required prior to approval of tailings reclamation plan rev & seepage con- 
trol not addressed. 

SHAFFER, R. Wyoming, State of. 86/12/31. MEDLOCK.B. Rocky Mountain Energy Co. 
3pp. 39527:307-39527:309. 

8702060279 Forwards FR notice re annuaf source matl inventory rept requirement 
(10CFR40.64(b)).Requirement applies only to licensees receiving source matl of for- 
eign origin. 

SMITH, R.D. Uranium Recovery Field Office. 87/01 /08. SCOTT.E. Bear Creek Uranium 
Co. 6pp. 39528:167-39528:172. 

870206Q134 Forwards response to NRC 861209 request re listed items, including map 
showing location of all tailings impoundment- related wells & well completion.water 
quality & water level data for all newly installed wells.W/one oversize exhibit. 
MEDLOCK.R.L. Rocky Mountain Energy Co. 87/01/13. HAWKINS, E. Uranium Recov- 
ery Field Office. GRACE, S. NRC - No Detailed Affiliation Given. 12pp. 39564:335- 


DOCKET 40-8502 WESTINGHOUSE ELECTRIC CORR, JOHNSON COUNTY, WY 

8702200412 “Semiannual Activity & Monitoring Rept,Jul-Dec 1986.” W/870121 Itr. 
FAUBER.J.R. Westinghouse Electric Corp. 86/12/31. SMITH, R.D. Uranium Recovery 
Field Office. 110pp. 39703:260-39704:068. 

8702200403 Supports renewal of License SUA-1341 based on review of draft finding of 
no significant impact. Renewal of license would mean addl jobs for people of Johnson 
County, WY. 

STAFFORD.S. Johnson County, WY. 87/01/19. HAWKINS.E.F. Uranium Recovery 
Field Office. 3pp. 39707:109-39707:111. 

8702170170 Offers support re licensing©! Johnson County facility. 

ROGERS, J.B. Big Horns Economic Development, Inc. 87/01/26. HAWKINS.E.F. Ura- 
nium Recovery Field Office. Ip. 39458:066-39458:066. 

8702170199 Urges NRC to expedite Westinghouse application for renewal of license to 
resume operations at frigaray U Mine in Johnson County, WY 
CHENEY, D. House of Rep. 87/01/26. HAWKINS, E. Uranium Recovery Field Office. 
Ip. 39659:079-39659:079. 

8702170279 Press release announcing relocation of Westinghouse, U Resources Div to 
Monroeville, PA, effective 870123. 

* Westinghouse Electric Corp. 87/01/26. Ip. 39458:099-39458:099. 

8702170189 Supports renewal of License SUA-1341 for operation of Irigaray Mine in 
Johnson County, WY. 

MCBRIDE, R.W. First National Bank, Buffalo, Wl. 87/01/27. HAWKINS.E.F. Uranium 
Recovery Field Office. Ip. 39458:068-39458:068. 

8702170232 Supports renewal of Westinghouse license for operation of Irigaray 
MineJohnson County, WY experiencing real depression brought on by recent drop in 
oil & aas leasing as well as agricultural industry. 

HARNESS, D.S. Affiliation Not Assigned. 87/01/28. HAWKINS.E.F. Uranium Recovery 
Field Office. Ip. 39458:071-39458:074. 


-8702170335 Urges NRC to approve renewal of License SUA-1341 for operation of Iri- 
garay mine. Resumption of operation would be welcome step in improving economic 
conditions in State of WY. 

SULLIVAN, M. Wyoming, State of. 87/01/23. Uranium Recovery Field Office Id 
39672:037-39672:037. ‘ 


-8702170349 Requests favorable consideration for renewal of License SUA-1341 
based on 861231 FR notice of finding of no significant impact. 

BUDD.B., GOODIER.J.T. Wyoming, State of. 87/01/29. Uranium Recovery Field 
Office. 1p. 39672:038-39672:038. y 

-8702170364 Supports draft finding of no significant impact re renewal of License SUA- 
1341. 

BERRY, T.J. Affiliation Not Assigned. 87/01/29. HAWKINS.E.F. Uranium Recoverv 
Field Office. Ip. 39672:039-39672:039. y 

-8702170376 Supports renewal of License SUA-1341 for operation of Irigaray mine 
based on draft finding of no significant impact. In situ mining method employed at mine 
does not harm environ. 

WILCYNSKI.W.J., WILCYNSKI.R. Affiliation Not Assigned. 87/01/31 HAWKINS EF 
Uranium Recove-y Field Office. Ip. 39672:040-39672:040. ’ ' 

-a 7021 ?© 391 Supports renewal of License SUA-1341. Resumption of mine operation 
would be tremendous economic boost for area. 

IRIGARAY.C. Affiliation Not Assigned. 87/01/29. HAWKINS.E.F. Uranium Recoverv 
Field Office. 1 p. 39672:04 1 -39672:04 1 . y 

-8702170403 Supports renewal of License SUA-1341. Resumption of Irigaray mine oper- 
ation would be tremendous economic boost for area severely distressed bv enerav & 
agricultural-related depression. 1 ay 

1 3 9672T)42°3 967^042 87/01 /29, HAWKINS - E - F - Uranium Recovery Field Office. 

-8702170414 Supports renewal of License SUA-1341. Resumption of Irigaray mine oper- 
ation would be tremendous economic boost for area severely distressed bv enerav A 
agricultural-related depression. y yy 

1 p A 39672 n 04Tk A 67 S 2-04 e 3 d ' 87/01 /29 ‘ HAWK1NS > E - F - Uranium Recovery Field Office. 

-8702170425 Supports renewal of License SUA- 1341. Resumption of Irigaray mine oper- 
ation would be tremendous economic boost for area severely distressed bv enerav & 
agricultural-related depression. ay 

LAWRENCE, D.R. Affiliation Not Assigned. 87/01/29. HAWKINS.E.F. Uranium Recov- 
ery Field Office. 1 p. 39672:044-39672:044. 

-8702170438 Supports renewal of License SUA-1341. Reopening mine would provide 
economic benefits to city of Buffalo & Johnson County, WY ¥ 

87/01/29 - HAWK,NS - EF - Ura ™ um R <— > 

-8702170444 Concludes that benefits of renewal of License SUA-1341 outweiqh any 
problems. w J 

WOHLBRANDT.C. Affiliation Not Assigned. 87/01/29. 
HAWKINS.E.F. Uranium Recovery Field Office. Ip. 39672:046-39672:046. 

-8702170448 Supports renewal of License SUA-1341. Approval of license would provide 
adal jobs, create extra income & boost spirits of people of community. 

GODDARD, C. Chamber of Commerce, Buffalo, WY. 87/01/29. HAWKINS E F Urani- 
um Recovery Field Office. Ip. 39672:047-39672:047. 

8702170525 Forwards response to technical deficiencies identified in land quality div 
861 224 Itr re application for permit. 7 

RUTLEDGE, C. Westinghouse Electric Corp. 87/01/30. SHAFFER, R., HOGGS Wyo- 
ming, State of. 83pp. 39660:209-39660:292. y 

8702200400 Comments on application for renewal of License SUA-1341. Findings pub- 
lished in 861231 FR supported.Urges renewal of Westinghouse license to resume 
., 0fMlon of transferring license to other potential operator in future. 

MEIKE.D. Affiliation Not Assigned. 87/01/30. HAWKINS.E.F. Uranium Recovery Field 
Office. Ip. 39704:347-39704:347. 

8702170499 Forwards environ assessment in support of renewal of License SUA-1341 
for Westinghouse Irigaray Project. 

KONWINSKI.G.Rm HAWKINS.E.F. Uranium Recovery Field Office. 87/02/03. Uranium 
Recovery Field Office. 1 p. 39671 :01 9-39671 :090. 

-8702170507 “Environ Assessment for Westinghouse Electric Co.lriaaray Site " 

Uranium Recovery Field Office. 87/02/03. 71 pp. 39671 :020-39671 :090, ‘ 

87 2^1n?,??,of I °^ rd ?, SER in su PPort of renewal of License SUA-1341. 

KONWINSKI.G.R, HAWKINS.E.F. Uranium Recovery Field Office. 87/02/03. Uranium 
Recovery Field Office. Ip. 39671:095-39671:127. 

eva,uation supporting renewal of License SUA-1341. 

3 967^- 096^396 Tl-'l R -^ WKINS,E ‘ F ‘ Uranium Recovery Field Office. 87/02/03. 32pp. 

8? Sl?E r1 f re nT 31 of „ Licen * e SUA-1341 based on draft finding of no signifi- 
dents mPaCt P ° 6C W ' ^ we recen/ed & welc omed by Johnson County, WY resi- 

F^^.“o%3sU A 9®i. 87/02/ ° 3 - HAWKINS ' EF UraniUm 

* 7 ?34?°*^ Urges NRC support for Westinghouse request for renewal of License SUA- 

87/02/04 ’ HAWK ' NS ' EF ' UraniUm R9C0 ™V 
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—8702200419 Supports renewal of License SUA-1 341 .based on economics. Region 
would benefit from addl jobs thereby improving financial outlook of county & surround- 
ing region. 

JURENA.J.E. Johnson County Memorial Hosp., Buffalo, WY. 87/02/03. 
HAWKINS, E.F. Uranium Recovery Field Office. Ip. 39703:259-39703:259. 


DOCKET 40-8584 MINERALS EXPLORATION CO., LOS ANGELES, CA 


8702060166 Forwards annual bond rev to State of WY.Dept of Environ Quality.EncI 
NRC portion unchanged from last yr. 

HILL.C.Z. Minerals Exploration Co. (subs, of Union Oil Co. of California). 87/01/06. 
ROSE,H. Uranium Recovery Field Office. 10pp. 39526:005-39526:014. 

8702060188 Submits results of survey of land use within 5 miles of mill facility, per Li- 
cense Condition 39.Scattered livestock grazing & wildlife utilization 
occurred.Suspension of operations reduced licensee activity in area. 

HILL.C.Z. Minerals Exploration Co. (subs, of Union Oil Co. of California). 87/01/06. 
SMITH.R.D. Uranium Recovery Field Office. Ip. 39526:001-39526:001. 

8702170188 Advises that listed areas reviewed to determine if occupational exposures 
being managed to be ALARA, including employee exposure records & bioassay re- 
sults. 

HILL.C.Z. Union Oil Co. of California. 87/01/06. NRC - No Detailed Affiliation Given. 
Ip. 39458:067-39458:067. 

8702060506 Advises that annual source matl inventory rept requirement only pertains to 
licensees receiving source matl of foreign origin, per change noted in end 860402 FR 
notice. 

SMITH.R.D. Uranium Recovery Field Office. 87/01/08. HILL.C. Minerals Exploration 
Co. (subs, of Union Oil Co. of California). 6pp. 39528:234-39528:239. 

8702060288 Advises of 870106 review of annual land use survey for facility.No active oil 
& gas operations observed in area. Continued suspension of mill operation significant- 
ly roHi i/'cic li^anQM aptiv/ifv 

^HOPENN.N.M., PETTENGILL,H.J. Uranium Recovery Field Office. 87/01/14. Urani- 
um Recovery Field Office. 2pp. 39527:360-39527:361 . 


DOCKET 40-8681 UMETCO MINERALS CORP., GRAND JUNCTION, CO 

8702060065 Forwards FR notice re 1 0CFR40.64(b) annual source matl inventory rept 
requirement, for info.Requirement only pertains to licensees receiving source matl of 
foreign origin.Change became effective on 860402. 

SMITH.R.D. Uranium Recovery Field Office. 87/01/08. SPARLING, D. UMETCO Miner- 
als Corp. (subs, of Union Carbide Corp.). 6pp. 39528:222-39528:227. 

8702180141 Application for amend to License SUA-1 358, revising License Condition 33 
to change ALARA reporting frequency to annual basis w/exception of Condition 7 
which would remain on semiannual basis.Fee paid. 

SCHIERMAN.S.L. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 87/01/20. 
BRISCH.R. Uranium Recovery Field Office. Ip. 39673:249-39673:250. 

-8702180149 Application for amend to License SUA-1 358, authorizing receipt & subse- 
quent disposal of containers of contaminated waste from Energy Fuels, Inc.Fee paid. 
SPARLING, D.K. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 87/01/20. 
BRISCH,R. Uranium Recovery Field Office. Ip. 39673:250-39673:250. 

8702170585 Advises that licensee should be exempt from fees for Amend 4 to License 
SUA-1 358.Amend issued only to clarify clerical error. 

PETTENGILL.H.J. Uranium Recovery Field Office. 87/01/23. HOLLOWAY, C.J. Li- 
cense Fee Management Branch (Post 861123). Ip. 39670:356-39670:356. 

8702060110 Forwards comments & request for add! info re reclamation plan.Lack of 
matls & poor presentation made determining plan adequacy difficult. 

HAWKINS, E.F. Uranium Recovery Field Office. 87/01/26. HAMRICK, J.S. UMETCO 
Minerals Corp. (subs, of Union Carbide Corp.). 9pp. 39565:056-39565:064. 

8702190374 Forwards Amend 4 to License SUA-1 358, reinstating Condition 46 re imple- 
mentation of program to minimize dispersal of dust from ore stockpile areas, per 
851218 Itr.Program should include operating procedures & weekly insp. 

SMITH.R.D. Uranium Recovery Field Office. 87/01/28. SPARLING, D. UMETCO Miner- 
als Corp. (subs, of Union Carbide Corp.). 2pp. 39688:157-39688:192. 

-8702190383 Amend 4 to License SUA-1 358 for UMETCO Minerals Corp, authorizing 
use of unlimited quantities of natural U. 

SMITH, R.D. Uranium Recovery Field Office. 87/01/27. 11pp. 39688:159-39688:190. 

-8702190392 Discusses proposed action taken per issuance of Amend 4 to License 
SUA-1 358.Condition 46 reinstated as in Amend 1 to license re implementation of pro- 
gram to minimize dispersal of dust from ore, per 851218 Itr. 

BRICH.R.F., PETTENGILL.H.J. Uranium Recovery Field Office. 87/01/23. Uranium 
Recovery Field Office. 2pp. 39688:191-39688:192. 

8702200389 Requests extension of time requirements contained in License Condition 
48 of License SUA-1 358, which orders implementation of groundwater detection moni- 
toring program.Vendor assumed 60-day reporting began 1 yr from license reinstate- 
ment 

HAMRICK, J.S. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 87/02/02. 
PETTENGILL.H.J. Uranium Recovery Field Office. Ip. 39704:343-39704:343. 


DOCKET 40-8684 WESTERN NUCLEAR, INC., LAKEWOOD, CO 


8702060189 Forwards State of WY Dept of Environ Quality correspondence re licensed 
R&D site activities,per Condition 19 of Amend 7 to License SUA-1 337. Ends cover 
860101-870112. 

WICHERS.D.L Malapai Resources Co. 87/01/15. GRACE, S. Uranium Recovery Field 
Office. 79pp. 39563:351-39564:070. 

8702060343 Recommends issuance of Amend 8 to License SUA-1 337, revising License 
Conditions 12,14 & 20 to reflect implementation of 861015 restoration & decommis- 
sioning plan.No addl changes recommended. 

GRACE, S.R., HAWKINS, E.F. Uranium Recovery Field Office. 87/01/20. Uranium Re- 
covery Field Office. 7pp. 39546:001-39546:036. 


-8702060357 Issues Amend 8 to License SUA-1 337, revising Conditions 12, 14 & 20 re 
implementation of 861015 restoration & decommissioning plan.subj to listed 
conditions, per 870108 meeting. 

GRACE, S.R. Uranium Recovery Field Office. WICHERS.D.L. Malapai Resources Co. 
87/01/08. Uranium Recovery Field Office. 4pp. 39546:008-39546:011. 

-8702060365 Amend 8 to License SUA-1 337 for Malapai Resources Co, amending Li- 
cense Conditions 12,14 & 20 authorizing implementation of 861015 restoration & de- 
commissioning plan. 

SMITH.R.D. Uranium Recovery Field Office. 87/01/20. 15pp. 39546:012-39546:031. 

-8702060382 Forwards Amend 8 to License SUA-1 337, revising Conditions 12, 14 & 20 
to authorize implementation of 861015 restoration & decommissioning plan. 
SMITH.R.D. Uranium Recovery Field Office. 87/01/20. Malapai Resources Co. 5pp. 
39546:032-39546:036. 

8702240257 Forwards response to NRC comments on const completion rept on solar 
evaporation ponds at facility dtd 861 030, per 870105 requestOne oversize map end. 
DEASON.C. Malapai Resources Co. 87/01/29. HAWKINS, E.F. Uranium Recovery 
Field Office. 8pp. 3971 5:078-3971 5:085. 


DOCKET 40-8698 PLATEAU RESOURCES, LTD., GRAND JUNCTION, CO 

8702060084 Forwards FR notice re 1QCFR40.64(b) annual source matl inventory rept 
requirement, for info.Requirement only pertains to licensees receiving source matl of 
foreign origin.Change became effective on 860402. 

SMITH.R.D. Uranium Recovery Field Office. 87/01/08. THAMM.J.K. Plateau Re- 
sources, Ltd. 6pp. 39528:245-39528:250. 

8702200225 Forwards groundwater data in support of end 860627 Itr to D Smith re 
background levels for indicator parameters & statistical procedures.Blank diskette end 
for copying RADON program.W/o diskette. 

SAVIGNAC, N. Savignac, N. 87/01/26. BRICH.R. Uranium Recovery Field Office. 3pp. 
39702:344-39702:349. 

8702240255 Advises that mill not allowed to operate & reclamation activities must be 
reviewed & approved by NRC prior to implementation. 

SAVIGNAC, N. Savignac, N. 87/01/27. THAM.J. Plateau Resources, Ltd. Ip. 
39716:116-39716:116. 


DOCKET 40-8714 CLEVELAND-CLIFFS IRON CO., CLEVELAND, OH 

8702170129 Submits quarterly rept for Collins Draw Project for Oct-Dec 1906 in compli- 
ance w/Condition 29 of License SUA-1 352.No surface water discharge or monitoring 
during quarterly reporting period. 

LOUDERBACK.T.E. Cleveland-Cliffs Iron Co. 87/01/19. SMITH.R.D. Uranium Recov- 
ery Field Office. 2pp. 39458:054-39458:055. 

8702170595 Submits review of licensee quarterly rept for Fourth Quarter 1986.No sur- 
face water discharges or groundwater monitoring occurred during quarter. 
KONWINSKI.G.R., HAWKINS, E.F. Uranium Recovery Field Office. 87/01/28. Uranium 
Recovery Field Office. 2pp. 39670:357-39670:358. 


DOCKET 40-8728 TETON EXPLORATION DRILLING CO., INC., CASPER, WY 


8702170333 “Final Rept of Decommissioning & Reclamation at Leuenberger In-Situ U 
Mine Site.Converse County, WY.” W/three oversize figures. 

APPEL, R.R. Appel, R.R. 86/06/30. 175pp. 39669:029-39669:232. 


DOCKET 40-8768 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

8702060228 Forwards summary of Ra-226 analyses for designated soil/ sediment 
sample points on drainage sys. 

FREEMAN.M.D. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/01/ 
09. HAWKINS, E., GRACE, S. Uranium Recovery Field Office. 2pp. 39539:353- 
39539:354. 

8702050474 Forwards analytical results of water quality & soil radiometric samples 
taken during wk of 861117 at Q-sand/ O-sand facility. 

GRACE, S.R. Uranium Recovery Field Office. 87/01/21. Sequoyah Fuels Corp. (subs, 
of Kerr-McGee Nuclear Corp.). 8pp. 39525:165-39525:172. 

8702200262 Forwards listing of all known wells within planned commercial in situ leach 
project area, per 870127 request.Map showing well locations also end. 

FREEMAN, M.D. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/01/ 

29. GRACE, S. Uranium Recovery Reid Office. 8pp. 39707:018-39707:025. 

8702170138 Forwards monitor well info & analysis data per 870114 requesLEM surveys 
valid & do not indicate significant impact on groundwater. 

CLEVELAND, J.E. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/01/ 

30. KONWINSKI.G. Uranium Recovery Field Office. 4pp. 39458:056-39458:059. 


DOCKET 40-8820 AMAX ENVIRONMENTAL SERVICES, INC., GOLDEN, CO 


8702100107 Advises that Dept of Health supports release for unrestricted use of AMAX 
Parkersburg site, other than disposal cell, under License SMB-1 41 8.Exam of condition 
of disposal cell & assay samples of water will be continued. 

AAROE.W.H. West Virginia, State of. 87/01/21. LAROCHE, G. Uranium Fuel Licensing 
Branch. 2pp. 39566:227-39566:228. 


DOCKET 40-8829 FERRET EXPLORATION CO. OF NEBRASKA, INC., CRAWFORD, 
NE 


8702050542 “Semiannual ALARA Rept for Jan-June 1986.” W/860828 Itr. 

COLLI NGS.S.P. Ferret Exploration Company of Nebraska, Inc. 86/06/30. 
GONZALES.R. Uranium Recovery Field Office. 35pp. 39524:006-39524:040. 
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8702060043 "Crow Butte Project Second Quarter 1 986, Quarterly Rept.” W/860731 Itr. 
KNODE.R. Ferret Exploration Cor.pa"y cf Nebraska Inc. 86/06/30. GONZALES.R. 
Uranium Recovery Field Office. 92pp 39524:0 80-39524: VI. 

8702180636 Forwards “Crow Butte Project Restoration Plan," per License Condition 
13.NPDES permit application to allow surface discharge of ciean water produced by 
RO during restoration & revised process flow sheet also encf.W/o application. 
CCllINGS.S.P. Ferret Exploration Company of Nebraska, Inc. 86/10/10. 
GONZALES.R. Uranium Recovery Field Office. 3pp. 39675:206-39675:240. 

-8702180649 "Crow Butte Project Restoration Plan.” 

* Ferret Exploration Company of Nebraska, Inc. 86/10/09. 32pp. 39675:209- 
39675:240. 

8702060143 Forwards Crow Butte Project quarterly rept for Third Quarter 1986.W/0 
end. 

COLLINGS.S.P. Ferret Exploration Company of Nebraska, Inc. 86/11/13. 

GONZALES.R. Uranium Recovery Field Office. Ip. 39526:015-39526:015. 

8702060236 Requests approval for use of sodium sulphide & radium removal circuit in 
restoring U & vanadium parameters to restoration values. Author 870105 Itr requesting 
change in injection fluid characteristic & related info end. 

COLLINGS.S.P. Ferret Exploration Company of Nebraska, Inc. 87/01/05. 

GONZALES.R. Uranium Recovery Field Office. 22pp. 39548:133-39548:154. 

8702180351 Responds to 870114 comments & submits mods to “Safety Plan for Use of 
Reduction at Crow Butte In Situ Leach Project." Company will install pH measurement 
& alarm sys on feed to sodium sulfide mix tank. 

COLLINGS.S.P. Ferret Exploration Company of Nebraska, Inc. 87/01/26. 

GONZALES.R. Uranium Recovery Field Office. 2pp. 39674:355-39674:356. 

8702170523 Reviews licensee Crowe Butte U project quarterly rept for Apr- June 
1986.Th-230 concentration exceeded max permissible concentration by 51%. Second 
sample taken for analysis since no obvious reason for elevated levels noted. 
GONZALES, R.O., HAWKINS, E.F. Uranium Recovery Field Office. 87/02/04. Uranium 
Recovery Field Office. 3pp. 39671:092-39671:094. 

8702200384 Advises that restoration of Wellfield 2 will begin on 87021 0,per 861009 res- 
toration plan. 

COLLINGS.S.P. Ferret Exploration Company of Nebraska, Inc. 87/02/05. 

GONZALES.R. Uranium Recovery Field Office. Ip. 39707:070-39707:070. 

8702240178 Discusses review of Ferret Exploration Co quarterly rept for Crow Butte U 
project for Jul-Sept i986.No significant changes or trends identified during review & 
no further action required. 

GONZALES, R.O., HAWKINS, E.F. Uranium Recovery Field Office. 87/02/06. Uranium 
Recovery Field Office. 4pp. 39711:092-39711:095. 


DOCKET 40-8857 EVEREST MINERALS CORP., CONVERSE COUNTY, WY 

8702060183 Provides addl info re permeability units of millidarcies used in Highland li- 
cense application, in response to 870105 telcon. 

MORZENTI.S.P. Everest Minerals Corp. 87/01/06. OLSEN, T.T. Uranium Recovery 
Field Office. Ip. 39526:004-39526:004. 

8702170145 Provides summary of data re hydraulic conductivities for sandstone & con- 
fining layers at Highland, in response to 870121 telcon. 

MORZENTI.S.P. Everest Minerals Corp. 87/01/21. OLSEN, T.T. Uranium Recovery 
Field Office. Ip. 39458:060-39458:060. 

8702170615 Provides followup to 870202 telcon re water impoundments for Highland U 
project.Description of two proposed water impoundments, radium removal ponds & 
water storage reservoir, provided. 

ZENTI.S.P. Everest Minerals Corp. 87/02/02. OLSEN.T.T. Uranium Recovery 
Field Office. 2pp. 39655:001-39655:002. 


DOCKET 40-8866 NUCLEAR METALS, INC., CONCORD 


8702040357 Final response to FOIA request for insp repts for Nuclear 
Metals, Inc.Forwards App B document App A & B documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 87/01/30. ALBANO.T. Affiliation Not 
Assigned. 3pp. 39524:17 7-39524:187. 

-8610220152 Forwards Safety Insp Repts 30-19394/86-01,40-0672/86-01 & 40-8866/ 
86-01 on 860909-1 2.No vie ations noted.NRC understands QA program associated w/ 
flurometric analysts of U in employee urine will be submitted. 

GLENN, J.E. Region 1, Office of Director. 86/10/17. TUFFIN.W.B. Nuclear Metals, Inc. 
2pp. 39524:1 80-39524: 1 87. 

“8610220159 Insp Repts 30-19394/86-01,40-0672/86-01 & 40-8866/86-01 on 860909- 
12.No violations identified.Major areas inspected: waste handling procedures, exposure 
control-external & internal & review of reported transportation incidents. 

MILLER, J., WURTZ.E., GLENN.J.E. Region 1, Office of Director. 86/10/14. 6pp. 

trr 


8702060246 Ack receipt of 861217 Itr in response to NRC 861021 Itr & attached list of 
necessary program elements.Satisfactory aspects of program will be incorporated in 
license upon completion of NRC review. 

PETTENGILL.H.J. Uranium Recovery Field Office. 87/01/13. Anaconda Co. (subs, of 
Atlantic Richfield Co.). Ip. 39547:124-39547:124. 

8702170294 Ack receipt of 861223 Itr protesting Anaconda Minerals Co proposed dis- 
charge plan for existing above-grade tailings impoundment associated w/Bluewater 
Mill.Submits addl info describing proposed operation & impacts to be incurred. 

LEWIS, G. New Mexico, State of. 87/01/20. MIRABAL.M.A. Acequia Madre del Ojo del 
Gallo. 2pp. 39458:100-39458:101. 

8702050414 Forwards Amend 1 to License SUA- 1470, revising license conditions per 
861210 Itr. Condition re submittal of decommissioning plan prior to 871231 added to 
license. 

SMITH, R.D. Uranium Recovery Field Office. 87/01/27. BERGSTROM, P. Anaconda 
Co. (subs, of Atlantic Richfield Co.). Ip. 39525:119-39525:134. 

“8702050416 Amend 1 to License SUA-1470 for Anaconda Minerals Co, revising Condi- 
tions 9 through 31 re use of mat! in form of U waste tailings & release of equipment or 
packages from restricted area. 

SMITH, R.D. Uranium Recovery Field Office. 87/01/27. 5pp. 39525:120-39525:134. 


DOCKET 40-8903 HOMESTAKE MINING CO., GRANTS, NM 


8702060202 Forwards rev to "ALARA-Radiation Program,” incorporating recipient 
comments, per 861110 meeting. 

KENNEDY, E.E. Homestake Mining Co. 86/12/15. GARCIA.P. Uranium Recovery Reid 
Office. Ip. 39528:067-39528:077. 

-8702060215 Rev to “ALARA-Radiation Protection." 

FARRELL, R.F., KENNEDY, E.E., PARKER.J.M. Homestake Mining Co. 86/12/15. 
10pp. 39528:068-39528:077. 

8702050508 Explains change to 10CFR40.64(b) re annual source matl inventory rept 
requirement.Annual reporting requirements only pertain to licensees receiving source 
matl of foreign origin.Change effective on 860402.FR notice end. 

SMITH, R.D. Uranium Recovery Field Office. 87/01/08. KENNEDY, E. Homestake 
Mining Co. 6pp. 39525:091-39525:096. 

8702060257 Ack receipt of 861017 Itr in response to NRC 860818 Itr & attached list of 
necessary program elements.Satisfactory aspects of program will be incorporated in 
license upon completion of NRC review. 

PETTENGILL.H.J. Uranium Recovery Field Office. 87/01/13. Homestake Mining Co. 
Ip. 39547:122-39547:122. 


DOCKET 40-8904 KENNECOTT CORP./L-BAR URANIUM FACILITY, SALT LAKE 
CITY, 


8702190253 Responds to NRC 861021 Itr re radiation safety insp & assessment & re- 
sultant "List of Necessary Program Elements” deficiencies noted in App A of Insp 
Rept 40-8904/86-01. Annual ALARA audit will be performed.Fee paid. 

BOYCE, G.H. Kennecott Corp. 86/12/08. PETTENGILL.H.J. Uranium Recovery Field 
Office. 2pp. 39691:128-39691:129. 

8702050527 Advises that annual source matl inventory rept requirement only pertains to 
licensees having received source matl of foreign origin, effective on 860402, in accord- 
ance w/ 1 0CFR40.64(b).FR notice end. 

SMITH, R.D. Uranium Recovery Field Office. 87/01/08. PROBERT.T. Kennecott Corp. 
6pp. 39525:135-39525:140. 

8702060140 Forwards preliminary comments on 861001 submittal, “L-Bar U Mine & Mill 
Reclamation & Closure Plan.” Response to comments requested by 870130. 
PETTENGILL.H.J. Uranium Recovery Field Office. 87/01/08. BOYCE, G.H. Kennecott 
Corp. 10pp. 39547:020-39547:029. 

8702060269 Ack receipt of 861208 Itr in response to NRC 861021 Itr & attached list of 
necessary program elements.Satisfactory aspects of program will be incorporated in 
license upon completion of NRC review. 

PETTENGILL.H.J. Uranium Recovery Field Office. 87/01/13. Kennecott Corp. Ip. 
39547:123-39547:123. 


DOCKET 40-8905 KERR-MCGEE CORP./QUIVIRA MINING CO., OKLAHOMA CITY, 
OK 


8702090095 Forwards description of standby status peroxide process w/ block diagram 
& process flow sheet, per request in 861010 meeting.Company manager of operation 
approval.as required by Condition 12 of mill license, also end. 

STAUTER.J.C. Quivira Mining Co. 86/12/05. PETTENGILL,HJ. Uranium Recovery 
Field Office. 7pp. 39575:025-39575:031. 

8702060238 Discusses 861121 Amend 1 to License SUA-1473 for Quivira Mining 
Co. Licensee authorized to conduct old stope leaching project by State of NM.Staff in- 
terpretation of amend could bar stope leaching w/chemicals. 

STAUTER.J.C. Kerr-McGee Corp. 86/12/19. SMITH, R.D. Uranium Recovery Field 
Office. 2pp. 39548:155-39548:156. 
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8702060161 Advises that NRC performed initial review of hydrologic engineering section 
of Ambrosia Lake Mill tailings stabilization rept.per 861001 Itr.Specific hydrologic engi- 
neering comments encI.Response by 870315 requested. 

HAWKINS.E.F. Uranium Recovery Field Office. 87/01/08. Quivira Mining Co. 8pp. 
39546:076-39546:083. 

8702060136 Ack receipt of 861112 Itr in response to NRC 860912 Itr & attached list of 
necessary program elements.Satisfactory aspects of program will be incorporated in 
li cens e upon completion of NRC review. 

PETTENGILL.H.J. Uranium Recovery Field Office. 87/01/13. Quivira Mining Co. Ip. 
39547:019-39547:019. 

8702200407 Forwards State of NM Environ Improvement Dept comments on Quivira 
Mining Co tailings stabilization rept.Groundwater staff currently working on more de- 
tailed review of proposal. 

KEELE.J.M. New Mexico, State of. 87/01/30. PETTENGILL,H. Uranium Recovery 
Field Office. 13pp. 39704:352-39705:003. 

8702170486 Requests listed addl info re 861224 proposed amend to License SUA-1473 
for yellowcake drum disposal, including description of security fence for storage area & 
how access to storage area will be controlled. 

PETTENGILL.HJ. Uranium Recovery Field Office. 87/02/04. CLEVELAND.J.E. Quivira 
Mining Co. 2pp. 39671:017-39671:018. 


DOCKET 40-8906 BOKUM RESOURCES CORP., ALBUQUERQUE, UM 

8702050509 Informs that annual source matl inventory rept requirement only pertains to 
licensees receiving source matl of foreign origin.Change became effective on 
860402.FR notice end. 

SMITH, R.D. Uranium Recovery Field Office. 87/01/08. MCCORKLE.K. Bokum Re- 
sources Corp. 6pp. 39525:184-39525:189. 


DOCKET 40-8907 UNITED NUCLEAR CORP., SANTA FE, NM 

8702050534 Advises that annual source matl inventory rept requirement only pertains to 
licensees receiving source matl of foreign origin.Change became effective on 
860402.FR notice end. 

SMITH, R.D. Uranium Recovery Field Office. 87/01/08. VELASQUEZ, J. United Nuclear 
Corp. (subs, of UNC Resources, Inc.). 6pp. 39525:211-39525:216. 

8702060088 Responds to 86081 1 request for NRC to take unilateral action to amend 
United Nuclear Corp (UNC) Churchrock mill license to require const of lined evapora- 
tion ponds.UNC has made commitment to submit site reclamation plan in 1987. 

SMITH, R.D. Uranium Recovery Field Office. 87/01/21. SHUEV.C. Southwest Re- 
search and Information Center. 1 p. 39524:079-39524:079. 

8702060155 Forwards License SUA-1 475, incorporating 861028 corrections to draft ex- 
isting license.Staff-prepared upgrade to license end for review & 
consideration.Response to upgrade requested by 870213. 

PETTENGILL,H.J. Uranium Recovery Field Office. 87/01/21. TONC.V. United Nuclear 
Corp. (subs, of UNC Resources, Inc.). 2pp. 39547:057-39547:078. 

-8702060186 License SUA-1 475 for UNC Mining & Milling, authorizing U ore processing 
at nominal throughput of 4,000 tons per day. Draft upgraded license end. 

SMITH.R.D. Uranium Recovery Field Office. 87/01/21. 15pp. 39547:059-39547:078. 


DOCKET 40-8908 CHEVRON, U.S.A., INC., GRANTS, NM 

8702050529 Advises that annual source matl inventory rept requirement only pertains to 
licensees receiving source matl of foreign origin.Change became effective on 
860402. FR notice end. 

SMITH.R.D. Uranium Recovery Field Office. 87/01/08. LEWIS, L.E. Chevron Re- 
sources Co. 6pp. 39525:190-39525:195. 


DOCKET 40-8910 MOBIL DIVERSIFIED BUSINESSES, ALBUQUERQUE, NM 

8702060148 Advises that License SUA-1 478 terminated, effective immediately, per 
861126 request 

SMITH.R.D. Uranium Recovery Field Office. 87/01/12. HIGGINS, G.L. Mobil Oil Corp. 
(subs, of Mobil Corp.). Ip. 39545:359-39545:359. 

8702060149 Discusses review of Mobil Oil Corp 861126 request for termination of Li- 
cense SUA-1 478.No U leaching & processing activities initiated at site.License should 
be terminated. 

OLSEN, T.T. Uranium Recovery Field Office. 87/01/12. Uranium Recovery Field 
Office. 2pp. 39565:065-39565:066. 


DOCKET 40-8911 MOBIL ALTERNATIVE ENERGY, INC., BOULDER, CO 

8702060301 Advises that restoration of mining zone completed.Supporting 
documentation, including current water quality based on samples taken during Sept 
1986,encl.Similar Itrs sent to K Lambert & JM Andrews & D Weiss 861201 Itr also 

CULLEN, J.F. Mobil Oil Corp. (subs, of Mobil Corp.). 86/11/14. KONWINSKI.G. Urani- 
um Recovery Field Office. 107pp. 39545:216-39545:323. 

—8702060309 Requests fee for 861114 application for amend to License SUA-1 479 for 
reclamation plan. 

WEISS, D. License Fee Management Branch (Post 861123). 86/12/01. CULLEN, J.F. 
Mobil Oil Corp. (subs, of Mobil Corp.). Ip. 39545:323-39545:323. 


DOCKET 40-8913 UNITED NUCLEAR CORP., GALLUP, UM 

8702060200 Forwards 861202 Itr to previous Navajo Nation chairman, P Zah, requesting 
permission to enter Navajo Trust lands. 

rONC.V.F. UNC Resources, Inc. 87/01/07. DODGE, D. Interior, Dept, of, Bureau of 
Indian Affairs. 3pp. 39546: 1 05-39546: 1 07. 


DOCKET 40-8926 ALTAIR RESOURCES, INC., CASPER, WY 

8702060219 Requests completion of end form for input in updating forecast of license 
applications to be submitted for resource planning & budget preparation.GJ Catchpole 
870109 Itr to WS Wallis encl.W/o stated form. 

EVANS.J.D. Office of Nuclear Material Safety & Safeguards, Director. 87/01/02. 
CATCHPOLE, G.J. Ogle Petroleum, Inc. of California. 2pp. 39545:360-39545:361. 

8702060241 Requests approval of proposed changes in process circuit. Temporary 
permit already issued by Water Quality Div.No surface discharge will take place until 
NRC & Land Quality Div approve plan. 

CATCHPOLE, G.J. Altair Resources, Inc. 87/01/19. KONWINSKI.G. Uranium Recovery 
Field Office. 3pp. 39548:130-39548:132. 

8702180262 Forwards “First Quarterly ALARA Audit for Bison Basin Decommissioning 
Project In Situ Leach U Mine,861014-1231” in accordance w/License Condition 15. 
CATCHPOLE, G.J. Altair Resources, Inc. 87/01/26. KONWINSKI.G. Uranium Recovery 
Field Office. 1 p. 39674:345-39674:354. 

-8702180272 First Quarterly ALARA Audit for Bison Basin Decommissioning Project In 
Situ Leach U Mine, 861 01 4-1 231." 

* Altair Resources, Inc. 86/12/31. 9pp. 39674:346-39674:354. 

8702060363 Recommends that License SUA-1 492 be amended by revising License 
Condition 30 & adding Condition 36 re flocculation process circuit & liquid discharges 
of restoration fluids from evaporation ponds, respectively. 

KONWINSKI.G. R., HAWKINS.E.F. Uranium Recovery Field Office. 87/01/27. Uranium 
Recovery Field Office. 2pp. 39547:163-39547:178. 

“8702060370 Issues Amend 1 to License SUA-1 492 revising Condition 30 re review & 
approval of flocculation circuit & adding Condition 36 re liquid discharges of restora- 
tion fluids from evaporation ponds. 

SMITH.R.D. Uranium Recovery Field Office. 87/01/27. Altair Resources, Inc. 2pp. 
39547:165-39547:166. 

“8702060374 Amend 1 to License SUA-1 492 for Altair Resources, Inc, authorizing use 
of natural U & byproduct matl for restoration of groundwater & incidental recovery of 
natural U. 

SMITH.R.D. Uranium Recovery Field Office. 87/01/27. 7pp. 39547:167-39547:178. 

8702170520 Forwards marked-up Pages 3 & 5 to first quarterly ALARA audit due to 
typos. Requests that minor changes be made on rept. 

CATCHPOLE, G.J. Altair Resources, Inc. 87/01 /28. KONWINSKI.G. Uranium Recovery 
Field Office. 3pp. 39660:126-39660:128. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 

FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


F. Security, medical, emergency & fire protection plans 

8702110188 Advises that 861203 revs to emergency plan implemented, per NRC 
870116 approval. 

KERR.W. Michigan, Univ. of, Ann Arbor, Ml. 87/02/05. BERKOW.H.N. Standardization 
& Special Project Directorate. 1 p. 39579:347-39579:347. 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


F. Security, medical, emergency & fire protection plan® 

8612240336 Forwards rev to safeguards contingency plan.Rev withheld (ref 
10CFR73.21 & 2.790). 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 86/11/07. MURLEY.T.E. 
Region 1, Office of Director. Ip. 39086:282-39086:282. 

8702130153 Forwards public version of revised emergency plan implementing 
procedures, including Rev 1 to IAP-10, “Senior Watch Supervisor" & Rev 1 to IAP-11, 
Control Room Operator.” W/870210 release memo. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/01/26. Document Control 
Branch (Document Control Desk). 4pp. 39643:125-39643:158. 

-8702130163 Public version of revised emergency plan implementing 
procedures, including Rev 1 to IAP-10, “Senior Watch Supervisor" & Rev 1 to IAP-11, 
“Control Room Operator.” 

MIELE.M.L. Consolidated Edison Co. of New York, Inc. 86/12/03. 29pp. 39643:129- 
39643:158. 

8702180281 Forwards public version of Book 2 to Rev 2 to Emergency Implementation 
Procedures IP-1016, “Obtaining Meteorological Data" & IP-1007, ‘'Determination of 
Magnitude of Release & Exposure Rate." W/870212 release memo. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/01/29. Document Control 
Branch (Document Control Desk). 3pp. 39674:098-39674:129. 

-8702180294 Public version of Book 2 to Rev 2 to Emergency Implementation Proce- 
dures IP-1007, “Determination of Magnitude of Release & Exposure Rate" & IP-1016, 
“Obtaining Meteorological Data." 

LIEBLER.G.H., MIELE.M.L. Consolidated Edison Co. of New York, Inc. 86/12/31. 
29pp. 39674:101-39674:129. 


P. Operating license stage documents & correspondence 

8702060229 Responds to 861215 request for environ info & advises that suggestion to 
transfer portions of Unit 1 facility & Tech Specs to Unit 2 under 
consideration. Discussion re environ info will be initiated after transfer issues clarified. 
SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/01/29. BERKOW.H. 
Standardization & Special Project Directorate. 2pp. 39529:050-39529:051 . 



8 DOCKETED ITEMS 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
(jencv Escape SsIf-Ccnta'-nsri Breathrc /oparatus." W/o svc list. 

&5 v OU:\ , G,R.C. C'fico o: i: spoei'cn £ En^reemont, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers.GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


DOCKET 50-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


H. General correspondence 

8702110016 Informs that EH Kievans assumed position of head of dept of nuclear engi- 
neering replacing WF Witzig, effective 870101 & GJ McMurtry will serve as acting dean 
of college of engineering replacing WL Meier, effective 870201. 

HOSLEh.C.L. Pennsylvania State Univ., University Park, PA. 87/01/23. Document 
Control Branch (Document Control Desk), ip. 39580:018-39580:018. 


DOCKET 50-6 BATTELLE MEMORIAL INSTITUTE RESEARCH REACTOR 


C. Utility Environmental Report (ER), amends & correspondence 

8612180194 Application for amend to License SNM-7. authorizing possession of residual 
radioactive contamination associated w/decommissioned reactor under License R-4 & 
verifying control of contamination per Amend 13 to License R-4. 

TOY.H.L. Battelle Memorial Institute, Columbus Laboratories. 86/12/10. BERKOW.H. 
Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 39035:170- 
39035:171. 


Q. Inspection reports, IE Bulletins & correspondence 

8702170601 Forwards Safety Insp Repts 50-006/87-01 & 70-006/87-01 on 870112-16 
& notice of violation. 

SHAFER, W.D. Region 3, Office of Director. 87/02/10. MADIA.W.J. Battelle Memorial 
Institute, Columbus Laboratories. Ip. 39654:157-39654:165. 

-8702170608 Notice of violation from insp on 870112-16. 

SHAFER, W.D. Region 3, Office of Director. 87/02/10. Ip. 39654:158-39654:158. 

-8702170629 Health & Safety Insp Repts 50-006/87-01 & 70-0008/87-01 on 870112- 
16. Violation noted:failure to renew retired reactor license prior to expiration date. 
FRANCE, G.M., GREGER,L.R. Region 3, Office of Director. 87/02/09. 7pp. 39654:159- 
39654:165. 


R. Periodic operating reports & related correspondence 


8702180377 “Rept of Factors Pertinent to Radiological Status of Retired Facility for 
CY86." 

ROE.G.B. Battelle Memorial Institute, Columbus Laboratories. 87/02/11. 
EISENHUT.D.G. Office of Nuclear Reactor Regulation, Director (post 851125). 4pp. 
39662:248-39662:251. 


DOCKET 60-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8702240415 Pages 2,3 & 4 of Rev 2 to EPIP 500-5 re technical support ctr inventory 
checklist removing word “deficient." 

* Commonwealth Edison Co. 85/11/20. 4pp. 39721:163-39721:166. 

8702020582 Revised emergency operating procedures, including Rev 1 to DEOP 100-2, 
"Reactor Pressure Vessel Pressure Control," Rev 1 to DEOP 100-3, “Reactor Power 
Control" & Rev 1 to DEOP 200-1, “Primary Containment Pressure Control.” 

* Commonwealth Edison Co. 87/01/22. 150pp. 39466:001-39466:122. 

8702240339 Rev 3 to EPIP 500-6, “Operations Support Ctr Inventory Checklist." 
RINGO.D.A. Commonwealth Edison Co. 87/02/05. 5pp. 39718:228-39718:232. 

8702240294 Rev 3 to Table 1 to Emergency Plan Implementing Procedure EPIP 500-1, 
“First Aid Supplies." 

RINGO.D.A. Commonwealth Edison Co. 87/02/14. 2pp. 39718:358-39718:359. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus." W/o svc list. 

>EYOUNG,R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 


8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 


8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 


8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 


8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad . Circuit 
Breakers.GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


DOCKET 50-22 WESTINGHOUSE TEST REACTOR 



DOCKETED ITEMS 9 


Q. Inspection reports, IE Bulletins & correspondence 

8702110147 Forwards “Addendum to Annual Insp Rept for Retired Westinghouse Test- 
ing Reactor for 1986,” per J Dosa 870128 telcon w/author.Addendum provides clarifi- 
cation & addl info. 

GALM.D.T. Westinghouse Electric Corp. 87/02/05. Office of Nuclear Reactor Regula- 
tion, Director (post 851125). Ip. 39590:297-39590:299. 

-8702110150 “Addendum to Annual Insp Rept for Retired Westinghouse Testing Reac- 
tor for 1986." 

* Westinghouse Electric Corp. 86/12/31. 2pp. 39590:298-39590:299. 


R. Periodic operating reports & related correspondence 

8702110147 Forwards “Addendum to Annual Insp Rept for Retired Westinghouse Test- 
ing Reactor for 1986,” per J Dosa 870128 telcon w/author.Addendum provides clarifi- 
cation & addl info. 

GALM.D.T. Westinghouse Electric Corp. 87/02/05. Office of Nuclear Reactor Regula- 
tion, Director (post 851125). Ip. 39590:297-39590:299. 

-8702110150 "Addendum to Annual Insp Rept for Retired Westinghouse Testing Reac- 
tor for 1986." 

* Westinghouse Electric Corp. 86/12/31. 2pp. 39590:298-39590:299. 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 

8612180369 Forwards Rev 16 to security plan.Rev withheld (ref 10CFR73.21). 
PAPANIC.G. Yankee Atomic Electric Co. 86/11/25. MURLEY.T.E. Region 1, Office of 
Director. Ip. 39038:167-39038:167. 


P. Operating license stage documents & correspondence 

8702030563 Summary of 870116 meeting w/util in Bethesda.MD re resolution of issues 
on seismic reevaluation program. Agenda & list of attendees end. 

MCKENNA, E.M. PWR Project Directorate 1. 87/01/20. PWR Project Directorate 1. 
6pp. 39485:166-39485:171. 

8702020281 Forwards rev to 861015 request for exemption from 10CFR50.62 re ATWS 
events. Reactor design meets underlying purpose of ATWS rule.Request based on 
small size & remote siting of reactor, reactor trip sys & excellent operating record. 
PAPANIC.G. Yankee Atomic Electric Co. 87/01/21. Document Control Branch (Docu- 
ment Control Desk). MCKENNA, E.M. PWR Project Directorate 1. 9pp. 39450:161- 
39450:169. 

8702060240 Notification of 870205 meeting w/util & INEL in Bethesda.MD to discuss 
RELAP5YA code modeling for small break LOCA analysis.Tentative meeting agenda 
end. 

MCKENNA, E. PWR Project Directorate 1. 87/01/21. LEAR.G.E. PWR Project Director- 
ate 1. 4pp. 39528:001-39528:005. 

8702020530 Forwards response to issues raised in Enel 2 of util 861120 Itr re 
CRDR.per NRC 861113 request. 

PAPANIC.G. Yankee Atomic Electric Co. 87/01/22. MCKENNA, E.M. PWR Project Di- 
rectorate 1. 5pp. 39468:142-39468:146. 

8702030273 Application for amend to License DPR-3, modifying Tech Specs governing 
integrity testing of steam generator tubes. Fee paid. 

HEIDER.LH. Yankee Atomic Electric Co. 87/01 /22. Document Control Branch (Docu- 
ment Control Desk). 9pp. 39480:016-39480:028. 

“8702030280 Proposed Tech Specs, providing flexibility in areas governing integrity test- 
ing of steam generator tubes. 

* Yankee Atomic Electric Co. 87/01/22. 4pp. 39480:025-39480:028. 

8702060029 Forwards notice of environ assessment & finding of no significant impact re 
851015 & 870121 requests for exemption from requirements of 10CFR50.62, “Reduc- 
tion of Risk From ATWS Events for Light-Water-Cooled Nuclear Power Plants.” 
MCKENNA, E.M. PWR Project Directorate 1. 87/01/22. PAPANIC.G. Yankee Atomic 
Electric Co, 2pp. 39526:016-39526:023. 

“8702060037 Notice of environ assessment & finding of no significant impact re 851015 
& 870121 requests for exemption from requirements of 10CFR50.62, "Reduction of 
Risk From ATWS Events for Light-Water-Cooled Nuclear Power Plants." 

MCKENNA, E.M. PWR Project Directorate 1. 87/01/22. 5pp. 39526:018-39526:023. 

8702060471 Application to amend License DPR-3, extending present in-core instrumen- 
tation sys Tech Specs applicable for Cycle 18 to include Cycle 19 as listed. Mods 
would only be utilized if further neutron detector thimble failures occur.Fee paid. 
HEIDER.LH. Yankee Atomic Electric Co. 87/01 /29. Document Control Branch (Docu- 
ment Control Desk). 5pp, 39536:188-39536:206. 

“8702060485 Proposed Tech Specs re extension of Cycle 18 in-core instrumentation 
sys to Cycle 1 9. 

* Yankee Atomic Electric Co. 87/01/29. 14pp. 39536:193-39536:206. 

8702130309 Forwards NRC analysis & comments on main steam & feedwater piping & 
support structure outside vapor container, as followup to 870106-09 meeting. Licensee 
should demonstrate that time histories contain adequate energy content. 

MCKENNA.E. PWR Project Directorate 1. 87/02/02. PAPANIC.G. Yankee Atomic 
Electric Co. 12pp. 39639:163-39639:174. 

8702130362 Forwards summaries of telcons & submittals used as input to analyses of 
piping problems.No response required unless discrepancies between analysis as- 
sumptions & actual plant conditions identified. 

MCKENNA, E.M. PWR Project Directorate 1. 87/02/02. PAPANIC.G. Yankee Atomic 
Electric Co. 50pp. 39639:270-39639:321. 

8702130428 Forwards revised version of 860122 Itr providing clarifications of analyses 
indicating that reactor vessel matl, based on resistance temp PTS correlation, is lower 
reactor vessel plate. 

PAPANIC.G. Yankee Atomic Electric Co. 87/02/04. MCKENNA, E.M. PWR Project Di- 
rectorate 1. 12pp. 39631:002-39631:013. 


8702250271 Summary of 870106-09 meetings w/util, CYGNA Corp & LLL in Walnut 
Creek, CA re resolution of SEP Topic lll-6.Meeting agenda & viewgraphs end. 

CHENG, T.M. Integrated Safety Assessment Project Directorate. 87/02/05. Integrated 
Safety Assessment Project Directorate. 157pp. 39742:156-39742:312. 

8702190630 Summary of 870205 meeting w/util in Bethesda,MD re RELAP5YA comput- 
er code & use in small break LOCA analysis perTMl Action Plan Item II.K.3.30.List of 
attendees & presentation matl used by util end. 

MCKENNA, E.M. PWR Project Directorate 1. 87/02/09. PWR Project Directorate 1. 
105pp. 39689:260-39690:003. 

8702260129 Forwards response to NRC 861118 Itr re SPDS.Changes committed to will 
be implemented during next two refueling outages to allow time for adequate software 
development, verification & validation prior to implementation. 

PAPANIC.G. Yankee Atomic Electric Co. 87/02/12. MCKENNA, E.M. PWR Project Di- 
rectorate 1 . 6pp. 39739:336-39739:341 . 

8702260019 Advises that results of cost benefit analysis to evaluate concern in NRC 
safety evaluation re deviation from Reg Guide 1.97 concerning neutron flux variable 
will be provided by 870630. 

PAPANIC.G. Yankee Atomic Electric Co. 87/02/13. MCKENNA, E.M. PWR Project Di- 
rectorate 1. MCKENNA, E.M. Document Control Branch (Document Control Desk). Ip. 
39739:333-39739:333. 

8702270106 Forwards Amend 103 to License DPR-3 & safety evaluation. Amend re- 
vises Tech Specs re max nominal enrichment of reload fuel, per 861020 application & 
861218 Itr. 

MCKENNA, E.M. PWR Project Directorate 1. 87/02/17. PAPANIC.G. Yankee Atomic 
Electric Co. 3pp. 39779:235-39779:245. 

-8702270111 Amend 103 to License DPR-3, revising Tech Specs re max nominal en- 
richment of reload fuel. 

MCKENNA, E.M. PWR Project Directorate 1. 87/02/17. 4pp. 39779:238-39779:241. 

-8702270119 Safety evaluation supporting Amend 103 to License DPR-3 re max nomi- 
nal enrichment of fuel. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/17. 4pp. 
39779:242-39779:245. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o sve list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
p ue | 99 |j$t end 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020539 Requests withdrawal of Relief Request 2, “Safety Injection Nitrogen 
Sys, Code Category C-H.ASME XI, 1977 Edition.Summer 1978 Addendum," per discus- 
sions w/NRC.Request originally submitted on 861020 as inservice insp program 
change. 

PAPANIC.G. Yankee Atomic Electric Co. 87/01/22. MCKENNA.E.M. PWR Project Di- 
rectorate 1. Ip. 39468:147-39468:147. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Umitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. i05pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas " Svc list enci 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 
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8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702260310 Responds to NRC 861203 Itr re violations noted in Insp Rept 50-029/86-17 
on 860929-1 003.Corrective actions:insp guidelines will be revised & used as checklists 
& QC personnel will review plant maint procedures. 

HEIDER.LH. Yankee Atomic Electric Co. 87/02/18. Document Control Branch (Docu- 
ment Control Desk). 5pp. 39751:339-39751:343. 


S. Reportable occurrences, LERs & related correspondence 

8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702100389 LER 87-002-00:on 8701 06, ventilation fan PRV-1 failed to start & redundant 
fan PRV-2 started manually then tripped. Caused by trip of thermal overload relays 
due to cold weather.Surveillance frequency to be increased.W/870205 Itr. 

FRENCH, L.D., ST LAURENT, N.N. Yankee Atomic Electric Co. 87/02/05. 4pp. 
39574:355-39574:358. 

8702110011 LER 87-001-00:on 8701 05, surveillance to demonstrate operability of boron 
injection flow path not performed. Caused by operator error.Operations personnel in- 
volved in performing surveillance procedures instructed.W/870205 Itr. 

RICE, D. A., ST LAURENT, N.N. Yankee Atomic Electric Co. 87/02/05. 2pp. 39579:211- 
39579:212. 

8702250466 Part 21 rept listing plants furnished w/penetration assemblies & noting 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J.C. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 


DOCKET 50-30 PLUM BROOK RESEARCH REACTOR FACILITY 


P. Operating license stage documents & correspondence 

8702040065 Forwards Amend 7 to License TR-3, safety evaluation & notice of reinstate- 
ment & renewal. Amend rescinds 810526 order authorizing dismantling of facility & dis- 
position of component parts. 

DOSA.J. Standardization & Special Project Directorate. 87/01/28. RICHLEY.E.A. Na- 
tional Aeronautics & Space Admin. 3pp. 39508:036-39508:079. 

-8702040070 Amend 7 to License TR-3,rescinding 810526 order authorizing dismantling 
of facility & disposition of component parts & authorizing reinstatement & renewal of 
license to possess but not operate reactor. 

MIRAGLIA.FJ. Division of Pressurized Water Reactor Licensing - B (post 851125). 
87/01/28. 37pp. 39508:039-39508:072. 

-8702040073 Safety evaluation supporting Amend 7 to License TR-3. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/28. 5pp. 
39508:073-39508:077. 

-8702040077 Notice of issuance of Amend 7 to License TR-3, reinstating & renewing 
license for possession only. 

BERKOW.H.N. Standardization & Special Project Directorate. 87/01/28. 2pp. 
39508:078-39508:079. 


DOCKET 50-54 CINTICHEM 


P. Operating license stage documents & correspondence 

8702180057 Forwards request for addl info re 860918 application for unique purpose 
exemption from use of low enriched U fuel per 1 0CFR50.64(c)(l ). Requests written re- 
sponse within 30 days. 

DOSA.J.J. Standardization & Special Project Directorate. 87/02/11. SOMERVILLE.S.J. 
Cintichem, Inc. 4pp. 39674:276-39674:279. 


DOCKET 50-57 BUFFALO MATERIALS RESEARCH CENTER 


V. Operator Examinations 

8702110049 Advises of completion of review of 1986 reactor operator requalification 
exams.Review raised suspicions that one or more operators may have cheated on 
exam.Corrective actions include strict proctorng by mgt 

HENRY, L.G. New York, State Univ. of, Buffalo, NY. 87/01/22. ELSASSER.T.C. 
Region 1, Office of Director. 2pp. 39579:280-39579:281. 


DOCKET 50-82 UNIV. OF VIRGINIA RESEARCH Rt ACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

8702090348 Forwards Exam Rept 50-062/OL-8fc-02 of exams administered on 861014. 
VERRELLI.D.M. Region 2, Office of Director 87/01/06. MULDER, R.U. Virginia, Univ. 
of, Charlottesville, VA. Ip. 39556:326-39556:343. 


-8702090354 Exam Rept 50-062/OL-86-02 on 861014.Exam resultsrone candidate ad- 
ministered written exam & passed.Senior reactor operator exam questions & answer 
k@y end 

BROCKMAN, K.E., MUNRO.J.F. Region 2, Office of Director. 86/12/23. 30pp. 
39556:327-39556:343. 


V. Operator Examinations 

8603250147 Notifies that written & oral senior operator licensing exams scheduled for 
wk of 86051 2.Encl ref matl requested by 860331 in order to meet exam schedule. 
VERRELLI.D.M., PANCIERA.V.W. Region 2, Office of Director. 86/03/20. 
MULDER, R.U. Virginia, Univ. of, Charlottesville, VA. 6pp. 35191:188-35191:193. 

@702090348 Forwards Exam Rept 50-062/OL-86-02 of exams administered on 861014. 
VERRELLI.D.M. Region 2, Office of Director. 87/01/06. MULDER, R.U. Virginia, Univ. 
of, Charlottesville, VA. Ip. 39556:326-39556:343. 

-8702090354 Exam Rept 50-062/OL-86-02 on 861014.Exam results:one candidate ad- 
ministered written exam & passed.Senior reactor operator exam questions & answer 
key end. 

BROCKMAN, K.E., MUNRO.J.F. Region 2, Office of Director. 86/12/23. 30pp. 
39556:327-39556:343. 


DOCKET 50-113 UNIV. OF ARIZONA RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8702030203 Advises that 860922 Rev 2 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. 

MONTGOMERY, J.L. Region 5, Office of Director. 87/01/27. NELSON, G.W. Arizona, 
Univ. of, Tucson, AZ. Ip. 39478:299-39478:299. 


DOCKET 50-123 UNIV. OF MISSOURI RESEARCH REACTOR-ROLLA 


Q. Inspection reports, IE Bulletins & correspondence 

8612040085 Forwards Matl Control & Accounting Insp Repts 50-123/86-02 & 70-0270/ 
86-02 on 861 104-06 & 13.No violations noted. 

AXELSON.W.L. Region 3, Office of Director. 86/11/26. WARNER, D. Missouri, Univ. 
of, Rolla, MO. 2pp. 38830:331-38830:333. 

-8612040117 Partially withheld Matl Control & Accounting Insp Repts 50-123/86-02 & 
70-0270/86-02 on 861104-06 & 13 (ref 10CFR2.790).No noncompliance noted. Major 
areas inspected: matl control & accounting. 

CHRISTOFFER.G., CREED, J.R. Region 3, Office of Director. 86/11/26. Ip. 
38830:333-38830:333. 


DOCKET 50-128 TEXAS A&M UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8702040025 Notifies that no federal funds available for conversion of plant from use of 
highly enriched U to low enriched U fuel during FY87,per 10CFR50.64.RE Stephens 
861203 Itr stating that DOE funds unavailable end. 

FELTZ.D.E. Texas A&M Univ., College Station, TX. 87/01/27. Office of Nuclear Reac- 
tor Regulation, Director (post 851125). 2pp. 39498:168-39498:169. 

8702120322 Responds to 870122 & 23 telcons re documented evaluations of irradia- 
tions of Bromo-Phenanthrene (powder form) for production of Br-82 against Tech 
Spec 3.6.3 for accidental release of generated bromine gas during irradiation. 
FELTZ.D.E. Texas A&M Univ., College Station, TX. 87/01/28. CHANEY, H.D. Region 
4, Office of Director. 8pp. 39628:028-39628:035. 


Q. Inspection reports, IE Bulletins & correspondence 

8702020441 Remits payment in response to 870112 order imposing civil monetary pen- 
alty in amount of $833. 

FELTZ.D.E. Texas A&M Un'rv., College Station, TX. 87/01/19. Office of Inspection & 
Enforcement, Director (Post 820201). Ip. 39449:230-39449:230. 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


F. Security, medical, emergency & lire protection plans 

8702110038 Forwards two copies of Emergency Plan Std Operating Procedure 111.25 for 
State of CA Mens Colony, per 870113 request to withdraw procedure in accordance 
w/10CFR2.790(c). Third copy of procedure destroyed. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/02/04. SHIFFER.J.D. Pacific Gas 
& Electric Co. Ip. 39580:067-39580:067. 

8702180193 Requests FR publication of notice of issuance of Amend 22 to License 
DPR-7, establishing physical security requirements for shutdown of facility. 
BERKOW.H.N. Standardization & Special Project Directorate. 87/02/11. NRC - No 
Detailed Affiliation Given. 2pp. 39674:339-39674:340. 

8702200121 Forwards Amend 22 to License DPR-7 & safety evaluation. Amend estab- 
lishes physical security requirements for unit shut down.Security plan reflects posse'is- 
but-not-operate status of license. 

ERICKSON, P.B. Standardization & Special Project Directorate. 87/02/11. 
SHIFFER.J.D. Pacific Gas & Electric Co. 3pp. 39707:265-39707:272. 

-8702200128 Amend 22 to License DPR-7,establishing physical security requirements 
for shutdown unitSecurity plan reflects possess-but-not-operate status of license. 
BERKOW.H.N. Standardization & Special Project Directorate. 87/02/11. 2pp. 
39707:268-39707:269. 
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“8702200133 Safety evaluation supporting Amend 22 to License DPR-7. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/11. 3pp. 
39707:270-39707:272. 


G. Adjudicatory correspondence 

8702100320 Licensee PG&E response to first set of interrogatories propounded by Joint 
Intervenors.* Certificate of Svc end. Related correspondence. 

LOCKE, R.F. Pacific Gas & Electric Co. #187 2468. 87/02/02. Joint Intervenors - 
Humboldt Bay. 29pp. 39570:233-39570:261. 


P. Operating license stage documents & correspondence 

8702100409 Advises of 870311 workshop on NRC Incident Investigation Program (IIP) 
in Walnut Creek, CA to provide info re NRC process for investigating potential signifi- 
cant incidents. Agenda encl.W/o IIP procedures. 

MARTIN, J.B. Region 5, Office of Director. 87/02/04. SHIFFER.J.D. Pacific Gas & 
Electric Co. 3pp. 39577:351-39577:353. 

8702180193 Requests FR publication of notice of issuance of Amend 22 to License 
DPR-7, establishing physical security requirements for shutdown of facility. 
BERKOW.H.N. Standardization & Special Project Directorate. 87/02/11. NRC - No 
Detailed Affiliation Given. 2pp. 39674:339-39674:340. 

8702200121 Forwards Amend 22 to License DPR-7 & safety evaluation. Amend estab- 
lishes physical security requirements for unit shut down.Security plan reflects possess- 
but-not-operate status of license. 

ERICKSON, P.B. Standardization & Special Project Directorate. 87/02/11. 
SHIFFER.J.D. Pacific Gas & Electric Co. 3pp. 39707:265-39707:272. 

“8702200128 Amend 22 to License DPR-7, establishing physical security requirements 
for shutdown unit.Security plan reflects possess-but-not-operate status of license. 
BERKOW.H.N. Standardization & Special Project Directorate. 87/02/11. 2pp. 
39707:268-39707:269. 

“8702200133 Safety evaluation supporting Amend 22 to License DPR-7. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/11. 3pp. 
39707:270-39707:272. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus." W/o svc list. 

'EYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end, 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas," Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25,” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


DOCKET 50-139 UNIV. OF WASHINGTON RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 

8702040084 “Annual Rept of Operating Experience for 1986." W/870130 Itr. 
ROBKIN.M.A. Washington, Univ. of, Seattle, WA. 86/12/31. 5pp. 39497:087- 
39497:091. 


DOCKET 50-148 UNIV. OF KANSAS RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8702130289 Forwards Amend 15 to License R-78 & safety evaluation. Amend author- 
izes possession-only status, including deletion of requirement to maintain physical se- 
curity plan.Maint of emergency preparedness plans may be discontinued. 
MIRAGLIA.F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
87/01/28. ROSSON.H. Kansas, Univ. of, Lawrence, KS. 3pp. 39643:164-39643:185. 

“8702130298 Amend 15 to License R-78, authorizing possession-only status, including 
deletion of requirement to maintain physical security plan. 

MIRAGLIA.F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
87/01/28. 16pp. 39643:167-39643:182. 

“8702130363 Safety evaluation supporting Amend 15 to License R-78. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/28. 3pp. 
39643:183-39643:185. 


P. Operating license stage documents & correspondence 

8702130289 Forwards Amend 15 to License R-78 & safety evaluation. Amend author- 
izes possession-only status, including deletion of requirement to maintain physical se- 
curity plan.Maint of emergency preparedness plans may be discontinued. 
MIRAGLIA.F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
87/01/28. ROSSON.H. Kansas, Univ. of, Lawrence, KS. 3pp. 39643:164-39643:185. 

-8702130298 Amend 15 to License R-78, authorizing possession-only status, including 
deletion of requirement to maintain physical security plan. 

MIRAGLIA.F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
87/01/28. 16pp. 39643:167-39643:182. 

-8702130363 Safety evaluation supporting Amend 15 to License R-78. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/28. 3pp. 
39643:183-39643:185. 


Q. Inspection reports, IE Bulletins & correspondence 

8611120140 Forwards diagram of activated component parts removed from reactor 
tank, discussed at enforcement conference. Irons designed to hold baffle for interrup- 
tion of water flow to core. Permission to dispose of unused irons requested. 
ROSSON.H.F. Kansas, Univ. of, Lawrence, KS. 86/11/05. DOSA.J. NRC - No De- 
tailed Affiliation Given. 2pp. 38554:289-38554:290. 


DOCKET 50-150 OHIO STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8702250142 Forwards Safeguards Insp Repts 50-150/87-02,70-0801/87-01 & 70-3005/ 
87-01 on 870202-04.No violations noted.Several observation re implementation of 
matl control & accountability program discussed. 

AXELSON.W.L. Region 3, Office of Director. 87/02/18. TZAGOURNIS.M. Ohio State 
Univ., Columbus, OH. 2pp. 39729:075-39729:077. 

“8702250187 Partially withheld Insp Repts 50-150/87-02,70-0801/87-01 & 70-3005/87- 
01 on 870202-04 (ref 10CFR2.790).No violations noted.Major areas inspected: nuclear 
matl control & accountability. 

MADEDA.T.J., CREED, J.R. Region 3, Office of Director. 87/02/18. Ip. 39729:077- 
39729:077. 


870226020 7 Forwards Safeguards insp Rept 50-150/87-01 on 870202-04 & notice of 
violations. Rept & notice of violation withheld (ref 10CFR2.790). 

AXELSON.W.L. Region 3, Office of Director. 87/02/19. TZAGOURNIS.M. Ohio State 
Univ., Columbus, OH. 2pp. 39752:050-39752:051. 


Q. inspection reports, IE Bulletins & correspondence 


8702250142 Forwards Safeguards Insp Repts 50-150/87-02,70-0801/87-01 & 70-3005/ 
87-01 on 870202-04.No violations noted.Several observation re implementation of 
matl control & accountability program discussed. 

AXELSON.W.L. Region 3, Office of Director. 87/02/18. TZAGOURNIS.M. Ohio State 
Univ., Columbus, OH. 2pp. 39729:075-39729:077. 

-8702250187 Partially withheld Insp Repts 50-150/87-02,70-0801/87-01 & 70-3005/87- 
01 on 870202-04 (ref l0CFR2.790).No violations noted.Major areas inspectedmuclear 
matl control & accountability. 

MADEDA.T.J., CREED, J.R. Region 3, Office of Director. 87/02/18. Ip. 39729:077- 
39729:077. 


8702260207 Forwards Safeguards Insp Rept 50-150/87-01 on 870202-04 & notice of 
violations.Rept & notice of violation withheld (ref 10CFR2.790). 

AXELSON.W.L. Region 3, Office of Director. 87/02/19. TZAGOURNIS.M. Ohio State 
Univ., Columbus, OH. 2pp. 39752:050-39752:051. 
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V. Operator Examinations 


J. Insurance & indemnity information 


8702260202 Forwards explanations & mods to requalifiction programmer NRC 870204 
telcon.Section on document review added to Section IV, “Precautions." 
REDMOND.RF. Ohio State Univ., Columbus, OH. 87/02/17. BERKOW.H.N. Standard- 
ization & Special Project Directorate. 6pp. 39745:096-39745:101. 


DOCKET 50-151 UNIV. OF ILLINOIS RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8702130437 Informs that 861215 changes to emergency' plan in compliance w/ 
10CFR50.54(q) & guidance criteria in Rev 1 to Reg Guide 2.6 & ANSI/ANS-15.16- 
1982, “Emergency Planning for Research Reactors." Implementation requested imme- 
diately. 

BERKOW.H.N. Standardization & Special Project Directorate. 87/02/03. MILEY.H. Illi- 
nois, Univ. of, Urbana, IL 3pp. 39641:088-39641:090. 


DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 


8702190268 Advises that financial info submitted for 1987 in util 870107 Itr satisfies re- 
quirements of 10CFR1 40.21 that each licensee maintain guarantee of payment of de- 
ferred premiums for operating reactors over 100 MWe. ' 

NASH.D.A. Assistant Director for State & Licensee Relations. 87/02/13 
GRISWOLD, R.M. Consumers Power Co. 1 p. 39691 :1 55-39691 :1 55. 


P. Operating license stage documents & correspondence 


8702050377 Forwards matrix identifying proposed alterations to Rev 5 to CPC-2A re QA 
program description.Alterations clarify commitments vs basis requirements Fee paid 
BERRY, K.W. Consumers Power Co. 87/01/28. Document Control Branch (Document 
Control Desk). 8pp. 39521:157-39521:164. V uuumeru 


8702050516 Forwards Amend 87 to License DPR-6, safety evaluation & request for FR 
publication.Amend changes Tech Specs in support of installation of new source-ranae 
monitorina instrumentation expected during current Cycle 22 outage. 

ZWOLINSKI.J.A. BWR Project Directorate 1. 87/01/28. BERRY.K.W. Consumers 
Power Co. 2pp. 39525:069-39525:084. 


-8702050519 Amend 87 to License DPR-6, changing Tech Specs to reflect features & 
terminology used in conjunction w/installation of new source-range monitoring instru- 
mentation. 

ZWOLINSKI.J.A. BWR Project Directorate 1, 87/01/28. 10pp. 39525:071-39525-080 


8702030229 Rev 87 to Emergency Han Implementing Procedure EPIP 6F, “Emergency 
Notifications.” Table of contents/effective pages end. 

* Consumers Power Co. 87/02/03. 15pp. 39474:184-39474:198. 


-8702050521 Safety evaluation supporting Amend 87 to License DPR-6. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/28. 3pp. 
39525:081 -39525:083. 


8702170598 Revised emergency plan implementing procedures, including Rev 88 to 
EPIP-3C, “Activation of Emergency Operations Facility (Boyne City),” Rev 88 to EPIP- 
4B, “Operations Personnel" & Rev 88 to EPIP-4E, “Reactor Engineer." 

* Consumers Power Co. 87/02/03. 70pp. 39654:166-39654:233. 

8702060130 Rev 81 to Vo! 9 of “Site Emergency Plan, Big Rock Point Plant Manual." 
W/undated Itr. 

THOMAS, P. Consumers Power Co. 87/02/06. 200pp. 39535:136-39535:341. 

8702100306 Forwards revised application for amend to License DPR-6, superseding 
861217 application re operability & surveillance requirements for alternate shutdown 
sys. Previously proposed operability requirements overly restrictive. 

BERRY.K.W. Consumers Power Co. 87/02/06. Document Control Branch (Document 
Control Desk). Ip. 39570:288-39570:316. 


-8702100317 Application for amend to License DPR-6, adding operability & surveillance 
requirements for alternate shutdown sys & revising Tech Specs for active fire barriers 
& fire detection instrumentation for auxiliary shutdown bldg. 

BUCKMAN.F.W. Consumers Power Co. 86/12/17. 11pp. 39570:289-39570:299. 

—8702100321 Proposed Tech Specs, adding operability & surveillance requirements for 
alternate shutdown sys & revising specs for active fire barriers & fire detection instru- 
mentation for auxiliary shutdown bldg. 

* Consumers Power Co. 87/02/06. 17pp. 39570:300-39570-316 


8702100407 Forwards Rev 13 to security plan re use of armed responders to perform 
compensatory measures.Plan originally submitted on 860113 under 10CFR50.54(p) & 
/ u %? der 10CFR50 - 90 P er NRC request.Fee paid.Rev withheld (ref 
1 0CFR73.21 (c)). 

Consumers Power Co. 87/02/06. Document Control Branch (Document 
Control Desk). Ip. 39573:267-39573:267. 


8702250346 Forwards revised wind & tornado risk analysis & response to 860718 re- 
^® s r t f or addl info. Analysis revised to include auxiliaru shutdown bldg installed per 
10CFR50,App R.EncIs submitted to complete SEP Topics 111-2 & 111-4 A 
FRISCH R.R. Consumers Power Co. 87/02/13. Document Control Branch (Document 
Control Desk). 62pp. 39728:267-39728:328. 


87 ?2250380 Forwards errata to SALP 6 Board Rept 50-155/86-01 for Nov 1984 - Mar 
1986, including corrected pages.per 860721 meeting & comments in 860822 Itr.Rept 
e ' imina * e any negative connotation re recirculating pump seals 
KEPPLER.J.G. Region 3. Office of Director. 87/02/17. BUCKMAN.F.W. Consumers 
Power Co. 4pp. 39735:029-39735:048. 5 


-8702050525 Requests FR publication of notice of issuance of Amend 87 to License 
DPR-6. Amend changes Tech Specs in support of installation of new source-range 
neutron monitoring instrumentation by changing terminology of previous sys. 
ZWOLINSKI.J.A. BWR Project Directorate 1. 87/01/28. NRC - No Detailed Affiliation 
Given. Ip. 39525:084-39525:084. 

8702060103 Forwards request for addl info re 861205 Tech Spec change request con- 
cerning Cycle 22 reload & hybrid control blades installation. 

ZWOLINSKI.J.A. BWR Project Directorate 1. 87/01/30. BERRY.K.W. Consumers 
Power Co. 4pp, 39548:185-39548:188. 

8702090050 Advises that CRDR summary rept for Integrated Plan Issue BN-005,due by 
870301 per util previous commitment, will not be complete final summary rept.Final 
summary rept, including human engineering deficiencies, will be submitted by 870901. 
FRISCH, R.R. Consumers Power Co. 87/02/04. Document Control Branch (Document 
Control Desk). Ip. 39549:142-39549:142. 

8702090402 Forwards application for amend to License DPR-6, changing Tech Spec 
Section 5.2.1. b by adding table of uncertainty factors associated w/analysis of core 
thermal-hydraulic parameters heat flux.MAPLHGR & max bundle power.Fee paid. 
BERRY.K.W. Consumers Power Co. 87/02/04. Document Control Branch (Document 
Control Desk). 3pp. 39556:310-39556:325. 

-8702090423 Application for amend to License DPR-6, changing Tech Spec Section 
5.2. l.b by adding table of uncertainty factors associated w/analysis of core thermal- 
hydraulic parameters heat flux.MAPLHGR & max bundle power. 

BUCKMAN.F.W. Consumers Power Co. 87/02/04. 6pp. 39556:313-39556:318. 

-8702090430 Proposed Tech Spec changes, adding table of uncertainty factors associ- 
ated w/core thermal-hydraulic parameters heat flux.MAPLHGR, max bundle power & 
min critical power ratio. 

* Consumers Power Co. 87/02/04. 7pp. 39556:319-39556:325. 

8702100306 Forwards revised application for amend to License DPR-6, superseding 
861217 application re operability & surveillance requirements for alternate shutdown 
sys.Previously proposed operability requirements overly restrictive. 

BERRY.K.W. Consumers Power Co. 87/02/06. Document Control Branch (Document 
Control Desk). Ip. 39570:288-39570:316. 

-8702100317 Application for amend to License DPR-6, adding operability & surveillance 
requirements for alternate shutdown sys & revising Tech Specs for active fire barriers 
& fire detection instrumentation for auxiliary shutdown bldg. 

BUCKMAN.F.W. Consumers Power Co. 86/12/17. 11pp. 39570:289-39570:299. 


*£ ta t0 SALP Re P ! 50-155/86-01, consisting of app & corrected Pages 
1 1 J|2 2 & 25. 

* Region 3, Office of Director. 87/02/17. 13pp. 39735:033-39735:045. 


—8702250413 Comments on SALP 6 Board Rept 50-1 55/86-01. Evaluation is realistic & 
correct assessment of facility performance.Areas where conclusions may have been 
reached based on incomplete info Jiscussed. 1 

D!r^ctor! a 3pp.'39735^046 1 -3^735^04;3 CO ' KEPPLERJ - G - p «9*on 3, Office of 


-8702100321 Proposed Tech Specs, adding operability & surveillance requirements for 
alternate shutdown sys & revising specs ror active fire barriers & fire detection instru- 
mentation for auxiliary shutdown bldg. 

* Consumers Power Co. 87/02/06. 17pp. 39570:300-39570:316. 

8702180491 Forwards corrected Page 11 to 870206 alternate shutdown Tech Spec 
change request to reflect new notary signature dates. 

FR!SCH R.R Consumers Power Co. 87/02/10. Document Control Branch (Document 
Control Desk). Ip. 39664:266-39664:267. 


87 2 22 1 0054 Rev 3 t0 Gener al Ofc Emergency Planning Procedure GEN-1 "Overview " 
Rev 9 to cardholders list,Rev 9 to ind x.Rev 3 to App G & tab for Procedure GORT-1 
Consumers Power Co. 87/02/18. 3lpp. 39737:246-39737:276. 

8702260306 Notifies that scenario to be used for April 1987 emergency plan exercise 
being transmitted to NRC observers.Comments requested by 870306 to allow foMn- 
package for insp staff & adequate controller preparation. 

JOHNSON, B.D. Consumers Power Co. 87/02/19. Document Control Branch (Docu- 
ment Control Desk), ip. 39751:360-39751:360. 1 

87 noted° 217 Fonwards Safe 9 u ards Insp Rept 50-. 5V87-04 on 870126-29.No violations 

Ca 2^ A 39^1?294-3^^T"297^' r8C ^° r 8V02/2 °* ^CKMAN.F.W. Consumers Power 

M artia, 'y * withheld > ni ? R0 Pt 50-155/87-04 on 870126-29 (ref 
v,ola ^. s noted.Kajor areas inspected:mgt effectiveness.security 
organization, securiy program audit & testing & maint. 

2pM975*1 L 296-3975 V297 J ’ L ‘* CREED,J,R - Re 9 ion 3, Office of Director. 87/02/20. 


-8702180743 Corrected Page 11 to Tech Spec, reflecting new signature dates. 
Consumers Power Co. 87/02/10. Ip. 39664:267-39664:267. 


87 92200004 Forwards corrected Page 3 to 870128 submittal entitled, “Clarification of 
Y fc * 2A Commitments vs Basis Requirements." 

JOHNSON, B.D. Consumers Power Co. 87/02/16. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39694:312-39694:313. 


u. repons, it Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer* 
Rc^X, Breathing Apparatus." W/o svc list 

?f Y P UN 9.- R ' C> 9™°® of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

870-1 140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel. Svc list end. 

of Emergency Preparedness & Engineering Response (Post 
39446 3 248 87/01/16, Consol,dated Edison Co. of New York, Inc. 110pp. 39446:138* 



DOCKETED ITEMS 13 


8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting! From Loss of Siphon." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 


8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 


8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702090191 Responds to NRC 870105 Itr re violations noted in Insp Rept 50-155/86- 
1 S.Corrective actions:administrative procedure revised to ensure applicable portions of 
independent review package made available to state & local govts. 

BERRY, K.W. Consumers Power Co. 87/02/04. Document Control Branch (Document 
Control Desk). 2pp. 39553:302-39553:303. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 


8702180344 Forwards Safety Insp Rept 50-155/87-02 on 8611 27-8701 27.No violations 
identified. 

GULDEMOND.W.G. Region 3, Office of Director. 87/02/05. BUCKMAN.F.W. Consum- 
ers Power Co. 2pp. 39664:073-39664:097. 

-8702180363 Insp Rept 50-155/87-02 on 8611 27-8701 27.No violations, deviations or 
significant safety items identified.Maior areas inspected:maint operation, surveillance 
operation, reactor trips, LER followup & licensing actions. 

JACKIW.I.N. Region 3, Office of Director. 87/02/06. 23pp. 39664:075-39664:097. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. f08pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8702250380 Forwards errata to SALP 6 Board Rept 50-155/86-01 for Nov 1984 - Mar 
1986, including corrected pages, per 860721 meeting & comments in 860822 Itr.Rept 
revised to eliminate any negative connotation re recirculating pump seals. 
KEPPLER.J.G. Region 3, Office of Director. 87/02/17. BUCKMAN.F.W. Consumers 
Power Co. 4pp. 39735:029-39735:048. 

—8702250397 Errata to SALP Rept 50-1 55/86-01 .consisting of app & corrected Pages 
11.12,13,22 & 25. 

* Region 3, Office of Director. 87/02/1 7. 13pp. 39735:033-39735:045. 

—8702250413 Comments on SALP 6 Board Rept 50-1 55/86-01 .Evaluation is realistic & 
correct assessment of facility performance.Areas where conclusions may have been 
reached based on incomplete info discussed. 

BUCKMAN.F.W. Consumers Power Co. 86/08/22. KEPPLER.J.G. Region 3, Office of 
Director. 3pp. 39735:046-39735:048. 

8702260306 Notifies that scenario to be used for April 1987 emergency plan exercise 
being transmitted to NRC observers.Comments requested by 870306 to allow for in- 
corporation into package for insp staff & adequate controller preparation. 

JOHNSON, B.D. Consumers Power Co. 87/02/19. Document Control Branch (Docu- 
ment Control Desk). 1 p. 39751 :360-39751 :360. 

8702260217 Forwards Safeguards Insp Rept 50-155/87-04 on 870126-29.No violations 
noted. 

HIND.J.A. Region 3, Office of Director. 87/02/20. BUCKMAN.F.W. Consumers Power 
Co. 2pp. 39751:294-39751:297. 

~8702260233 Partially withheld Insp Rept 50-155/87-04 on 870126-29 (ref 
10CFR73.21).No violations noted.Major areas inspected:mgt effectiveness.security 
program, security organization, security program audit & testing & maint. 

PIRTLE.G.L, BELANGER, J.L., CREED, J.R. Region 3, Office of Director. 87/02/20. 
2pp. 39751:296-39751:297. 


DOCKET 50-163 GA TECHNOLOGIES 


P. Operating license stage documents & correspondence 


8702190634 Forwards DOE 870130 Itr which notifies that federal funding for conversion 
of reactor to low enriched U will not be available during FY87.Funding available for 
conversion of univ owned reactors only. 

ASMUSSEN.K.E. GA Technologies, Inc./General Atomic Co. 87/02/12. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 39693:118-39693:119. 


V. Operator Examinations 


8702110095 Confirms telcon re scheduling of reactor operator (RO) & senior RO licens- 
ing exams.Exams scheduled for 870331 & 0401- 03.Ref matl requirements & require- 
ments for administration of written exams end. 

PATE.R.J. Region 5, Office of Director. 87/02/04. ASMUSSEN.K.E. GA Technologies, 
Inc./General Atomic Co. 5pp. 39579:312-39579:316. 


DOCKET 50-166 UNIV. OF MARYLAND RESEARCH REACTOR 


V. Operator Examinations 


8702050375 Informs that requested sets of exam matl being sent to F Crescenzo & C 
Shiraki, containing training outline, facility license renewal.Tech Specs, emergency pre- 
paredness plan & exam examples.Two candidates expected to take exam. 

BELCHER, R. Maryland, Univ. of, College Park, MD. 86/11/21. ELSASSER.T.C. 
Region 1, Office of Director. 3pp. 39522:161-39522:163. 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


J. Insurance & Indemnity Information 


8702170633 Forwards Endorsements 117 & 68 to NELIA Policy NF-140 & MAELU 
Policy M F-67, respectively & Endorsement 7 to NELIA Certificates N-8 & N-9 & 
MAELU Certificates M-8 & M-9. 

BRADLEY, E.J. Philadelphia Electric Co. 87/02/03. DINITZ.I. Assistant Director for 
State & Licensee Relations. 7pp. 39654:020-39654:026. 


DOCKET 50-183 VALLECITOS EXPERIMENTAL SUPERHEAT REACTOR 


R. Periodic operating reports & related correspondence 


8702260208 “Esada-Vallecitos Experimental Superheat Reactor (Deactivated),” Annual 
Rept 19.W/870219 Itr. 

CUNNINGHAM, G.E. General Electric Co. 19. 86/12/31. 5pp. 39740:030-39740:034. 


DOCKET 50-184 NATIONAL BUREAU OF STANDARDS REACTOR 


P. Operating license stage documents & correspondence 


8702180064 Forwards request for addl info re 860919 application for unique purpose 
exemption from use of low enriched U fuel per 10CFR50.64(c)(1),Requests written re- 
sponse within 30 days. 

DOSA.J.J. Standardization & Special Project Directorate. 87/02/11. CARTER, R.S. 
Commerce, Dept, of, National Bureau of Standards. 4pp. 39674:284-39674:287. 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA 


P. Operating license stage documents & correspondence 


8702100349 Forwards DOE 870112 Itr notifying licensee that federal funds for conver- 
sion of reactor to low enriched fuel will not be available in FY87,per 
1 0CFR50.64(c)(2). 

MEYER, W.A., ALGER, D.M. Missouri, Univ. of, Columbia, MO. 87/02/03. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 39578:225-39578:226. 

8702180073 Forwards request for addl info re 860926 application for unique purpose 
exemption from use of low enriched U fuel per 1 0CFR50.64(c)(l ).Requests written re- 
sponse within 30 days. 

CARTER.R.E. Standardization & Special Project Directorate. 87/02/11. 
BRUGGER.R.M. Missouri, Univ. of, Columbia, MO. 4pp. 39674:306-39674:309. 


Q. Inspection reports, IE Bulletins & correspondence 


8702190419 Responds to NRC 870115 Itr re violations noted in insp of License R- 
iQS.Corrective actions:study to determine specific survey meters best suited for moni- 
toring Tm-1 70 operations & adoption of procedure for thulium water transfer planned. 
BRUgGER.R.M, Missouri, Univ. of, Columbia, MO. 87/02/13. Office of Inspection & 
Enforcement, Director (Post 820201). 8pp. 39686:211-39686:218. 

8702190430 Requests mitigation of proposed imposition of civil penalties noted in notice 
of violation.lnfo re prompt identification & reporting, corrective action to prevent recur- 
rence & past performance noted in support of request. 

BRUGGtR.R.M, Missouri, Univ. of, Columbia, MO. 87/02/13. Office of Inspection & 
Enforcement, Director (Post 820201). 5pp. 39686:168-39686:172. 
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DOCKET 50-188 KANSAS STATE UNJV. RESEARCH REACTOR 


S. Reportable occurrences, LERs & related correspondence 

8702240432 Forwards GA Technologies, Inc 860918 Part 21 rept re TRIGA reactors 
from vendor. Info provided for evaluation of potential defect re reactor for appropriate 
corrective action. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/17. FAW.R.E. Kansas State 
Univ., Manhattan, KS. Ip. 39721:195-39721:197. 


DOCKET 50-192 UNIV. OF TEXAS RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8702190380 Informs that bids for Docket 50-602 project opened on 861021 w/award of 
general contract on 861204.Dismantling activities of Docket 50-192 license projected 
to commense in Aug or Sept 1988.Submits info to suppl 850503 decommissioning 
plan. 

BAUER, T.L. Texas, Univ. of, Austin, TX. 87/02/06. BERKOW.H. Standardization & 
Special Project Directorate. 2pp. 39686:072-39686:073. 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8702100024 Application for amend to License R-94, changing Tech Spec Section 6.1.2 
to permit reactor administrator to also perform duties of radiation safety officer subj to 
staffing situation & qualifications of reactor administrator. 

BERLIN, R.E. Manhattan College, Riverdale, NY. 87/02/03. DOSA.J.J. Standardization 
& Special Project Directorate. Ip. 39570:106-39570:106. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8702100352 Forwards Rev 13 to physical security plan for facilities for NRC review 
under 10CFR50.54(p) & description of changes.Rev 13 to plan incorporates textual & 
figure (drawing) changes. Ends withheld (ref 10CFR73.21). 

MORGAN, H.E. Southern California Edison Co. 87/02/04. Office of Nuclear Reactor 
Regulation, Director (post 851125). Ip. 39570:218-39570:218. 

8702250533 Forwards draft Rev 1 to “Comparison of Proposed Tech Specs W/ 
NUREG-0452 for Westinghouse PWRs on Subj of Fire Protection...,’’ technical evalua- 
tion reptRept compares 840608,851217,860401 & 0519 proposed Tech Specs w/ 
STS 

DUDLEY, R.F. PWR Project Directorate 1. 87/02/13. BASKIN, K.P. Southern California 
Edison Co. 3pp. 39744:110-39744:157. 

--8702250559 Draft Rev 1 to “Comparison of Proposed Tech Specs W/ NUREG-0452 
for Westinghouse PWRs on Subj of Fire Protection, San Onofre Nuclear Generating 
Station Unit 1," technical evaluation rept. 

STOREY, T. Calspan Corp. (subs. Arvin Industries/Franklin Research Center). NRC-03- 
81-130. 87/02/09. NRC - No Detailed Affiliation Given. 45pp. 39744:113-39744:157. 

8702270207 Forwards Rev 3 to “Updated Fire Hazards Analysis for San Onofre Nuclear 
Generating Station, Units 1,2 & 3,” per 10CFR50.71. 

BASKIN, KP. Southern California Edison Co. HOLCOMBE, J.C. San Diego Gas & Elec- 
tric Co. HOYT.G.W. Anaheim, CA. 87/02/19. Document Control Branch (Document 
Control Desk). 13pp. 39767:147-39770:162. 

-8702270217 Rev 3 to “Updated Fire Hazards Analysis for San Onofre Nuclear Gener- 
ating Station, Units 1,2 & 3.” 

* Southern California Edison Co. 87/02/28. 1,200pp. 39767:162-39770:162. 


G. Adjudicatory correspondence 

8702030085 Forwards director’s decision denying 860527 10CFR2.206 petition to 
extend 10-mile radius of EPZ to include Laguna Beach & South Laguna Beach. 
TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). #187 2355. 
87/01/29. COLLISON.M. Laguna Beach, CA. Ip. 39474:233-39474:304. 

“8702030117 Director's decision under 10CFR2.206.* Director’s Decision DD-87-01 de- 
nying City of Laguna Beach 860727 1 0CFR2.206 petition to extend 1 0-mile radius of 


8702130425 Forwards safety evaluation re projected values of matl properties for frac- 
ture toughness requirements for protection against PTS events. 

DUDLEY, R.F. PWR Project Directorate 1. 87/02/02. BASKIN, K.P. Southern California 
Edison Co. 3pp. 39640:087-39640:093. 

-8702130432 Safety evaluation re projected values of matl properties for fracture tough- 
ness requirements for protection against PTS events.lssue acceptably resolved. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/02. 4pp. 
39640:090-39640:093. 

8702110029 Extends invitation for participation in NRC Incident Investigation Program 
870311 workshop in Walnut Creek, CA. Statement of workshop purpose & agenda 
end. 

MARTIN, J.B. Region 5, Office of Director. 87/02/04. BASKIN, K.P. Southern California 
Edison Co. 3pp. 39590:285-39590:287. 


Q. inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 

S ency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

EYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.’’ Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Encl of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list encl. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 
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8702060169 Forwards SER re TDI Diesel Generator Owners Group findings & recom- 
mendations for operability/reliabilty of emergency diesel generators. Plans to imple- 
ment recommended actions requested within 60 days of Itr receipt. 

LEAR.G.E. PWR Project Directorate 1. 87/01/28. BASKIN, K.P. Southern California 
Edison Co. 4pp. 39547:079-39547:121. 

-8702060175 SER re TDI Diesel Generator Owners Group findings & recommendations 
for operabilty/reliabilty of TDI emergency diesel generators. 

* NRC - No Detailed Affiliation Given. 87/01/28. 39pp. 39547:083-39547:121. 

8702120412 Special repton 860928,uninterruptible power supply inverter static bypass 
switch failed to illuminate.Caused by corroded circuit boards. Inverter not required for 
safe shutdown for any postulated fire. Licensing documents will be revised. 

MORGAN, H.E, Southern California Edison Co. 87/02/02. Document Control Branch 
(Document Control Desk). 2pp. 39628:360-39628:361. 

8702250293 LER 87-001 -00:on 8701 17, ground indication received on dc bus 1 required 
entry into Tech Spec 3.0.3.Caused by terminal box conduit locking ring vibrating 
loose.Ground eliminated. W/870217 Itr. 

MORGAN, H.E. Southern California Edison Co. 87/02/17. 2pp. 39727:297-39727:298. 


DOCKET 50-213 HADDAM NECK PLANT 


F. Security, medical, emergency & fire protection plans 

8702050383 Suppls 861010 Itr re implementation of read & sign training program for site 
access for NRC inspectors.NRC training for individuals w/L & Q security clearances 
identical. 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 87/01/27. Document Control 
Branch (Document Control Desk). 2pp. 39522:113-39522:114. 

8702060008 Requests fee for 861124 application to defer completion of mods to 
switchgear room Halon sys until 1987 refueling outage or first outage of at lease 8 
wks duration commencing after 870101. 

DIGGS, R.M. License Fee Management Branch (Post 861123). 87/01/30. OPEKA.J.F. 
Connecticut Yankee Atomic Power Co. Ip. 39525:345-39525:345. 

8702090177 Forwards Integrated Performance Assessment Insp Rept 50-213/86-29 on 
861 114-21 .No fundamental weaknesses noted. 

KANE.W.F. Region 1, Office of Director. 87/01/30. MROCZKA,E.J. Connecticut 
Yankee Atomic Power Co. 3pp. 39554:011-39554:057. 

-8702090186 Integrated Performance Assessment Insp Rept 50-213/86-29 on 861114- 
21 .No fundamental weaknesses noted.Major areas inspected:operations, radiological 
controls, maint, surveillance, security/safeguards, training & QA. 

CONTE, R., KISTER.H. Region 1, Office of Director. 87/01/29. 44pp. 39554:014- 
39554:057. 

8702250273 Forwards notice of environ assessment & finding of no significant impact re 
820301 & 870106 applications for exemption from requirements of 10CFR50,App R. 
GRIMES, C.l. Integrated Safety Assessment Project Directorate. 87/02/13. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 3pp. 39743:178-39743:183. 

—8702250281 Notice of environ assessment & finding of no significant impact re 820301 
& 870106 applications for exemption from requirements of 10CFR50,App R re safe 
shutdown equipment in svc bldg locker room. 

MIRAGLIA.F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
87/02/13. 3pp. 39743:181-39743:183. 

8702260062 Informs that Rev 17 to emergency plan implemented.reflecting changes in 
emergency action level tables & editorial corrections. Plan continues to meet stds of 
10CFR50.47(b) & requirements of 10CFR50,App E. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/02/18. Document Control 
Branch (Document Control Desk). Ip. 39739:274-39739:274. 

8702260125 Forwards fee for 861124 request for deferrment of completion of switch- 
gear room Halon sys mods to 1987 refueling outage or first outage of last 8 wk dura- 
tion commencing after 870101. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/02/19. Document Control 
Branch (Document Control Desk). Ip. 39753:216-39753:216. 


H. General correspondence 

8702180546 Advises that all correspondence to utils should be addressed to EJ 
Mroczka to assure that all appropriate personnel receive NRC correspondence & that 
all necessary actions properly & promptly taken. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA, E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 87/02/10. Document Control Branch (Document Control Desk). 2pp. 39676:288- 
39676:289. 


P. Operating license stage documents & correspondence 

8702040321 Forwards nonproprietary Vols 1 & 2 & proprietary Vol 3 to "ISAP.Haddam 
Neck Plant, Final Rept" Proprietary vol withheld (ref 1 0CFR2.790).Affidavit end, 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 86/12/12. GRIMES, C.l. Inte- 
grated Safety Assessment Project Directorate. 5pp. 39491:007-39493:236, 

-8702040328 Vols 1 & 2 to "ISAP.Haddam Neck Plant, Final Rept." 

* Connecticut Yankee Atomic Power Co. 86/12/31. 1,000pp. 39491:012-39493:236. 

8702050381 Application for amend to License DPR-61, revising Tech Specs to allow 
manual containment isolation valves to be opened only during performance of periodic 
maint & clarifying definition of containment integrity.Fee paid. 

MROCZKA, E.J. Connecticut Yankee Atomic Power Co. 86/12/24. GRIMES.C.I. Inte- 
grated Safety Assessment Project Directorate. 4pp. 39521:165-39521:168. 

6702060146 Partial response to FOIA request for SECY papers re environ 
qualification.App B documents available in PDR.App C & D documents partially & 
completely withheld, respectively (ref FOIA Exemption 5). 

GRIMSLEt.D.H. Division of Rules and Records. 87/02/02. WILLIAMS, O.G. JRA As- 
sociates. 6pp. 39548:062-39548:077. 


-8702060184 Partially withheld SECY paper re extension of environ qualification 
851130 deadline.Recommends that Commission issue end order re deadline exten- 
sion for facility.W/o end. 

FITZGERALD, J.A. Office of the General Counsel. SECY-85-337A. 85/11/15. 2pp. 
39548:074-39548:075. 

8702060346 Forwards SER accepting util 831107 response to Generic Itr 83-28, Item 
4.5.2, "Reactor Trip Sys Reliability, On-Line Testing." Contractor rept EGG-NTA-7459 

3 1 SO 

NEIGHBORS, J.D. PWR Project Directorate 3. 87/02/02. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 3pp. 39546:230- 
39546:255. 

-8701290430 "Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, JM Farley Nuclear Plant Units 1 & 2, RE Ginna Nuclear Power Plant, Haddam Neck 
Plant, Indian Point Unit 2...,” technical evaluation rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7459. 
87/01/09. NRC - No Detailed Affiliation Given. 21pp. 39546:235-39546:255. 

8702090398 Forwards response to open items identified during 860508 meeting re pro- 
posed rev to pump & valve inservice testing program.Rev IWV-1 table for valve testing 
program, description of ECCS full flow test & insp procedure end. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/02/04. Document Control 
Branch (Document Control Desk). 84pp. 39560:060-39560:297. 

-8702090412 “Connecticut Yankee ECCS Full Flow Test,” performed on 860111. 
PIKUL.PJ., DIMARZO.J.T., SCHMIDT, R.J. Connecticut Yankee Atomic Power Co. 86/ 
06/26. 100pp. 39560:145-39560:256. 

-8702090435 "Insp Procedure for RH-CV-808A." 

* Connecticut Yankee Atomic Power Co. 87/02/28. 41 pp, 39560:257-39560:297. 

8702170409 Forwards Amend 89 to License DPR-61 & safety evaluation. Amend re- 
vises Tech Spec 4.3 by deleting requirement that surveillance tests of diesel genera- 
tors include automatic loading of charging pumpsJtems 2-4 remain unresolved. 

AKSTU LEWICZ, F. Integrated Safety Assessment Project Directorate. 87/02/09. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 3pp. 39458:149-39458:162. 

-8702170420 Amend 89 to License DPR-61 .revising Tech Spec 4.3 by deleting require- 
ment that surveillance tests of diesel generators include automatic loading of charging 
pumps. 

GRIMES.C.I, Integrated Safety Assessment Project Directorate. 87/02/09. 4pp. 
39458:152-39458:155. 

-8702170430 Safety evaluation supporting Amend 89 to License DPR-61 . 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/09. 7pp. 
39458:156-39458:162. 

8702250399 Forwards safety evaluation re Generic Ltr 83-28, Item 4.5.2, "Reactor Trip 
Sys Reliability.” Concludes that util 831105 & 851018 justifications for not installing 
mods necessary to permit on-line testing of reactor trip sys acceptable. 
AKSTULEWICZ.F. Integrated Safety Assessment Project Directorate. 87/02/18. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 3pp. 39743:236-39743:240. 

-8702250401 Safety evaluation supporting licensee 831103 & 851018 justifications for 
not installing mods necessary to permit on-line testing of reactor trip sys, per Generic 
Ltr 83-28. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/18. 2pp. 
39743:239-39743:240. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020242 Forwards Exam Rept 50-21 3/86-260L on 861103-07. 

WENZINGER.E.C. Region 1, Office of Director. 87/01/21. MROCZKA, E.J. Connecti- 
cut Yankee Atomic Power Co. 3pp. 39450:023-39450:131. 

-8702020262 Exam Rept 50-21 3/86-260L administered on 861 103-07. Exam 
results:three senior reactor operators, two instructor certification candidates & five re- 
actor operators passed exams.One reactor operator failed simulator exam. 

BARBER, G.S., KELLER.R.M., COLLINS,S.J. Region 1, Office of Director. 87/01709. 
106pp. 39450:026-39450:131. 

8702040867 Forwards responses to 861 106 request for addl info re util request for relief 
from certain Code Category B-J weld inservice insp requirements.lsometric drawings 
end. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/01/26. Document Control 
Branch (Document Control Desk). 46pp. 39503:074-39503:119. 

8702050383 Suppls 861010 Itr re implementation of read & sign training program lor site 
access for NRC inspectors.NRC training for individuals w/L & Q security clearances 
identical. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA, E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA, E.J. Northeast Utilities. 87/ 
01/27. Document Control Branch (Document Control Desk). 2pp. 39522:113- 
39522:114. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 
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V. Operator Examinations 

S7n9f69fi942 Forwards Exam Rept 50-21 3/86-260L on 861 103-07. 

WENZINGER.E.C. Region 1, Office of Director. 87/01/21. MROCZKA.E.J. Connociti’ 
cut Yankee Atomic Power Co. 3pp. 39450:023-39450:131. 

-8702020262 Exam Rept 50-21 3/86-260L administered on 86 11 03 -0 /.Exam 
results-three senior reactor operators, two instructor certification candidates fk five re- 
actor operators passed exams.One reactor operator failed simulator exam. 

BARBER, G.S., KELLER, R.M., COLLINS, S.J. Region 1, Office of Director. 87/01/09 
106pp. 39450:026-39450:131. 

8702090177 Forwards Integrated Performance Assessment Insp Rept 50-2 13/86. 29 on 
861 11 4-21. No fundamental weaknesses noted. . , , 

KANE.W.F. Region 1, Office of Director. 87/01/30. MROCZKA.E.J. Connecticut 
Yankee Atomic Power Co. 3pp. 39554:01 1-39554:057. 

-8702090186 Integrated Performance Assessment Insp Rept 50-213/86-29 on 881 114 
21. No fundamental weaknesses noted.Major areas inspected:oporations,radiolc>(jlc<il 
controls, maint, surveillance, security/ safeguards, training & QA. 

CONTE, R„ KISTER.H. Region 1, Office of Director. 87/01/28. 44pp. 39564:014- 
39554:057. 

DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 
F. Security, medical, emergency & fire protection plane 

8603200423 Discusses staff concerns re manner of util interaction w/NRC In resolution 
of licensing issues.NRC ready to discuss potential exemptions to 1(X.’FHM)4H whim 
engineering work completed. 

ZWOLINSKI.J.A. BWR Project Directorate 1. 86/03/17, CLARK, P.R, General Public 
Utilities Corp. - GPU Service Corp. 4pp. 35168:122-35168:125. 

8612240338 Forwards proposed rev to physical security plan.providing more siftty-cpri' 
scious safeguards sys while maintaining curront levels of protection & clarifying re- 
quirements for entry searches.Rev withheld (ref 10CFR2./90). 

BARTON, J.J. General Public Utilities Corp. • GPU Service Corp 66/12/02 
DENTON, H.R. Office of Nuclear Reactor Regulation. Director (post HMii'S) tp 
39086:308-39086:308. 

8702090077 Forwards Rev 21 to security plan, applicable drawings & summary of 
changes, per 1 0CFR50.54(p).Changes mad© on 861201 w/o prior Commisaton 
approval. Ends withheld (ref 10CFR73.21). 

BARTON.J.J. General Public Utilities Corp. - GPU Service Corp. 87/01/30, Document 
Control Branch (Document Control Desk). Ip. 39549:075*39640:075, 

8702190502 Forwards Insp Rept 50-219/87-01 on 870105-09.No violations noted 
EBNETER.S.D. Region 1, Office of Director. 87/02/11. FIEDLER, P, 8, General Public 
Utilities Corp. - GPU Service Corp. 2pp. 39678:291-39670:308. 

-8702190516 Insp Rept 50-219/87-01 on 8701 05-09.No violations noted. Major mm . if 
inspecteddire protection features to ensure ability to achieve & maintain safe shut- 
down in event of fire.One item re spurious signals remained unresolved. 
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-8702100380 Application for amend to License DPR-1 6, consisting of Tech Spec 
Change Request 157,revising Section 3.5 to permit momentary access to trunnion 
room for insp & maint activities. 

FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/01/30. 6pp. 
39571:030-39571:035. 

-8702100387 Proposed Tech Spec Section 3.5 permitting access to trunnion room for 
insp & maint activities. 

* General Public Utilities Corp. - GPU Service Corp. 87/01/30. Ip. 39571:036- 
39571:036. 

8702180179 Approves 860617 request that Center Line Co Rept 179, 
“Cavitation.Torque & Performance Testing of 6-Inch & 12-Inch Elliptical Disc & 6-Inch 
Symmetrical Disc Butterfly Valves,” be marked as proprietary per 10CFR2.790(b)(5). 
DONOHEW.J.N. BWR Project Directorate 1. 87/02/02. FIEDLER, P.B. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 39673:298-39673:300. 


Q. Inspection reports, IE Bulletins 8c correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus.” W/o svc list. 
iEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8702110149 Forwards Insp Rept 50-219/86-41 on 861215-19 & notice of violation.lnsp 
reviewed unplanned 861208 occupational exposure received by worker during prepa- 
ration of resin liner/ cask for shipment. 

MARTIN, T.T. Region 1, Office of Director. 87/02/02. FIEDLER, P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 39581:083-39581:092. 

-8702110152 Notice of violation from insp on 861215-19. 

* Region 1, Office of Director. 87/02/02. 2pp. 39581:085-39581:086. 

“8702110155 Insp Rept 50-219/86-41 on 861 21 5-1 9. Violations noted:failure to perform 
adequate radiological survey per 10CFR20.201(b) & failure to instruct workers in ac- 
cordance W/10CFR19.12. 

SHERBINI.S., CIOFFI.J., SHANBAKY.M.M. Region 1, Office of Director. 87/01/30. 
6pp. 39581:087-39581:092. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702110144 Discusses revs to Tech Specs 3.3 & 4.3 to reflect agreement w/ltems B,C 
& E of Attachment 1 to Generic Ltr 84-1 1 re insp of BWR stainless steel piping.per 
NRC 860905 request. 

FIEDLER, P.B. General Public Utilities Corp. - GPU Service Corp. 87/02/04. Document 
Control Branch (Document Control Desk). 3pp. 39590:309-39590:311. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702180520 Forwards Insp Rept 50-219/86-40 on 861 209-1 6.No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 87/02/06. FIEDLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 39676:317-39676:324. 

-8702180528 Insp Rept 50-219/86-40 on 861 209-1 6.No violation noted.Major areas 
inspected:observations of ultrasonic testing (UT) in progress, review of video tape of 
licensee visual insp & review of ultrasonic thickness measurement results. 
MCBREARTY.R.A., KAPLAN.H., STROSNIDER.J.R. Region 1, Office of Director. 87/ 
01/30. 6pp. 39676:319-39676:324. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190502 Forwards Insp Rept 50-219/87-01 on 870105-09.No violations noted. 
EBNETER.S.D. Region 1, Office of Director. 87/02/11. FIEDLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 39678:291-39678:308. 

-8702190516 Insp Rept 50-219/87-01 on 870105-09.No violations noted. Major areas 
inspected:fire protection features to ensure ability to achieve & maintain safe shut- 
down in event of fire.One item re spurious signals remained unresolved. 

PULLANI.S., ANDERSON, C.J. Region 1, Office of Director. 87/02/10. 16pp. 
39678:293-39678:308. 


8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas ” Svc list encl 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metat Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list encl. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


R. Periodic operating reports & related correspondence 

8702110416 Forwards errata sheet identifying errors made in 1986 quarterly woodborer 
repts. 

FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/02/05. 
DELGADO.R.R. New Jersey, State of. 2pp. 39588:138-39588:139. 


S. Reportable occurrences, LERs & related correspondence 

8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702200152 FOIA request for nine categories of documents, including most recent draft 
of modal study, ACRS 861015 ltr, NRC 850509 ltr to DOE.NUREG/BR-0006 & docu- 
ments re contamination incident from spent fuel cask at Oyster Creek. 

AUDIN.L. Affiliation Not Assigned. 87/01/10. Office of Administration. Ip. 39705:162- 
39705:162. 

8702020303 LER 86-032-00:on 861 224,reactor trip occurred due to high neutron flux 
condition.Caused by personnel error & configuration w/respect to feedwater control 
sys.Event reviewed w/each oncoming shift.W/870123 ltr. 

CERVENKA.P.F., FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/ 
01/23. 5pp. 39451:117-39451:121. 

8702020342 LER 86-033-00:on 861 221, reactor bldg ventilation isolated & standby gas 
treatment sys initiated when area radiation monitor trip unit inadvertently grounded 
during maint.Caused by personnel error.Pinched cable replaced. W/8701 23 ltr. 
MCGRANE.J.P., FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/ 
01/23. 5pp. 39451:179-39451:183. 

8702060002 Special Rept 86-01 7:on 861 228, nonfunctional fire barrier not returned to 
functional status within 7 days from discovery. Hourly fire watch established.Repairs 
completed & penetration seal restored to functional status on 870112. 

FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/01/23. 
MURLEY.T.E. Region 1, Office of Director. 2pp. 39533:054-39533:055. 

8702090075 LER 86-034-00,on 861 229, manual scram due to inability to maintain con- 
denser vacuum occurred.Caused by expansion joint failure in vacuum. Procedure limit 
of saturation temp reduced to prevent recurrence.W/870130 ltr. 

BABECKA.R.J., FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/ 
01/30. 6pp. 39549:069-39549:074. 

8702090084 LER 86-035-00, on 861 231, two containment isolation valves discovered 
leaking excessively.Caused by linkage between actuator & valve being out of 
adjustment. Valve/ actuator linkage & stem/actuator coupling adjusted.W/870130 ltr. 
CERVENKA.P.F., FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/ 
01/30. 6pp. 39548:343-39548:348. 

8702110139 LER 87-001-00:on 8701 02, discovered that no clamp circuit exists in APRM 
rod block circuitry to limit recirculation flow setpoint to 108%.Caused by inconsistency 
between Tech Specs & Installed hardware.W/870203 ltr. 

LEITMAN.L.W., FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/ 
02/03. 4pp. 39591:053-39591:056. 

8702110250 LER 87-002-00:on 8701 06, MSI V isolation occurred during startup.Caused 
by operator failure to maintain awareness of status of nuclear instrumentation & rang- 
ing into Range 10 w/ reactor pressure less than 825 psig.W/870205 ltr. 
MORTENSEN.G.K., FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 
87/02/05. 4pp. 39591:024-39591:027. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.Ust of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs encl. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 

8702120001 LER 87-003-00:on 870 107, reactor bldg ventilation sys isolated & standby 
gas treatment sys initiated due to power supply perturbation.Caused by nicked area 
radiation monitor cables.Cables repaired & new cables ordered.W/870206 ltr. 
MCGRANE.J.P., FIELDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 
87/02/06. 4pp. 39591:110-39591:113. 

8702180474 LER 86-01 6-01 :on 860701 .discovered 47 fuel bundles had cladding 
failures.Caused by pellet/clad interaction.Power shape monitoring sys program revised 
to allow more accurate monitoring of ramp rates.W/870206 ltr. 

EMRICH.W.J., FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/ 
02/06. 4pp. 39664:274-39664:277. 

8702180120 PNO-l-87-008:on 870210, presence of radioactivity in feedpump room 
identified.Possibly caused by leak at offgas sample pump or flow meter.Three workers 
received minor skin contamination.Efforts to locate & repair leak underway. 
BAUNACK.W., BLOUGH.R. Region 1, Office of Director. 87/02/10. 2pp. 39066:092- 
39666:093. 
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8702190402 LER 87-004-00:on 8701 12, emergency svc water pump D tagged out of svc 
for corrective maint while emergency diesel generator 1 inoperable for surveillance 
contrary to Tech Spec.Caused by personnel error. W/87021 1 Itr. 

CERVtNKA,P.F., FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/ 
02/11. 5pp. 39685:344-39685:348. 

8702270193 PNO-l-87-011:on 870214, reactor scram occurred from 100% power due to 
turbine trip which resulted from reactor high water level condition.Caused by techni- 
cian disturbing lead in level control sys.Plant taken to cold shutdown. 

BAUNACK.W., BLOUGH.R. Region 1, Office of Director. 87/02/17. Ip. 39772:356- 
39772:356. 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8702020625 Application for amend to License DPR-63,authorizing change in bases for 
Tech Spec Sections 3.6.10.1 & 4.6.10.1 to delete ref to nonhazardous local leak rate 
testina. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/01/27. Document Control Branch 
(Document Control Desk). 2pp. 39468:071-39468:073. 

—8702020629 Proposed Tech Spec bases for Sections 3.6.10.1 & 4.6.10.1 re fire barrier 
penetration fire seals. 

* Niagara Mohawk Power Corp. 87/01/27. Ip. 39468:073-39468:073. 

8702170190 Responds to NRC 861114 request for util evaluation of allegation re capa- 
bility to access plant process computer & meteorological computer sys by telephone 
lines.Access adequately controlled. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/02/09. Document Control Branch 
(Document Control Desk). 2pp. 39649:039-39649:040. 

8702180671 Rev 5 to Emergency Action Procedure EAP-3, “Emergency Personnel 
Action Procedures.” W/87021 3 Itr. 

VOLZA.P., BERATTA,J., MANGAN.C.V. Niagara Mohawk Power Corp. 87/02/13. 
72pp. 39667: 1 76-39667:247. 

8702200089 Forwards Rev 5 to Emergency Action Procedure EAP-3, Emergency Per- 
sonnel Action Procedures.” 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/02/13. Document Control Branch 
(Document Control Desk). Ip. 39694:023-39694:094. 


-8702240083 Application for amend to License DPR-63, changing Tech Specs 3.6.2 re 
protective instrumentation & 3.6.14 re radioactive effluent instrumentation to more 
closely follow std radiological effluent Tech Specs. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/02/17. Ip. 39700:337-39700:337. 

-8702240085 Proposed changes to Tech Specs re radioactive gaseous process & efflu- 
ent monitoring instrumentation. 

4 Niagara Mohawk Power Corp. 87/02/17. 10pp. 39700:338-39700:347. 

8702260225 Forwards application for amend to License DPR-63, changing Tech Specs 
to reflect present organizational structure at plant.Fee paid. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/02/20. Document Control Branch 
(Document Control Desk). Ip. 39751:271-39751:277. 

-8702260240 Application for amend to License DPR-63, revising Section 6.3.1 & Figure 
6.2-2 of Tech Specs to reflect present organizational structure at site & to provide 
consistency between Units 1 & 2 Tech Specs. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/02/20. 2pp. 39751:272-39751:273. 

-8702260253 Proposed Tech Specs, revising Pages 249 & 251 to reflect present organi- 
zational structure & to provide consistency between Unit 1 & 2 Tech Specs. 

* Niagara Mohawk Power Corp. 87/02/20. 4pp. 39751:274-39751:277. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

S sncy Escape Self-Contained Breathing Apparatus.” W/o svc list. 

EYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 !E Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 


P. Operating license stage documents & correspondence 

8702100289 Informs that 2147 as-built drawings associated w/ safety-related piping 
supports accepted & approved. Remaining drawings will be accepted by 8701 31. Ap- 
proval will be delayed until verification of drawings performed. 

MANGAN.C.V. Niagara Mohawk Power Corp. 86/12/31. EBNETER.S.D. Region 1, 
Office of Director. Ip. 39574:255-39574:255. 

8702020625 Application for amend to License DPR-63, authorizing change in bases for 
Tech Spec Sections 3.6.10.1 & 4.6.10.1 to delete ref to nonhazardous local leak rate 
testing. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/01/27. Document Control Branch 
(Document Control Desk). 2pp. 39468:071-39468:073. 

-8702020629 Proposed Tech Spec bases for Sections 3.6.10.1 & 4.6.10.1 re fire barrier 
penetration fire seals. 

* Niagara Mohawk Power Corp. 87/01/27. Ip. 39468:073-39468:073. 

870203025 1 Forwards "Supplemental Rept to DCRDR Final Summary Rept for Nine 
Mile Point Unit 1." Rept includes info requested in NRC 860701 SER & schedule for 
remaining human engineering observations. 

MANGAN,C.y. Niagara Mohawk Power Corp. 87/01/30. Document Control Branch 
(Document Control Desk). Ip. 39478:042-39478:272. 

-8702030258 "Supplemental Rept to DCRDR Final Summary Rept for Nine Mile Point 
Unit 1." 

* Niagara Mohawk Power Corp. NMP:98-558-32-05. 87/02/28. 300pp. 39478:043- 


8702170190 Responds to NRC 861114 request for util evaluation of allegation re capa- 
bility to access plant process computer & meteorological computer sys by telephone 
lmes.Access adequately controlled. 

MANGAN.OV. Niagara Mohawk Power Corp. 87/02/09. Document Control Branch 
(Document Control Desk). 2pp. 39649:039-39649:040. 


8702190401 Forwards Amend 91 to License DPR-63, modifying Tech Spec Section 4.4.5 
to reflect addition of surveillance requirements for control room air treatment 
sys-Safefy evaluation & request for FR publication end. 

ZWOUNSKWA BWR Project Directorate 1. 87/02/10. MANGAN.C.V. Niagara 
Mohawk Power Corp, 2pp. 39689:011-39689:020. 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/0 2. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 iE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 


8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 


8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190145 Forwards insp Repts 50-220/86-26 & 50-410/86-65 on 861117-870104 & 
notice of violation.Activities re maint of reactor bldg integrity & corrective action for 
unplannned scram while shut down violated NRC requirements. 

GALLO, R.M. Region 1, Office of Director. 87/02/11. MANGAN.C.V. Niagara Mohawk 
Power Corp. 2pp. 39684:062-39684:079. 

-8702190164 Notice of violation from insp on 861117-870104. 

* Region 1, Office of Director. 87/02/11. Ip. 39684:064-39684:064. 


-870219°412 Amend 91 to License DPR-63, modifing Tech Spec Section 4.4.5 to reflect 
addition of surveillance requirements to verify ability of control room air treatment sys 
SJ555'#2.8P? ltive P ressure in control room during accidents. 

ZWOUNSKI,JA BWR Project Directorate 1. 87/02/10. 5pp. 39689:013-39689:017. 


-8702190175 Insp Repts 50-220/86-26 & 50-410/86-65 on 861117-870104. Violations 
noted:ineffective corrective action for scram discharge vol high level trip & momentary 
breach of reactor bldg integrity while in power operating mode. 

LINVILLE.J.C. Region 1, Office of Director. 87/02/06. 15pp. 39684:065-39684:079. 


Sa * e *y ©vacation supporting Amend 91 to License DPR-63. 

39689*01 £39689-019 React0r Re 9 Ulation, Director (post 851125). 87/02/10. 2pp. 

R *W5 ts FR Publication of notice of issuance of Amend 91 to License 
DPR-63.Amend adds surveillance requirements to Tech Spec Section 4.4.5 to verify 
that control room air treatment sys maintains positive pressure during accident condi- 
tions. 

1 87/02/10 - NRC - No De,ailed Affliia,io " 

8702240075 Forwards application to amend License DPR-63, changing Tech Specs 
3.6.2 re protective instrumentation & 3.6.14 re radioactive effluent instrumentation to 
closely foHow std radiological effluent Tech Specs.Fee paid. 

M ® haw !j Power 87/02/17. Document Control Branch 
(Document Control Desk). 2pp. 39700:335-39700:347. 


8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 
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8702250136 Forwards Radiological Controls Insp Repts 50-220/87-02 & 50-410/87-04 
2!L . 0112 ' 16 N° violations noted.Weaknesses in ALARA program & in control of 
portal monitors identified. 

MARTIN, T.T. Region 1, Office of Director. 87/02/17. MANGAN.C.V. Niagara Mohawk 
Power Corp. 2pp. 39729:334-39729:345. y 

-8702250145 Safety Insp Repts 50-220/87-02 & 50-410/87-04 on 870112-16. No viola- 
tions or deviations noted.Major areas inspected: radiation protection program & previ- 
ously identified items. Weaknesses in ALARA area re goal setting & mgt noted. 

SHANBAKY.M. Region 1, Office of Director. 87/02/17. 10pp. 39729:336- 

39729:345. 

8702260120 Submits validation for listed method of performing 10CFR50, App J Type C 
local leak rate tests of feedwater check valves, in response to unresolved item noted 
m Insp Rept 50-220/86-17. " 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/02/17. Document Control Branch 
(Document Control Desk). 3pp. 39753:225-39753:227. 


S. Reportable occurrences, LERs & related correspondence 

8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM.F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702100278 LER 87-001 -00:on 870109.APRM flow biased scram & rod block caiibr 
curves did not have knee breaks at 100% recirculation flow.Caused by incomplete 
documentation & lack of mod control.Circuitry recalibr.W/ 870206 Itr. 

RANDALL, R.G., LEMPGES.T.E. Niagara Mohawk Power Corp. 87/02/06. 5pp. 
39574:267-39574:271. 


DOCKET 50-228 AEROTEST RADIOGRAPHY & RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8702020269 Advises that 860915 rev to security plan consistent w/ provisions of 
10CFR50.54(p) & acceptable. 

MONTGOMERY, J.L. Region 5, Office of Director. 87/01/23. NEWACHECK.R.L. Aero- 
test Operations, Inc. 2pp. 39469:070-39469:071 . 

8702060477 Forwards Insp Rept 50-228/87-01 on 870105-08 & notice of violation. 
WENSLAWSKI.F.A. Region 5, Office of Director. 87/01/23. NEWACHECK.R. Aerotest 
Operations, Inc. 2pp. 39537:066-39537:078. 

—8702060484 Notice of violation from insp on 870105-08. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/01/23. 2pp. 39537:068- 
395 37:069. 


87 2?^1??J 9 * R 1 V 3 t0 EP,P 500 ' 6 - “Operations Support Ctr Inventory Checklist" 
RINGO.D.A. Commonwealth Edison Co. 87/02/05. 5pp. 39718:228-39718:232. 


8702240294 Rev 3 to Table 1 to Emergency Plan Implementing Procedure EPIP 500-1 
First Aid Supplies." a 

RINGO.D.A. Commonwealth Edison Co. 87/02/14. 2pp. 39718:358-39718:359. 


87 J22 7 °173 Forwards Safety Insp Repts 50-237/87-03 & 50-249/87-03 on 861208- 
8701 13. Violations noted.Decision re enforcement action will be forwarded under sepa- 
rate cover. r 

87/02/17 - REEac - Commo “ 


at 5 Radwaste Mgt Program Insp Repts 50-237/87-03 

& 50-249/87-03 on 861 208-870206.Violations noted:failure of employees to perform 
procedural requirements. 7 K 

GREGER .L-R- Region 3, Office of Director. 87/02/17. 

lopp. 027 7 /1 1249-3977 1 :264. 


P. Operating license stage documents & correspondence 


8702030330 Submits schedule for providing final responses to remaining open SEP 
topics including ill-1, Section 4.2.2 re fracture toughness.il 1-4. A re safety-related equip- 
ment behind turbine bldg, VI-7.C.1 & VI-1 0.B re 125-volt dc sys. 

WOJNAROWSKI.J. Commonwealth Edison Co. 87/01/15. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 39490:264-39490:265 


8702050342 Suppls util 861210 application for amend to License DPR-19, revising Tech 
Specs to add new max average planar linear heat generation rate curve for reconsti- 
tuted fuel bundle & to incorporate labeling changes. 

JOHNSON, I.M. Commonwealth Edison Co. 87/01/28. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 39512:224-39512-266 


-8702050513 Proposed Tech Specs adding new max average planar linear heat gen- 
eration rate curve for reconstituted fuel bundle & incorporating labeling chanqes 
* Commonwealth Edison Co. 87/01/28. 40pp. 39512:227-39512:266. 


8702060447 Confirms plans to conduct meeting between NRC & util on 870206 in Glen 
Ellyn, IL to discuss findings re liquid effluent release w/inoperable monitoring equip- 
ment. 

NORELIUS.C.E. Region 3, Office of Director. 87/02/03. REED.C. Commonwealth 
Edison Co. Ip. 39536:360-39536:360. 


8702180311 Advises that util will continue to use existing min critical power ratio safety 
limit of 1.06 for residual 8x8R GE fuel, per 870203 & 04 telcons.Change for Unit 3 will 
be made In future licensing submittal. 

JOHNSON, I.M. Commonwealth Edison Co. 87/02/05. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 39662:217-39662:217. 


—8702060492 Insp Rept 50-228/87-01 on 870105-08.Violations noted:failure to perform 
monthly surveillance checks & failure to fully implement & maintain emergency plan. 
CILLIS.M., YUHAS.G.P. Region 5, Office of Director. 87/01/23. 9pp. 39537:070- 
39537:078. 

8702100337 Forwards rev to security plan, updating changes within past 5 yrs.Rev with- 
held (ref 10CFR2.790(d)). ' 

NEWACHECK.R.L. Aerotest Operations, Inc. 87/02/03. Office of Nuclear Reactor 
Regulation, Director (post 851125). Ip. 39578:221-39578:221. 


Q. Inspection reports, IE Bulletins & correspondence 

8702060477 Forwards Insp Rept 50-228/87-01 on 870105-08 & notice of violation. 
WENSLAWSKI.F.A. Region 5, Office of Director. 87/01/23. NEWACHECK.R. Aerotest 
Operations, Inc. 2pp. 39537:066-39537:078. 

—8702060484 Notice of violation from insp on 870105-08. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/01/23. 2pp. 39537:068- 
39537:069. 

-8702060492 Insp Rept 50-228/87-01 on 8701 05-08. Violations noted:failure to perform 
monthly surveillance checks & failure to fully implement & maintain emergency plan. 
CILLIS.M., YUHAS.G.P. Region 5, Office of Director. 87/01/23. 9pp. 39537:070- 
39537:078. 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8702240415 Pages 2,3 & 4 of Rev 2 to EPIP 500-5 re technical support ctr inventory 
checklist removing word "deficient." 

* Commonwealth Edison Co. 85/11/20. 4pp. 39721:163-39721:166. 

6702050129 Rev 3 to Emergency Plan Implementing Procedure EPIP-200-20, "Control 
Room Evacuation/Safe Shutdown." 

* Commonwealth Edison Co. 87/01/16. 2pp. 39512:358-39512:359. 

8702020582 Revised emergency operating procedures, including Rev 1 to DEOP 1 00-2, 
"Reactor Pressure Vessel Pressure Control," Rev 1 to DEOP 100-3, "Reactor Power 
Control" & Rev 1 to DEOP 200-1, "Primary Containment Pressure Control." 

* Commonwealth Edison Co. 87/01/22. 150pp. 39466:001-39466:122. 

•702040228 Rev 1 to Emergency Plan Implementing Procedure EPIP 300-16, "Radi- 
ation Surveys Under Accident Conditions.’* W/procedure index. 

* Commonwealth Edison Co. 87/01 /26. 9pp. 39505:336-39505:344. 

8702000193 Confirms discussions re status of 10CFR50,App R mods at facility.Util 
unable to complete cable tray fire wrap until 870801 due to unexpected difficulties in- 
volving field interferences during installation of wrap. 

JOHNSON, I.M. Commonwealth Edison Co. 87/01/30. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 39553:301-39553:301. 


8702180084 Informs that schedule provided in 870115 Itr re submittal of info to resolve 
remaining open SEP topics acceptable. Requests to be advised of any dates that 
slip.Delay in submittal may impact issuing of full-term license. 

ZWOLINSKI.J.A. BWR Project Directorate 1. 87/02/09. FARRAR, D.L. Commonwealth 
Edison Co. 2pp. 39674:315-39674:316. 

8702190340 Forwards notice of consideration of issuance of amend to License DPR-19 
& proposed NSHC & opportunity for hearing, per 870128 request. 

ZWOLINSKI.J.A. BWR Project Directorate 1. 87/02/10. FARRAR, D.L. Commonwealth 
Edison Co. 2pp. 39688:076-39688:085. 

-8702190351 Notice of consideration of issuance of amend to License DPR-19 & pro- 
posed NSHC determination & opportunity for hearing. Amend changes Tech Specs to 
support Cycle 1 1 operation. 

ZWOLINSKI.J.A. BWR Project Directorate 1. 87/02/03. 8pp. 39688:078-39688:085. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702050359 Responds to NRC 861218 Itr re violations noted in insp Repts 50-237/86- 
26 & 50-249/86-31 on 861117-20 & 1 203.Corrective action:temporary procedure 
change to DCP 1600-12 adding requirements for red light notification issued. 
TURBAK.M.S. Commonwealth Edison Co. 87/01/15. KEPPLER.J.G. Region 3, Office 
of Director. 3pp. 39520:261-39520:263. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 
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8702130367 Discusses 861204 & 06 insp of drywell in response to repts of potential 
corrosion of Mark I drywell containment Measurements not taken at level of sand 
pocket.Util should follow guidance for testing in forthcoming generic Itr. 
ZWOLINSKI.J.A. BWR Project Directorate 1. 87/02/03. FARRAR.D.L. Commonwealth 
Edison Co. 2pp. 39639:322-39639:323. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702170488 Forwards Safety Insp Repts 50-237/86-28 & 50-249/86-33 on 861203- 
870129.No violations noted. 

WARNICK.R.F. Region 3, Office of Director. 87/02/10. REED.C. Commonwealth 
Edison Co. 2pp. 39646:158-39646:170. 

-8702170492 Insp Repts 50-237/86-28 & 50-249/86-33 on 861 203-8701 29.No viola- 
tions or deviations noted.Major areas inspected: operational safety, followup of 
events, maint, surveillance, LERs.lE info notices & Part 21 notification followup. 
RING.M.A. Region 3, Office of Director. 87/02/10. 11pp. 39646:160-39646:170. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Ardds 11 Svc list ©nef 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702250334 Forwards AEOD assessment of LERs as part of SALP.Significant improve- 
ment in quality of repts w/current rating of 8.9 noted. 

NORELIUS.C.E. Region 3. Office of Director. 87/02/17. REED.C. Commonwealth 
Edison Co. 50pp. 39724:163-39724:212. 

8702270173 Forwards Safety Insp Repts 50-237/87-03 & 50-249/87-03 on 861208- 
870 11 3. Violations noted.Decision re enforcement action will be forwarded under sepa- 
rate cover. 

SHAFER.W.D. Region 3, Office of Director. 87/02/17. REED.C. Commonwealth 
Edison Co. 2pp. 39771:247-39771:264. 

-8702270181 Radiation Protection & Radwaste Mgt Program Insp Repts 50-237/87-03 
& 50-249/87-03 on 861208-870206.Violations noted:failure of employees to perform 
procedural requirements. 

MILLER.D.E., GRANT, W.B., GREGER.L.R. Region 3, Office of Director. 87/02/17. 
16pp. 39771:249-39771:264. 

8702270371 Confirms plans for 870226 enforcement conference in Region III to discuss 
concerns identified during safety sys outage mod insp. 

NORELIUS.C.E. Region 3. Office of Director. 87/02/17. REED.C. Commonwealth 
Edison Co. Ip. 39796:121-39796:121. 


R. Periodic operating reports & related correspondence 

8702250262 Monthly operating repts for Jan 1 987.W/870202 Itr. 

MAXWELL, D.C., EENIGENBURG.E. Commonwealth Edison Co. 87/01/31. 32pp. 
39724:286-39724:317. 


S. Reportable occurrences, LERs & related correspondence 

8702040221 LER 87-001-01 :on 870102 & 01 21, ultrasonic testing revealed through wall 
indications on pipe welds PD5-D20 & 8-12.Caused by IGSCC.Engineering evaluation 
on indications performed. W/870123 Itr. 

KOTRICH.E.J., EENIGENBURG.E. Commonwealth Edison Co. 87/01/23. 6pp. 
39495:034-39495:039. 

8702090397 LER 87-002-00:on 8701 05, radwaste off stream liquid effluent monitor iso- 
lated during radwaste discharge.Caused by operator failure to verify proper valve 
alignment & sample flow.Foreman relieved of duties.W/870127 Itr. 

MOY.M.E, EENIGENBURG.E. Commonwealth Edison Co. 87/01/27. 5pp. 39561:187- 
39561:191. 

8702090386 LER 87-004-00:on 8701 08, primary containment type B & C local leak rate 
test limit exceeded due to excessive leakage through isolation valve. Valve will be re- 
paired & retested per DTS 1600-1 when cause determined. W/8701 29 Itr. 

MCCABE, B.C., EENIGENBURG.E. Commonwealth Edison Co. 87/01/29. 4pp. 
39561:163-39561:166. 

8702180442 LER 87-003-00:on 8701 08, found primary containment drywell structural 
steel not meeting FSAR design requirements.Caused by inadequate confirmation of 
original const & as-built configuration.Repair program developed.W/870206 Itr. 
S7 aCHNIAK,R.E., EENIGENBURG.E. Commonwealth Edison Co. 87/02/06. 7pp. 
39668 : 239 - 39668 : 245 . 


8702270359 Advises that two addl events discovered re issues identified in 861129 in- 
erting event at Dresden Unit 2.LER 86-026-00 & LER 86-039-00 re events 
encl.Guidance re application of Tech Spec Section 3.0.A & 3.0.3 under 
deve!opment.W/o end. 

REED.C. Commonwealth Edison Co. 87/02/10. KEPPLER.J.G. Region 3, Office of Di- 
rector. Ip. 39797:078-39797:093. 

8702180533 Reviews 870123 meeting to discuss Unit 2 operation in excess of time per- 
mitted by Tech Specs on 861128 & 29. Tech Spec Section 3.0. A cannot be applied 
when deinerting spec time limitation exceeded.Enforcement conference planned. 
KEPPLER.J.G. Region 3, Office of Director. 87/02/12. REED.C. Commonwealth 
Edison Co. 2pp. 39666:199-39666:200. 


DOCKET 50-243 OREGON STATE UNIV. RESEARCH REACTOR 


H. General correspondence 


8702100429 Provides update re changes in personnel & positions, per Tech Spec Sec- 
tion 6.7.C.3.LE Coate appointed vice president for finance & administration replacing 
TD Parsons & B Dodd appointed acting senior health physicist. 

JOHNSON, A.G. Oregon State Univ., Corvallis, OR. 86/11/21. Region 5, Office of Di- 
rector. 2pp. 39578:037-39578:038. 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8702040092 Revised emergency plan implementing procedures, including Rev 9 to SC- 
100, “Ginna Station Event Evaluation & Classification" & Rev 4 to SC-110, “Ginna 
Station Event Evaluation for Reducing Classification.” W/8701 30 Itr. 

MEYER, T.A., KOBER.R.W. Rochester Gas & Electric Corp. 87/01/30. LEAR.G. PWR 
Project Directorate 1. 150pp. 39497:100-39497:281. 


J. Insurance & Indemnity information 


8702250423 Informs that 1987 financial info submitted in 870211 Itr satisfies 
10CFR1 40.21 requirements that each licensee maintain approved guarantee of pay- 
ment of deferred premiums for each operating reactor over 100 MW(e). 

NASH.D. Office of State Programs, Director. 87/02/18. BAIER.D.J. Rochester Gas & 
Electric Corp. Ip. 39741:076-39741:076. 


P. Operating license stage documents & correspondence 

8702050382 Forwards Amend 21 to License DPR-18 & safety evaluation. Amend 
changes nuclear safety audit & review board by increasing plant representatives from 
two to three members & grants members voting rights. 

DIIANNI.D.C. PWR Project Directorate 1. 87/01/28. KOBER.R.W. Rochester Gas & 
Electric Corp. 2pp. 39524:188-39524:197. 

-8702050388 Amend 21 to License DPR-18, changing nuclear safety audit & review 
board membership by increasing plant representatives from two to three members & 

g ranting members voting rights. 

HIANNI.D.C. PWR Project Directorate 1. 87/01/28. 6pp. 39524:190-39524:195. 

-8702050394 Safety evaluation supporting Amend 21 to License DPR-18. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/28. 2pp. 
39524:196-39524:197. 


8702130423 Forwards safety evaluation of proposed addition of second containment 
isolation valve for Penetration 108 as discussed in Section 4.22.2 of NUREG- 
0821. Concurs w/util 850515 contention that addl valve unnecessary, per GDC 55. 
DIIANNI.D.C. PWR Project Directorate 1. 87/01/30. KOBER.R.W. Rochester Gas & 
Electric Corp. 2pp. 39640:082-39640:086. 

-8702130431 Safety evaluation re redundant valve at Penetration 108,per integrated 
plant SAR (NUREG-0821),Section 4.22.2 (SEP Topic VM.Addition of valve 
unnecessary, per GDC 55. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/30. 3pp. 
39640:084-39640:086. 


8702060346 Forwards SER accepting util 831107 response to Generic Ltr 83-28, Item 
4.5.2, "Reactor Trip Sys Reliability.On-Line Testing.” Contractor rept EGG-NTA-7459 
also end. 

NEIGHBORS, J.D. PWR Project Directorate 3. 87/02/02. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 3pp. 39546:230- 
39546:255. 


-8701290430 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, JM Farley Nuclear Plant Units 1 & 2, RE Ginna Nuclear Power Plant.Haddam Neck 
Plant, Indian Point Unit 2...," technical evaluation rept 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7459. 
87/01/09. NRC - No Detailed Affiliation Given. 21pp. 39546:235-39546:255. 

8702120466 Summary of 870115 meeting w/utils & C-E in Bethesda,MD re C-E request 
to give status of development of new upper plenum injection evaluation model to be 
applied to plants. List of attendees & meeting agenda end. 

HSII.Y. Reactor Systems Branch (PWR-A). 87/02/03. BERLINGER.C.H. Reactor Sys- 
tems Branch (PWR-A). 4pp. 39635:170-39635:173. 

8702180354 Forwards safety evaluation & two technical evaluation repts supporting util 
830616-841002 submittals re Suppl 1 to SEP (NUREG-0821), Sections 
2.7.2,27.3,2.7.4 & 2.9.Listed issues resolved.Mods will be confirmed within 60 days. 
DIIANNI.D.C. PWR Project Directorate 1. 87/02/05. KOBER.R.W. Rochester Gas & 
Electric Corp. 3pp. 39674:236-39674:262. 
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•*0702180390 Safety evaluation supporting Suppi 1 to NUREG-0821 .Sections 27.2. 
“Essential Svc Water Pumps," 27.3, “Safety-Related Tanks,” 27.4, “Electric Paneis" 
& 2.9, “Station Svc & Cooling Water Sys." 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/05. 2pp. 
39674:239-39674:240. 

-8702060411 “Followup SEP Evaluation for RE Ginna Nuclear Power Plant." 

MORTON, S.L., MILLER, G.K. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN A-6806. 85/ 
10/31. NRC - No Detailed Affiliation Given. 8pp. 39674:241-39674:248. 

—8702180443 “Review of Seismic Qualification of RE Ginna Storage Tank Seismic 
Qualification for SEP.” 

WESLEY, D.A. NTS/SMA, Inc. NTS/SMA 35001.01. 84/12/31. 14pp. 39674:249- 
39674:262. 

8702190366 Forwards Amend 22 to License DPR- 18 & safety evaluation. Amend re- 
vises requirements of Tech Specs dealing w/ control rod indications, resulting from re- 

g lacement of analog rod position indication sys w/Westinghouse microprocessor. 
HIANNI.D.C. PWR Project Directorate 1. 87/02/10. KOBER.R.W. Rochester Gas & 
Electric Corp. 2pp. 39688:104-39688:131. 

— 87021 9037S Amend 22 to License DPR-1 8, revising requirements of Tech Specs deal- 
ing w/control rod indications, resulting from replacement of analog rod position indica- 
tion sys w/ Westinghouse microprocessor rod position indication sys. 

DIIANNI.D.C. PWR Project Directorate 1. 87/02/10. 19pp. 39688:106-39688:124. 

-8702190384 Safety evaluation supporting Amend 22 to License DPR-1 8. Diagram of 
sys architecture end. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/10. 7pp. 
39688:125-39688:131. 

8702250483 Forwards addl info re NUREG-0737,ltem II.O.I, “Performance Testing of 
Relief & Safety Valves," in response to 861? 1 1 request. 

KOBER.R.W. Rochester Gas & Electric Ccrp. 87/02/13. LEAR.G.E. PWR Project Di- 
rectorate 1. LEAR.G.E. Document Control Branch (Document Control Desk). 23pp. 
39728:329-39728:351. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702110283 Confirms dates of 870209-13 for Equipment Qualification Insp 50-244/87- 
03.lnsp will involve review of equipment qualification documentation files & physical 
insp of selected plant equipment & selected field wiring. 

EBNETER.S.D. Region 1, Office of Director. 87/01/28. KOBER.R.W. Rochester Gas 
0 Electric Corp. 2pp. 39580:359-39580:360. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co, of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702080413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702180663 Forwards Occupational Radiation Protection Insp Rept 50-244/87-01 on 
870105-09.No violations noted. 

MARTIN, T.T. Region 1, Office of Director. 87/02/05. KOBER.R.W. Rochester Gas & 
Electric Corp. 2pp. 39667:153-39667:162, 

-8702180681 Insp Rept 50-244/87-01 on 870105-09.No violations noted. Major areas 
inspectedexternal exposure control, internal exposure control, control of radioactive 
matl & contamination & surveys & monitoring. 

MCFADDEN.J., SHANBAKY.M. Region 1, Office of Director. 87/02/04. 8pp. 
39667:155-39667:162. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 67/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppi 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


U. Congressional/Executive Correspondence 


8702200120 Discusses NRC analysis of licensing schedules for facility, per util 870202 
request for NRC statement to State of CA. NRC Sept 1981 - Feb 1982 monthly repts 
to Congress re licensing projections for pending OL applications end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
06. HULETT.S.W. California, State of. 4pp. 39703:001-39703:028. 

-8203150015 Forwards NRC 16th monthly status rept for 820115-0215, discussing ac- 
tions taken on operating reactors & licensing reviews of new facilities.per House Rept 
96-1 093. Licensing schedules for perding OL & CP/ML applications end. 
PALLADINO.N.J. Commissioners. 82/02/26. BEVILL.T. House of Rep., Appropriations. 
17pp. 39703:104-39703:120. 
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F. Security, medical, emergency & fire protection plans 


8612160346 Forwards Rev 4 to physical security plan.Rev withheld (ref 10CFR2.790 & 
73.21). 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 86/12/12. DENTON.H.R. Office of Nuclear Reac- 
tor Regulation, Director (post 851125). 2pp. 39007:209-39007:210. 

8702050383 Suppls 861010 Itr re implementation of read & sign training program for site 
access for NRC inspectors.NRC training for individuals w/L & Q security clearances 
identical. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/01 /27. Document Control 
Branch (Document Control Desk). 2pp. 39522:113-39522:114. 

8702090062 Forwards Insp Repts 50-245/86-26,50-336/86-32 & 50-423/86-38 on 
861211-12 & notice of violation. 

MARTIN.T.T. Region 1, Office of Director. 87/01/30. MROCZKA.E.J. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 3pp. 39549:158-39549:164. 

-8702090071 Partially withheld notice of violation from insps on 861211-12 (ref 
10CFR73.21). 

4 Region 1, Office of Director. 87/01/30. Ip. 39549:161-39549:161. 

-8702090081 Partially withheld Physical Security Insps Repts 50-245/86-26,50-336/86- 
32 & 50-423/86-38 on 861211-12 (ref 10CFR 73.21). Violation noted.protected area 
barrier degraded for more than 46 h & no compensatory measures implemented. 
SMITH, G.C. Region 1, Office of Director. 87/01/30. 3pp. 39549:162-39549:164. 

8702270355 Revised emergency plan implementing procedures.including Rev 9 to EPIP 
4602, “Communications Telephone Test" & Rev 6 to EPIP 4610, "Communications - 
Radiopaging & Callback Recorder Monthly Drill." W/870217 Itr. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 87/02/17. 40pp. 39793:138-39793:177. 


H. General correspondence 


8702180546 Advises that all correspondence to utils should be addressed to EJ 
Mroczka to assure that all appropriate personnel receive NRC correspondence & that 
all necessary actions properly & promptly taken. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E .J. Connecticut Yankee Atomic Power Co. MROCZKA, E.J. Northeast Util- 
ities. 87/02/10. Document Control Branch (Document Control Desk). 2pp. 39676:288- 
39676:289. 


P. Operating license stage documents A correspondence 


8702040371 Requests sufficient info to demonstrate adequacy of alternate rod insp 
sys, reactor coolant recirculation pump trip sys & standby liquid control sys.per ATWS 
rule 10CFR50.62.Requests info & Tech Spec changes wfthin 90 days. 

GRIMES, C.l. Integrated Safety Assessment Project Directorate. 86/12/16. 
MROCZKA, E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
39510:004-39510:031. 

8702030145 Application to amend License DPR-21 .revising Tech Specs to delete ref to 
switchyard batteries. Fee paid. 

MROCZKA.E.J., SEARS.C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA.E.J. Northeast Utilities. 87/01/21. Document Control Branch (Docu- 
ment Control Desk). 4pp. 39476:354-39476:360. 

-8702030151 Proposed Tech Specs re auxiliary electrical sys surveillance requirements. 
* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/01/21. 3pp, 
39476:358-39476:360. 

8702060439 Forwards Amend 1 to License DPR-21 & safety evaluations. Amend con- 
solidates Specs 3.5.F.7 & 3.5.F.8 re conditions for work on CRD mechanisms & fuel 
movement & placement during refuel condition to eliminate redundancy. 

SHEA.J.J. Integrated Safety Assessment Project Directorate. 87/01/29. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 4pp. 
39547:246-39548:047. 
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-8702060448 Amend 1 to License DPR-21 .adding new reporting requirements, consoli- 
dating specs, designating salt-splitting capacity for replacement condensate demmera- 
lizer resin & clarifying functional test requirements. 

GRIMES, C.l. Integrated Safety Assessment Project Directorate. 87/01/29. 118pp. 
39547:250-39548:007. 

-8702060451 Safety evaluation supporting Amend 1 to License DPR-21. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/29. 22pp. 
39548:008-39548:029. 

-8702060459 Safety evaluation supporting Amend 1 to License DPR-21 ,per 860110 re- 
quest re condensate demineralizer resin. _ _ 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/29. 8pp. 
39548:030-39548:037. 


-8702060462 Safety evaluation supporting Amend 1 to License DPR-21 .per 860128 re- 
quest correcting minor errors & omissions & withdrawing request to change 27,5 kv 

site power line to rating of 23 kV. , _ , „ 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/29. 6pp. 
39548:038-39548:043. 


-8702060467 Safety evaluation supporting amend to License DPR-21, per 870227 re- 
quest changing wording of Tech Spec 4.6, Item E.4 adding clarifying sentence to ex- 
clude testing of inaccessible pressure switches during quarterly testing. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/29. 4pp. 
39548:044-39548:047. 


8702060452 Responds to NRC 870108 request for addl info re proposed Tech Spec 
revs to main steam line & steam tunnel ventilation radiation monitors. Normal radiation 
& ALARA procedures will be in effect during test.Preimplementation test delayed. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 87/01/30. Document Control Branch (Document 
Control Desk). 3pp. 39536:185-39536:187. 

8702240230 Forwards probabilistic safety study update re ISAP.Major program element 
involves development, maint & use of PRA models in evaluating potential plant backfits 
& operating procedure mods. Amended text pages & analysis end. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 87/02/11. Document Control Branch (Document 
Control Desk). 13pp. 39722:001-39722:013. 

©702240359 Application for amend to License DPR-21 .revising Tech Specs by lowering 
RWCU sys isolation setpoint from reactor low water level to lo-lo water level. Fee paid. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 87/02/13. Document Control Branch (Document 
Control Desk). 5pp. 39719:017-39719:025. 


-8702240366 Proposed Tech Spec Table 3.7.1, "Primary Containment Isolation." Line 
break offsite dose calculations & reactor bldg environ equipment qualification profile 
end. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/02/13. 4pp. 
39719:022-39719:025. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g encv Escape Self-Contained Breathing Apparatus." W/o svc list, 

>EYOUNG,R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8612110002 Forwards corrected SALP Repts 50-245/85-98 & 50-336/85-98 for Mar 
1985 - May 1986.Util comments re refueling & outage mgt area valid.Category 1 rating 
assigned. 

MURLEY.T.E. Region 1, Office of Director. 86/12/04. OPEKA.J.F. Northeast Nuclear 
Energy Co, (subs, of Northeast Utilities). 2pp. 39024:115-39024:270. 

-8612110003 SALP Rept 50-245/85-98 for Mar 1985 - May 1986. 

* Region 1, Office of Director. 86/12/04. 57pp. 39024:164-39024:220. 

-8612110006 SALP Rept 50-336/85-98 for Mar 1985 - May 1986. 

* Region 1, Office of Director. 86/12/04. 50pp. 39024:221-39024:270. 

8702040371 Requests sufficient info to demonstrate adequacy of alternate rod insp 
sys, reactor coolant recirculation pump trip sys & standby liquid control sys, per ATWS 
rule 10CFR 50.62. Requests info & Tech Spec changes within 90 days. 

GRIMES, C.I. Integrated Safety Assessment Project Directorate. 86/12/16. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
39510:004-39510:031. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end, 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702050383 Suppls 861010 Itr re implementation of read & sign training program for site 
access for NRC inspectors. NRC training for individuals w/L & Q security clearances 
identical. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 87/ 
01/27. Document Control Branch (Document Control Desk). 2pp. 39522:113- 
39522:114. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702090062 Forwards insp Repts 50-245/86-26,50-336/86-32 & 50-423/86-38 on 
86121 1-12 & notice of violation. 

MARTIN, T.T. Region 1, Office of Director. 87/01/30. MROCZKA.E.J. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 3pp. 39549:158-39549:164. 

-8702090071 Partially withheld notice of violation from insps on 861211-12 (ref 
10CFR73.21). 

* Region 1, Office of Director. 87/01/30. Ip. 39549:161-39549:161. 


-8702090081 Partially withheld Physical Security Insps Repts 50-245/86-26,50-336/86- 
32 & 50-423/86-38 on 861211-12 (ref 10CFR73.21).Violation noted:protected area 
barrier degraded for more than 46 h & no compensatory measures implemented. 
SMITH, G.C., KEIMIG.R.R. Region 1, Office of Director. 87/01/30. 3pp. 39549:162- 
39549:164. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. f08pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 07-011, “End of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702240484 Forwards Insp Repts 50-245/86-22 & 50-336/86-23 on 8611 04-8701 05.No 
violation noted.Operating reactor trips & normal ac power losses involved inadequa- 
cies in performance of electrical work. 

WENZINGER.E.C. Region 1, Office of Director. 87/02/13. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 39721:232-39721:251. 

-8702240498 Insp Repts 50-245/86-22 & 50-336/86-23 on 8611 04-8701 05.No violation 
or deviation noted. Major areas inspectedrplant operations, outage activities, surveillance 
testing, periodic repts & maint. 

MCCABE, E.C. Region 1, Office of Director. 87/02/13. 18pp. 39721:234-39721:251. 

8702260531 Updates 860821 response to violations noted in Insp Repts 50-245/86-06 
& 50-336/86-06.Corrective actions:development of radwaste training program continu- 
ing & radwaste procedures approved. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 87/02/17. Document Control Branch (Document 
Control Desk). 4pp. 39756:191-39756:194. 


R. Periodic operating reports & related correspondence 

8702180296 Monthly operating rept for Jan 1987.W/870210 Itr. 

NEWBURGH, G., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 87/01/31. 5pp. 39666:094-39666:098. 


S. Reportable occurrences, LERs & related correspondence 

8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor dnve mode.Two possible solutions noted. 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702040235 LER 86-032-00:on 861 230, two of four condenser low vacuum pressure 
switches failed to meet Tech Spec setpoint requirements during routine 
surveillance.Caused by downward mechanical setpoint drift.Switches reset W/8701 28 
Itr. 

MURPHY, K.E., KELLEY, J.J. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). KELLEY.J.J. Northeast Utilities. 87/01/28. 3pp. 39494:355-39494:357. 

8702100260 LER 86-006-01 :on 860206, valve 1 -MS-ID produced dual position indication 
when control switch in closed position.Caused by dirt in lower cover of valve 1-MS-2D 
air (slide) valve assembly.Slide valve & filter replaced.W/870203 Itr. 

SUMMA.J.A., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 87/02/03. 4pp. 39571:258-39571:261. 

8702190129 LER 87-00l-O0:on 8701 13, visual insps performed on all 4,160- volt ac load 
ctrs & associated bus ties revealed cracking along horizontal Noryl insulators.Caused 
by GE mfg defect. Insulations will be replaced.W/870213 Itr. 

YEE.D.Y., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 87/02/13. 3pp. 39685:085-39685:087. 
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8702190288 Forwards probabilistic risk analysis of events caused by internal 
flooding, per 860731 commitment.Analysis identifies & evaluates consequences of pos- 
tulated accidents due to internal flooding.lnsights gained listed. 

MROC2KA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROC2KA.E.J. Northeast Utilities. 87/02/13. Document Control Branch (Document 
Control Desk). 100pp. 39803:213-39803:315. 


DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8612240336 Forwards rev to safeguards contingency plan.Rev withheld (ref 
10CFR73.21 & 2.790). 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 86/11/07. MURLEY.T.E. 
Region 1 , Office of Director. 1 p. 39086:282-39086:282. 

8702130153 Forwards public version of revised emergency plan implementing 
procedures, including Rev 1 to IAP-10, “Senior Watch Supervisor” & Rev 1 to IAP-11, 
“Control Room Operator." W/87021 0 release memo. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/01 /26. Document Control 
Branch (Document Control Desk). 4pp. 39643:125-39643:158. 

-8702130163 Public version of revised emergency plan implementing 
procedures, including Rev 1 to IAP-10, "Senior Watch Supervisor” & Rev 1 to IAP-11, 
“Control Room Operator.” 

MIELE.M.L. Consolidated Edison Co. of New York, Inc. 86/12/03. 29pp. 39643:129- 
39643:158. 

8702180281 Forwards public version of Book 2 to Rev 2 to Emergency Implementation 
Procedures IP-1016, “Obtaining Meteorological Data" & IP-1007, “Determination of 
Magnitude of Release & Exposure Rate." W/87021 2 release memo. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/01/29. Document Control 
Branch (Document Control Desk). 3pp. 39674:098-39674:129. 

-8702180294 Public version of Book 2 to Rev 2 to Emergency Implementation Proce- 
dures IP-1007, “Determination of Magnitude of Release & Exposure Rate” & IP-1016, 
"Obtaining Meteorological Data.” 

LIEBLER.G.H., MIELE.M.L Consolidated Edison Co. of New York, Inc. 86/12/31. 
29pp. 39674:101-39674:129. 

8702250336 Forwards notice of environ assessment & finding of no significant 
impact, for info.Notice re 830713 application, as supplemented on 841207,860110 & 
121 7, for exemption from requirements of 10CFR50,App R. 

VARGA, S.A. PWR Project Directorate 3. 87/02/17. SELMAN.M. Consolidated Edison 
Co. of New York, Inc. 2pp. 39743:218-39743:222. 

-8702250338 Notice of environ assessment & finding of no significant impact re exemp- 
tion from requirements of lOCFRSO.App R, concerning redundant primary auxiliary bldg 
& auxiliary feedwater pump room HVAC exhaust fans. 

VARGA, S.A. PWR Project Directorate 3. 87/02/17. 3pp. 39743:220-39743:222. 


P. Operating license stage documents & correspondence 

8702030189 Forwards addl info to support 851227 application for amend to License 
DPR-26, changing license expiration date to 130928. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/01/27. Document Control 
Branch (Document Control Desk). 3pp. 39481:105-39481:107. 

8702060229 Responds to 861215 request for environ info & advises that suggestion to 
transfer portions of Unit 1 facility & Tech Specs to Unit 2 under 
consideration. Discussion re environ info will be initiated after transfer Issues clarified. 
SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/01/29. BERKOW.H. 
Standardization & Special Project Directorate. 2pp. 39529:050-39529:051. 

8702060368 Informs that NRC has no requirements for job titles assigned to various 
licensee corporate positions, in response to D Clark inquiry. License amend required for 
any changes to titles ref in Tech Specs. 

SLOSSON.M.M. PWR Project Directorate 3. 87/01/30. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 3pp. 39546:303-39546:305. 

8702060414 Forwards SER supporting util 831104 response to Generic Ltr 83-28, Item 
4.5.2, “Reactor Trip Sys Reliability, On-Line Testing." Contractor technical evaluation 
rept EGG-NTA-7459 also end. 

SLOSSON.M.M. PWR Project Directorate 3. 87/01/30. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 3pp. 39547:219-39547:243. 

-8702060421 SER supporting util 831104 response to Generic Ltr 83-28, Item 4.5.2, 
“Reactor Trip Sys Reliability, On-Line Testing." 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/30. Ip. 
39547:222-39547:243. 

8702060346 Forwards SER accepting util 831107 response to Generic Ltr 83-28, Item 
4.5.2, “Reactor Trip Sys Reliability, On-Line Testing." Contractor rept EGG-NTA-7459 
also end. 

NEIGHBORS, J.D. PWR Project Directorate 3. 87/02/02. BRONS.J.C. New York 
. Power Authority (formerly Power Authority of the State of New York). 3pp. 39548:230- 
39546:234. 

-8701290430 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, JM Farley Nuclear Plant Units 1 & 2, RE Ginna Nuclear Power Plant, Haddam Neck 
Plant, Indian Point Unit 2...," technical evaluation rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7459. 
87/01/09. NRC - No Detailed Affiliation Given. 21pp. 39546:235-39546:255. 

8702130403 Forwards request for add! info re licensee 831104 response to Generic Ltr 
83-28, “Required Actions Based on Generic Implications of Salem ATWS Events.” 
Response requested within 30 days. 

SLOSSON,M.M. PWR Project Directorate 3. 87/02/04. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 3pp. 39642:344-39642:346. 

8702170727 Summarizes 870127 meeting at Region I ofc re planned mods of plant 
simulator.No licensing recommendations made for approval.No NRC approvals or ac- 
tions taken. 

GALLO, R. Region 1, Office of Director. 87/02/05. SELMAN.M. Consolidated Edison 
Co. of New York, Inc. 3pp. 39661:041-39661:043. 


Q- Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702040076 Forwards Meeting Rept 50-247/86-136 on 861209 re plans for integrated 
assessment of auxiliary feedwater sys. 

EBNETER.S.D. Region 1, Office of Director. 87/01/23. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 39496:170-39496:176. 

-8702040093 Meeting Rept 50-247/86-136 on 861209.Major items discussed: plans for 
integrated assessment of auxiliary feedwater sys. Mods being considered include pro- 
viding direct indication of overspeed trip mechanism status in control room. 

JOHNSON, J.R. Region 1, Office of Director. 87/01/21. 3pp. 39496:172-39496:176. 

8702040057 Advises that Rev 5 to OAD-19 re caution tag & tag-out program will be 
issued upon completion of generator insp no later than 870301 ,per Insp Rept 50-247/ 
86-27 & util 861219 response to violation. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/01/27. Document Control 
Branch (Document Control Desk). 2pp. 39498:303-39498:304. 

8702090110 Forwards Insp Rept 50-247/86-33 on 871215-19.No violations or devi- 
ations noted. 

MARTIN, T.T. Region 1, Office of Director. 87/01/28. SELMAN.M. Commonwealth 
Edison Co. 2pp. 39554:278-39554:292. 

-8702090116 Radiation Protection Insp Rept 50-247/86-33 on 861215-19.No violations 
noted.Major areas inspected:ALARA, internal exposure control & external exposure 
control. 

LEQUIA.D., WEADOCK,A., SHANBAKY.M. Region 1, Office of Director. 87/01/27. 
13pp. 39554:280-39554:292. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702100404 Responds to NRC 870105 ltr re violations noted in Insp Rept 50-247/86-28 
on 86101 4-1 121. Corrective actions:post-maint test criteria sheet under 
development.Procedure SAO-405 will be revised & policy re operator training will be 
written. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/02/04. KANE.W.F. Region 
1, Office of Director. 5pp. 39573:270-39573:274. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702180538 Ack receipt of 861024 & 870102 Itrs informing NRC of steps taken to cor- 
rect violations noted in Insp Rept 50-247/86-19. Discussion during 861119 site visit 
helpful in evaluating full scope of corrective actions. 

EBNETER.S.D. Region 1, Office of Director. 87/02/10. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 39666:185-39666:198. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co, of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702250370 Forwards “Indian Point Station Effective Max Beta Energy & Determination 
of RO-2.2A Response Factors.” Rept should satisfy Open Item 247/85-27-02. 
SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/02/12. CIOFFI.J. Region 
1, Office of Director. 2pp. 39735:001-39735:027. 

-8702250378 “Indian Point Station Effective Max Beta Energy & Determination of RO- 
2.2A Response Factors." 

SMITH, D., GOETCHIUS.E. Consolidated Edison Co. of New York, Inc, 85/07/03. 
25pp. 39735:003-39735:027. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 
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8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 

Preparedness & Engineering Response (Post 
330133). 37/02/1 3. Consolidated Edison Co. of New York, Inc. 108pp. 39691.156 
39631 -255. 

8702^30222 Sudd! 1 to IE Info Notice 86-106, “Feedwater Line Break. Svc list ®pcl. 
8 r ^=P AN E.L. ■ C.v. 3 :c". of Emergency Preparedness & Engineering Response (Post 
832133V i7/02«'l3. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784-224.' 


8702060447 Confirms plans to conduct meeting between NRC & util on 870206 in Glen 
Ellyn, IL to discuss findings re liquid effluent release w/inoperable monitoring equip- 
ment. 

NORELIUS.C.E. Region 3, Office of Director. 87/02/03. REED.C. Commonwealth 
Edison Co. Ip. 39536:360-39536:360. 

8702250530 Forwards “Cycle 10 Startup Test 5, Stability Comparison Between Dual 
Loop Operation & Single Loop Operation,” not included w/861126 transmittal due to 
delayed startup program.Test required in NRC SER for Amend 87. 

JOHNSON, I.M. Commonwealth Edison Co. 87/02/09. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 11pp. 39729:062-39729:072. 


R. Periodic operating reports & related correspondence 

8702030506 “Changes, Tests & Experiments - 1985.” W/870128 Itr 
SELMAN.M. Consolidated Edison Co. of New York, Inc. 85/12/31. 12pp. 39483.329- 
39483:340. 

8702260383 Monthly operating rept for Jan 1987.W/870215 Itr „ 7 ,,,„,7 

KR1EGER.K. Consolidated Edison Co. of New York, Inc. 87/01/31. 6pp. 39755.347- 
39755:352. 


S. Reportable occurrences, LERs & related correspondence 

8702270020 Summary of Operating Reactor Events Meeting 87-04 on 870209. List of 
attendees.events discussed, significant elements of events & summary of events end. 
HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/19. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 18pp. 
39763:013-39763:030. 


8702260038 LER 87-00 1-00:on 870121,while unit at 98% power, plant shutdown initiated 
when emergency diesel generator svc water subsystem declared inoperable.Caused 
by misalignment of linkage between valves.Linkage adjusted. W/870220 Itr. 

XENAKIS, J., SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/02/20. 4pp. 
39739:275-39739:278. 


V. Operator Examinations 


8702100404 Responds to NRC 870105 Itr re violations noted in Insp Rept 50-247/86-28 
on 861014-1 121. Corrective actions:post-maint test criteria sheet under 
development. Procedure SAO-405 will be revised & policy re operator training will be 
witten. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/02/04. KANE.W.F. Region 
1, Office of Director. 5pp. 39573:270-39573:274. 
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F. Security, medical, emergency & fire protection plans 

8702240415 Pages 2,3 & 4 of Rev 2 to EPIP 500-5 re technical support ctr inventory 
checklist removing word "deficient” 

* Commonwealth Edison Co. 85/11/20. 4pp. 39721:163-39721:166. 

8702050129 Rev 3 to Emergency Plan Implementing Procedure EPIP-200-20, “Control 
Room Evacuation/Safe Shutdown.” 

* Commonwealth Edison Co. 87/01/16. 2pp. 39512:358-39512:359. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

8 ency Escape Self-Contained Breathing Apparatus." W/o svc list. 

EYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702050359 Responds to NRC 861218 Itr re violations noted in Insp Repts 50-237/86- 
26 & 50-249/86-31 on 861117-20 & 1 203.Corrective action:temporary procedure 
change to DCP 1600-12 adding requirements for red light notification issued. 
TURBAK.M.S. Commonwealth Edison Co. 87/01/15. KEPPLER.J.G. Region 3, Office 
of Director. 3pp. 39520:261 -39520:263. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702130367 Discusses 861204 & 06 insp of drywell in response to repts of potential 
corrosion of Mark I drywell containment. Measurements not taken at level of sand 
pocket.Util should follow guidance for testing in forthcoming generic Itr. 

ZWOLINSKI.J.A. BWR Project Directorate 1. 87/02/03. FARRAR, D.L. Commonwealth 
Edison Co. 2pp. 39639:322-39639:323. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 


8702020582 Revised emergency operating procedures, including Rev 1 to DEOP 100-2, 
“Reactor Pressure Vessel Pressure Control," Rev 1 to DEOP 100-3, "Reactor Power 
Control” & Rev 1 to DEOP 200-1, “Primary Containment Pressure Control." 

* Commonwealth Edison Co. 87/01/22. 150pp. 39466:001-39466:122. 

8702040228 Rev 1 to Emergency Plan implementing Procedure EPIP 300-16, "Radi- 
ation Surveys Under Accident Conditions." W/procedure index. 

* Commonwealth Edison Co. 87/01/26. 9pp. 39505:336-39505:344. 

8702090193 Confirms discussions re status of 10CFR50,App R mods at facility. Util 
unable to complete cable tray fire wrap until 870801 due to unexpected difficulties in- 
volving field interferences during installation of wrap. 

JOHNSON.LM. Commonwealth Edison Co. 87/01/30. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 39553:301-39553:301. 

8702240339 Rev 3 to EPIP 500-6, “Operations Support Ctr Inventory Checklist.” 
RINGO.D.A. Commonwealth Edison Co. 87/02/05. 5pp. 39718:228-39718:232. 

8702240294 Rev 3 to Table 1 to Emergency Plan Implementing Procedure EPIP 500-1 
“First Aid Supplies.” 

RINGO.D.A. Commonwealth Edison Co. 87/02/14. 2pp. 39718:358-39718:359. 

87 J2270173 Forwards Safety Insp Repts 50-237/87-03 & 50-249/87-03 on 861208- 
8701 13. Violations noted.Decision re enforcement action will be forwarded under seDa- 
rate cover. K 

87/02/1 7 - REED.C. Commonwealth 

Edison Co. 2pp. 39771:247-39771:264. 


8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702170488 Forwards Safety Insp Repts 50-237/86-28 & 50-249/86-33 on 861203- 
870129.No violations noted. 

WARNICK.R.F. Region 3, Office of Director. 87/02/10. REED.C. Commonwealth 
Edison Co. 2pp. 39646:158-39646:170. 

-8702170492 Insp Repts 50-237/86-28 & 50-249/86-33 on 861 203-8701 29. No viola- 
tions or deviations noted. Major areas inspected: operational safety, followup of 
events, maint, surveillance, LERs, IE info notices & Part 21 notification followup. 
RING.M.A. Region 3, Office of Director. 87/02/10. 11pp. 39646:160-39646:170. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


-*J02?70181 Radiation Protection & Radwaste Mat Programs insp Repts 50-237/87-( 
& 50-249/87-03 on 861 208-870206. Violations notedrfailure of employees to perfor 
procedural requirements. K 7 

MILLER, D.E. Region 3, Office of Director. 87/02/17. 16pp. 39771:249-39771:264. 

f*. Operating license stage documents & correspondence 

Sr^ptemental application for amend to License DPR-25, revising 
Smcs re Cycle 10 reload, incorDoratma LHGR limits fnr Py vnn ryq a . qyo <.,«i y 


eZTT: irk .° w " w,uu " ,UI “menu to License uph- 25, revising 1 

reload, incorporating LHGR limits for Exxon 8X8 & 9X9 fuel. * 

I. Commonwealth Edison Co. 86/04/18. DENTON.H.R. Office of 
'illation Dfrartor /nn«i aciiom a^^ or-Mo.nm nr--,* n * 


WOJNAROWSKi^J. Um i n i kx iwwuui caison uo. bb/04/18. DENTON, H R Offic 
deer Reactor Regulation, Director (post 851125). 4pp. 35712:097-35712:122. 


-8604280154 Proposed Tech Specs re Cycle 10 reload 

Commonwealth Edison Co. 86/04/18. 22pp. 35712:101-35712:122. 


8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 

OQCQ ‘1 .OCC 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8702250334 Forwards AEOD assessment of LERs as part of SALP.Significant improve- 
ment In quality of repts w/current rating of 8.9 noted. 

NORELIUS.C.E. Region 3, Office of Director. 87/02/17. REED.C. Commonwealth 
Edison Co. 50pp. 39724:163-39724:212. 
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8702270173 Forwards Safety Insp Repts 50-237/87-03 & 50-249/87-03 on 861208- 
870113.Violations noted.Decision re enforcement action will be forwarded under sepa- 
rate cover. 

SHAFER, W.D. Region 3, Office of Director. 87/02/17. REED.C. Commonwealth 
Edison Co. 2pp. 39771:247-39771:264. 

-8702270181 Radiation Protection & Radwaste Mgt Program Insp Repts 50-237/87-03 
& 50-249/87-03 on 861 208-870206. Violations noted:failure of employees to perform 
procedural requirements. 

MILLER, D.E., GRANT, W.B., GREGER.L.R. Region 3, Office of Director. 87/02/17. 
16pp. 39771:249-39771:264. 

8702270371 Confirms plans for 870226 enforcement conference in Region III to discuss 
concerns identified during safety sys outage mod insp. 

NORELIUS.C.E. Region 3, Office of Director. 87/02/17. REED.C. Commonwealth 
Edison Co. Ip. 39796:121-39796:121. 


R. Periodic operating reports & related correspondence 


8702250262 Monthly operating repts for Jan 1987.W/870202 Itr. 

MAXWELL, D.C., EENIGENBURG.E. Commonwealth Edison Co. 87/01/31. 32pp. 
39724:286-39724:317. 


S. Reportable occurrences, UERs & related correspondence 


8702190076 LER 86-026-00:on 86091 1 .drywell oxygen content exceeded 4% for great- 
er than 24 h w/mode switch in run.Caused by personnel error.Operating Procedures 
DOP-1 600-5 & DOP 1600-6 revised & guidance under development. W/870205 Itr. 
ANADAPPA.A., EENIGENBURG.E. Commonwealth Edison Co. 87/02/05. 7pp. 
39680:121-39680:127. 

8702270359 Advises that two addl events discovered re issues identified in 861129 in- 
erting event at Dresden Unit 2.LER 86-026-00 & LER 86-039-00 re events 
encl.Guidance re application of Tech Spec Section 3.0.A & 3.0.3 under 
development.W/o end. 

REED.C. Commonwealth Edison Co. 87/02/10. KEPPLER.J.G. Region 3, Office of Di- 
rector. Ip. 39797:078-39797:093. 
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F. Security, medical, emergency & fir® protection plans 


8612160077 Forwards CSS-147-1 through CSS-1 47-4, providing page changes to Rev 1 1 
to physical security plan.CSS-147-1 through CSS-147-4 withheld (ref 10CFR73.21). 
WOODY, C.O. Florida Power & Light Co. 86/11/18. GRACE, J.N. Region 2, Office of 
Director. Ip. 39001:337-39001:337. 

8702090085 Forwards proprietary Insp Repts 50-250/86-49 & 50-251/86-49 on 861222- 
23 (withheld ref 10CFR2.790 & 73.21 ).No violations or deviations noted. 
VERRELLI.D.M. Region 2, Office of Director. 87/01/26. WOODY, C.O. Florida Power & 
Light Co. 2pp. 39555:037-39555:038. 

8702090019 Forwards Insp Repts 50-250/87-03 & 50-251/87-03 on 870113-16.No vio- 
lations or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/29. WOODY, C.O. Florida Power & 
Light Co. 2pp. 39549:319-39549:320. 

-8702090027 Insp Repts 50-250/87-03 & 50-251/87-03 on 87011 3-1 6.No violations or 
deviations noted.Major areas inspected: evaluation of annual radiological emergency 
preparedness exercise.Related info end. 

CUNNINGHAM, A.L., DECKER.T.R. Region 2, Office of Director. 87/01/29. 23pp. 
39549:321-39549:343. 

8702060144 Forwards revised response to violations noted in Insp Repts 50-250/86-40 
& 50-251 /86-40.Completion date for Item 4.b revised from 870130 to 870331 due to 
late arrival of matls to complete commitment.Response withheld. 

WOODY, C.O. Florida Power & Light Co. 87/01/30. Document Control Branch (Docu- 
ment Control Desk). Ip. 39536:108-39536:108. 

8702100272 Revised Emergency Plan Implementing Procedure 1301, “Emergency 
Roster - Offsite Emergency Organization." W/870205 Itr. 

MAISLER.J., WOODY, C.O. Florida Power & Light Co. 87/02/05. 18pp. 39572:001- 
39572:018. 

8702180308 Forwards Insp Repts 50-250/87-05 & 50-251/87-05 on 870120- 21 .Viola- 
tion described in rept under consideration for enforcement action. Notice of violation 
not issued yet & response not required. 

GRACE, J.N. Region 2, Office of Director. 87/02/10. WOODY, C.O. Florida Power & 
Light Co. 2pp. 39668:096-39668:098. 

-8702180323 Partially withheld Insp Repts 50-250/87-05 & 50-251/87-05 on 870120-21 
(ref 10CFR2.790(d) & 73.21 ).Violation noted: failure to provide positive access control 
to vital area. 

TILLMAN, A., MCGUIRE, D.R. Region 2, Office of Director. 87/02/05. Ip. 39668:098- 
39668:098. 

8702180551 Confirms 870203 telcon re 870223 enforcement conference w/ util at 
Region II ofc to discuss security event noted in Insp Repts 50-250/87-05 & 50-251 / 

GRACE, J.N. Region 2, Office of Director. 87/02/10. WOODY, C.O. Florida Power & 
Light Co. Ip. 39668:101-39668:101. 

8702190356 Forwards addt info re 860425 request for certain technical exemptions to 
10CFR50,App R,Section III.G.2 requirements, per 870112 requestEquipment & large 
number of cables associated w/safe shutdown functions located in outdoor fire zones, 
WOODY, C.O. Florida Power & Light Co. 87/02/11. Document Control Branch (Docu- 
ment Control Desk). 5pp. 39685:326-39685:330. 


P. Operating license stag® documents & correspondence 

8702030106 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/16. WOODY, C.O. Florida Power & 
Light Co. 3pp. 39482:356-39482:358. 

8702020198 Submits revised values for Sr-89,Sr-90 & Fe-55 from results of spiked 
sample per confirmatory measurement program. Tritium values remain as originally re- 
ported. 

WOODY, C.O. Florida Power & Light Co. 87/01 /23. Document Control Branch (Docu- 
ment Control Desk). Ip. 39451:360-39451:360. 

8702170399 Forwards Amends 121 & 115 to Licenses DPR-31 & DPR-41, respectively 
& safety evaluation.Amends permit one-time addl limiting condition of operation to 
permit implementation of mods per NUREG-0737,ltem III.D.3.4. 

MCDONALD, D.G. PWR Project Directorate 2. 87/02/02. WOODY, C.O. Florida Power 
& Light Co. 2pp. 39458:163-39458:174. 

-8702170421 Amends 121 & 115 to Licenses DPR-31 & DPR-41 .respectively, allowing 
one-time limiting condition of operation to permit implementation of mods required to 
satisfy NUREG-0737,ltem III.D.3.4, "Control Room Habitability." 

RUBENSTEIN.LS. PWR Project Directorate 2. 87/02/02. 7pp. 39458:165-39458:171. 

-8702170432 Safety evaluation supporting Amends 121 & 115 to Licenses DPR-31 & 
DPR-41, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/02. 3pp. 
39458:172-39458:174. 

8702090211 Forwards progress summary of Phase II select sys assessment for Dec 
1986, for info.Mods to auxiliary feedwater control panel wiring & steam trap drains 
completed. 

WOODY, C.O. Florida Power & Light Co. 87/02/03. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39553:292-39553:293. 

8702120339 Application for amend to License DPR-31, revising Tech Specs re emergen- 
cy containment filter sys surveillance testing. Fee paid. 

WOODY, C.O. Florida Power & Light Co. 87/02/04. Document Control Branch (Docu- 
ment Control Desk). 3pp. 39628:020-39628:027. 

-8702120425 Proposed Tech Specs re emergency containment filter sys surveillance 
testing. 

* Florida Power & Light Co. 87/02/04. 5pp. 39628:023-39628:027. 

8702130281 Forwards addl guidance to ensure proper implementation of ASME Code 
Case N-41 1, “Alternative Damping Values for Response Spectra Analysis of Class 1,2 
& 3 Piping, Section III.Div I," per conditions in Reg Guide 1.84. 

RUBENSTEIN.LS. PWR Project Directorate 2. 87/02/05. WOODY, C.O. Florida Power 
& Light Co. 5pp. 39643:303-39643:307. 

8702130411 Discusses util identified concerns re component cooling water sys.Flow bal- 
ance tests on 860308,09 & 18 demonstrate that when sys properly balanced, max & 
min flow rates to safety-related components within design requirements. 

MCDONALD, D.G. PWR Project Directorate 2. 87/02/05. WOODY, C.O. Florida Power 
& Light Co. 3pp. 39640:053-39640:055. 

8702180543 Confirms 870129 conversation re proposed 870219 license amend meeting 
at Region II ofc to discuss proposed integrated schedule. 

GRACE, J.N. Region 2, Office of Director. 87/02/05. WOODY, C.O. Florida Power & 
Light Co. 2pp. 39668:205-39668:206. 

8702170326 Forwards agenda for post-implementation audit of SPDS on 870323-25.Li$t 
of attendees will be provided prior to visit. 

MCDONALD, D.G. PWR Project Directorate 2. 87/02/09. WOODY, C.O. Florida Power 
& Light Co. 4pp. 39672:032-39672:035. 

8702270430 Forwards Amend 122 to License DPR-31 & safety evalution. Amend ex- 
tends surveillance testing requirements of Tech Specs 4.7.1 .1 & 4.7.1 .2.a re emergen- 
cy containment filter sys to allow performance of tests during refueling outage. 
MCDONALD, D.G. PWR Project Directorate 2. 87/02/12. WOODY.C.O. Florida Power 
& Light Co. 3pp. 39775:116-39775:128. 

-8702270435 Amend 122 to License DPR-31 .extending surveillance testing require- 
ments of Tech Specs 4.7. 1.1 & 4.7.1.2.a re emergency containment filter sys to allow 
tests to be performed during Cycle 1 1 refueling outage. 

RUBENSTEIN.LS. PWR Project Directorate 2. 87/02/12. 5pp. 39775:119-39775:123. 

-8702270437 Safety evaluation supporting Amend 122 to License DPR-31. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/12. 5pp. 
39775:124-39775:128. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8603240245 Responds to violations noted in Insp Repts 50-250/85-30 & 50-251/85- 
30.Corrective actions:Operating Procedure OP 3204.1 rewritten to ensure independent 
verification that four breakers locked open prior to running RHR pump. 

WOODY.C.O. Florida Power & Light Co. 86/03/14. GRACE, J.N. Region 2, Office of 
Director. 8pp. 351 77:344-351 77:351 . 

8702130270 FOIA request for Ends 1 & 2 to NRC 810121 memo re plant SALP. 
GRABER.L. LN Technologies Corp. (formerly NUS Corp.). 87/01/07. Division of Rules 
and Records. 1 p. 39644: 1 37-39644:1 37. 

8702100248 Forwards Insp Repts 50-250/86-44 & 50-251/86-44 on 861117-21 & notice 
of violation. 

WALKER.R.D. Region 2, Office of Director. 87/01/13. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39571:262-39571:275. 
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-8702100256 Notice of violation from insp on 861 117-21. ooevi -ors 

WALKER, R.D. Region 2, Office of Director. 87/01/13. 2pp. 39571.264-39571.265. 

-8702100259 Insp Repts 50-250/86-44 & 50-251/86-44 on 861117-21. Violations 
noted-failure to evaluate valve mods for unreviewed safety questions & failure to 

Region 2, Office of Director. 87/01/06. 10pp. 

39571:266-39571:275. 

8702090451 Forwards Insp Repts 50-250/86-48 & 50-251/86-48 on 870114.No viola- 

VEFR RE LLJ 'cT M? Region 2, Office of Director. 87/01/14. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39557:298-39557:303. 

-8702090461 Insp Repts 50-250/86-48 & 50-251/86-48 on 861215-19.No violations or 
deviations note&Major areas inspected: licensee action on previous enforcement mat- 
ters & seismic analysis for as-built safety-related piping sys. 

VIASSJ, BLAKE, JJ. Region 2, Office of Director. 87/01/09. 4pp. 39557.300- 
39557:303. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 

JORDMI.eIl Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702090085 Forwards proprietary Insp Repts 50-250/86-49 & 50-251/86-49 on 861222- 
23 (withheld ref 10CFR2.790 & 73.21 ).No violations or deviations noted. 
VERRELLi.D.M. Region 2, Office of Director. 87/01/26. WOODY, C.O. Florida Power & 
Light Co. 2pp. 39555:037-39555:038. 

8702090019 Forwards Insp Repts 50-250/87-03 & 50-251/87-03 on 8701 13-1 6. No vio- 
lations or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/29. WOODY, C.O. Florida Power & 
Light Co. 2pp. 39549:319-39549:320. 

-8702090027 Insp Repts 50-250/87-03 & 50-251/87-03 on 8701 13-1 6.No violations or 
deviations noted.Major areas inspected: evaluation of annua! radiological emergency 
preparedness exercise.Related info end. 

CUNNINGHAM, A.L., DECKER, T.R. Region 2, Office of Director. 87/01/29. 23pp. 
39549:321-39549:343. 


8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 


8702100255 Confirms Equipment Qualification Insps 50-250/87-08 & 50-251/87-0© 
scheduled for 870223-27,per S Alexander telcons. Review items listed.lnsp team roster 
encl.W/o end. _ ^ _ 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/06. WOODY.C.O. Flonda Power & 
Light Co. 2pp. 39577:090-39577:091. 

8702130295 Final response to FOIA request for Ends 1 & 2 to NRC memo re facility 

SALP. Forwards App A document. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/06. GRABER.L. LN Technol- 
ogies Corp. (formerly NUS Corp.). 2pp. 39644:138-39644:149. 

-8702130305 SALP repts for periods May 1979 - Apr 1980 & Sept 1979 - Aug 1980. 
* Region 2, Office of Director. 80/10/09. 9pp. 39644:140-39644:149. 

8702180308 Forwards Insp Repts 50-250/87-05 & 50-251/87-05 on 870120- 21 .Viola- 
tion described in rept under consideration for enforcement action.Notice of violation 
not issued yet & response not required. 

GRACE, J.N. Region 2, Office of Director. 87/02/10. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39668:096-39668:098. 

-8702180323 Partially withheld Insp Repts 50-250/87-05 & 50-251/87-05 on 870120-21 
(ref 10CFR2.790(d) & 73.21). Violation noted: failure to provide positive access control 
to vital area. 

TILLMAN, A., MCGUIRE, D.R. Region 2, Office of Director. 87/02/05. Ip. 39668:098- 
39668:098. 

8702180551 Confirms 870203 telcon re 870223 enforcement conference w/ util at 
Region II ofc to discuss security event noted in Insp Repts 50-250/87-05 & 50-251 / 
87-05. 

GRACE, J.N. Region 2, Office of Director. 87/02/10. WOODY.C.O. Florida Power & 
Light Co. Ip. 39668:101-39668:101. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190070 Responds to NRC Itr re violations noted in Insp Repts 50-250/86-44 & 50- 
251 /86-44.Corrective actions:procedures for removal & replacement of safety-related 
supports & restraints will be revised to provide addl guidance. 

WOODY.C.O. Florida Power & Light Co. 87/02/12. Document Control Branch (Docu- 
ment Control Desk). 3pp. 39680:069-39680:071. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702060144 Forwards revised response to violations noted in insp Repts 50-250/86-40 
& 50-251 /86-40.Completion date for Item 4.b revised from 870130 to 870331 due to 
iate arrival of matls to complete commitmentResponse withheld. 

WOODY.C.O. Florida Power & Light Co. 87/01/30. Document Control Branch (Docu- 
ment Control Desk). Ip. 39536:108-39536:108. 


8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702090054 Ack receipt of 870109 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/86-39 & 50-251/86-39. 

REYES.LA. Region 2, Office of Director. 87/01/30. WOODY.C.O. Florida Power & 
light Co. Ip. 39549:147-39549:147. 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702180375 Forwards Insp Repts 50-250/87-04 & 50-251/87-04 on 870112- 16.No vio- 
lation or deviation noted. 

■RRELLf.D.M. Region 2, Office of Director. 87/02/03. WOODY.C.O. Florida Power & 
jht Co. 2pp. 39662:252-39662:258. 

>2180399 Insp Repts 50-250/87-04 & 50-251/87-04 on 87011 2-1 6.No violations or 
viations noted.Major areas inspected: licensee action on previous enforcement 
atters, housekeeping & matt identification & control. 

.E1NSORGE.W.P., JACKSON, LH., BLAKE, J.J. Region 2, Office of Director. 87/01/ 

i 'sotifio-'it;* ' 3ac 42:258. 


8702260523 Confirms intent to verify that select sys small bore piping & tubing meet 
applicable FSAR criteria by return of Unit 3 from Cycle 11 refueling outage, per 870319 
commitment & IE Bulletin 79-14 re operability during safe shutdown. 

WOODY.C.O. Florida Power & Light Co. 87/02/17. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39756:206-39756:207. 

8702240400 Confirms revised dates of 870302-06 for NRC equipment qualification insp 
of planLlnsp will include review of 10CFR50.49 implementation 
program, documentation files & physical insp of selected plant equipment. 
MERSCHOFF.E.W. Vendor Program Branch. 87/02/18. WOODY.C.O. Florida Power & 
Light Co. 5pp. 39726:143-39726:147. 

8702260186 Responds to violations noted in Insp Repts 50-250/86-45 & 50-251/86- 
45.Corrective actions:scaffolding above Unit 4 auxiliary feedwater trains modified & 
two boards above MOV-4-1404 removed. 

WOODY.C.O. Florida Power & Light Co. 87/02/20. Document Control Branch (Docu- 
ment Control Desk). 7pp. 39745:034-39745:040. 


R. Periodic operating reports & related correspondence 
8702260387 Monthly operating repts for Jan 1987.W/870217 Itr. 
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8702110300 LER 79-03 1/03T-2:on 791008,hex nut discovered lodged in internals of 
main steam supply valve to moisture separator- reheater 3C.Caused by failure of 
washer a locking device. Hex nut & locking device replaced.W/870205 Itr. 
SALAMON.G., WOODY, C.O. Florida Power & Light Co. 87/02/05. 4pp. 39584:339- 
39584:342. 

8702100265 RO:on 860930 & 1001,schedular exemptions for safe shutdown mods ex- 
pired w/o return of nonfunctional fire barrier penetrations to functional status within 7 
days, per Tech Spec 3.14.5.b.Compensatory measures implemented. 

WOODY.C.O. Florida Power & Light Co. 87/02/06. Document Control Branch (Docu- 
ment Control Desk). 3pp. 39572:019-39572:022. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.List of 
attendees, events discussed.summary of events for input into performance indicator 
program & viewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 

8702180744 LER 87-003-00:on 8701 12, annunciator E 8/3 generator field ground 
alarmed.Caused by turbine plant cooling water leak in exciter nousing.Leaking exciter 
air cooler isolated & drained.W/87021 1 Itr. 

HART.R.D., WOODY.C.O. Florida Power & Light Co. 87/02/11. 4pp. 39668:207- 
39668:210. 

8702190124 LER 87-004-00:on 8701 12, discovered that one train of auxiliary feedwater 
out of svc when both units above hot shutdown. Caused by erroneous flow indication 
of indicator FI-1457A.FIow transmitter replaced. W/870210 Itr. 

WHITNEY, D., WOODY.C.O. Florida Power & Light Co. 87/02/11. 3pp. 39680:228- 
39680:230. 

8702270260 PNO-1 1-87-01 2:on 87021 2, util took Unit 3 out of svc due to turbine governor 
control oil problems.Util investigating problem & estimates that unit will return to svc 
on 870217. 

CHRISTENSEN.H. Region 2, Office of Director. 87/02/13. Ip. 39770:225-39770:225. 

8702260143 LER 87-005-00:on 870119,w/unit in Mode 2, control room ventilation isolat- 
ed & switched to recirculation mode & containment vent isolated.Caused by process 
radiation monitor spike.Equipment being evaluated.W/870218 Itr. 

WHITNEY, D., WOODY.C.O. Florida Power & Light Co. 87/02/18. 2pp. 39752:359- 
39752:360. 


V. Operator Examinations 

8702060503 Forwards summary of 861216 meeting w/util in Region II ofc to discuss 
corrective actions for training deficiencies noted during licensee training 
assessment.List of attendees end. 

REYES, L.A. Region 2, Office of Director. 87/01/26. WOODY.C.O. Florida Power & 
Light Co. 3pp. 39537:031-39537:033. 

8702200176 Forwards proprietary status of plant personnel currently holding operator 
licenses.EncI withheld. 

WOODY.C.O. Florida Power & Light Co. 87/02/11. Document Control Branch (Docu- 
ment Control Desk). Ip. 39700:152-39700:152. 
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F. Security, medical, emergency & fire protection plana 

8612160077 Forwards CSS-147-1 through CSS-1 47-4, providing page changes to Rev 11 
to physical security plan.CSS-147-1 through CSS-147-4 withheld (ref 10CFR73.21). 
WOODY.C.O. Florida Power & Light Co. 86/11/18. GRACE, J.N. Region 2, Office of 
Director. 1 p. 39001 :337-39001 :337. 

8702090085 Forwards proprietary Insp Repts 50-250/86-49 & 50-251/86-49 on 861222- 
23 (withheld ref 10CFR2.790 & 73.21).No violations or deviations noted. 
VERRELLI.D.M. Region 2, Office of Director. 87/01/26. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39555:037-39555:038. 

8702090019 Forwards Insp Repts 50-250/87-03 & 50-251/87-03 on 87011 3-1 6.No vio- 
lations or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 87/01 /29. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39549:319-39549:320, 

—8702090027 Insp Repts 50-250/87-03 & 50-251/87-03 on 87011 3-1 6.No violations or 
deviations noted.Major areas inspected: evaluation of annual radiological emergency 
preparedness exercise.Related info end. 

CUNNINGHAM, A.L. Region 2, Office of Director. 87/01/29. 23pp. 39550:206- 
39550:217. 

8702060144 Forwards revised response to violations noted in Insp Repts 50-250/86-40 
& 50-251 /86-40.Completion date for Item 4.b revised from 870130 to 870331 due to 
late arrival of matls to complete commitment.Response withheld. 

WOODY.C.O. Florida Power & Light Co. 87/01/30. Document Control Branch (Docu- 
ment Control Desk). Ip. 39536:108-39536:108. 

8702100272 Revised Emergency Plan Implementing Procedure 1301, “Emergency 
Roster - Offsite Emergency Organization.” W/870205 Itr. 

MAISLER.J., WOODY.C.O. Florida Power & Light Co. 87/02/05. 18pp. 39572:001- 
39572:018. 

8702180308 Forwards Insp Repts 50-250/87-05 & 50-251/87-05 on 870120- 21 .Viola- 
tion described in rept under consideration for enforcement action. Notice of violation 
not issued yet & response not required. 

GRACE, J.N. Region 2, Office of Director. 87/02/10. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39668:096-39668:098. 

-8702180323 Partially withheld Insp Repts 50-250/87-05 & 50-251/87-05 on 870120-21 
(ref 10CFR2.790(d) & 73.21). Violation noted: failure to provide positive access control 
to vital area. 

TILLMAN, A. Region 2, Office of Director. 87/02/05. Ip. 39668:098-39668:098. 


8702180551 Confirms 870203 telcon re 870223 enforcement conference w/ util at 
Region II ofc to discuss security event noted in Insp Repts 50-250/87-05 & 50-251/ 
87-05. 

GRACE, J.N. Region 2, Office of Director. 87/02/10. WOODY.C.O. Florida Power & 
Light Co. Ip. 39668:101-39668:101. 

8702190356 Forwards addl info re 860425 request for certain technical exemptions to 
1 0CFR50,App R, Section III.G.2 requirements, per 870112 request. Equipment & large 
number of cables associated w/safe shutdown functions located in outdoor fire zones. 
WOODY.C.O. Florida Power & Light Co. 87/02/11. Document Control Branch (Docu- 
ment Control Desk). 5pp. 39685:326-39685:330. 


P. Operating license stage documents & correspondence 


8702030106 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/16. WOODY.C.O. Florida Power & 
Light Co. 3pp. 39482:356-39482:358. 

8702020198 Submits revised values for Sr-89,Sr-90 & Fe-55 from results of spiked 
sample per confirmatory measurement program. Tritium values remain as originally re- 
ported. 

WOODY.C.O. Florida Power & Light Co. 87/01/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 39451:360-39451:360. 

8702170399 Forwards Amends 121 & 115 to Licenses DPR-31 a DPR-41, respectively 
& safety evaluation.Amends permit one-time addl limiting condition of operation to 
permit implementation of mods per NUREG-0737,ltem III.D.3.4. 

MCDONALD, D.G. PWR Project Directorate 2. 87/02/02. WOODY.C.O. Florida Power 
& Light Co. 2pp. 39458:163-39458:174. 

-8702170421 Amends 121 & 115 to Licenses DPR-31 & DPR-41, respectively, allowing 
one-time limiting condition of operation to permit implementation of mods required to 
satisfy NUREG-0737,!tem III.D.3.4, "Control Room Habitability.” 

RUBENSTEIN.L.S. PWR Project Directorate 2. 87/02/02. 7pp. 39458:165-39458:171. 

-8702170432 Safety evaluation supporting Amends 121 & 115 to Licenses DPR-31 a 
DPR-41 .respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/02. 3pp. 
39458:172-39458:174. 

8702090211 Forwards progress summary of Phase II select sys assessment for Dec 
1986, for info.Mods to auxiliary feedwater control panel wiring & steam trap drains 
completed. 

WOODY.C.O. Florida Power & Light Co. 87/02/03. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39553:292-39553:293. 

8702130281 Forwards addl guidance to ensure proper implementation of ASME Code 
Case N-411, "Alternative Damping Values for Response Spectra Analysis of Class 1,2 
& 3 Piping, Section III.Div I,” per conditions in Reg Guide 1.84. 

RUBENSTEIN.L.S. PWR Project Directorate 2. 87/02/05. WOODY.C.O. Florida Power 
& Light Co. 5pp. 39643:303-39643:307. 

8702130411 Discusses util identified concerns re component cooling water sys.Flow bal- 
ance tests on 860308,09 & 18 demonstrate that when sys properly balanced, max & 
min flow rates to safety-related components within design requirements. 

MCDONALD. D.G. PWR Project Directorate 2. 87/02/05. WOODY.C.O. Florida Power 
& Light Co. 3pp. 39640:053-39640:055. 

8702180543 Confirms 870129 conversation re proposed 870219 license amend meeting 
at Region II ofc to discuss proposed integrated schedule. 

GRACE, J.N. Region 2. Office of Director. 87/02/05. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39668:205-39668:206. 

8702170326 Forwards agenda for post-implementation audit of SPDS on 870323-25.L»st 
of attendees will be provided prior to visit. 

MCDONALD, D.G. PWR Project Directorate 2. 87/02/09. WOODY.C.O. Florida Power 
& Light Co. 4pp. 39672:032-39672:035. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

EYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8603240245 Responds to violations noted in Insp Repts 50-250/85-30 & 50-251/85- 
30.Corrective actions:Operating Procedure OP 3204.1 rewritten to ensure independent 
verification that four breakers locked open prior to running RHR pump. 

WOODY.C.O. Florida Power a Light Co. 86/03/14. GRACE, J.N. Region 2, Office of 
Director. 8pp. 351 77:344-351 77:351 . 

8702130270 FOIA request for Ends 1 a 2 to NRC 810121 memo re plant SALP. 
GRABER.L. LN Technologies Corp. (formerly NUS Corp.). 87/01/07. Division of Rules 
and Records. Ip. 39644:137-39644:137. 

8702100248 Forwards Insp Repts 50-250/86-44 a 50-251/86-44 on 861117-21 a notice 
of violation. 

WALKER, R.D. Region 2, Office of Director. 87/01/13. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39571:262-39571:275. 

-8702100256 Notice of violation from insp on 8611 17-21. 

WALKER, R.D. Region 2, Office of Director. 87/01/13. 2pp. 39571:264-39571:265. 

-8702100259 Insp Repts 50-250/86-44 a 50-251/86-44 on 861117-21. Violations 
noted:failure to evaluate valve mods for unreviewed safety questions a failure to 
follow pipe support procedures. 

KLEINSORGE.W.P., BLAKE, J.J. Region 2, Office of Director. 87/01/06. 10pp. 
39571:266-39571:275. 
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6702090451 Forwards Insp Repts 50-250/86-48 & 50-251/86-48 on 870114.No viola- 
tions or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/14. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39557:298-39557:303. 

-8702090461 Insp Repts 50-250/86-48 & 50-251/86-48 on 861215-19.No violations or 
deviations noted.Major areas inspected: licensee action on previous enforcement mat- 
ters & seismic analysis for as-built safety-related piping sys. 

VIAS.S.J., BLAKE.J.J. Region 2, Office of Director. 87/01/09. 4pp. 39557:300- 
39557:303. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702090085 Forwards proprietary Insp Repts 50-250/86-49 & 50-251/86-49 on 861222- 
23 (withheld ref 10CFR2.790 & 73.21 ).No violations or deviations noted. 
VERRELLI.D.M. Region 2, Office of Director. 87/01/26. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39555:037-39555:038. 

8702090019 Forwards Insp Repts 50-250/87-03 & 50-251/87-03 on 8701 13-1 6.No vio- 
lations or deviations noted. 

VERRELLI.D.M. Region 2. Office of Director. 87/01/29. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39549:319-39549:320. 

-8702090027 Insp Repts 50-250/87-03 & 50-251/87-03 on 870113-16.No violations or 
deviations noted.Major areas inspected: evaluation of annual radiological emergency 
preparedness exercise.Related info end. 

CUNNINGHAM, A.L., DECKER, T.R. Region 2, Office of Director. 87/01/29. 23pp. 
39549:321-39549:343. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702060144 Forwards revised response to violations noted in Insp Repts 50-250/86-40 
& 50-251 /86-40.Completion date for Item 4.b revised from 870130 to 870331 due to 
late arrival of matls to complete commitment.Response withheld. 

WOODY.C.O. Florida Power & Light Co. 87/01/30. Document Control Branch (Docu- 
ment Control Desk). Ip. 39536:108-39536:108. 

8702090054 Ack receipt of 870109 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/86-39 & 50-251/86-39. 

REYES, L.A. Region 2, Office of Director. 87/01/30. WOODY.C.O. Florida Power & 
Light Co. Ip. 39549:147-39549:147. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8702130295 Final response to FOIA request for Ends 1 & 2 to NRC memo re facility 
SALP. Forwards App A document. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/06. GRABER.L. LN Technol- 
ogies Corp. (formerly NUS Corp.). 2pp. 39644:138-39644:149. 

-8702130305 SALP repts for periods May 1979 - Apr 1980 & Sept 1979 - Aug 1980 
* Region 2, Office of Director. 80/10/09. 9pp. 39644:140-39644:149. 

8702180308 Forwards Insp Repts 50-250/87-05 & 50-251/87-05 on 870120- 21 .Viola- 
tion described in rept under consideration for enforcement action.Notice of violation 
not issued yet & response not required. 

GRACE, J.N. Region 2, Office of Director. 87/02/10. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39668:096-39668:098. 

-8702180323 Partially withheld Insp Repts 50-250/87-05 & 50-251/87-05 on 870120-21 
(ref l0CFR2.790(d) & 73.21). Violation noted: failure to provide positive access control 
to vital area. 

TILLMAN, A., MCGUIRE, D.R. Region 2, Office of Director. 87/02/05. Ip. 39668-098- 
39668:098. 

8702180551 Confirms 870203 telcon re 870223 enforcement conference w/ util at 
Region II ofc to discuss security event noted in Insp Repts 50-250/87-05 & 50-251/ 
87-05. 

GRACE, J.N. Region 2, Office of Director. 87/02/10. WOODY.C.O. Florida Power A 
Light Co. Ip. 39668:101-39668:101. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702-134- 
39702:227. 

87021900 70 Responds to NRC Itr re violations noted in Insp Repts 50-250/86-44 & 50- 
251 /86-44.Corrective actions:procedures for removal & replacement of safety-related 
supports & restraints will be revised to provide addl guidance. 

WOODY.C.O. Florida Power & Light Co. 87/02/12. Document Control Branch (Docu- 
ment Control Desk). 3pp. 39680:069-39680:071. v 

8702110131 IE Info Notice 87-011, “End of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702-228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691-156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 


8702260523 Confirms intent to verify that select sys small bore piping & tubing meet 
applicable FSAR criteria by return of Unit 3 from Cycle 1 1 refueling outage, per 870319 
commitment & IE Bulletin 79-14 re operability during safe shutdown. 

WOODY.C.O. Florida Power & Light Co. 87/02/17. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39756:206-39756:207. 


8702180375 Forwards Insp Repts 50-250/87-04 & 50-251/87-04 on 870112- 16.No vio- 
lation or deviation noted. 

VERRELLI.D.M. Region 2, Office of Director, 87/02/03. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39662:252-39662:258. 

-8702180399 Insp Repts 50-250/87-04 & 50-251/87-04 on 870112-16.No violations or 
deviations noted.Major areas inspected: licensee action on previous enforcement 
matters, housekeeping & matl identification & control. 

KLEINSORGE.W.P., JACKSON, L.H., BLAKE.J.J. Region 2. Office of Director. 87/01/ 
30. 5pp. 39662:254-39662:258. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. K 


8702190185 Forwards insp Repts 50-250/86-50 & 50-251/86-50 on 861215-870112 No 
violations or deviations identified. 

VERRELLI.D.M. Region 2. Office of Director. 87/02/04. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39693:264-39693:278. 

“8702190198 Insp Repts 50-250/86-50 & 50-251/86-50 on 861215-8701 12.No viola- 
tions or deviations noted.Major areas inspected: surveillance testing, maint observa- 
tions & reviews & operational safety reviews. 

BREWER.D.R.. VAN DYNE.K.W., MACDONALD, J.B. Region 2, Office of Director 87/ 
02/03. 13pp. 39693:266-39693:278. 


8702080413 IE Info Notice 87-009, "Emergency Diesel Generator Room Coolinq Desian 
Deficiency." Svc fist end. 3 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp 39528251- 
39528:357. 


8702100255 Confirms Equipment Qualification Insps 50-250/87-08 & 50-251/87-08 
scheduled for 870223-27,per S Alexander telcons.Review items listed.lnsp team roster 
encl.W/o end. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/06. WOODY.C.O Florida Power A 
Light Co. 2pp. 39577:090-39577:091. 0 er * 


8702110087 Summary of Operating Reactors Events Meeting 87-03 on 870202 List c 
attendees.events discussed, summary of events for input into performance indicate 
program & viewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125) 87/o?/nf 
Nuclear Reactor Regulation, Diredor (post 851125) .24 £ 


8702240400 Confirms revised dates of 870302-06 for NRC equipment qualification insp 
of plant.lnsp will include review of 10CFR50.49 implementation 
program, documentation files & physical insp of selected plant equipment. 
MERSCHOFF.E.W. Vendor Program Branch. 87/02/18. WOODY, C.O. Florida Power & 
Light Co. 5pp. 39726:143-39726:147. 

8702260186 Responds to violations noted in Insp Repts 50-250/86-45 & 50-251/86- 
45.Corrective actions:scaffolding above Unit 4 auxiliary feedwater trains modified & 
two boards above MOV-4-1 404 removed. 

WOODY.C.O. Florida Power & Light Co. 87/02/20, Document Control Branch (Docu- 
ment Control Desk). 7pp. 39745:034-39745:040. 


R. Periodic operating reports & related correspondence 

8702260387 Monthly operating repts for Jan 1987.W/870217 Itr. 

GRANT.N.W., WOODY.C.O. Florida Power & Light Co. 87/01/31. 19pp. 39756:122- 


6. Reportable occurrences, LERs A related correspondence 

8702100030 RO 87-01 :on 8701 27, area lights in spent fuel pool burnt out. Caused by 
low wattage bulbs.Bulbs replaced w/longer life bulbs.Area lights will be verified once 
per day. w 

WOODY, C.O. Florida Power & Light Co. 87/01/30. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39577:346-39577:347. 

8702110335 ^ER 87-001 «0O:on 8701 06, reactor tripped during Operating Surveillance 
Procedure 4-OSP-059.4 Caused by spiking on Channel III over temp delta temp due to 
5 U dt ° f ' sol S'^^P''fer.lsolation amplifier replaced.W/870205 Itr. 

39584*317 W00DY ’ C -°- Fiorida Pow0r & UgN Co. 87/02/05. 5pp. 39584:313- 

80-007/01 T-2:on 800507, disc stud nut discovered missing from main 
i heck vav ? 4A Caused by failure of associated locking device.Disc studs re* 
device installed. W/ 870205 Itr. 

39598 M 356 “ Am W00DY ’ C0 - Florida Power & Light Co. 87/02/05. 4pp. 39598:353- 

P P :on 360930 & 1001 .scheduler exemptions for safe shutdown mods ex* 
51 r ^c fwrlSkc 01 n -P?t u r < r t, S nal firG barrior penetrations to functional status within 7 
r n h c. P0 S 3 - 1 4.5.b.Compensatory measures implemented. 

m^rInV;2*S? a o PoW o e L5 L ‘9 ht Co * 87/02/06, Document Control Branch (Docu- 
ment Control Desk). 3pp. 39572:019-39572:022. 
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8702180673 LER 87-002-00:on 8701 12,component cooling water pump 4B (CCWP) 
header low pressure alarmed & auto started.Cause unknown.Header low pressure 
sensing switch checked out & found to be operating properly.W/870211 Itr. 
SALAMON.G., WOODY.C.O. Florida Power & Light Co. 87/02/11. 4pp. 39677:020- 
39677:023. 


V. Operator Examinations 

8702060503 Forwards summary of 861216 meeting w/utll in Region II ofc to discuss 
corrective actions for training deficiencies noted during licensee training 
assessment. List of attendees end. 

REYES, L.A. Region 2, Office of Director. 87/01/26. WOODY, C.O. Florida Power & 
Light Co. 3pp. 39537:031-39537:033. 

8702200176 Forwards proprietary status of plant personnel currently holding operator 
licenses.EncI withheld 

WOODY, C.O. Florida Power & Light Co. 87/02/11. Document Control Branch (Docu- 
ment Control Desk). Ip. 39700:152-39700:152. 


DOCKET 50-254 QUAD-CITIES STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8702050228 Forwards “Exercise Rept,Quad Cities Nuclear Power Station, Joint Exer- 
cise" on 860826 of State of IL offsite radiological emergency preparedness 
plans.Nothing observed that would affect FEMA approval of plan. 

KRIMM.R.W. Federal Emergency Management Agency. 87/01/21. JORDAN, E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 8301 03). 5pp. 
39511:018-39511:056. 

-8702050233 “Exercise Rept.Quad Cities Nuclear Power Station, Joint Exercise" on 
860826 of State of IL offsite radiological emergency preparedness plans. 

* Federal Emergency Management Agency. 86/12/29. 34pp. 39511:023-39511:056. 

8702050330 Revised station procedures, including Rev 20 to QEP 340-0 re corrective 
actions, Rev 4 to QEP 340-7 re chemical spill cleanup & Rev 9 to QEP 340-5 re sta- 
tion fire fighting. 

* Commonwealth Edison Co. 87/01/22. 12pp. 39520:092-39520:103. 

8702040105 Revised emergency plan procedures, including Rev 4 to QEP 520-2 re train- 
ing for offsite support agencies, Rev 5 to QEP 520-T1 re agencies to be sent training 
invitations & Rev 2 to QEP 520-T2. 

* Commonwealth Edison Co. 87/01/29. 9pp. 39497:311-39497:319. 

8702090123 Forwards FEMA 861217 Itr transmitting offsite emergency preparedness 
rept for State of I A & Clinton & Scott Counties for exercise conducted on 860826. No 
deficiencies observed. Thirteen weaknesses requiring corrective actions noted. 
SHAFER, W.D. Region 3, Office of Director. 87/02/03. REED.C. Commonwealth 
Edison Co. 2pp. 39549:210-39549:253. 

8702170370 Forwards Safety Insp Repts 50-254/87-02 & 50-265/87-02 on 861130- 
870131 & notice of violation. 

WARNICK.R.F. Region 3, Office of Director. 87/02/09. REED.C. Commonwealth 
Edison Co. 2pp. 39650:300-39650:315. 

-8702170386 Insp Repts 50-254/87-02 & 50-265/87-02 on 861130-870131. Violation 
noted:failure to follow Rev 38 to Procedure 1-1, "Normal Unit Startup,” causing unit to 
scram on low condensor vacuum. 

RING, M A Region 3, Office of Director. 87/02/09. 13pp. 39650:303-39650:315. 

8702200091 Requests fee for 860625 application requesting fire protection schedular 
exemptions for facilities.Util will be billed for addl costs for review of application, per 
1 0CFR1 70.1 2(C) & 170.21. 

DIGGS, R.M. License Fee Management Branch (Post 861123). 87/02/12. 
FARRAR, D.L. Commonwealth Edison Co. Ip. 39707:257-39707:257. 


P. Operating license stage documents & correspondence 

8702060132 Forwards Amends 99 & 96 to Licenses DPR-29 & DPR-30, respectively & 
safety evaluation.Amends delete certain Tech Specs re emergency diesel generator 
testing requirements. Request for other testing requirement deletions denied. 
ZWOLINSKI.J.A. BWR Project Directorate 1. 87/01/21. FARRAR, D.L. Commonwealth 
Edison Co. 3pp. 39548:189-39548:211. 

-8702060152 Amends 99 & 96 to Licenses DPR-29 & DPR-30, respectively, modifying 
Tech Specs to delete certain emergency diesel generator testing requirements. 
ZWOLINSKI.J.A. BWR Project Directorate 1. 87/01/21. 14pp. 39548:192-39548:205. 

-8702060165 Safety evaluation supporting Amends 99 & 96 to Licenses DPR-29 & 
DPR-30, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/21. 2pp. 
39548:206-39548:207. 

-8702060174 Notice of denial of amends to Licenses DPR-29 & DPR-30 & opportunity 
for hearing.Proposed amends would delete requirement for testing operable emergen- 
cv diesel oenereitor 

ZWOLINSKI.J.A. BWR Project Directorate 1. 87/01721. 3pp. 39548:208-39548:210. 

-8702060194 Requests FR publication of notice of issuance of Amends 99 & 96 to Li- 
censes DPR-29 & DPR-30, respectivelyAmends revise Tech Specs to delete certain 
emergency diesel generator surveillance testing requirements. 

ZWOLINSKI.J.A. BWR Project Directorate 1. 87/01/21. NRC - No Detailed Affiliation 
Given. 1 p. 39548:21 1 -39548:21 1 . 

8702060153 Forwards 861021 safety evaluation supporting BWR Owners Group topical 
response to ATWS rule 10CFR50.62.Rept may be ref by licensees participating in 
owners group topical rept. Plant-specific inputs requested by 870331. 

ZWOLINSKI.J.A. BWR Project Directorate 1. 87/01/27. FARRAR, D.L Commonwealth 
Edison Co. 3pp. 39547:030-39547:056. 

8702130318 Forwards Amends 100 & 97 to Licenses DPR-29 & DPR-30, respectively & 
safety evaluation. Amends incorporate miscellaneous changes to Tech Spec Section 6 
re administrative controls. 

ZWOLINSKI.J.A. BWR Project Directorate 1. 87/02/02. FARRAR, D.L Commonwealth 
Edison Co. 2pp. 39639:179-39639:240. 


-8702130331 Amends 100 & 97 to Licenses DPR-29 & DPR-30, respectively, incorporat- 
ing numerous changes to Tech Spec Section 6, “Administrative Controls." 
ZWOLINSKI.J.A. BWR Project Directorate 1. 87/02/02. 57pp. 39639:181-39639:237. 

-8702130351 Safety evaluation supporting Amends 100 & 97 to Licenses DPR-29 & 
DPR-30, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/02. 3pp. 
39639:238-39639:240. 

8702100245 Forwards “Quad Cities Nuclear Power Station Units 1 & 2, General Abnor- 
mal Manual.” 

BUSS.R. Commonwealth Edison Co. 87/02/0 4. ZWOLINSKI.J.A. Division of Boiling 
Water Reactor (BWR) Licensing. Ip. 39573:284-39574:091. 

-8702100251 “Quad Cities Nuclear Power Station Units 1 & 2, General Abnormal 
Manual.” 

* Commonwealth Edison Co. 86/12/31. 150pp. 39573:285-39574:091. 

8702180158 Informs that TAC number noted on 870121 Amend 99 to License DPR-29 
incorrect.TAC number should be changed from TAC 59232 to TAC 59323. 
ZWOLINSKI.J.A. BWR Project Directorate 1. 87/02/10. FARRAR, D.L Commonwealth 
Edison Co. 2pp. 39673:264-39673:265. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list 
DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 


8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring In Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702180430 Responds to NRC 870103 Itr re violations noted In Insp Repts 50-254/86- 
16 & 50-265/86-16 on 861 009-1 204,Correctlve actions:safety-related parts evaluated 
per Procedure 600-4 & Checklist QAP 1500-S2 for technical adequacy. 

TURBAK.M.S. Commonwealth Edison Co. 87/02/06. KEPPLER.J.G. Region 3, Office 
of Director. 6pp. 39662:157-39662:162. 

8702170346 Forwards corrected pages to Safety Insp Repts 50-254/86-20 & 50-265/ 
86-19 on 861 11 0-21 .correcting insp rept numbers. 

PAPERIELLO.CJ. Region 3, Office of Director. 87/02/09. REED.C. Commonwealth 
Edison Co. Ip. 39650:328-39650:331. 

-8702170510 Revised Pages 1 & 4 of Insp Repts 50-254/86-20 & 50-265/86-1 9,cor- 
reding rept numbers from 86-1 9 & 86-20, respectively, 

HARE.S., DAMON, D., CLARK, F. Region 3, Office of Director. 87/02/03. 3pp. 
39650:329-39650:331. 

8702170370 Forwards Safety Insp Repts 50-254/87-02 & 50-265/87-02 on 861130- 
870131 & notice of violation. 

WARNICK.R.F. Region 3, Office of Director. 87/02/09. REED.C. Commonwealth 
Edison Co. 2pp. 39650:300-39650:315. 

-6702170374 Notice of violation from insp on 861130-870131. 

WARNICK.R.F. Region 3, Office of Director. 87/02/09. Ip. 39650:302-39650:302. 

-8702170386 Insp Repts 50-254/87-02 & 50-265/87-02 on 861130-870131. Violation 
noted:failure to follow Rev 38 to Procedure 1-1, "Normal Unit Startup," causing unit to 
scram on low condensor vacuum. 

RING.M.A. Region 3, Office of Director. 87/02/09, 13pp. 39650:303-39650:315. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 



30 DOCKETED ITEMS 


3 * - ~*z \zice 87-011, “Enel of Vital Equipment Within Designated Vital 

5 :* -< Emergency Preparedness & Engineering Response (Post 

- l - ^Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 


■" .rfz Notice 87-012, “Potential Problems W/Metal Clad Circuit 

‘ .?■* 3*V«s - s -■ re A*'F-2-25." Svc list end. 

"'•s"-aC=* -* E-'emencv Preparedness & Engineering Response (Post 

:r.,t: 7 ' - £! eo Edison Co. of New York, Inc. 108pp. 39691:156- 


l* t “: *37293 = ^ r ' : * *0 i- info Notice 86-106, “Feedwater Line Break." Svc list end. 
" .sjen of Emergency Preparedness & Engineering Response (Post 

3 32 , -3 Ocnsd'idated Edison Co. of New Yorx, Inc. 111pp. 39784:116- 


I7CS27j 424 s ;r* irds Safety insp Repts 50-254/87-03 & 50-265/87-03 on 870126- 
i *=s;;- 3 Ofzs cf Director. 87/02/19. REED.C. Commonwealth 


8702260044 Temporary Change Notice TCN-EI-87-003 to Rev 5 to Emergency Imple 
mentation Procedure El-4.1, "Technical Support Ctr.” 

BRUNET, J.R. Consumers Power Co. 86/09/08. 4pp. 39737:296-39737:299. 

8702180479 Temporary Change Notice TCN-EI-002 to Rev 12 to Emergency Implemen- 
tation Procedure El-1, "Activation of Site Emergency Plan /Emergency Classification ” 
DAWSON, M., OSBORNE, K.E. Consumers Power Co. 86/12/03. 4pp. 39664:156* 
39664:159. 

8702260505 Responds to notice of noncompliance in Fire Protection Program Insp Ropt 
50-255/86-22.Corrective actions:fire patrols performed & criteria for sealing conduit 
penetrations will be modified to include seal cables. 

BERRY, K.W. Consumers Power Co. 86/12/12. KEPPLER.J.G. Region 3, Office of Di- 
rector. 4pp. 39756: 1 95-39756: 1 98. 

8702050165 Ack receipt of 861205 Rev 6 to site emergency plan, Sections 3-6 Omission 
of Table 4.1 re emergency action levels inconsistent w/10CFR50.54(q).PIan will be re- 
vised to cross- ref levels in Emergency Implementation Procedure El-1. 

SHAFER, W.D. Region 3, Office of Director. 87/01/27. BUCKMAN.F.W, Consumers 
Power Co. 2pp. 39512:340-39512:341. 


-C , :;227C438 Safetv Insp Repts 50-254/87-03 & 50-265/87-03 on 870126- 0209.No 
,,£:<rxr$ zr dev:k:ons identified. Major areas inspected:confirmatory measurement 

: - , •. : : 1 : : :i' , I'd — entering program & Violation 8601 8-02. 

■ - 3 *S>2/*D~.==...V.C Region 3., Office of Director. 87/02/18. 12pp. 


Ft. Periodic operating reports a related correspondence 


8702050305 Temporary Change El-85-022 to Emergency Procedure El-7.3, "Hydrogen 
& Oxygen Gas Analysis of Post-Accident Samples." Procedure no longer valid & 
should be removed & destroyed. 

* Consumers Power Co. 87/01/27. Ip. 39520:073-39520-073. 


8702040079 Rev 6 to Emergency Implementation Procedure El- 15.1, "Training & Drills.*' 
BRUNET, J.R. , BECHMAN.W.L. Consumers Power Co. 87/01/28. 8pp. 39498:246- 
39498:253. 


r:: . zz^s^z reels for Jan 1987.W/870202 Itr. 

1 . - ■■ 1” " - -Z~=‘ - 4. Ccmmcn wealth Edison Co. 87/01/31. 24pp. 39679:334- 

"SCDJ 35”*, 

$77223X7$ Forwards -sing of changes, tests & experiments completed during Jan 
* : r™ •? .. ... V ;? s -, ,s,a*ua: cr. being reported in compliance W/10CFR50.59. 

" ■■ T; .'.z a c3.'.“ Edscn Cc. 87/02/11. CASE.E.G. Office of Nuclear Re- 

acfpf Raguater. Director (post 851 125). 4pp. 39728:008-39728:011. 

& Reportable occurrences, LERs & related correspondence 

I7S2C404G1 _==• S72t 37.reqjirec hourly fire insp in cable spreading room 

na azrp*e:e£,^z^zsi z« z er&cnr.e- ercr. Personnel counseled re importance of 

~ v- 1 870120 Itr. 

; -T, : 54X.R.L Commonwealth Edison Co. 87/01/19. 5pp. 39506:139- 

175204042 1 JEP 97-001 -00:on 870105.RWCU sys isolation valves closed due to hiah 
‘ e V? s<gna ' lQ akage through check valve in return to feedwater sys. Valves 

* v ; --tags c ff sufficient duration. W/8701 23 Itr. 

3S5C€ : 3S ~ -5T.rnc.nweadr Edison Co. 87/01/22. 5pp. 39506:134- 

8752! 13«5 NfDfS -c-cimpSacce rsHcaSonon 870128, fecai ooliform greater than 
3 ^: ";f; 5 '' a - sed b / ver Y tow flow in chlorinator tablet tube 
t I i’"" JL.Z" 07 —^etjuDes to ailow for low flow. 

Oiioc 'ar" --- scr - - c ' 57/ 01/30. iliinois, State of. 2pp. 39588:195- 

'S'm ooSfoon level found 

ISHSoSi’ 


rW-KCtt _£= 5=-:s5-;-: Cr Se .., 7d : s ... 





residua, chlorine tttra- 

a=tai:, n SL,°LiS ■JE n £S!L “hknpwn Possible causes 


«*to^.W/o«KL « Tech Spec Section 3.0.A & 3.0.3 under 


° wclv w unaer 

. EtUp'Uv ’Ck^wroiiw6®ith Edison Co 87 /o?/ia cd » ^ ^ 

ip- 39797:078-39797:093 B7/02/ia KEPPLER.J.G. Region 3, Office of Di- 

V. Operator E mmkmrnm 

re resutts of e xams ad- 

s >»»« re fa-Jure of 50% o°n)3ft S „, a f^ 9fat8d requalification 

“-"«^'co mm on W eal,n 

DOaaET SM*S PAUSAOES NUCLEAR PLANT 
^ Wty, wwr9K>cy & ^ protKthn p(an> 

wwiimm* Psv 4 to A 3 - 


DC. 


P Urgency Dlan. 

~ !1 PP- 396/6:253^9676:263. 

B - - » — — 
Power Co. 86/09/02. 3pp. 39554:001^9554:003. 


Mnpiomcjiiuiiu piuvwuurws inawx:. 

Consumers Power Co. 87/01/29. 3pp. 39554:084-39554:086. 

8702180728 Rev & approval summary sheet to Rev 2 to Emergency Implementation 
Procedure El-1 1, ‘Determination of Extent of Core Damaqe '* 

* Consumers Power Co. 87/01/29. 2pp. 39668:268-39668:269, 

8702060306 Advises that SEP Topics III-2,III-4.A,V-10.B & VII-3 addressed & actions 
tla? a a PP r °Ph ate upgrade emergency operating procedures for resolution ot 
TMI Action Plan Item I.C.I.per util 840511 commitment 

Con,& Do “ C 0 "™ <°™"' 

8702260057 Rev 2 to site emergency plan App E, reflecting periodic review 
Consumers Power Co. 87/02/02. 2pp. 39737:244-39737:245. 

^^PIant^^Emer^ncy , plan l ” SUnnmar ^ Sh8e ‘ *° Rev 2 ' Sec,lon 9 ,0 Nuclear 

BRUNET, J.R. Consumers Power Co. 87/02/03. 2pp. 39667:097-39667:098. 

87 piam Site 3 Emergency^tan 8 '' summa,y sh0et ,OT Rw 4App F to ••Palisades Nuclear 
BRUNET, J.R. Consumers Power Co. 87/02/03, 2pp. 39676:1 1 3-39676:114 

^Plant'slte' Emergency pitea’’ summary shael >° R «v 5, App D to "Palisades Nuctear 

* Consumers Power Co. 87/02/06. 2pp. 39676:115-39676:116. 

8 ^Emergency F Ran / . approval summar y t0 R ®'' 4 App C to "Palisades Nuclear Plant Site 

* Consumers Power Co. 87/02/06. 2pp. 39678:275-39678:276. 


87 B°ru«^^ 

BRUNET, J.R. Consumers Power Co. 67/02/oi. 2pp. 39676:1 “^SwVedls! 

^DrillTdephone Numbefverificatlons 8 Rroceclure El-15.2, ''Quarterly Communications 

* Consumers Power Co. 87/02/12. 3pp. 39666:358-39666:360. 

^Rev^to cardhofders^t Rev^'to^ndev Ro° y n > ! an ? ln ®/' r ? Cedur ® GEN-1. "Overview," 

* Consumers Power Co. 87/02/18. 31p^ 39737°246 P 39737‘l76° r P,OCU< ’' 1 "' G0RT ''- 

J. Insurance & indemnity information 

quirements^To^FRUO^ ^TthaVeach^ensee main ?*| 7 I? Util ® 70107 ,tr ^isfim m - 
NASH P D e A mi 7 S f0 t r 0per ?!‘ n 9 r “ over 100 MWe 0Uarant ^ of P^munt of c#^ 
GRISWOLD, rSTSSLSS^^ ^l: 1 ^,:ig?“ S7/02/ ’ 3 ” 

P. Operating license stage documents & correspondence 

851022 commitmern ^seO^m^etinaSnceDttlfl^ t£> r h£H S i ed rt ? iverse ATWS *rtp,p«r 
ra^ed mods will be forwarded by 860§0 schedule of mafor r^eatonS^ 


klJFMlM i i r' lurwaraea Dy 860630. 

Director (post 85Tl25) 6r 7pp°357^239-35^^^ ° f Nuc,ear R ««Ctor Regulation, 
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8702030476 Forwards corrected Tech Specs Pages ii, 3-3, 3-1 8 & 6-6. 

WAMBACHJ.V. PWR Project Directorate 8. 87/01/21. BERRY.K.W. Consumers 
Power Co. 6pp. 39485:314-39485:319. 

8702050194 Forwards handouts used during 870108 meeting w/CPC.per 870115 re- 
quest. 

ROY.G.W. Region 3, Office of Director. 87/01/28. DONOGHUE Stone & Webster En- 
gineering Corp. 47pp. 39519:058-39519:105. 

-8702050210 Requests publicly available copies of handouts or viewgraphs used at 
Region ill meeting. 

DONOGHUE, DJ. Stone & Webster Engineering Corp. 87/01/15. ROY.G. Region 3, 
Office of Director. Ip. 39519:105-39519:105. 

8702050370 Forwards response to 861223 request for addl info re util 861201 response 
to NRC confirmatory action Itr & info per 10CFR50.54(f).lnfo includes adequacy of test 
program, basis for deferral of certain mods & basis for Tech Spec changes. 

BERRY, K.W. Consumers Power Co. 87/01 /28. Document Control Branch (Document 
Control Desk). 300pp. 39515:001-39516:151. 


8702050377 Forwards matrix identifying proposed alterations to Rev 5 to CPC-2A re QA 
program description.Alterations clarify commitments vs basis requirements.Fee paid. 
BERRY, K.W. Consumers Power Co. 87/01/28. Document Control Branch (Document 
Control Desk). 8pp. 39521:157-39521 :164. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus." W/o svc list 
iEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702190530 Responds to NRC 860926 Itr re violation noted in Insp Rept 50-255/86- 
23.Corrective actions:administrative procedures revised to provide enhanced controls 
during maint process. 

BERRY, K.W. Consumers Power Co. 86/10/27. KEPPLER.J.G. Region 3, Office of Di- 
rector. 2pp. 39679:1 1 6-39679:1 17. 

8702260505 Responds to notice of noncompliance in Fire Protection Program Insp Rept 
50-255/ 86-22.Corrective actions:fire patrols performed & criteria for sealing conduit 
penetrations will be modified to include seal cables. 

BERRY.K.W. Consumers Power Co. 86/12/12. KEPPLER.J.G. Region 3, Office of Di- 
rector. 4pp. 39756:195-39756:198. 

8702190052 Revised response to NRC Itr re violation noted in Insp Rept 50-255/86- 
23. Corrective actions:administrative procedures revised to provide enhanced controls 
during maint process. 

BERRY, K.W. Consumers Power Co. 86/12/23. KEPPLER.J.G. Region 3, Office of Di- 
rector. 2pp. 39680:1 1 9-39680:1 20. 


8702130241 Forwards Amend 100 to License DPR-20 & safety evaluation. Amend incor- 
porates Tech Specs pertaining to implementation of post-accident sampling program 
per NUREG-0737.TMI Action Plan Item II.B.3 & Generic Ltr 83-37. 

WAMBACHJ.V. PWR Project Directorate 8. 87/02/03. BERRY.K.W. Consumers 
Power Co. 2pp. 39639:147-39639:154. 

-8702130243 Amend 100 to License DPR-20, incorporating Tech Specs pertaining to 
implementation of post-accident sampling program. 

THADANI.A.C. PWR Project Directorate 8. 87/02/03. 4pp. 39639:149-39639:152. 

-8702130244 Safety evaluation supporting Amend 100 to License DPR-20. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/03. 2pp. 
39639:153-39639:154. 

8702130238 Forwards safety evaluation re resolution of SEP Topic III-5.A re effects of 
pipe breaks on structures, sys & components inside containment as described in Suppi 
1 to NUREG-0820.lssue resolved based on licensee 850531 Itr. 

THADANI.A.C. PWR Project Directorate 8. 87/02/04. BERRY.K.W. Consumers Power 
Co. 2pp. 39638:280-39638:283. 

-8702170459 Safety evaluation supporting licensee response re resolution of SEP 
Topic III-5.A re effect of pipe breaks on structures, sys & components inside contain- 
ment as described in Suppi 1 to NUREG-0820. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/04. 2pp. 
39638:282-39638:283. 

8702180085 Forwards Amend 101 to License DPR-20 & safety evaluation. Amend 
changes Tech Specs to delete out of date footnotes & incorrect refs to motor control 
ctr.Notice of issuance will be included in Commission biweekly FR notice. 
WAMBACHJ.V. PWR Project Directorate 8. 87/02/10. BERRY.K.W. Consumers 
Power Co. 2pp. 39687:001-39687:01 1. 

-8702180099 Amend 101 to License DPR-20, changing Tech Specs to delete out of 
date footnotes & incorrect refs to motor control ctr. 

THADANI.A.C. PWR Project Directorates. 87/02/10. 7pp. 39687:003-39687:009. 

-8702180101 Safety evaluation supporting Amend 101 to License DPR-20. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/10. 2pp. 
39687:010-39687:011. 


8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end, 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357, 

8702110017 Submits rev to 861223 revised response to violation noted in Insp Rept 50- 
255/86-23.Corrective actions:review of plant safety sys will be undertaken to develop 
list of components having potential for causing safety sys actuations. 

BERRY.K.W. Consumers Power Co. 87/02/06. Document Control Branch (Document 
Control Desk). 3pp. 39580:01 9-39580:021 . 


8702200003 Provides info re implementation schedules for compliance w/Generic Ltr 
85-06 re ATWS rule (10CFR50.62).Deadline for implementation of ATWS rule 
extended.Revised schedule allows delay to no later than third refueling outage after 
840724. 

WAMBACHJ.V. PWR Project Directorate 8. 87/02/11. BERRY.K.W. Consumers 
Power Co. 3pp. 39707:249-39707:251. 


8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202-Llst of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06, 
DENTON, H.R, Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 


8702240434 Forwards Amend 102 to License DPR-20 & safety evaluation. Amend re- 
vises Tech Spec Section 4.7.1(d) & includes addition of bases of Section 4.7 to reflect 
mfa true nameplate reading of emergency diesel generators. 

WAMBACHJ.V. PWR Project Directorate 8. 87/02/11. BERRY.K.W. Consumers 
Power Co. 2pp. 39726:148-39726:155. 

-8702240450 Amend 102 to License DPR-20,revising Tech Spec Section 4.7.1(d) & in- 
cluding addition of bases of Section 4,7 to reflect mfg true nameplate rating of emer- 
Qoncy di6S6l oondr&tors 

THADANIAC, PWR Project Directorate 8. 87/02/11. 5pp. 39726:150-39726:154. 

-8702240487 Safety evaluation supporting Amend 102 to License DPR-20. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/11. Ip. 
39726:155-39726:155. 

8702250373 Forwards safety evaluation & EGG-NTA-7463, “Reactor Trip Sys Reliabil- 
ity...,” supporting response to Generic Ltr 83-28, Item 4.5.2 re periodic on-line testing 
of reactor trip sys. Plant designed to permit on-line testing. 

SEARS.P.M. PWR Project Directorate 8. 87/02/14. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 39744:001-39744:003. 

-8702170161 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, Arkansas Nuclear One Unit 2, Calvert Cliffs Units 1 & 2, Fort Calhoun, Maine 
Yankee, Millstone Unit 2, Palisades, Palo Verde Units...,*' technical evaluation rept. 
FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-60O2. EGG-NTA-7463. 
87/01/09. NRC - No Detailed Affiliation Given. 14pp. 39744:004-39744:017. 

8702200004 Forwards corrected Page 3 to 870128 submittal entitled, “Clarification of 
CPC-2 A Commitments vs Basis Requirements." 

JOHNSON, B.D. Consumers Power Co. 87/02/16. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39694:312-39694:313. 


8702180372 Forwards Safety Insp Rept 50-255/86-34 on 861 209-8701 20.No violations 
identified. 

GULDEMOND.W.G. Region 3, Office of Director. 87/02/06. BUCKMAN.F.W. Consum- 
ers Power Co. 2pp. 39678:028-39678:038. 

-8702180380 Insp Rept 50-255/86-34 on 861 209-8701 20.No violations 

identified.Unresolved items noted:deficiencie$ in containment isolation design & envi- 
ron qualification of Limitorque motor-operated valves. 

BURGESS, B.L. Region 3, Office of Director. 87/02/06. 9pp. 39678:030-39678:038. 

8702180304 Confirms 870220 meeting w/util in Glen Ellyn, I L to discuss violations in- 
volving containment escape hatch equalizing valves, containment air coolers, svc water 
sys flow, component cooling water flow & LPSI pumps. 

NORELIUS.C.E. Region 3, Office of Director. 87/02/10. BUCKMAN.F.W. Consumers 
Power Co. Ip. 39662:108-39662:108. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702270380 Forwards Safety Insp Rept 50-255/87-02 on 8701 14-0205.No violations 
noted. 

SHAFER.W.D. Region 3, Office of Director. 87/02/12. BUCKMAN.F.W. Consumers 
Power Co. 2pp. 39796:103-39796:1 17. 

—8702270385 Insp Rept 50-255/87-02 on 8701 14-021 5. No violation or deviation 
noted.Major areas inspected:radiation protection program during maint outage, training 
& qualifications of new personnel & internal & external exposure control. 

GILL.C.F., GREGER.L.R. Region 3, Office of Director. 87/02/12. 13pp. 39796:105- 

OOTDfiH 1 "7 
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r “Ere: of Vital Equipment Within Designated Vital 

.. ©-ttparedness & Engineering Response (Post 

* ;£ -i' ; e*/: Ez z:r Co. of New York, Inc. 107pp. 39702:228- 


2 „ 3J r 57-012, “Potential Problems W/Metal Clad Circuit 

' r* " •* Svs -;st end. _ 

. .. , ; : • ^ v . s . r ~ r f £r.ene rev Preparedness & Engineering Response (Post 

•' ■ :.'‘ , ;’ ,, C. 5 r.sciida!«l Edison Co. of New York, Inc. 108pp. 39691:156- 


? -- ' ♦- ? >*3 Notice 86-106, “Feedwater Line Break.” Svc list end. 

* : ' * 0? :- 0f -af-v P-<»os»redness & Engineering Response (Post 

7- J skis Edison 'Co. of New York, Inc. 111pp. 39784:116- 

J7022?r8i onwards Safety insp Rept 50-255/86-32 on 861208-870113. Eight signifi- 
" tV'** de", Percies *c:ed ir program Implementation. Findings classified as potential en- 
*-~ T | z-z~re SRC review being performed. 

C*Vs \ 7 cmre :: : : mc:o'. 87/02/17. BUCKMAN.F.W. Consumers 

Fewer Zc 2pp 337^1 ■227-39771:246. 

-#^22701 S3 Tsp Rept 50-255.56-22 cn 861208-8701 13.No violations noted. Major 
- i*rr cation of electric equipment within scope of 

, .. 2 * 3 £ - 2 = . ~ Region 3, Office of Director. 87/02/17. 18pp. 

Xt"’"'''' 22"5-3"5 :24€' 


8702040063 Suppls 860620 response to violations noted in Insp Repts 50-259/86- 
09,50-260/86-09 & 50-296/86-09.Corrective actions: piping penetrations required by 
fire protection program will be inspected & sealed by 870716. 

DOMER.J.A. Tennessee Valley Authority. 87/01/29. GRACE, J.N. Document Control 
Branch (Document Control Desk). 4pp. 39498:283-39498:286. 

8702190191 Forwards Insp Repts 50-259/86-36,50-260/86-36 & 50-296/86-36 on 
861001-31 & notice of violation.Attention invited to unresolved item noted in insp rept. 
BARR, K.P. Region 2, Office of Director. 87/02/05. WHITE, S.A. Tennessee Valley Au- 
thority. 4pp. 39680:256-39680:272. 

-8702190234 Insp Repts 50-259/86-36,50-260/86-36 & 50-296/86-36 on 861001- 
31. Violation noted:failure to annually rept changes to procedure, per 10CFR50.59(b). 
PAULK, G.L., IGNATONIS.A.J. Region 2, Office of Director. 87/01/30. 12pp. 

39680:261-39680:272. 

8702190322 Advises that Revs 32 & 33 to plant radiological emergency plan consistent 
w/planning stds of 10CFR50.47(b) & requirements of App E to 10CFR50 & accepta- 
ble. 

ZECH.G.G. Region 2, Office of Director. 87/02/05. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 39685:308-39685:309. 

8702170611 Forwards 861215 revs to physical security/contingency plans & instructions 
for updating NRC copies.Revs withheld (ref 10CFR73.21). 

GRIDLEY.R.L. Tennessee Valley Authority. 87/02/06. GRACE, J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE, J.N. Document Control Branch 
(Document Control Desk). 2pp. 39653:359-39653:360. 


ft. Pirtedic opwrstiag reports & related correspondence 




■ , ; -ep: ‘r -£~ 1 3S7.W/870203 Itr. 

■ - V- E\5E-3.C. Ccr.s-.mers Power Co. 87/01/31. 5pp. 39591:104- 


S„ ft*port*bit oceummcM, LERs & related correspondence 

Fart 2* rept re Enerfab,!nc containment bldg emergency escape airlock 
des*gr dr*’ t sre- ~ *.2 . '©ported cn S60724.Two actuating cams for inner & outer 

- 86/08/ 1 3. KEPPLER.J.G. Region 3, Office of 

1752200345 -E~ 57-GGl-0C:sn 87011 4, containment penetrations associated w/contain- 
Tmctr svs a rzi employ redundant isolation iogic.Caused by sys 

:!: * r -r. cerg mp.ers-.tec as prescribed. W/87021 3 Itr. 

X" ~ Ccrsu.mers Power Co. 87/02/13. 5pp. 39696:299- 

I7822Q0CW Jp 36-C40-CNon 861217 engineering walkdowns identified CRD mecha- 
* 5 ****** PF-mary ccc.ar: sys .eaxage cf approx 0.12 gpm.Caused by trans- 
ytnuw stress corrsscn cra:x--g o_e to contaminanLAdd! tests planned.W/870216 

3%S4 ? ^S S "‘ J ° H?SiS0Ni * B - D ' Consumers Power Co. 87/02/16. 4pp. 39694:013- 

STS2M1M LER S7-002-GG:on 870115,noise spike in nuclear instrumentation resulted 
s>| actuatioaCaused by 

; - -r ... .7 .. J -" :■ r dTc; - _ Element replaced. W/87021 6 itr 

WTXOC^ Consumers Power Co. 87/02/16. 3pp. 39700:006- 

'awf 2 ? M 1S 03 J :0: ™w 70 h 19,diSC r er ^. s t ven valve operator lacked T- 

777* housmg.Caused by motor T-drains improDerlv 

r r :i , T*' es£abrfshsd to Provide administrative controls over equipment. W/ 

- C “ NS0N 'B.D. Consumers Power Co. 87/02/18. 4pp. 39727:293- 


#7®2WW 

■'■■■£ v. ■ ir. 


. - . r . w 570 123, charging pump P-55A declared 

trsce"* vR^'ST“3i °^ atK5n of circult breaker.On 870205, ITE 
& ■■ ‘unctionally interchangeable. W/870223 

S S " JCHNSON ' B D ' Power Co. 87/02/23. 7pp. 39739:234- 

OOCKET ^2» BROWNS PERRY NUCI£ar rowER STATION, UNIT 1 

r " ***"* r ' ra ** e- . «nwB«icy » flr, protection plana 

“. W-J. Ifor TVA key e m er 9 ency response 
,hat,per d,scussion W/TR 

•? 0nry ' Se/1!/26 ' SRACE.J.N. Region 2, Office of 


v. uperanng license stage documents & correspondence 

8603180214 Forwards add! response to Generic Ltr 84-23, "Reactor Vessel Water Level 
Instrumentation in BWRs” re mod plans & schedule. 

GRIDLEY.R. Tennessee Valley Authority. 86/03/12. MULLER, D.R. BWR Project Di- 
rectorate 2. 2pp. 34980:073-34980:074. 

8702100080 Advises that GE has assured util that personnel have sufficient experience 
to perform safe end nozzle replacement in response to anonymous alienation to resi- 
dent inspector. 

DOMER.J.A. Tennessee Valley Authority. 86/12/12. ZECH.G.G. Region 2 Office of 
Director. 2pp. 39566:346-39566:347. 9 

8612230422 Forwards manager review group rept re main!, add) suppl to App 8 of rent 
& corrective assignments. K 

GRIDLEY.R.L Tennessee Valley Authority. 86/12/17. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 17pp. 39080:142-39080:225, 

8702030122 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA. Workshop will provide understanding of process by which 
S2?^ v ®?' 9a J es Potential significant incidents.Agenda encl.W/o procedures 

Authorrty!'3pp^3l482:350-39482^352 reC * Or 87/ ° 1/2 °- WH ' TE ' SA Ten "° SSO « ^ 

87 fn?° 4 f?Km «^ fWa » rds list i° f issues w/r corresponding util points of contact & schedule 
submttal of employee concerns prooram (ECP) element rept re matt 
ty' -^P element rept will be submitted by 870206. 

X alley Auth0 % 87/01/28. THOMPSON.H.L. Document 
Control Branch (Document Control Desk). THOMPSON.H.L. Office of Nuclear Reactor 
Regulation, Director (post 851 1 25). 7pp. 39505:345-39505:351 . 

8702040098 Provides list of further updates on progress of mods to drvwell/torus 
r a nini n c:v r D a T er8,per utl1 841105 commitment re Generic Ltr 83-08. ^ 

GRIDLEY.R. Tennessee Valley Authority. 87/01/29. Document Control Branch fDocu- 
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LEG&G EGG-PBS-6691, “Radffica? FHN C. J e S l \ Sp T :s 10 “mply w/10CFR50,App 
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-8410110593 “Radiological Effluent Tech Specs (RETS) Implementation - Browns Ferry 
Nuclear Plant Units 1,2 & 3.’’ 

SERRANO, W. t DUCE.S.W,, MANDLER.J.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
FIN A-6459. EGG-PBS-6691. 84/09/30. NRC - No Detailed Affiliation Given. 32pp. 
39671:352-39672:022. 

8702180245 Application for amend to Licenses DPR-33.DPR-52 & DPR-68, changing 
Tech Specs to delete tables listing primary containment penetrations & valves subj to 
certain provisions of 10CFR50,App J.Fee paid. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/05. MULLER, D.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MULLER.D.R. Document Control Branch 
(Document Control Desk). 3pp. 39662:078-39662:092. 

“8702180257 Proposed Tech Specs, deleting tables listing primary containment penetra- 
tion & valves subj to certain provisions of 1 0CFRSO.App J. 

* Tennessee Valley Authority. 87/02/05. 12pp. 39662:081-39662:092. 

8702180503 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, clarifying 
applicability of Definition 1.0.C.2 to ensure definition not erroneously applied while in 
cold shutdown condition or refuel mode.Fee paid. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/06. MULLER.D.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MULLER.D.R. Document Control Branch 
(Document Control Desk). 2pp. 39677:199-39677:204. 

“8702180507 Proposed Tech Specs, clarifying applicability of Definition 1.0.C.2 to 
ensure definition not erroneously applied while in cold shutdown condition or refuel 
mode. 

* Tennessee Valley Authority. 87/02/06. 6pp. 39677:201-39677:204. 

8702130154 Forwards weekly schedule of util activities for wks of 870209 & ^.Sched- 
ule updated & issued each Friday to reflect activities for forthcoming 2 wk period. 
THOMPSON, H.L. Office of Nuclear Reactor Regulation, Director (post 851125). 87/ 
02/09. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). ZECH.G. 
Region 2, Office of Director. 4pp. 39644:008-39644:011. 

8702130210 Forwards notice of withdrawal of 860130 application for amends to Li- 
censes DPR-33.DPR-52 & DPR-68, changing Tech Specs re taking milk samples. 
GROTENHUIS.M. BWR Project Directorate 2. 87/02/09. WHITE, S.A. Tennessee 
Valley Authority. 2pp. 39642:284-39642:286. 

“8702130220 Notice of withdrawal of 860130 application for amends to Licenses DPR- 
33.DPR-52 & DPR-68, revising Tech Specs re requirement to take milk samples. 
MULLER.D.R. BWR Project Directorate 2. 87/02/09. Ip. 39642:286-39642:286. 

8702180275 Application for amend to Licenses DPR-33.DPR-52 & DPR-68, changing 
Tech Specs to delete inappropriate action from Table 3.1. A, “Reactor Protection Sys 
(SCRAM) Instrumentation Requirements." Fee paid. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/09. MULLER.D.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MULLER.D.R. Document Control Branch 
(Document Control Desk). 2pp. 39662:093-39662:105. 

“8702180282 Proposed Tech Specs, deleting inappropriate action from Table 3.1. A, 
"Reactor Protection Sys (SCRAM) Instrumentation Requirements." 

* Tennessee Valley Authority. 87/02/09. 11pp. 39662:095-39662:105. 

8702190389 Requests review of end info & approval for use of CNSI-DW-1 11 18-01 -P, 
"CNSI Dewatering Control Process Containers Topical Rept," as process control pro- 
gram as defined in 860930 radiological effluent Tech Spec amend. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/11. MULLER.D.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MULLER.D.R. Document Control Branch 
(Document Control Desk). 6pp. 39685:128-39685:133. 

8702190637 Forwards status of review efforts of util responses to selected items in Ge- 
neric Ltr 83-28. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 87/02/11. WHITE, S.A. Tennessee 
Valley Authority. 17pp. 39690:004-39690:020. 

8702240389 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, revising 
limiting conditions for operation for iodine testing & analysis of charcoal filter 
samples, per Insp Repts 50-259/85-57,50-260/85-57 & 50-296/85-57.Fee paid. 
GRIDLEY.R. Tennessee Valley Authority. 87/02/11. MULLER.D.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MULLER.D.R. Document Control Branch 
(Document Control Desk). 3pp. 39719:001-39719:016. 

“8702240401 Proposed Tech Spec Section 3.7/4.7 re limiting conditions for operation 
for standby gas treatment sys, control room emergency ventilation & primary contain- 
ment purge sys. Justification for changes & NSHC end. 

* Tennessee Valley Authority. 87/02/11. 13pp. 39719:004-39719:016. 

8702180343 Provides updated info on facilities raw water chlorination practices. Util in- 
tends to maintain raw water sys free of dams in most practical & efficient manner 
possible. Chlorination practices will be altered as required. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/13. GRACE, J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE, J.N. Document Control Branch 
(Document Control Desk). 2pp. 39664:098-39664:099. 

8702240276 Notification of contract execution, Mod 10,to "Use of TVA Reactor Simula- 
tor Facilities at Chattanooga, TN for Training on Browns Ferry, Sequoyah & Bellefonte 
Simulators.” Contractor:TvA. 

COLEMAN, R. Contract Administration Branch (Post 860421). FIN B-8717. 87/02/13. 
SHOWE.S. Office of Inspection & Enforcement, Director (Post 820201). Ip. 
39715:023-39715:026. 

“8702240281 Mod 10, providing addl work entailing training for NRC inspectors & 
supervisors, to "Use of TVA Reactor Simulator Facilities at Chattanooga, TN for Train- 
ing on Browns Ferry, Sequoyah & Bellefonte Simulators." 

JOHNSON, RJ. Tennessee Valley Authority. WIGGINS, EJ. Division of Contracts. FIN 
B-8717. 87/02/13. 3pp. 39715:024-39715:026. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 


8702100280 Ack receipt of 861229 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/86-32, 50-260/86-32 & 50-296/86-32. 

ZECH.G.G. Region 2, Office of Director. 87/01/12. WHITE, S.A. Tennessee Valley Au- 
thority. Ip. 39574:260-39574:260. 

8702100032 Forwards Insp Repts 50-259/86-41,50-260/86-41 & 50-296/86-41 on 
861 208-1 2.No violations or deviations noted. 

ZECH.G.G. Region 2, Office of Director, 87/01/14. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 39570:032-39570:041. 

-8702100043 Insp Repts 50-259/86-41,50-260/86-41 & 50-296/86-41 on 861208- 
12.No violations noted.Major areas inspected: health physics aspects of Unit 2 recir- 
culation inlet safe-end replacement project. 

BASSETT.C.H., WEDDINGTON.R.E., HOSEY.C.M. Region 2, Office of Director. 87/ 
01/14. 8pp. 39570:034-39570:041. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702100113 Ack receipt of 861230 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/86-34, 50-260/86-34 & 50-296/86-34. 

ZECH.G.G. Region 2, Office of Director. 87/01/16. WHITE, S.A. Tennessee Valley Au- 
thority, Ip. 39569:313-39569:313. 

8702030501 Revises response to violations noted in Insp Rept 50-259/79-04.Corrective 
actions:surveys of groundwater in-leakage performed on periodic basis to provide 
baseline data for estimates during PMF. 

DOMER.J.A. Tennessee Valley Authority. 87/01/26. GRACE, J.N. Document Control 
Branch (Document Control Desk). GRACE, J.N. Office of Nuclear Reactor Regulation, 
Director (post 851125). 2pp. 39490:250-39490:251. 

8702100193 Ack receipt of 861016 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/86-25, 50-260/86-25 & 50-296/86-25.Comments on 
denial of Violation 2.c encI.Response requested within 30 days of ltr date. 

GRACE, J.N. Region 2, Office of Director. 87/01/26. WHITE, S.A. Tennessee Valley 
Authority. 4pp. 39571:293-39571:296. 

8702030183 Forwards Insp Repts 50-259/86-35,50-260/86-35,50-296/86-35, 50-327/ 
86-56,50-328/86-56,50-390/86-22,50-391/86-22, 50-438/86-08 & 50-439/86-08 for 
several months during 1986 & notices of violations. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 87/01/28. 
WHITE, S.A. Tennessee Valley Authority. 6pp. 39484:227-39485:107. 

~8702030219 Notice of violations from insps on 86021 1 -0523,Violations noted:failure to 
rept or correct condition described in Nonconformance Rept SQNCEB8409 & internal 
procedures for SQNCEB8409 failed to meet design procedures. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 87/01/28. 
3pp. 39484:233-39484:235. 

“8702030243 Notice of violation from insp on 86021 1 -0523.Violations noted:failure to 
rept error described in WBNCEB8508 for design of two pipe clamps supporting valve 
operators & deficiencies noted in piping support calculations. 

TAYLOR.J.M. Office of Inspection & Enforcement, Director (Post 820201). 87/01/28. 
2pp. 39484:236-39484:237. 

-8702030254 Notice of violation from insp on 86021 1 -0523. Violation noted:failure to 
complete corrective actions re maintaining separation between safety Div I & II cir- 
cuits. 

TAYLOR.J.M. Office of Inspection & Enforcement, Director (Post 820201). 87/01/28. 
2pp. 39484:238-39484:239. 

“8702030272 Insp Repts 50-259/86-35,50-260/86-35,50-296/86-35, 50-327/86-56,50- 
328/86-56,50-390/86-22,50-391/86-22, 50-438/86-08 & 50-439/86-08 on 860211- 
0930. Major areas inspected:engineering design control mechanisms/mgt sys. 
SHEWMAKER.R.E., STEWART, J.C., DUBOUCHET.A.V. Office of Inspection & En- 
forcement, Director (Post 820201). 87/01/16. 200pp. 39484:240-39485:107. 

8702040063 Suppls 860620 response to violations noted in Insp Repts 50-259/86- 
09,50-260/86-09 & 50-296/86«09.Corrective actions: piping penetrations required by 
fire protection program will be inspected & sealed by 870716. 

DOMER.J.A. Tennessee Valley Authority. 87/01/29. GRACE, J.N. Document Control 
Branch (Document Control Desk). GRACE, J.N. Office of Nuclear Reactor Regulation, 
Director (post 851125). 4pp. 39498:283-39498:286. 

8702040233 Advises that scope of maint history search to further identify svcs provided 
by Furmanite.lnc for leak repairs increased in response to findings in Insp Repts 50- 
327/86-27 & 50-328/86-27.Extension needed to complete review. 

DOMER.J.A. Tennessee Valley Authority. 87/01/29. TAYLOR.J.M. Document Control 
Branch (Document Control Desk). TAYLOR.J.M. Office of Nuclear Reactor Regulation, 
Director (post 851 1 25). 2pp. 39495:027-39495:028. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. [Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 
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R. Periodic operating reports & related correspondence 
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S. Reportable occurrences, LERs & related correspondence 
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P. Operating license stage documents & correspondence 

8603180214 Forwards addl response to Generic Ltr 84-23, “Reactor Vessel Water Level 
Instrumentation in BWRs” re mod plans & schedule. 

GRIDLEY.R. Tennessee Valley Authority. 86/03/12. MULLER, D.R. BWR Project Di- 
rectorate 2. 2pp. 34980:073-34980:074. 

8702100080 Advises that GE has assured util that personnel have sufficient experience 
to perform safe end nozzle replacement in response to anonymous allegation to resi- 
dent inspector. 

DOMER.J.A. Tennessee Valley Authority. 86/12/12. ZECH.G.G. Region 2, Office of 
Director. 2pp. 39566:346-39566:347. 

8612230422 Forwards manager review group rept re maint.addl suppl to App B of rept 
& corrective assignments. 

GRIDLEY.R.L. Tennessee Valley Authority. 86/12/17. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851 125). 17pp. 39080:142-39080:225. 

8702030122 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 

GRACE, J.N. Region 2. Office of Director. 87/01 /20. WHITE, S.A. Tennessee Valley 
Authority. 3pp. 39482:350-39482:352. 

8702040142 Forwards list of issues w/corresponding util points of contact & schedule 
for submittal of employee concerns program (ECP) element rept re matl 
traceability.ECP element rept will be submitted by 870206. 

GRIDLEY.R.L Tennessee Valley Authority. 87/01/28. THOMPSON.H.L. Document 
Control Branch (Document Control Desk). THOMPSON.H.L. Office of Nuclear Reactor 
Regulation, Director (post 851 125). 7pp. 39505:345-39505:351. 

8702040098 Provides list of further updates on progress of mods to drywell/torus 
vacuum breakers, per util 841105 commitment re Generic Ltr 83-08. 

GRIDLEY.R. Tennessee Valley Authority. 87/01/29. Document Control Branch (Docu- 
ment Control Desk). MULLER, D.R. Office of Nuclear Reactor Regulation, Director 
(post 851125). 2pp. 39497:294-39497:295. 

8702080121 Requests response to 841022 request for addl info re util 840730 SPDS 
implementation plan submitted per NUREG-0737, Suppl 1 requirements. Initial re- 
sponse dtd 850228 inadequate re human factors & isolation devices, per 850912 
telcon. 

GEARS, G.E. BWR Project Directorate 2. 87/02/03. WHITE, S.A. Tennessee Valley Au- 
thority. 3pp. 39548:081-39548:083. 

8702060273 Requests assistance in conducting review of end util 861223 submittal re 
complete rev of inservice testing program.SALP input should accompany each safety 
evaluation performed.W/o end. 

MULIER.D.R. BWR Project Directorate 2. 87/02/03. WALKER, R.D. Region 2, Office 
of Director. 2pp. 39528:173-39528:174. 

8702090350 Provides new employee concern program rept for Dec 1 986 as committed 
in 860627 Itr.List of closed concerns & updated summary sheets by site, new concerns 
& data trend charts from new concerns during Feb-Dec 1986 end. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/02/03. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). DENTON, H.R. Document Control Branch 
(Document Control Desk). 60pp. 39559:191-39559:251. 

8702190132 Confirms 870209 mat meeting in Region II ofc to discuss problems experi- 
enced w/ plant recirculation piping safe-end replacement & recovery plan for restart of 
activity, per 870202 telcon. Proposed meeting agenda end. 

ZECH.G.G. Region 2. Office of Director. 87/02/04. WHITE.S.A. Tennessee Valley Au- 
thority. 3pp. 39679:1 37-39679:1 39. 

8702130433 Forwards safety evaluation supporting licensee interim acceptance evalua- 
tion of seismic qualification cable tray/ support for interim operation.pending comple- 
tion of 14 mods & Iona-term evaluation under USI A-46 implementation. 

MULLER, D.R. BWR Project Directorate 2. 87/02/05. WHITE.S.A. Tennessee Valley 
Authority. 2pp. 39640:097-39640:105. 

—6702130435 Safety evaluation supporting licensee interim acceptance evaluation of 
seismic qualification of cable tray/ supports, per USI A-46. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/05. 7pp. 
39640:099-39640:105. 

6702170271 Forwards Amends 132,128 & 103 to Licenses DPR-33.DPR-52 & DPR- 
68, respectively, changing radiological effluent Tech Specs to comply w/10CFR50,App 
I.EG&G EGG-PBS-6691 , “Radiological Effluent..." & safety evaluation also end. 
GROTENHUIS.M. BWR Project Directorate 2. 87/02/05. WHITE.S.A. Tennessee 
Valley Authority, 3pp. 39671:177-39672:022. 

-8702170288 Amends 132,128 & 103 to Licenses DPR-33.DPR-52 & DPR-68, 
respectively, changing radiological effluent Tech Specs per 10CFR50,App I. 

MULLER, D.R. BWR Project Directorate 2. 87/02/05. 166pp. 39671:180-39671:345. 

-6702170301 Safety evaluation supporting Amends 132,128 & 103 to Licenses DPR- 
33.DPR-52 & DPR-68, respectively. 

* Office of Nuclear Reactor Flegulation, Director (post 851125). 87/02/05. 6pp. 
39671:346-39671:351. 

-*6410110593 “Radiological Effluent Tech Specs (RETS) Implementation - Browns Ferry 
Nuclear Plant Units 1,2 & 3." 

SERRANO, W., DUCE.S.W., MANDLER.J.W, EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
FIN A-6459. EGG-PBS-6691. 84/09/30. NRC - No Detailed Affiliation Given. 32pp. 
39671:352-39672:022. 

6702160245 Application for amend to Licenses DPR-33.DPR-52 & DPR-68, changing 
Tech Specs to delete tables listing primary containment penetrations & valves subj to 
certain jprovisions of 10CFR50,App J.Fee paid. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/05. MULLER, D.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MULLER, D.R. Document Control Branch 
(Document Control Desk). 3pp. 39662:078-39662:092. 

-8702160257 Proposed Tech Specs.deleting tables listing primary containment penetra- 
tion & valves subj to certain provisions of 10CFR50,App J. 

* Tennessee Valley Authority. 87/02/05. 12pp. 39662:081-39662:092. 


8702180503 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, clarifying 
applicability of Definition 1 .0.C.2 to ensure definition not erroneously applied while in 
cold shutdown condition or refuel mode.Fee paid. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/06. MULLER, D.R. Office of Nuclear 
Reactor Regulation, Director (post 851 125). MULLER, D.R. Document Control Branch 
(Document Control Desk). 2pp. 39677:199-39677:204. 

-8702180507 Proposed Tech Specs.clarifying applicability of Definition 1.0.C.2 to 
ensure definition not erroneously applied while in cold shutdown condition or refuel 
mode. 

* Tennessee Valley Authority. 87/02/06. 6pp. 39677:201-39677:204. 

8702130154 Forwards weekly schedule of util activities for wks of 870209 & 16.Sched- 
ule updated & issued each Friday to reflect activities for forthcoming 2 wk period. 
THOMPSON.H.L. Office of Nuclear Reactor Regulation, Director (post 851125). 87/ 
02/09. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
TAYLOR, J.M, Office of Inspection & Enforcement, Director (Post 820201). ZECH.G. 
Region 2, Office of Director. 4pp. 39644:008-39644:01 1 . 

8702130210 Forwards notice of withdrawal of 860130 application for amends to Li- 
censes DPR-33.DPR-52 & DPR-68, changing Tech Specs re taking milk samples. 
GROTENHUIS.M. BWR Project Directorate 2. 87/02/09. WHITE.S.A. Tennessee 
Valley Authority. 2pp. 39642:284-39642:286. 

-8702130220 Notice of withdrawal of 860130 application for amends to Licenses DPR- 
33.DPR-52 & DPR-68, revising Tech Specs re requirement to take milk samples. 
MULLER, D.R. BWR Project Directorate 2. 87/02/09. Ip. 39642:286-39642:286. 

8702130419 Summary of 870129 meeting w/licensee re status of NUREG-0737 Items 
I.C.1.2, "Emergency Operating Procedures" & I.D.2, "SPDS.” Meeting notice, agenda 
& list of attendees end. 

GROTENHUIS.M. BWR Project Directorate 2. 87/02/09. BWR Project Directorate 2. 
4pp. 39639:357-39639:362. 

8702180275 Application for amend to Licenses DPR-33.DPR-52 & DPR-68, changing 
Tech Specs to delete inappropriate action from Table 3.1. A, “Reactor Protection Sys 
(SCRAM) Instrumentation Requirements." Fee paid. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/09. MULLER, D.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MULLER, D.R. Document Control Branch 
(Document Control Desk). 2pp. 39662:093-39662:105. 

-8702180282 Proposed Tech Specs.deleting inappropriate action from Table 3.1 .A, 
“Reactor Protection Sys (SCRAM) Instrumentation Requirements." 

* Tennessee Valley Authority. 87/02/09. 11pp. 39662:095-39662:105. 

8702190389 Requests review of end info & approval for use of CNSl-DW-1 11 18-01 -P, 
"CNSI Dewatering Control Process Containers Topical Rept," as process control pro- 
gram as defined in 860930 radiological effluent Tech Spec amend. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/11. MULLER, D.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MULLER.D.R. Document Control Branch 
(Document Control Desk). 6pp. 39685:128-39685:133. 

8702190637 Forwards status of review efforts of util responses to selected items in Ge- 
neric Ltr 83-28. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 87/02/11. WHITE.S.A. Tennessee 
Valley Authority. 17pp. 39690:004-39690:020. 

8702240389 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, revising 
limiting conditions for operation for iodine testing & analysis of charcoal filter 
samples, per Insp Repts 50-259/85-57,50-260/85-57 & 50-296/85-57.Fee paid. 
GRIDLEY.R. Tennessee Valley Authority. 87/02/11. MULLER.D.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MULLER.D.R. Document Control Branch 
(Document Control Desk). 3pp. 39719:001-39719:016. 

-8702240401 Proposed Tech Spec Section 3.7/4.7 re limiting conditions for operation 
for standby gas treatment sys, control room emergency ventilation & primary contain- 
ment purge sys. Justification for changes & NSHC end. 

* Tennessee Valley Authority. 87/02/11. 13pp. 39719:004-39719:016. 

8702180343 Provides updated info on facilities raw water chlorination practices.Util in- 
tends to maintain raw water sys free of clams in most practical & efficient manner 
possible. Chlorination practices will be altered as required. 

GRIDLEY.R. Tennessee Valiev Authority. 87/02/13. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 2pp. 39664:098-39664:099. 

8702240276 Notification of contract execution, Mod 10, to "Use of TVA Reactor Simula- 
tor Facilities at Chattanooga, TN for Training on Browns Ferry, Sequoyah & Bellefonte 
Simulators.” Contractor:TVA. 

COLEMAN, R. Contract Administration Branch (Post 860421). FIN B-8717. 87/02/13. 
SHOWE.S. Office of Inspection & Enforcement, Director (Post 820201). Ip. 
39715:023-39715:026. 

-8702240281 Mod 10, providing addl work entailing training for NRC inspectors & 
supervisors, to “Use of TVA Reactor Simulator Facilities at chattanooga,TN for Train- 
ing on Browns Ferry, Sequoyah & Bellefonte Simulators." 

JOHNSON, RJ. Tennessee valley Authority. WIGGINS.E.J. Division of Contracts. FIN 
B-8717. 87/02/13. 3pp. 39715:024-39715:026. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York. Inc. 3pp. 39525:230-39525:232. 

8702100280 Ack receipt of 861229 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/86-32, 50-260/86-32 & 50-296/86-32. 

ZECH.G.G. Region 2, Office of Director. 87/01/12. WHITE.S.A. Tennessee Valley Au- 
thority. Ip. 39574:260-39574:260. 

8702100032 Forwards Insp Repts 50-259/86-41,50-260/86-41 & 50-296/86-41 on 
861 208-1 2.No violations or deviations noted. 

ZECH.G.G. Region 2, Office of Director. 87/01/14. WHITE, S A Tennessee Valley Au- 
thority. 2pp. 39570:032-39570:041, 
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—8702100043 Insp Rep\s 50-259/86-41,50-260/86-41 & 50-296/8S-41 or, 861208- 
12. No violations noted. Major areas inspected: health physics aspects of Unit 2 recir- 
culation inlet safe-end replacement project. 

BASSETT, C.H., WEDDINGTON.R.E., HOSEY.C.M. Region 2, Office of Director. 87/ 
01/14. 8pp. 39570:034-39570:04 1 . 

8701140224 IE info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702100113 Ack receipt of 861230 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/86-34, 50-260/86-34 & 50-296/86-34. 

ZECH.G.G. Region 2, Office of Director. 87/01/16. WHITE, S.A. Tennessee Valley Au- 
thority. Ip. 39569:313-39569:313. 

8702100193 Ack receipt of 861016 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/86-25, 50-260/86-25 & 50-296/86-25.Comments on 
denial of Violation 2.c enct.Response requested within 30 days of Itr date. 

GRACE, J.N. Region 2, Office of Director. 87/01/26. WHITE, S.A. Tennessee Valley 
Authority. 4pp. 39571:293-39571:296. 

8702030183 Forwards Insp Repts 50-259/86-35,50-260/86-35,50-296/86-35, 50-327/ 
86-56,50-328/86-56,50-390/86-22,50-391/86-22, 50-438/86-08 & 50-439/86-08 for 
several months during 1986 & notices of violations. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 87/01/28. 
WHITE, S.A. Tennessee Valley Authority. 6pp. 39484:227-39485:107. 

—8702030254 Notice of violation from insp on 86021 1-0523. Violation noted:faiiure to 
complete corrective actions re maintaining separation between safety Div 1 & It cir- 
cuits. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 87/01/28. 
2pp. 39484:238-39484:239. 

-8702030272 Insp Repts 50-259/86-35,50-260/86-35,50-296/86-35, 50-327/86-56,50- 
328/86-56,50-390/86-22,50-391/86-22, 50-438/86-08 & 50-439/86-08 on 860211- 
093O.Major areas inspected:engineering design control mechanisms/ mgt sys. 
SHEWMAKER.R.E., STEWART, J.C., DUBOUCHET.A.V. Office of Inspection & En- 
forcement, Director (Post 820201). 87/01/16. 200pp. 39484:240-39485:107. 

8702040063 Suppls 860620 response to violations noted in Insp Repts 50-259/86- 
09,50-260/86-09 & 50-296/86-09.Corrective actions: piping penetrations required by 
fire protection program will be inspected & sealed by 87071 6. 

DOMER,J.A. Tennessee Valley Authority. 87/01/29. GRACE, J.N. Document Control 
Branch (Document Control Desk). GRACE, J.N. Office of Nuclear Reactor Regulation, 
Director (post 851 1 25). 4pp. 39498:283-39498:286. 

8702040233 Advises that scope of maint history search to further identify svcs provided 
by Furmanite.lnc for leak repairs increased in response to findings in Insp Repts 50- 
327/86-27 & 50-328/86-27.Extension needed to complete review. 

DOMER.J.A. Tennessee Valley Authority. 87/01/29. TAYLOR, J.M. Document Control 
Branch (Document Control Desk). TAYLOR.J.M. Office of Nuclear Reactor Regulation, 
Director (post 851 125). 2pp. 39495:027-39495:028. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007. "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702180518 Forwards Insp Repts 50-259/87-01,50-260/87-01 & 50-296/87-01 on 
870105-09 & notice of violation.Unresolved Hem identified will be pursued during 
future insps. 

BARR.K.P. Region 2, Office of Director. 87/02/05. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 39667:286-39667:301. 

—8702180529 Notice of violation from insp on 870105-09. 

BARR.K.P. Region 2, Office of Director. 87/02/05. 2pp. 39667:288-39667:289. 

-8702180539 Insp Repts 50-259/87-01,50-260/87-01 & 50-296/87-01 on 870105- 
09. Violations identified:failure to properly incorporate specified ferrite number in pur- 
chase documents & improper storage of compressed gas cylinder. 

GIRARD.E.H., COLEY,J.L., BLAKE, J.J. Region 2, Office of Director. 87/01/29. 12pp. 
39667:290-39667:301. 

8702190191 Forwards Insp Repts 50-259/86-36,50-260/86-36 & 50-296/86-36 on 
861001*31 & notice of violation Attention invited to unresolved items noted in insp 
rept. 

BARR.K.P. Region 2, Office of Director. 87/02/05. WHITE, S.A. Tennessee Valley Au- 
thority. 4pp. 39680:256-39680:272. 

-8702190202 Notice of violation from insp on 861001-31. 

BARR.KJP, Region 2, Office of Director. 87/02/05. Ip. 39680:260-39680:260. 


-8702190234 Insp Repts 50-259/86-36,50-260/66-36 & 50-296/86-36 on 861001- 
SI .Violation noted:failure to annually rept changes to procedure, per T0CFR50.59(b). 
FAULK, G.L., PATTERSON, C.A., BROOKS, C.R. Region 2, Office of Director. 87/01/ 
30. 12pp. 39680:261-39680:272. 

8702270326 Forwards addl info per NRR 861003 request re facility weld reinsp work 
plan.Vol !V of "TVA Welding Project Browns Ferry Nuclear Plant Phase ! Review," 
end per NRC 861212 welding insp request.W/o Enel 1. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/02/06. MULLER, D.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 39794:200-39795:329. 

-8702270337 Vol IV of "TVA Welding Project Browns Ferry Nuclear Plant Phase I 
Review." 

* Tennessee Valley Authority. 87/02/06. 425pp. 39794:202-39795:329. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


8702190446 Requests listing of insp items currently being carried as open, in order to 
cross check data base.NRC data base would identify ref items by listed data 
codes.lnfo will allow correlation of tracking sys.Response requested by 870227. 
GRIDLEY.R. Tennessee Valley Authority. 87/02/11. GRACE, J.N. Office of Nuclear 
Reactor Regulation, Director (post 851 125). GRACE, J.N. Document Control Branch 
(Document Control Desk). 2pp. 39686:359-39686:360. 

8702200186 Forwards response to violations noted in Insp Repts 50-259/86-38,50-260/ 
86-38 & 50-296/86-38 on 870102.AII nonfuel onsite SNM physically inventoried & 
documented. Rept summarizing physical inventory of nonfuel SNM also end. 
GRIDLEY.R.L Tennessee Valley Authority. 87/02/11. GRACE, J.N. Region 2, Office of 
Director. 22pp. 39699:181-39699:202. 

8702240389 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, revising 
limiting conditions for operation for iodine testing & analysis of charcoal filter 
samples, per Insp Repts 50-259/85-57,50-260/85-57 & 50-296/85-57.Fee paid. 
GRIDLEY.R. Tennessee Valley Authority. 87/02/11. MULLER, D.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 39719:001-39719:016. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702110132 IE Info Notice 87-012, “Potential Problems W/ Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8702260112 Forwards revised Page 9 to End 1 of 870211 response to violations noted 
in Insp Repts 50-259/86-38,50-260/86-38 & 50-296/86-38.Rev changes date to 
revise packer & loader training to include SNM info to 870415. 

GRIDLEY.R.L Tennessee Valley Authority. 87/02/19. GRACE, J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE, J.N. Document Control Branch 
(Document Control Desk). 3pp. 39739:225-39739:227. 


R. Periodic operating reports & related correspondence 


8702030336 "NPDES Discharge Monitoring Rept for Dec 1986.” 

RIVERS, M.E. Tennessee Valley Authority. 86/12/31. 11pp. 39480:217-39480:227. 

8702260621 Monthly operating repts for Jan 1987.W/870219 Itr. 

CREAMER.K.L., LEWIS, R.L. Tennessee Valley Authority. 87/01/31. 18pp. 39750:061- 
39750:078. 


8702110325 Submits Dec monthly rept re status of investigations of allegations through 
861 231, per 860627 commitment. Investigation repts for concerns closed in Dec also 
end. W/o repts. 

GRIDLEY.R.L Tennessee Valley Authority. 87/02/04. ZECH.G. Office of Nuclear Re- 
actor Regulation, Director (post 851125). ZECH.G. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39629:260-39629:260. 


8702170004 Forwards update of TVA activities for wks of 870209 & 16. 

GRIDLEY.R.L Tennessee Valley Authority. 87/02/06. THOMPSON.H. NRC - No De- 
tailed Affiliation Given. BARR.K. Region 2, Office of Director. 17pp. 39660:173- 
39660:189. 


S. Reportable occurrences, LERs & related correspondence 


8702180229 LER 87-001 -00:qn 870106,discovered that HPCI isolation valve had worm 
gear w/33:1 worm gear ratio instead of 60:1 gear ratio.Caused by mfg error.Correct 
valve installed prior to startup. W/870206 Itr. 

JONES, S.B., LEWIS.R.L. Tennessee Valley Authority. 87/02/06. 3pp. 39664:358- 

OAC C/i.hCh * J rr 


8702250466 Part 21 rept listing plants furnished w/penetration assemblies & noting 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J,C. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 
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V. Operator Examinations 

A7noimii2 Advises of rev to 860324 Itr re accelerated requalification program for 
87 plant.Four groups of licensees will train instead of three.Program must cont.nue unt.l 
Mar 1QA8 Summary of rev to requalification program & schedule enci. 

GRIDIEY R L Tennessee Valley Authority. 86/12/12. GRACE, J.N. Region 2. Off.ce of 
Director. 3pp. 39579:247-39579:249. 

DOCKET 50-261 H.B. ROBINSON PLANT, UNIT 2 

F. Security, medical, emergency & fire protection plans 

8605020286 Advises that 860327 Rev 2 to safeguards contingency plan consistent w/ 

P RE°y1s L S A°' R^ion 5 2°; 5 0«le oT Direct 86/04/25. UTLEY, E.E. Carolina Power 4 
Light Co. 3pp. 35791:136-35791:138. 

8612230386 Forwards Rev 14 to industrial security plan.Rev involves realignment of 
portion of pratected area barrier & associated hardware.Rev withheld (ref 

aMWERMAtLS.R. Carolina Power & Light Co. 86/12/11. GRACE, J.N. Region 2, 
Office of Director. Ip. 39078:292-39078:292. 

«7M0«0382 Forwards Insp Rept 50-261/86-30 on 861216-18 & 22.No violations or de- 
viations noted.Confirmation re understanding of resolution of exercise weaknesses re- 

XalKER R D Region 2, Office of Director. 87/01/13. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 39556:271-39556:291 . 

—8702000391 InsD Rept 50-261/86-30 on 861216-18 & 22.No violations or deviations 
noted. Major areas inspected:observation & evaluation of emergency organization func- 
tions & locations during annual exercise.Three exercise weaknesses noted. 

SARTOR, W.M., DECKER.T.R. Region 2, Office of Director. 87/01/07. 19pp. 
39556:273-39556:291. 

8702030507 Forwards FR notice of denial of amend to License DPR-23 & opportunity 
for hearing Util 850329 request for amend re dedicated/ alternate safe shutdown sys 
not needed.Fire protection sys not part of safety-related sys r |j p 

RUBENSTEIN L.S. PWR Project Directorate 2. 87/01/20. UTLEY.E.E. Carolina Power 
& Light Co. 3pp. 39485:212-39485:217. 

-8702030517 Notice of denial of amend to License DPR-23 & .°PP^ rt H n ‘^,J? r 
hearing.Request for amend unacceptable since fire protection sys not part of safety- 
related sys relied upon for safe shutdown or mttigation of DBAs. oq^oc-oi7 

RUBENSTEIN, L.S. PWR Project Directorate 2. 87/01/20. 2pp. 39485.215-39485.217. 

8702030246 Advises that 861211 Rev 14 to physical security plan consistent w/provi- 

REYES LA C T0 5 gto 5 n 4 2 P) Office e & ta Director, 87/01/23. UTLEY.E.E. Carolina Powers 
Light Co. 3pp. 39478:322-39478:324. 

8702060488 Advises that 861118 Rev 15 to radiological emergency plan consistent w/ 

^egSn^Office^o? Erector 8 87/01 /26. UTLEY.E.E. Carolina Power 4 
Light Co. Ip. 39537:060-39537:060. 

8702060445 Forwards Insp Rept 50-261 /86-31 on 861211 -8701 1 0.No violations or devi- 

VERRELLLD.M. Region 2, Office of Director. 87/01/30. UTLEY, E.E. Carolina Power 4 
Light Co. 2pp. 39536:146-39536:158. 

-8702060456 Insp Rept 50-261/86-31 on 861 211 -8701 10.No violations or deviations 
noted.Major areas inspected:Tech Spec compliance, plant tour, operations 
performance, ROs.housekeeping.site security a survedlance activities 
KRUG.H.P., LATTA.R.M., FREDRICKSON, P. Region 2, Office of Director. 87/01 /29. 
11pp. 39536:148-39536:158. 

8702180261 Advises that redemonstration of facility exercise scenario forwarded to W 
Sartor for exercise scheduled on 870218. Controller/evaluator meeting will be held on 

870217 in technical support ctr/emergency facility trainingbldg. 

BEATTY GP. Carolina Power & Light Co. 87/02/11. DECKER, T. Region 2, Office of 
Director.2pp. 39666:1 08-39666:109. 

8702250218 Apprises of findings re fire barrier penetration seals & plan of action to 
assure Integrity of 100% of fire barrier penetrations protecting safety-related areas, per 

MORGAnIfle! Carolina Power & Light Co. 87/02/13. Document Control Branch (Doc- 
ument Control Desk). 2pp. 39728:099-39728:100. 

8702270351 Forwards Insp Rept 50-261/87-01 on 870111-0210.No violation or devi- 

VE°f?RELu!b.M. Region 2, Office of Director. 87/02/19. UTLEY, E.E. Carolina Power 4 
Light Co. 2pp, 39799:122-39799:133. 

-8702270383 Insp Rept 50-261/87-01 on 870111 -021 0.No violation i or deviation 
noted.Major areas lnspected:Tech Spec compliance, including observance of any limit- 
inq conditions for operations, plant tour, operations performance & security. 

KRUG HE., LATTA.R.M., FREDRICKSON.P. Region 2, Office of Director. 87/02/19. 
10pp. 39799:124-39799:133. 

P. Operating license etage documents & correspondence 

8702030077 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encLW/o procedures. 

GRACE J N? Region 2, Office of Director. 87/01/16. UTLEY.E.E. Carolina Power & 
Light Co. *3pp. 39482:137-39482:139. 

8702030359 Forwards Amend 112 to License DPR-23 & safety evaluation^ Amend^ re- 
vises Tech Specs to increase fuel enrichment & allows storage of fuel w/max axial 

KfpWR UTLEY.E.E. Carolina Power 4 Light 

Co. 2pp. 39487:185-39487:197. 


-8702030374 Amend 112 to License DPR-23, revising Tech i Specs , to ^ncreaie fuel en- 
richment a allow storage of fuel w/max axial plane enrichment in both new & spent 

RUBENSTEIN.L.S. PWR Project Directorate 2. 87/01/20. 7pp. 39487:187-39487:193. 

-8702030386 Safety evaluation supporting Amend 112 ^ License DPR-23. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01 /zo. 4pp. 
39487:194-39487:197. 

$702030478 Forwards SER accepting util responses to Generic Ltr 83-28, Items 4.2.1 & 

REQUA P G e pw n R Carolina Power & Light 
Co. 2pp! 39485:305-39485:310. 

-8702030488 SER accepting util responses to Generic Ltr 83-28, Items 4.2.1 & 4.2.2 re 

• e pwR Project Directorate 2. 87/01/20. 4pp. 39485:307-39485:310. 

8702030507 Forwards FR notice of denial of amend to License DPR-23 & opportunity 
for hearing Util 850329 request for amend re dedicated/alternate safe shutdown sys 
not needed.Fire protection sys not part of safety-related sys n -im Power 

RUBENSTEIN, L.S. PWR Project Directorate 2. 87/01/20. UTLEY.E.E. Carolina Power 
& Light Co. 3pp. 39485:212-39485:217. 

-8702030517 Notice of denial of amend to License DPR-23 & cpportunity for 
hearing.Request for amend unacceptable since fire protection sys not part of safety- 
related sys relied upon for safe shutdown or mitigation of DBAs. ^9485-21 7 

RUBENSTEIN, L.S. PWR Project Directorate 2. 87/01/20. 2pp. 39485.21 5-39485.21 7. 

8702190242 Notification of 870218 meeting w/util in Bethesda.MD to discuss open 

REQUAG >S pWR a project Directorate 2. 87/02/12. RUBENSTEIN, LS. PWR Project Di- 
rectorate 2. 3pp. 39687:152-39687:154. 

6702260004 Forwards response to NRC 861202 request for addl inlore p ipingstress 
analysis damping values Jnduding util response to NRC comments.proposed revs to 
FSAR & util 700605 Itr transmitting seismic spectra info. 

CUTTER, A.B. Carolina Power & light Co. 87/02/16. Document Control Branch (Docu- 
ment Control Desk). 11pp. 39744:178-39744:253. 

-8702260005 Forwards “Tendon Analysis Rept," “Likelihood & C^nsequences of Tur- 
bine Overspeed" a “Addl Info Re Seismic Analysis of Class I Piping & Equipment, 
supporting request for license. W/o tendon & turbine overspeed repts. 

JONES J A. Carolina Power & Light Co. 70/06/05. MORRIS, P.A. Atomic Energy Com- 
mission. 38pp. 39744:189-39744:253. 

8702260230 Forwards comments on plant-specific considerations relevant to reactor 
coolant pump trip criterion (TMI Action Item ILK. 3. 5), in response to 861008 i® PSJ; ' h 
ZIMMERMAN.S.R. Carolina Power & Light Co. 87/02/19. Document Control Branch 
(Document Control Desk). 19pp. 39740:001-39740:019. 

8702260136 Forwards completed nuclear fuel cycle industry future activity survey, in re- 

Z^m'mERMAKSnR. Carolina Power a Light Co. 87/02/20. Document Control Branch 
(Document Control Desk). 2pp. 39753:190-39753:191. 

q. inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus. W/pSVCliS t 82/09/ 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525.232. 

8702090437 Forwards Exam Rept 50-261 /OL-86-02 of exam administered on 860930- 

VERRELU.D.M. Region 2, Office of Director. 87/01/12. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 39559:252-39560:044. 

-8702090450 Exam Rept 50-261 /OL-86-02 on 860930-1 OOZExam results:three of four 
reactor operators passed a three °f four senior reac tor operat ore pa: |sed. 559<254 

CASTO C.A., MUNRO.J.F. Region 2, Office of Director. 86/12/29. 98pp. 

39559:352. ’ 

-8702090459 Forwards comments re 860930 reactor & senior reactor operator written 
exams administered by CA Casto.Exams reviewed by listed instructors from training 

MORGAN, R.E. Carolina Power & Light Co. 86/10/02. MUNRO,J. Region 2, Office of 
Director. 52pp. 39559:353-39560:044. 

8702000382 Forwards Insp Rept 50-261 / 86-30 on 861 21 6-1 8 a 22.No violations or de- 
viations noted.Confirmation re understanding of resolution of exercise weaknesses re- 

Talker R D Region 2, Office of Director. 87/01/13. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 39556:271-39556:291. 

-8702090391 Insp Rept 50-261/86-30 on 861216-18 a 22.No violations or deviations 
noted.Major areas inspected:observation a evaluation of emergency organization func- 
tions a locations during annual exercise.Three exercise weaknesses noted. 

SARTOR, W.M., DECKER.T.R. Region 2, Office of Director. 87/01/07. 19pp. 
39556:273-39556:291. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
JORDA^.e'l Division of Emergency Preparedness & 

830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446.138- 
39446:248. 

8702090174 Suppls info discussed in Insp Rept ^261/86-12 re IE Bulletin 82-02, 
“Degradation bf Threaded Fasteners in RCPB of PWR Plants." Reactor vessel head 

C Kl°0 S RGANR S E ad S 'tiXffiSt Co. 87/01/16. VERRELU.D.M. Region 2. 
Office of Director. 2pp. 39554:058-39554:059. 
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8702100238 Ack receipt of 870106 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-261/86-28. 

REYES, L.A. Region 2, Office of Director. 87/01/27. UTLEY, E.E. Carolina Power & 
Light Co. Ip. 39571:278-39571:278. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702060445 Forwards Insp Rept 50-261/86-31 on 86121 1-8701 10.No violations or devi- 
ations noted. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/30. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 39536:146-39536:158. 

-8702060456 Insp Rept 50-261/86-31 on 86121 1-8701 10.No violations or deviations 
noted.Major areas inspected:Tech Spec compliance, plant tour, operations 
performance, ROs, housekeeping, site security & surveillance activities. 

KRUG.H.P., LATTA.R.M., FREDRICKSON, P. Region 2, Office of Director. 87/01/29. 
1 1pp. 39536:148-39536:158. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702090125 Confirms 870109 & 13 telcons w/Region II re violation noted in Insp Rept 
50-261/86-21. Corrective actions:training for accident assessment team & damage 
control team completed on 861231 & 8701 09, respectively. 

MORGAN, R.E. Carolina Power & Light Co. 87/02/03. Document Control Branch (Doc- 
ument Control Desk). 2pp. 39557:024-39557:025. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers.GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702270351 Forwards Insp Rept 50-261/87-01 on 870111-0210.No violation or devi- 
ation noted. 

VERRELLI.D.M. Region 2, Office of Director. 87/02/19. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 39799:122-39799:133. 

-8702270383 Insp Rept 50-261/87-01 on 8701 11-0210.No violation or deviation 
noted.Major areas inspected:Tech Spec compliance, including observance of any limit- 
ing conditions for operations, plant tour, operations performance & security. 

KRUG.H.E., LATTA.R.M., FREDRICKSON, P Region 2, Office of Director. 87/02/19. 
10pp. 39799:124-39799:133. 


-8507010307 Requests interpretation of 10CFR50.59 & 50.72 re facility safety-related 
components outside design basis. 

BEMIS.P.R. Region 2, Office of Director. 85/05/30. JORDAN, E.L. Division of Emer- 
gency Preparedness & Engineering Response (Post 830103). 2pp. 39674:009- 
39674:010. 


V. Operator Examinations 


8702090437 Forwards Exam Rept 50-261 /OL-86-02 of exam administered on 860930- 
1002. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/12. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 39559:252-39560:044. 

-8702090450 Exam Rept 50-261 /OL-86-02 on 860930-1 002.Exam results:three of four 
reactor operators passed & three of four senior reactor operators passed. 
CASTO.C.A., MUNRO.J.F. Region 2, Office of Director. 86/12/29. 98pp. 39559:254- 
39559:352. 

-8702090459 Forwards comments re 860930 reactor & senior reactor operator written 
exams administered by CA Casto.Exams reviewed by listed instructors from training 
unit. 

MORGAN, R.E. Carolina Power & Light Co. 86/10/02. MUNRO.J. Region 2, Office of 
Director. 52pp. 39559:353-39560:044. 


Y. Dry Cask Independent Spent Fuel Storage installations 

8702060098 Advises that Ref 3 re spacer disk 30-ft drop analysis package, in 861031 
application for amend to License DPR-23, appears to be mislabeled. Proper analysis 
package w/correct spacer disk & tube support dimensions requested. 

ROUSE, L.C. Advanced Fuel & Spent Fuel Licensing Branch. 87/01/29. CUTTER.A.B. 
Carolina Power & Light Co. Ip. 39528:242-39528:242. 
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F. Security, medical, emergency & fire protection plans 


8702100350 Forwards Rev 21 to security plan.Rev withheld (ref 10CFR73). 

LARSON, C.E. Northern States Power Co. 87/02/05. Document Control Branch (Docu- 
ment Control Desk). Ip. 39574:281-39574:281. 

8702260425 Forwards Safety Insp Rept 50-263/87-02 on 861104-870204.No violations 
noted. 

GULDEMOND.W.G. Region 3, Office of Director. 87/02/17. LARSON, C.E. Northern 
States Power Co. 2pp. 39755:338-39755:346. 

-8702260433 Insp Rept 50-263/87-02 on 861 1 04-870204.No violations noted. Major 
areas inspected:operational safety verification, maint, surveillance.security, radiation 

R rotection, spent fuel shipment, bulletin & regional requests. 

lARTMAN.P.L., JACKIW.i.N. Region 3, Office of Director. 87/02/17. 7pp. 39755:340- 
39755:346. 


G. Adjudicatory correspondence 


8702200304 Order.* Staff directed to file w/Commission & serve on petitioners & licens- 
ees detailed explanation of health & safety basis for 861020 order re use of audio 
equipment in control rooms by 870306.Carr views encl.Served on 87021 7. 

CHILK.S.J. Office of the Secretary of the Commission. #187 2546. 87/02/13. Office 
of the General Counsel. 3pp. 39692:033-39692:035. 


H. General correspondence 

8702050449 Responds to constituent, RJ Rohland.861025 Itr expressing concerns that 
NRC decision to remove radio from facility has created morale problems. Assuring 
proper control room environ very important aspect in operating nuclear plant. 
STELLO.V. Office of the Executive Director for Operations. 87/01/14. BOSCHWITZ.R. 
Senate. 3pp. 39525:148-39525:150. 


P. Operating license stage documents & correspondence 

8702100419 Forwards application for amend to License DPR-22, changing Tech Specs 
to replace rod block monitor setpoints as result of plant-specific analyses by GEFee 
paid. 

MUSOLF.D. Northern States Power Co. 87/02/04. Office of Nuclear Reactor Regula- 
tion, Director (post 851125). Ip. 39573:249-39573:261. 

-8702100420 Application for amend to License DPR-22, changing Tech Specs to re- 
place rod block monitor setpoints as result of plant- specific analyses by Gt. 
MUSOLF.D. Northern States Power Co. 87/02/04. 3pp. 39573:250-39573:252. 

-8702100427 Proposed Tech Spec changes for instrumentation that initiates rod 
block.GE addl rod block monitor setpoints for plant using ARTS end. 

* Northern States Power Co. 87/02/04. 9pp. 39573:253-39573:261. 

8702130343 Notification of 870211 & 12 meetings w/utils, Westinghouse, Sandia & MPR 
Assoc in Bethesda.MD to discuss Westinghouse ECCS model per SECY-83-472 & Vol 
1 to WCAP-10924-P. 

HSII.Y. Reactor Systems Branch (PWR-A). 87/02/05. BERLINGER.C.H. Reactor Sys- 
tems Branch (PWR-A). 3pp. 39639:246-39639:248. 

8702260068 Forwards application for amend to License DPR-22,changing Tech Specs 
to clarify radiation environ monitoring program control locations, update onsite organi- 
zational diagram & delete page not documented in Amend 46.Fee paid. 

MUSOLF.D. Northern States Power Co. 87/02/16. Office of Nuclear Reactor Regula- 
tion, Director (post 851125). 2pp. 39740:152-39740:183. 
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-8702260079 Application for amend to License DPR-22,clarifying radiation environ mon- 
itoring program control locations, updating onsite organizational diagram & deleting 
page not documented in Amend 46. 

MUSOLF.D. Northern States Power Co. 87/02/16. 10pp. 39740:154-39740:163. 

-8702260092 Proposed Tech Specs clarifying radiation environ monitoring program 
control locations.updating onsite organizational diagram, deleting page not documented 
in Amend 46 & updating QA plan. 

* Northern States Power Co. 87/02/16. 20pp. 39740:164-39740:183. 


Q. Inspection reports, IE Bulletins & correspondence 


8702110025 LER 87-Q02-Q0:on 8701 08, trip of RHR shutdown cooling sup?* y high pres- 
sure interlock occurred.Caused by pressure transient which tripped '.-■tar: cck press-re 
switches.Return lines & shutdown ccciinc supply f lushed. W/870206 Itr. 

NELSON, J., MUSCLF.D. Nodhern States Power Co. 87/02/06. 3pp. 39579:213- 
39579:215. 

8702110067 Summary of Operating Reactors Events Meeting 87-C3 on S7C2C2.List c £ 
attendees.events discussed, summary of events for input into performance md.cato: 
program & viewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 3£ f '2£> 24pp. 
39594:047-39594:070. 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

S ency Escape Self-Contained Breathing Apparatus.” W/o svc list. 
lEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 

02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702090130 Responds to NRC 861211 ttr re violations noted in Insp Rept 50-263/86- 
04.Corrective actions:standby liquid control sys modified to eliminate fuse coordination 
problem.Sys tested w/ shorted condition to verify proper fuse coordination. 

LARSON, C.E. Northern States Power Co. 87/01/07. Region 3, Office of Director. 4pp. 
39554:088-39554:091. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. _ , 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339, 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys.” Svc 
list end 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469.162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. D 

JORDAN E.L Division of Emergency Preparedness & Engineering Response (Post 
8301 03).' 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 

JORDAN, lx. "Division of Emergency Preparedness & v E "§ in f n e ; in 9 n ” e n sp °"|S 5 S2? 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575.032 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
?ORDw5 y iL S Divisio e n n of Emergency Preparedness & 

830103) 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528.251 
39528:357. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 

^OrIdAn'eT I* Division of Emergency Preparedness & Engineering Response (Post 
830103) 87702/1 1 Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 

JOTOAf^EX.^DMsion of Emergency Preparedness & > ^g in ® e J!' ,n f l 0 £ t ®^ p §9702-228- 
830103). 87/02/13. Consolidated Edison Co. of New York, inc. 107pp. 39702.22 

39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metat Clad Circuit 
39691:265. 

fl'moi'Mvxn Sunni 1 to IE Info Notice 86-106, “Feedwater Line Break/’ Svc list end. 
87 J 0 ORD°mE L P g!visio 0 n of ^^ency Preparedness & Engineering ^ponse^Post 
830103). 87/02/13. Consolidated Edison Co. of New YorK, inc. ph 
39784:224. 

670226042S Forwards Safety insp Rept 50-263/87-02 on 861104-870204.No violations 

QULDEMOND.W.G. Region 3, Office of ; Director. 87/02/17. LARSON.C E. Northern 
States Power Co. 2pp. 39755:338-39755.346. 

ffiSSSKC Stetw oHEft oKSt 87/02/17. 7pp. 39755:340- 
39755:346. 

R. Periodic operating reports & related correspondence 

** 7 MYRA0o! AX nt M (l S(X f!d N orthern^ States 7 po we r °Co 6 87/01/31. 4pp. 39577:354- 
39577:357. 

S. Reportable occurrence., LER. * related correspondence 

8702110363 Part 21 rept re failure abator dutch mechantsm'fr om" manual 

SS& & En,0rCe ™ nl ' 

tor (Post 820201). 6pp. 39590:288-39590.293. 


8702180335 LER 87-003-00:on 870 11 2, fire door blocked open & unattended for 8 h or 
more during routine maint activities.Caused by inadequate trairsmg of oersonne? .Water 
hose removed & fire door closed.Addl fire doc r training initiated. W/S7C2" 1 “r 
ALBOLD.W.W., MUSOLF.D. Northern States Power Co. 87/02/11. 3??. 3356c: f 56- 
39666:158. 

8702260606 LER 87-004-00:on 8701 19, plant painters working in reactor feedwater 
pump area tripped reactor feedwater pump 11. Caused by _ painters wiping paint off 
loose- cauce class. Loose oauco c'ass replaced. Setcoint verified. W/870218 Itr. 

D-LLEY.D A., MUSOLF.D Mcrthcm Stales .'ov-r Co. 87/02/18. 3pp. 39750:084- 
39750:086. ' 

DOCKET 50-264 DOW CHEMICAL CO. 

V. Operator Examinations 

8702170658 Forwards revised licensed operator requalification program for faalrty.per 
HN Berkow recommendation.Revised program follows guidance of ANSs/ANS 156.4- 
1977 

RAMPY L W Dow Chemical Co. 87/02/09. Office of Nuclear Reactor Regulation, Di- 
rector (post 851125). Ip. 39660:340-39660:344. 

-8702170663 Revised licensed operator requaiification program for facility. 

* Dow Chemical Co. 87/02/09. 4pp. 39660:341-39660:344. 

DOCKET 50-265 QUAD-CITIES STATION, UNIT 2 

F. Security, medical, emergency 8 fire protection plans 

8702050228 Forwards “Exercise Rept, Quad Cities Nuclear Power Station. 
cise” on 860826 of State of IL offsite radiological emergency preparedness 
plans.Nothing observed that would affect FEMA approval of plan. Div j_ 

KRIMM.R.W. Federal Emergency Management ^n(g^ 87 / 01 / 21 _ JORDAN E L. Dm 
sion of Emergency Preparedness 8 Engineering Response (Post 830103). 5pp. 
39511:018-39511:056. 

-8702050233 “Exercise Rept,Quad Cities Nuclear Power Station, Joint Exercise" on 
860826 of State of IL offsite radiological emergency preparedne^ |^ns 

* Federal Emergency Management Agency. 86/12/29. 34pp. 39511. 023-395 n.uoo. 

8702050330 Revised station procedures, including Rev 20 to iQEP 340-0 "JcoiTOjjj 
actions, Rev 4 to QEP 340-7 re chemical spill cleanup & Rev 9 to QEP 340-5 re sia 

• ’commonwealth Edison Co. 87/01/22. 12pp. 99520:092-39520:103. 

87 ,°nf.S 

^CommonwesSth Edfcson Co. 2 87/01/29. 9pp. 39497:311-39497:319. 

87 r^^or State ofTA^ Hinton 8 ! 1 

W S bS ^n T ri^^ e tf n ^t^ U 873 9 0^^ Commonweal 

Edison Co. 2pp. 39549:210-39549:253. 

8702170370 Forwards Safety Insp Repts 50-254/87-02 & 50-265/87432 on 861130- 

WARNiacTF^R^nToffice of Director. 87/02/09. REED.C. Commonwealth 
Edison Co! 2pp. 39650:300-39650:315. 

~ 8 notecHa 88 re toTollo^R^^S^Procedure'l-l? “tJormal 

RiNG M^e^nl^TSector. 87/02/09. 13pp. 39650:303-39650:315. 

n^RM^LiAns^^Fee Management Branch (Post B61 123). 87/02/12. 

FARRARDi. SmonwSm &SS&. Ip. 39707:257-39707:257. 

p. Operating license stage documents & correspondence 
8702060132 Forwards AmandsW 

safety evaluation. Amends deeto certain Jech Specsj«e denjed 

testing r^uirem€ BWfm^S ‘‘^ 7 XirFlaa ARAL. c£.monwea:th 

Edison Co. 3pp. 39548:189-39548:211. 

—8702060152 Amends 99 I 5. M Mo 

^OuSsKI,J°A d< twR^^St^t^OI^I. 14pp. 39548:192-39548:205. 
-8702060165 Safety evaluation supporting Amends 99 S 96 to Licenses DPR-29 & 
P^SfTSSSt Reader ReguiaUon. Erector (post 851125). 87/01/21. 2pp. 
39548:206-39548:207. 
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—8702060174 Notice of denial of amends to Licenses DPR-29 & DPR-30 & opportunity 
for hearing. Proposed amends would delete requirement for testing operable emergen- 
cy diesel generator. 

ZWOUNSKU.A. BWR Project Directorate 1. 87/01/21. 3pp. 39548:208-39548:210. 

-8702060194 Requests FR publication of notice of issuance of Amends 99 & 96 to Li- 
censes DPR-29 & DPR-30,respectively.Amends revise Tech Specs to delete certain 
emergency diesel generator surveillance testing requirements. 

ZWOUNSKU.A. BWR Project Directorate 1. 87/01/21. NRC - No Detailed Affiliation 
Given. Ip. 39548:211-39548:211. 

8702060153 Forwards 861 C2" safety evaluation supporting BWR Owners Group topical 
response to ATWS rule :CDFR50 62. ;: ep: may be ref by licensees participating in 
owners group topical rept. Plant-specific inputs requested by 870331. 

ZWOUNSKU.A. BWR Project Directorate 1. 87/01/27. FARRAR.D.L. Commonwealth 
Edison Co. 3pp. 39547:030-39547:056. 

8702090464 Forwards “Reactor Containment Bldg Integrated Leak Rate Test, Quad- 
Cities Nuclear Power Station, Unit 2,861014-15.“ Next Type A test scheduled for 
Spring 1988. 

BAX.R.L. Commonwealth Edison Co. 87/02/02. DENTON, H. Office of Nuclear Reac- 
tor Regulation, Director (post 851125). Ip. 39558:313-39559:031. 

-8702090468 “Reactor Containment Bldg Integrated Leak Rate Test, Quad-Cities Nu- 
clear Power Station.Unit 2,861 01 4-1 5.’ - 

* Commonwealth Edison Co. 86/10/15. 77pp. 39558:314-39559:031. 

8702130318 Forwards Amends 100 & 97 to Licenses DPR-29 & DPR-30, respectively & 
safety evaluation.Amends incorporate miscellaneous changes to Tech Spec Section 6 
re administrative controls. 

ZWOUNSKU.A. BWR Project Directorate 1. 87/02/02. FARRAR.D.L. Commonwealth 
Edison Co. 2pp. 39639:179-39639:240. 

-8702130331 Amends 100 & 97 to Licenses DPR-29 & DPR-30, respectively, incorporat- 
ing numerous changes to Tech Spec Section 6, “Administrative Controls." 
ZWOUNSKU.A. BWR Project Directorate 1. 87/02/02. 57pp. 39639:181-39639:237. 

-8702130351 Safety evaluation supporting Amends 100 & 97 to Licenses DPR-29 & 
DPR-30, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/02. 3pp. 
39639:238-39639:240. 

8702100245 Forwards “Quad Cities Nuclear Power Station Units 1 & 2, General Abnor- 
mal Manual." 

BUSS.R. Commonwealth Edison Co. 87/02/04. ZWOLINSKI.J.A. Division of Boiling 
Water Reactor (BWR) Licensing. Ip. 39573:284-39574:091. 

-8702100251 “Quad Cities Nuclear Power Station Units 1 & 2, General Abnormal 
Manual." 

* Commonwealth Edison Co. 86/12/31. 150pp. 39573:285-39574:091. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

S ency Escape Self-Contained Breathing Apparatus." W/o svc list. 

EYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diese Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702180430 Responds to NRC 870103 Itr re vie lions noted in Insp Repts 50-254/86- 
16 & 50-265/86-16 on 861 009-1 204.Corrective actions:safety-related parts evaluated 
per Procedure 600-4 & Checklist QAP 1500-S2 for technical adequacy. 

TURBAK.M.S. Commonwealth Edison Co. 87/02/06. KEPPLER.J.G. Region 3, Office 
Of Director. 6pp. 39662:1 57-39662:1 62. 

8702170346 Forwards corrected pages to Safety Insp Repts 50-254/86-20 & 50-265/ 
86-19 on 861 11 0-21 .correcting insp rept numbers. 

PAPERIELLO.CJ. Region 3, Office of Dir >ctor. 87/02/09. REEO.C. Commonwealth 
Edison Co. Ip. 39650:328-39650:331. 


-8702170510 Revised Pages 1 & 4 of Insp Repts 50-254/86-20 & 50-265/86-1 9, cor- 
recting rept numbers from 86-19 & 86-20, respectively. 

HAREMS., DAMON, D., CLARK.F. Region 3, Office of Director. 87/02/03. 3pp. 
39650:329-39650:331. 

8702170370 Forwards Safety Insp Repts 50-254/87-02 & 50-265/87-02 on 861130- 
870131 & notice of violation. 

WARNICK.R.F. Region 3, Office of Director. 87/02/09. REED.C. Commonwealth 
Edison Co. 2pp. 39650:300-39650:315. 

-8702170386 Insp Repts 50-254/87-02 & 50-265/87-02 on 861130-870131. Violation 
noted:failure to follow Rev 38 to Procedure 1-1, “Normal Unit Startup,” causing unit to 
scram on low condensor vacuum. 

RING.M.A. Region 3, Office of Director. 87/02/09. 13pp. 39650:303-39650:315. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702250215 Advises that info provided in listed submittals re inservice insp during 
Winter 1986 refueling outage acceptable. Documents 870119 verbal authorization to 
commence startup. 

AULUCK.R. BWR Project Directorate 1. 87/02/17. FARRAR.D.L. Commonwealth 
Edison Co. 2pp. 39742:313-39742:314. 

8702270424 Forwards Safety insp Repts 50-254/87-03 & 50-265/87-03 on 870126- 
0209.No violations noted. 

SHAFER, W.D. Region 3, Office of Director. 87/02/19. REED.C. Commonwealth 
Edison Co. 2pp. 39789:335-39789:348. 

-8702270438 Safety Insp Repts 50-254/87-03 & 50-265/87-03 on 870126- 0209.No 
violations or deviations identified.Major areas inspected:confirmatory measurement 
program, radiological environ monitoring program & Violation 86018-02. 

JANUSKA.A.G., SCHUMACHER, M.C. Region 3, Office of Director. 87/02/18. 12pp. 
39789:337-39789:348. 


R. Periodic operating reports & related correspondence 


8702190016 Monthly operating repts for Jan 1987.W/870202 Itr. 

SCHMIDT, K.A., ROBEY.R.A. Commonwealth Edison Co. 87/01/31. 24pp. 39679:334- 
39679:357. 


8702250078 Forwards listing of changes.tests & experiments completed during Jan 
1987.Summary of safety evaluation being reported in compliance W/10CFR50.59. 
ROBEY.R.A. Commonwealth Edison Co. 87/02/11. CASE.E.G. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 4pp. 39728:008-39728:01 1 . 


S. Reportable occurrences, LERs & related correspondence 

8702090082 LER 87-001-00:on 870103, during core spray logic testina,1/2 diesel gener- 
ator did not auto-start during simulated initiation signals.Caused by blown negative 
fuse in auto- start circuit.Fuse replaced.W/870124 Itr. 

BRITZ.D.J., BAX.R.L Commonwealth Edison Co. 87/01/24. 7pp. 39549:169- 
39549:175. 

8702110445 NPDES noncompliance notifications 870128,fecal coliform greater than 
400 colonies/ 100 milliliters.Caused by very low flow in chlorinator tablet tube 
spacers.Spacers removed from tablet tubes to allow for low flow. 

ROBEY.R.A. Commonwealth Edison Co. 87/01/30. Illinois, State of. 2pp. 39588:195- 
39588:196. 


8702170581 NPDES noncompliance notificatiomon 870 128, fecal coliform level found 
reater than 400 colonies/ 100 ml in discharge from Sanitary Treatment Plant 
05. Caused by effluent flow too low to contact w/chlorine tablets.Spacers removed. 
ROBEY.R.A. Commonwealth Edison Co. 87/01/30. Illinois, State of. Ip. 39650:352- 
39650:352. 

8702190385 NPDES noncompliance notification-.on 870202,total residual chlorine titra- 
tion exceeded daily max of 0.22 ppm.Cause unknown.Possible causes 
listed.Corrective actions:injection stopped when limit reached & valve lineup verified. 
ROBEY, R.A. Commonwealth Edison Co. 87/02/06. Illinois, State of. 2pp. 39686:074- 
39686:075. 


V. Operator Examinations 

8702090306 Discusses 870116 meeting w/util at Region III ofc re results of exams ad- 
ministered during wk of 861215 to operators completing accelerated requalification 
program. Concern raised re failure of 50% of operators to pass exams. 
PAPERIELLO.C.J. Region 3, Office of Director. 87/01/30. REED.C. Commonwealth 
Edison Co. 2pp. 39557:072-39557:073. 
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DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fir® protection plans 

8702030299 Forwards public version of revs to emergency plan implementing 
procedures, including Rev 13 to EPIP 1.4, “Radiological Dose Evaluation” & Rev 10 to 
EPIP 1.8, “Emergency Offsite Dose Estimations.” w/870130 release memo. 
BURNSTEIN.S. Wisconsin Electric Power Co. 87/01/13. Record Services Branch 
(Document Control Desk). 5pp. 39484:001-39484:155. 

-8702030313 Public version of revs to emergency plan implementing 
procedures.including Rev 13 to EPIP 1.4, “Radiological Dose Evaluation” & Rev 10 to 
EPIP 1.8, “Emergency Offsite Dose Estimations.” 

* Wisconsin Electric Power Co. 87/01/05. 152pp. 39484:006-39484:155. 

8702100026 Responds to NRC 861105 Itr re violations noted in Insp Repts 50-266/86- 
16 & 50-301/86-15 on 860807-08 & 1016-17. Corrective 

actions:staffing, recruitment, development, mgt commitment & resources re health phys- 
ics coverage evaluated. 

FAY.C.W. Wisconsin Electric Power Co. 87/02/04. Document Control Branch (Docu- 
ment Control Desk). 4pp. 39572:035-39572:038. 

8702190607 Confirms 8701 28 notification to resident inspectors re two items concerning 
App R compliance discovered during review of fire protection commitments in prepa- 
ration for upcoming NRC App R insp. 

FAY.C.W. Wisconsin Electric Power Co. 87/02/13. LEAR.G. PWR Project Directorate 

1. 2pp. 39685:159-39685:160. 

8702260244 Forwards Safeguards Insp Repts 50-266/87-04 & 50-301/87-04 on 
870126-30.No violations noted. 

AXELSON.W.L. Region 3, Office of Director. 87/02/20. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 39751:240-39751:242. 

-8702260261 Partially withheld Insp Repts 50-266/87-04 & 50-301/87-04 on 870126-30 
(ref 10CFR73.21).No violations noted.Major areas inspected:mgt effectiveness, safety 
organization, security program audit, records & repts & testing & maint. 

DROUIN.B., CREED.J.R. Region 3, Office of Director. 87/02/20. Ip. 39751:242- 
39751:242. 


J. insurance & indemnity information 

8702250414 Informs that 1987 financial info submitted in 870216 Itr satisfies 
10CFR1 40.21 requirements that each licensee maintain approved guarantee of pay- 
ment of deferred premiums for each operating reactor over 100 MW(e). 

NASH.D. Office of State Programs, Director. 87/02/18. REMMEl.J.G. Wisconsin Elec- 
tric Power Co. Ip. 39741:075-39741:075. 


P. Operating license stag® documents & correspondence 

$702060282 Forwards ME101 analysis listing & computer generated plot for main steam 
dump sys supported w/energy absorbers. Analysis listing includes original input 
listing.interpreted listing for weight & seismic analyses.W/o ends. 

FAY.C.W. Wisconsin Electric Power Co. 86/12/08. DEGRASSI.G. Brookhaven Nation- 
al Laboratory. Ip. 39529:054-39529:054. 

8702060329 Forwards Bechtel-generated artificial time history for SSE horizontal com- 
ponent used in analysis of main steam dump sys.per 861211 meeting.Bechtel review 
of SRP 3.7.1 also discussed. W/o ends. 

FAY.C.W. Wisconsin Electric Power Co. 86/12/16. DEGRASSI.G. Brookhaven Nation- 
al Laboratory. Ip. 39536:033-39536:033. 

8702060018 Advises that mods to protect diesel generator voltage regulator cabinets 
from fire protection sprinkler operation adequately address NRC concerns identified in 
860916 safety evaluation, per util 861031 Itr. 

COLBURN, T.G. PWR Project Directorate 1. 87/01/21. FAY.C.W. Wisconsin Electric 
Power Co. 3pp. 39526:084-39526:086. 

8702060265 Marked-up confirmation of responses to questions re modeling of piping in 
relief valve manifold, per mainstream outside containment energy absorber 
application.MEIOI analysis of sys weight & thermal expansion load also end. W/o 

FAY.C.W. Wisconsin Electric Power Co. 87/01/22. DEGRASSI.G. Brookhaven Nation- 
al Laboratory. 2pp. 39529:052-39529:053. 

8702020422 Updates status of completion of NUREG-0737,Suppl 1 requirements & Reg 
Guide 1.97 instrumentation commitments, per T Colburn request.Plant process com- 
puter sys installed during 1986 refueling outages. 

FAY.C.W. Wisconsin Electric Power Co. 87/01/26. Document Control Branch (Docu- 
ment Control Desk). LEAR.G. PWR Project Directorate 1. 3pp. 39449:151-39449:153. 

8702080146 Partial response to FOIA request for SECY papers re environ 
qualification.App B documents available in PDR.App C & D documents partially & 
completely withheld, respectively (ref FOIA Exemption 5). 

GRIMSLEy.D.H. Division of Rules and Records. 87/02/02. WILLIAMS, O.G. JRA As- 
sociates. 6pp. 39548:062-39548:077. 

-8702060170 Partially withheld SECY paper re extension pf environ qualification 
851130 deadline. Recommends that Commission issue end order re extension of 
deadline for plant.W/o end. 

FITZGERALD, J.A. Office of the General Counsel. SECY-85-330A. 85/11/15. 2pp. 
39548:070-39548:071. 

8702060346 Forwards SER accepting util 831107 response to Generic Ltr 83-28, Item 
4.5.2, “Reactor Trip Sys Reliability .On-Line Testing.” Contractor rept EGG-NTA-7459 
also end 

NEIGHBORS, J.D. PWR Project Directorate 3. 87/02/02. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 3pp. 39546:230- 
39546:234. 

-8701290430 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, JM Farley Nuclear Plant Units 1 & 2, RE Ginna Nuclear Power Plant, Haddam Neck 
Plantjndian Point Unit 2...,” technical evaluation rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7459. 
87/01/09. NRC - No Detailed Affiliation Given. 21pp. 39546:235-39546:255. 


8702180720 Forwards Amends 105 & 108 to Licenses DPR-24 & DPR-27, respectively 
& safety evaluation. Amends revise Tech Specs re limiting conditions for operation of 
component cooling water sys. 

COLBURN.T.G. PWR Project Directorate 1. 87/02/02. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 39673:008-39673:01 9. 

-8702180725 Amends 105 & 108 to Licenses DPR-24 & DPR-27, respectively, revising 
T ech Specs re limiting conditions for operation of components cooling water sys. 
COLBURN.T.G. PWR Project Directorate 1. 87/02/02. 7pp. 39673:010-39673:016. 

-8702180730 Safety evaluation supporting Amends 105 & 108 to Licenses DPR-24 & 
DPR-27, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/02. 3pp. 
39673:017-39673:019. 


8702130231 Forwards safety evaluation supporting util 831107 & 860411 responses to 
Generic Ltr 83-28,!tems 3.2.1 & 3.2.2 re post-maint testing of all other safety-related 
components. 

COLBURN.T.G. PWR Project Directorate 1. 87/02/05. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 39644:067-39644:071. 

-8702130234 Safety evaluation supporting util 831107 & 860411 responses to Generic 
Ltr 83-28 re post-maint testing of all other safety-related components. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/05. 3pp. 
39644:069-39644:071. 


8702130336 Forwards safety evaluation supporting util 831107 & 860411 responses to 
Generic Ltr 83-28, Item 4.5.2 re reactor trip sys reliability on-line testing.Multi-Plant 
Action B-93 & TACs 54013 & 54014 remain open until NRC reviews Item 4.5.3. 
COLBURN.T.G. PWR Project Directorate 1. 87/02/05. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 39644:095-39644:119. 

-8702130349 Safety evaluation supporting util 831107 & 860411 responses to Generic 
Ltr 83-28, Item 4.5.2 re reactor trip sys reliability on-line testing.Plant designed to 
permit on-line functional testing of diverse trip features of breakers. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/05. 2pp. 
39644:097-39644:119. 


8702130343 Notification of 870211 & 12 meetings w/uti!s,Westinghouse, Sandia & MPR 
Assoc in Bethesda.MD to discuss Westinghouse ECCS model per SECY-83-472 & Vol 
1 to WCAP-1 0924-P. 

HSII.Y. Reactor Systems Branch (PWR-A). 87/02/05. BER LINGER, C.H. Reactor Sys- 
tems Branch (PWR-A). 3pp. 39639:246-39639:248. 

8702190666 Forwards "Results of Boraflex Exam, Point Beach Nuclear Plant," providing 
results of exam of two poison insert assemblies from spent fuel storage racks.per util 
860723 Itr.Full-length inserts in excellent condition. 

FAY.C.W. Wisconsin Electric Power Co. 87/02/11. LEAR.G. PWR Project Directorate 
1. 3pp. 39693:139-39693:164. 

-8702190669 “Results of Boraflex Exam.Point Beach Nuclear Plant.” 

* Wisconsin Electric Power Co. 87/02/11. 23pp. 39693:142-39693:164. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g encv Escape Self-Contained Breathing Apparatus." W/o svc list. 
lEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 

02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 


8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 


8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 


8702060518 Forwards Safety Insp Repts 50-266/87-03 & 50-301/87-03 on 870105- 
09.No violations noted. 

SHAFER.W.D. Region 3, Office of Director. 87/02/03. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 39536:212-39536:225. 

-8702060521 Insp Repts 50-266/87-03 & 50-301/87-03 on 8701 05-09.No violations or 
deviations noted.Major areas inspected: chemistry & radiochemistry, including water 
control & QA/QC of sampling & analysis in lab. 

HOLTZMAN.R.B., 0ESTMANN.M.J., HOUSE, J.E. Region 3, Office of Director. 87/02/ 

03. 12pp. 39536:214-39536:225. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 
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8702100026 Responds to NRC 861105 Itr re violations noted in Insp Repts 50-266/86- 
16 & 50-301/86-15 on 860807-08 & 1016-17. Corrective 

actions:staffing, recruitment, development, mgt commitment & resources re health phys- 
ics coverage evaluated. 

FAY.C.W. Wisconsin Electric Power Co. 87/02/04. Document Control Branch {Docu- 
ment Control Desk). 4pp. 39572:035-39572:038. 

8702100412 Responds to NRC 870107 Itr re violation & open items in Insp Repts 50- 
266/86-21 & 50-301 /86-18.Corrective actions:study to develop new instrumentation 
sys & to determine sensor weighting factors performed. 

FAY.C.W. Wisconsin Electric Power Co. 87/02/04. Document Control Branch (Docu- 
ment Control Desk). 4pp. 39573:262-39573:265. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702190372 Forwards Safety Insp Repts 50-266/87-02 & 50-301/87-02 on 861201- 
870131 & notice of deviation. 

GULDEMOND.W.G. Region 3, Office of Director. 87/02/10. FAY.C.W. Wisconsin 
Electric Power Co. 2pp. 39685:333-39685:343. 

-8702190394 Notice of deviation from insp on 861201-870131. 

GULDEMOND.W.G. Region 3, Office of Director. 87/02/10. Ip. 39685:335-39685:335. 

-8702190413 Insp Repts 50-266/87-02 & 50-301/87-02 on 861201-870131. Deviation 
noted:failure to comply w/commitment made in response to IE Bulletin 79-24 re moni- 
toring of traced lines in facades. 

DEFAYETTE.R. Region 3, Office of Director. 87/02/06. 8pp. 39685:336-39685:343. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
3970 2:227. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Pest 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 


8702190607 Confirms 870128 notification to resident inspectors re two items concerning 
App R compliance discovered during review of fire protection commitments in prepa- 
ration for upcoming NRC App R insp. 

FAY.C.W. Wisconsin Electric Power Co. 87/02/13. LEAR.G. PWR Project Directorate 
1 . 2pp. 39635:1 59-39685:1 60. 

8702250332 Concludes that followup verification insp of instrumentation to detect inad- 
equate core cooling unnecessary.lmplementation of TMI Action Plan Item II.F.2 
completed, per 850305 & 29 & 870119 Itrs in response to 841227 request for addl 
info. 

COLBURN, T.G. PWR Project Directorate 1. 87/02/13. FAY.C.W. Wisconsin Electric 
Power Co. 4pp. 39743:108-39743:11 1, 

8702200009 Informs of status of IE Bulletins 83-01 & 83-04 for listed plants.Based on 
verbal confirmation that insp repts final, closeouts for Cook, Kewaunee & Point Beach 
may be closed. 

BAER.R.L. Engineering & Generic Communications Branch. NRC-05-85-1 57-02. 87/ 
02/17. DEAN.R.S. Parameter, Inc. 2pp. 39725:021-39725:022. 

8702260244 Forwards Safeguards Insp Repts 50-266/87-04 & 50-301/87-04 on 
870126-30.No violations noted. 

AXELSON.W.L. Region 3, Office of Director. 87/02/20. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 39751:240-39751:242. 

•>8702260261 Partially withheld Insp Repts 50-266/87-04 & 50-301/87-04 on 870126-30 
(ref 10CFR73.21).No violations noted.Major areas inspected:mgt effectiveness, safety 
organization.security program audit, records & repts & testing & main! 

DROUIN.B., CREED.J.R. Region 3, Office of Director. 87/02/20. Ip. 39751:242- 
39751:242. 


R. Periodic operating reporta & related correspondence 

8702110105 Monthly operating repts for Jan 1987.W/870206 Itr. 

KRAUSE, C.W., FAY.C.W, Wisconsin Electric Power Co. 87/01/31. 9pp. 39579:218- 
39579:226. 
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F. Security, medical, emergency & fire protection plans 

8702030523 Issue 8 to Radiological Emergency Response Plan REPR-POSE, “Offsite 
Dose Calculation Methodology.’' W/870121 Itr. 

GAHMJ.W. Public Service Co. of Colorado. 87/01/21. GAGUARDO.J.E. Document 
Control Branch (Document Control Desk). 79pp. 39483:079-39483:157. 

8702040379 issue 9 to Section 7 of “Radiological Emergency Response Plan - Plant" 
W/870128 Itr. 

GAHM.J.W. Public Service Co. of Colorado. 87/01/21. GAGUARDO.J.E. Document 
Control Branch (Document Control Desk). 28pp. 39506:156-39506:183. 


8702040224 Advises util to complete App R mods to facility expeditiously.Staff consid- 
ers dates in 861120 & 1229 Itrs as commitments.NRC considering rev to listing of util 
commitments re operation of facility. 

HEITNER.K.L. Standardization & Special Project Directorate. 87/01/23. 
WILLIAMS, R.O. Public Service Co. of Colorado. 4pp. 39509:329-39509:332. 

8702040361 Forwards revs to Administrative Procedure G- 12, Issue 4. W/o end. 
GAHM.J.W. Public Service Co. of Colorado. 87/01/28. Document Control Branch 
(Document Control Desk). Ip. 39505:359-39505:359. 

8702030212 Forwards Insp Rept 50-267/86-34 on 861215-18.No violations or devi- 
ations noted. 

GAGUARDO.J.E. Region 4, Office of Director. 87/01/29. WILLIAMS, R.O. Public Serv- 
ice Co. of Colorado. 2pp. 39474:199-39474:201. 

-8702030217 Partially withheld Insp Rept 50-267/86-34 on 861215-18 (ref 
10CFR73.21).No violations or deviations noted.Major areas 
inspected;lighting, assessment aids, lock & key control, compensatory measures & de- 
tection aids & physical barriers. 

EARNEST, A.B., YANDELL.L.A. Region 4, Office of Director. 87/01/19. Ip. 39474:201- 
39474:201. 

8702040506 Forwards response to NRC 861231 Itr re violations noted in Insp Rept 50- 
267/86-28.Response withheld (ref 10CFR73.21). 

GAHM.J.W. Public Service Co. of Colorado. 87/01/29. Document Control Branch 
(Document Control Desk). 2pp. 39503:169-39503:170. 

8702170540 Forwards Insp Rept 50-267/87-02 on 8701 06-09. No violations or devi- 
ations noted.Response outlining actions taken or to be taken to address items in 
Paragraph 3 roouost&c) 

GAGUARDO.J.E. Region 4, Office of Director. 87/02/09. WILLIAMS, R.O. Public Serv- 
ice Co. of Colorado. 2pp. 39654:279-39654:281. 

-8702170543 Partially withheld Insp Rept 50-267/87-02 on 870106-09 (ref 
10CFR73.21).No violations or deviations noted.Major areas inspected:matl control & 
accounting. 

EARNEST, A.B., HUFF.D., YANDELL.L.A. Region 4, Office of Director. 87/01/30. Ip. 
39654:281-39654:281. 

8702170618 Forwards Insp Rept 50-267/87-03 on 870101-31. No violations or devi- 
ations noted. 

GAGUARDO.J.E. Region 4, Office of Director. 87/02/11. WILLIAMS, R.O. Public Serv- 
ice Co. of Colorado. 2pp. 39654:308-39654:320. 

-8702170627 Insp Rept 50-267/87-03 on 870101 -31. No violations or deviations 
noted.Major areas inspected:operational safety verification, in-office review of periodic 
& special repts, action on LERs, emergency response & ESFs. 

FARRELL.R.E., MICHAUD.P.W., SKOW.M.E. Region A, Office of Director. 87/02/10. 
1 1 pp. 39654:3 1 0-39654:320. 

8702240173 Forwards response to NRC 870203 request for addl info re firewater cool- 
down from 82% of full power, per util 861230 & 870115 Itrs. 

BREY.H.L. Public Service Co. of Colorado. 87/02/17. BERKOW.H.N. Standardization 
& Special Project Directorate. 20pp. 39717:171-39718:077. 

-8702240207 Issue A to "Economizer-Evaporator-Superheater Cooldowns for Equip- 
ment Qualification & App R Events W/Vent Lines (1.5 h Delay).” 

POTTER, R.C., GULDE.R.J. GA Technologies, Inc./General Atomic Co. 909269 I A. 
87/02/05. 139pp. 39717:191-39717:331. 

-8702240222 “Effect of Delayed Firewater Cooldown W/Loss of Liner Cooling on 
PCRV Temps.” 

BETTS, W.S. GA Technologies, Inc./General Atomic Co. 909041. 86/09/30. 19pp. 
39717:332-39717:350. 

-8702240228 Issue A to "Fort St Vrain:Delayed Firewater Cooldown;Effect of Uner 
Cooling on Orifice Valve Temps.” 

ELLIOTT, R., GULDE.R. GA Technologies, Inc./General Atomic Co. 907935 I A. 86/ 
02/20. 25pp. 39717:351-39718:014. 

-8702240238 Rev A to "Engineering Evaluation of Procedure to Recover From Actu- 
ation of Steam Line Rupture Detection/Isolation Sys for Power Levels Through P2.” 
FEKETE.M.J., ATKISSON.R.J., GEANEY.G.W. Public Service Co. of Colorado. EE-EQ- 
0023 RA. 87/01/26. 63pp. 39718:015-39718:077. 

8702250284 Advises that 861222 radiological emergency response plan changes ac- 
ceptable. 

GAGUARDO.J.E. Region 4, Office of Director. 87/02/19. WILLIAMS.R.O. Public Serv- 
ice Co. of Colorado. 2pp. 39727:291-39727:292. 


P. Operating license stage documents & correspondence 

8702170007 Forwards safety evaluation re use of Issue 1 2 of revised offsite dose calcu- 
lation manual w/Tech Specs to assure compliance w/requirements of 10CFR20 & 
SO.Apps A & I re release of radioactive matls.Deficiencies noted. 

HEITNER.K.L Standardization & Special Project Directorate. 87/01/16. 
WILLIAMS.R.O. Public Service Co. of Colorado. 3pp. 39659:083-39659:094. 

—8702170013 Safety evaluation accepting use of Issue 12 of offsite dose calculation 
manual w/Tech Specs to assure compliance w/ requirements of 10CFR2O & SO.Apps 
A & I concerning release of radioactive matls. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/16. 9pp. 
39659:086-39659:094. 

8702040704 Requests partial exemption from annual fees, per 10CFR171.11. Fee unduly 
burdensome.Criteria for granting exemption from fee listed.Applicability of NRC activi- 
ties funded by 10CFR171 annual fees end. 

WILLIAMS.R.O. Public Service Co. of Colorado. 87/01/21. Office of the Executive Di- 
rector for Operations. 1 1pp. 39503:061-39503:071. 

87 p2040053 Requests that end draft request for addl info re firewater cooldown from 
80% of full power be sent to PDR & LPDR. 

HERNER.ICL NRC - No Detailed Affiliation Given. 87/01/23. NRC - No Detailed Af- 
filiation Given. 3pp. 39507:358-39507:360. 
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8702040080 Responds to Committee to Bridge the Gap 860707 petition re add! graphite 
reactor regulatory requirements.Petition unnecessary & technically inappropriate. Plant 
operates at temps above which Wigner energy can be stored in graphite. 

WILLIAMS, R.O. Public Service Co. of Colorado. 87/01/23. Document Control Branch 
(Document Control Desk). 4pp. 39498:242-39498:245. 

8702040101 Forwards official repts made public by DOE re review of N-reactor for info 
& review.Util should review repts for matl potentially relevant to facility. W/o end. 
HEITNER.K.L. Standardization & Special Project Directorate. 87/01/29. 

WILLIAMS, R.O. Public Service Co. of Colorado. 3pp. 39508:087-39508:089. 

8702130407 Forwards draft “Evaluation of Confinement Environ Temps Following High 
Energy Line Breaks Proposed for Fort St Vrain Environ Qualification Program, ’’ techni- 
cal evaluation rept.in response to util 861212 & 19 submittals. 

HEITNER.K.L. Standardization & Special Project Directorate. 87/01/29. 

WILLIAMS, R.O. Public Service Co. of Colorado. 3pp. 39640:036-39640:052. 

-8702130429 Draft “Evaluation of Confinement Environ Temps Following High Energy 
Line Breaks Proposed for Fort St Vrain Environ Qualification Program,” technical eval- 
uation rept. 

WHITE.M.D., WHEELER, C.L. Battelle Memorial Institute, Pacific Northwest Laborato- 
ries. 87/01/31. NRC - No Detailed Affiliation Given. 14pp. 39640:039-39640:052. 

8702060013 Requests fee for 861230 application for NRC review & approval of analysis 
of firewater cooldown for 39% power operation. 

DIGGS, R.M. License Fee Management Branch (Post 861123). 87/01/30. 

WILLI AMS.R.O. Public Service Co. of Colorado. Ip. 39525:347-39525:347. 

8702090005 Requests concurrence to start up & operate facility through graduated rise 
to power up to 100% of rated power.subj to listed constraints. "Fort St Vrain 1987 
Power Ascension Plan" end. 

WILLIAMS.R.O. Public Service Co. of Colorado. 87/01 /30. BERKOW.H.N. Standardi- 
zation & Special Project Directorate. 5pp. 39552:033-39552:047. 

“8702090007 “Fort St Vrain 1987 Power Ascension Plan." 

* Public Service Co. of Colorado. 87/01/30. 10pp. 39552:038-39552:047. 

8702050250 Forwards current integrated schedule for plant restart & power ascension 
activities.W/one oversize end. 

GAHM.J.W. Public Service Co. of Colorado. 87/02/02. Document Control Branch 
(Document Control Desk). 21pp. 39513:335-39513:354. 

8702090002 Forwards updated “NRC/Public Svc Co of Colorado Restart Interaction 
Schedule,” reflecting current target dates & recently completed items. 

BREY.H.L. Public Service Co. of Colorado. 87/02/02. BERKOW,H.N. Standardization 
& Special Project Directorate. 7pp. 39550:116-39550:122. 

8702100273 Revised administration procedures consisting of Issue 7 to G-3, “Action 
Request-Preparation & Processing, Issue 21 to G-2, “Fort St Vrain Procedure Sys’’ & 
Issue 6 to G-6, “Compliance W/10CFR21 Requirements." W/870203 Itr. 

GAHM.J.W. Public Service Co. of Colorado. 87/02/03. 110pp. 39578:094-39578:203. 

8702130240 Forwards request for addl info on 861230 & 870115 submittals re analysis 
of firewater cooldown from 82% of full power. 

HEITNER.K.L Standardization & Special Project Directorate. 87/02/03. 

WILLIAMS.R.O. Public Service Co. of Colorado. 4pp. 39643:281-39643:284. 

8702130277 Summary of 870113 meeting w/util re completion of equipment qualifica- 
tion program & program & approvals required for plant restart. 

HEITNER.K.L. Standardization & Special Project Directorate. 87/02/05. 

BERKOW.H.N. Standardization & Special Project Directorate. 5pp. 39634:269- 
39634:273. 

8702180266 Provides results of confirmatory analyses for FSAR accidents which utilize 
either EES or reheater section of steam generator for DHR. 

BREY.H.L. Public Service Co. of Colorado. 87/02/06. BERKOW.H.N. Standardization 
& Special Project Directorate. 3pp. 39677:240-39678:027. 

“8702180280 Rev A to "Engineering Evaluation of Reanalysis of FSAR Accidents/Tran- 
sients Relying on EES Cooling." W/four oversize drawings. 

COLLETTE, P.H., GEANEY.G.W. Proto-Power Management Corp EE-22-0007 RA. 87/ 
02/05. 47pp. 39677:243-39677:290. 

“8702180353 “Reheater or EES Cooling Following Steam Generator Leak Into PCRV." 
CHAN.T.W., SHENOY.A., CONNORS, G.P. GA Technologies. Inc./General Atomic Co. 
909258. 87/02/05. 97pp. 39677:291-39678:027. 

8702170511 Ack receipt of 870121 application for partial, permanent exemption from 
annual fees of 10CFR 171. Application proposed reduction of fee.lf partial exemption 
granted which necessitates adjustment to invoice, refund may be made. 

HOLLOWAY, C.J. License Fee Management Branch (Post 861123). 87/02/10. 
WILLIAMS.R.O. Public Service Co. of Colorado. Ip. 39671:091-39671:091. 

8702180184 Requests publication of FR notice of consideration of issuance of amend 
to License DPR-34 & proposed NSHC determination & opportunity for hearing on 
870115 request re operation of evaporator-economizer-superheater sections. 
BERKOW.H.N. Standardization & Special Project Directorate. 87/02/11. NRC - No 
Detailed Affiliation Given. 4pp. 39673:304-39673:307. 

8702180454 Forwards addl info demonstrating that operating personnel, under direction 
of shift supervisor, actively involved in assuring functional acceptability of equipment 
being returned to svc, per 861202 request. 

GAHM.J.W. Public Service Co. of Colorado. 87/02/11. Document Control Branch 
(Document Control Desk). 8pp. 39664:338-39664:345. 

8702240461 Forwards proposed agenda & slides for 870226 meeting w/ Commission & 
staff to secure Commission approval for full power operation of facility. 

BREY.H.L Public Service Co. of Colorado. 87/02/12. BERKOW.H.N. Standardization 
& Special Project Directorate. 20pp. 39721:204-39721:223. 

8702190518 Advises that end draft comments re integrity of steam generators during 
firewater cooldown, provided to util.Copies should be provided to NRC & LPDR. 
HEITNER.K.L NRC - No Detailed Affiliation Given. 87/02/13. NRC - No Detailed Af- 
filiation Given. 3pp. 39702:128-39702:130. 

8702200320 Forwards current integrated schedule for facility restart & power ascension 
activities.Description of scope of each line item activity also encl.W/o schedule.W/1 
oversize end. 

BREY.H.L. Public Service Co. of Colorado. 87/02/17. Document Control Branch (Doc- 
ument Control Desk). 17pp. 39717:098-39717:115. 


8702260003 Forwards proposed agenda & revised draft viewgraphs to be used during 
870226 meeting w/NRC re facility restart.Addl info may follow at later date, but change 
in content of viewgraphs not anticipated. 

BREY.H.L. Public Service Co. of Colorado. 87/02/17. BERKOW.H.N. Standardization 
& Special Project Directorate. 20pp. 39744:254-39744:273. 

8702250330 Forwards summary of 861218 meeting w/util & EG&G re draft Tech Spec 
Section 3/4.8 concerning electrical sys at site & requests addl info.Response to util 
action items requested within 90 days of Itr date. 

HEITNER.K.L. Standardization & Special Project Directorate. 87/02/18. 
WILLIAMS.R.O. Public Service Co. of Colorado. 14pp. 39743:112-39743:125. 

8702260180 Forwards documentation of resolution of 861027 comments re Tech Spec 
upgrade program, including Nov 1985 draft marked-up Tech Specs, comment 
discussions, util action item status & justification for shutdown action statements. 
BREY.H.L Public Service Co. of Colorado. 87/02/20. BERKOW.H.N. Standardization 
& Special Project Directorate. 500pp. 39737:310-39739:217. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 

S ency Escape Self-Contained Breathing Apparatus.” W/o svc list. 
lEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702110220 Forwards Exam Rept 50-267/OL-86-02 of exam administered during wk of 
8609 15. Requalification program evaluated as satisfactory.Restrictions imposed on li- 
cense renewal in Exam Rept 50-267/OL-86-01 no longer required. 

GAGUARDO.J.E. Region 4, Office of Director. 86/12/28. WALKER, R.N. Public Serv- 
ice Co. of Colorado. 2pp. 39579:065-39579:210. 

“8702110233 Exam Rept 50-267/OL-86-O2 during wk of 860915. Exam results: four of 
six candidates passed senior operator licensing exams & 10 of 11 operators passed 
requalification program audit exams. 

PELLET, J.L., COOLEY, R.A. Region 4. Office of Director. 86/10/24. 44pp. 39579:067- 
39579:210. 


8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 


8702100129 Forwards insp Rept 50-267/86-32 on 861116-1231 & notice of violation. 
GAGUARDO.J.E. Region 4, Office of Director. 87/01/23. WILLIAMS.R.O. Public Serv- 
ice Co. of Colorado. 2pp. 39574:092-39574:106. 

“8702100135 Notice of violation from insp on 861116-1231. 

* Region 4, Office of Director. 87/01/23. Ip. 39574:094-39574:094. 

“8702100140 Insp Rept 50-267/86-32 on 861 11 6-1 231. Violation noted: failure to wear 
required identification. 

FARRELL, R.E., MICHUAD.P.W., JAUDON.J.P. Region 4, Office of Director. 87/01/23. 
12pp. 39574:095-39574:106. 

8702030212 Forwards Insp Rept 50-267/86-34 on 861215-18. No violations or devi- 
ations noted. 

GAGUARDO.J.E. Region 4, Office of Director. 87/01/29. WILLIAMS.R.O. Public Serv- 
ice Co. of Colorado. 2pp. 39474:199-39474:201. 

“8702030217 Partially withheld Insp Rept 50-267/86-34 on 861215-18 (ref 
10CFR73.21).No violations or deviations noted. Major areas 
inspected:lighting, assessment aids, lock & key control, compensatory measures & de- 
tection aids & physical barriers. 

EARNEST, A.B., YANDELL.L.A. Region 4, Office of Director. 87/01/19. Ip. 39474:201- 
39474:201. 


8702040506 Forwards response to NRC 861231 Itr re violations noted in Insp Rept 50- 
267/86-28.Response withheld (ref 10CFR73.21), 

GAHM.J.W. Public Service Co. of Colorado. 87/01/29. Document Control Branch 
(Document Control Desk). 2pp. 39503:169-39503:170. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8702090002 Forwards updated "NRC/Public Svc Co of Colorado Restart Interaction 
Schedule," reflecting current target dates & recently completed items. 

BREY.H.L. Public Service Co. of Colorado. 87/02/02, BERKOW.H.N. Standardization 
& Special Project Directorate. 7pp. 39550:116-39550:122. 

8701300079 IE Info Notice 87-007. “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 


8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 
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8702060413 IE Info Notice 87-009, ‘‘Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702170540 Forwards Insp Rept 50-267/87-02 on 8701 06-09. No violations or devi- 
ations noted. Response outlining actions taken or to be taken to address items in 
Paragraph 3 requested. . 

GAGLIARDO.J.E, Region 4, Office of Director. 87/02/09. WILLIAMS, R.O. Public Serv- 
ice Co. of Colorado. 2pp. 39654:279-39654:281. 

-8702170543 Partially withheld Insp Rept 50-267/87-02 on 870106-09 (ref 
10CFR73.21).No violations or deviations noted.Major areas inspected:mat! control & 
accounting. 

EARNEST, A.B., HUFF.D., YANDELL.L.A. Region 4, Office of Director. 87/01/30. Ip. 
39654:281-39654:281. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702170618 Forwards Insp Rept 50-267/87-03 on 870101 -31. No violations or devi- 
ations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/11. WILLIAMS, R.O. Public Serv- 
ice Co. of Colorado. 2pp. 39654:308-39654:320. 

-8702170627 Insp Rept 50-267/87-03 on 8701 01-31. No violations or deviations 
noted.Major areas inspected:operational safety verification, in-office review of periodic 
& special repts, action on LERs, emergency response & ESFs. 

FARRELL, R.E., MICHAUD, P.W., SKOW.M.E. Region 4, Office of Director. 87/02/10. 
1 1 pp. 39654:3 1 0-39654:320. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
y\r@ds M Svc list end 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.‘‘ Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702190445 Responds to 861020 telcon requesting submittal of Itr describing overall 
status of inservice insp & testing program & program plan.Forwards.for info, draft por- 
tions of program plan & program development schedule. 

BREY.H.L. Public Service Co. of Colorado. 87/02/13. BERKOW.H.N. Standardization 
& Special Project Directorate. 18pp. 39686:242-39686:259. 

8702260322 Ack receipt of 860805 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-267/86-16. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/20. WILLIAMS, R.O. Public Serv- 
ice Co. of Colorado. 2pp. 39751:331-39751:338. 

8702270397 Provides suppl response to IE Bulletin 86-002, “Static O-Ring Differential 
Pressure Switches." Util will not utilize Static O-Ring Models 102 or 103 switches as 
electrical equipment important to safety. 

WILLIAMS, R.O. Public Service Co. of Colorado. 87/02/20. Document Control Branch 
(Document Control Desk). 3pp. 39793:181-39793:183. 


R. Periodic operating reports & related correspondence 

8702050318 Semiannual radioactive effluent release rept for Jan-June 1986.W/870113 
Itr. 

GAHM.J.W. Public Service Co. of Colorado. 86/06/30. 30pp. 39521:334-39522:002. 


-8702170567 Issue 2 to “Training Procedure - Licensed Operator Requalification.” 
WILLFORD.S. Public Service Co. of Colorado. TP-LR 102. 87/02/12. 34pp. 
39651:116-39651:149. 


-8702170571 Issue 1 to "Training Procedure - Special Senior Licensed Operator (Fuel 


nai IUIOI /. 

WILLFORD.S.R. Public Service Co. of Colorado. TP-SSLO 101. 87/02/12. 34pp. 
39651:150-39651:183. 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8702090425 Advises that 871111 correct date for plant 1987 annual exercise, per sched- 
ule submitted by 861217 Itr. 

TUCKER.H.B. Duke Power Co. 87/01 /06. GRACE, J.N., STOHR.J.P. Region 2, Office 
of Director. Ip. 39561:162-39561:162. 

8702100040 Forwards Insp Repts 50-269/86-35,50-270/86-35 & 50-287/86-35 on 
861 208-1 2.No violations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/01/14. TUCKER, H.B. Duke Power 
Co. 2pp. 39570:003-39570:015. 

-8702100047 Insp Repts 50-269/86-35,50-270/86-35 & 50-287/86-35 on 861208- 
12.No violations or deviations noted.Major areas inspected:radiation protection 
program, including review of organization & mgt of health physics staff. 

WRIGHT, F.N. Region 2, Office of Director. 87/01/07. 11pp. 39570:005-39570:015. 

8702030472 Advises that portions of 861203 Rev 19 to physical security plan consistent 
w/provisions of 10CFR50.54(p). Inconsistent portions delineated in end. Enel withheld 
(ref 10CFR73.21). 

REYES, L.A. Region 2, Office of Director. 87/01/23. TUCKER, H.B. Duke Power Co. 
3pp. 39490:234-39490:236. 

8702190060 Forwards Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86-34 on 
861 1 1 1-8701 12.No violations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/01/23. TUCKER, H.B. Duke Power 
Co. Ip. 39680:190-39680:197. 

-8702190072 Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86-34 on 861111- 
870112.No violations or deviations noted.Major areas 
inspected:operations, surveillance, maint, verification of ESF lineups & emergency drills. 
BRYANT, J.C. Region 2, Office of Director. 87/01/23. 7pp. 39680:191-39680:197. 

8702030127 Ack receipt of 861229 Itr informing NRC of steps taken to correct violations 
noted in insp Repts 50-269/85-05, 50-270/85-05 & 50-287/85-05. 

BROWNLEE, V.L. Region 2, Office of Director. 87/01/27. TUCKER, H.B. Duke Power 
Co. Ip. 39474:216-39474:216. 

-8702030144 Forwards supplemental response to Violation 50-269/85-05-01, 50-270/ 
85-05-01 & 50-287/85-05-01 noted in Insp Repts 50-269/85-05,50-270/85-05 & 50- 
2876/85-05.Response withheld (ref 10CFR73.21). 

TUCKER, H.B. Duke Power Co. 86/12/29. GRACE, J.N. Region 2, Office of Director. 
2pp. 39474:217-39474:218. 

8702060497 Forwards listed auxiliary feedwater & auxiliary svc water piping 
documentation, per CE Gaskin request.Matl includes chronological listing of events & 
Insp Repts 50-369/85-26 & 50-370/85-31. Ends withheld (ref 10CFR73.21) 

TUCKER, H.B. Duke Power Co. 87/01/28. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). 3pp. 39537:115-39537:117. 

8702170732 Notification of 870223-26 meetings w/util at sites to discuss implementa- 
tion of vital area barriers, per 10CFR73.55. 

JABBOUR.K.N. PWR Project Directorate 4. 87/02/05. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 5pp. 39671:158-39671:162. 

8702190299 Notification of cancellation of 870223-26 meetings w/utils at sites to dis- 
cuss implementation of vita! area barriers in accordance W/10CFR73.55. 
JABBOUR.K.N. PWR Project Directorate 4. 87/02/05. YOUNGBLOOD.B.J. PWR 
Project Directorate 4. 5pp. 39687:279-39687:283. 


8702260338 Monthly operating rept for Jan 1987.W/870217 Itr. 

NOVACHEK.F.J., GAHM.J.W. Public Service Co. of Colorado. 87/01/31. 8pp. 
39754:076-39754:083. 


S. Reportable occurrences, LERs & related correspondence 

8702040204 LER 86-021-01:on 860714, four safe shutdown cooling valves identified as 
being single failure points.Caused by inadequate sys design & installation.Addl isola- 
tion valve will be installed.W/870123 Itr. 

JOSEPH.M.A., GAHM.J.W. Public Service Co. of Colorado. 87/01/19. 6pp. 
39495:040-39495:045. 


Operator Examinations 

02110220 Forwards Exam Rept 50-267/OL-86-0i* 'of exam administered during wk of 
860915.Requalification program evaluated as sat sfactory. Restrictions imposed on li- 
cense renewal in Exam Rept 50-267/OL-86-01 no ionger required. 

GAGLIARDO.J.E. Region 4, Office of Director. 86/12 28. WALKER, R.N. Public Serv- 
ice Co. of Colorado. 2pp. 39579:065-39579:210. 


8702180652 Discusses util 861212 Rev 86-2 to plant emergency pian.Rev consistent w/ 
provisions of 10CFR50.54(q),10CFR50.47(b), 10CFR50,App E & Section II of NUREG- 
0654. 

KREH.J.L. Region 2, Office of Director. 87/02/06. DECKER, T.R. Region 2, Office of 
Director. 5pp. 39676:235-39676:239. 

8702190231 Forwards corrected Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86- 
34 on 861 11 1-8701 12.Rept details page erroneously indicated that insp conducted 
from 861111-0112. 

BROWNLEE, V.L Region 2, Office of Director. 87/02/06. TUCKER, H.B. Duka Power 
Co. Ip. 39683:264-39683:271. 

-8702190244 Corrected Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86-34 on 
861 11 1-8701 12.lnsp erroneously reported as having been conducted on 861 HI- 
0112. 

BRYANT, J.C. Region 2, Office of Director. 87/02/05. 7pp. 39683:265-39683:271. 

8702190344 Advises that Revs 86-2 & 86-3 to emergency plan consistent w/planning 
stds of 10CFR50.47(b) & requirements of App E to 10CFR50. 

BROWNLEE, V.L Region 2, Office of Director. 87/02/06. TUCKER, H.B. Duke Power 
Co. Ip. 39686:126-39686:126. 


1702110233 Exam Rept 5O-267/OL-86-02 during wk of 86091 S.Exam results: four of 
six candidates passed senior operator licensing exams & 10 of 11 operators passed 
requalification program audit exams. 

PELLET, J.L., COOLEY, R.A. Region 4, Office of Director. 86/10/24. 44pp. 39579:067- 
39579:210. 

'02170559 Forwards requested addl info on licensed operator & special senior li- 
censed operator ^qualification programs.Training Procedures TP-LR & TP-SSLO also 

GAHM,J.W. Public Service Co. of Colorado. 87/02/09. BERKOW.H.N. Standardization 
& Special Project Directorate. 16pp. 39651:100-39651:183. 


8702200428 Notifies that util 861217 submittal of Rev 86-3 to emergency plan consist- 
ent w/provisions of 10CFR50.54(q), 50.47(b), 10CFR50,App E & Section II of NUREG- 
0654 & acceptable. 

KREH.J.L. Region 2, Office of Director. 87/02/06. DECKER, T.R. Region 2, Office of 
Director. 2pp. 39700:223-39700:224. 

8702240094 Informs that changes in Rev 86-3 to emergency plan satisfactorily correct- 
ed deficiencies noted in 860331 Itr. Staff inadvertently omitted info on status of defi- 
ciencies in 870206 Itr. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/12. TUCKER, H.B. Duke Power 
Co. Ip. 39717:124-39717:124. 
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G. Adjudicatory correspondence 

8702130133 Petition for immediate action to relieve undue risk posed by nuclear power 
plants designed by B&W Co.* OLs & CPs for facilities should be suspended until 
listed NRC actions taken. 

WEISS, E.R., POLLARD, R.D. Union of Concerned Scientists. #187 2490. 87/02/10. 
Commissioners. 60pp. 39634:016-39634:077. 

8702250113 Suppl 2 to petition for immediate action to relieve undue risk posed by nu- 
clear power plants designed by B&W.* Lists names to be added to 870210 petition & 
corrects address for Save Our State From Radwaste. 

WEISS, E.R. Union of Concerned Scientists. #187 2581. 87/02/20. Commissioners. 
Ip. 39722:360-39722:360. 


J. Insurance & indemnity Information 

8702100433 Forwards Endorsements 29 & 22 to NELIA Policy NF-281 & MAELU Policy 
MF-1 12,respectively. 

HOFFMAN.J. Marsh & McLennan, Inc. 87/01/29. DINITZ.I. Office of State Programs, 
Director. 3pp. 39573:057-39573:059. 


P. Operating license stage documents & correspondence 

8702100106 Discusses recommendations of task force re problems w/post- accident 
liquid sampling sys, noted in 860813 Itr.Current sys does not provide reliability w/level 
of consistency that util expects. Proposed schedule for new sys provided. 

TUCKER.H.B. Duke Power Co. 87/01/02. GRACE, J.N. Region 2, Office of Director. 
2pp. 39569:319-39569:320. 

8702030090 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/16. TUCKER.H.B. Duke Power Co. 
3pp. 39482:134-39482:136. 

8702060151 Informs that 850726 proposed Tech Specs 3.18,4.20 & 6.1 re proposed 
allowable outage time of 60 days for safe shutdown facility inoperability 
inadequate.Outage time of 7 days recommended.Response requested within 45 days. 
STOLZ.J.F. PWR Project Directorate 6. 87/01/23. TUCKER.H.B. Duke Power Co. 
4pp. 39545:355-39545:358. 

8702090291 Forwards environ assessment supporting proposed amends to Licenses 
DPR-38.DPR-47 & DPR-55,allowina licensee to operate facility 6 to 7 yrs beyond cur- 
rently approved dates. FR notice also end. 

PASTIS.H.N. PWR Project Directorate 6. 87/01/29. TUCKER.H.B. Duke Power Co. 
3pp. 39565:005-39565:022. 

—8702090296 Environ assessment supporting extension of expiration dates of Licenses 
DPR-38.DPR-47 & DPR-55 6 to 7 yrs beyond currently approved dates. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/22. 10pp. 
39565:009-39565:018. 

-8702090300 Notice of issuance & availability of environ assessment & finding of no 
significant impact re extension of Licenses DPR-38.DPR-47 & DPR-55 for 6 to 7 yrs 
beyond current expiration dates. 

STOLZ.J.F. PWR Project Directorate 6. 87/01/22. 4pp. 39565:019-39565:022. 

8702100224 Forwards Amends 153,153 & 150 to Licenses DPR-38.DPR-47 & DPR- 
55, respectively & safety evaluation. Amends extend duration of licenses 40 yrs from 
date of issuance of full power licenses.Reevaluation of RT (PTS) requested. 
STOLZ.J.F. PWR Project Directorate 6. 87/01/30. TUCKER.H.B. Duke Power Co. 
3pp. 39575:252-39575:267. 

-8702100234 Amends 153,153 & 150 to Licenses DPR-38.DPR-47 & DPR-55, 
respectively, extending duration of licenses 40 yrs from date of full power licenses. 
MIRAGLIA.F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
87/01/30. 6pp. 39575:255-39575:260. 

-8702100240 Safety evaluation supporting Amends 153,153 & 150 to Licenses DPR- 
38.DPR-47 & DPR-55, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/30. 7pp. 
39575:261-39575:267. 

8702060315 Discusses end procedure for disposal of radioactively contaminated 
wood.Evaluation not issued & licensing action not completed because proposal in ju- 
risdiction of Agreement States.Document should be placed in PDR for info. 

STOLZ.J. PWR Project Directorate 6. 87/02/02. NRC - No Detailed Affiliation Given. 
2pp. 39546:210-39546:227. 

-8502150418 Forwards EIA supporting proposed procedure for disposal of radioactively 
contaminated wood &/or wood products. 

MULLER, D.R. Assistant Director for Radiation Protection. 85/02/07. LAINAS.G.C. As- 
sistant Director for Operating Reactors. 4pp. 39546:21 2-39546:227. 

-8502150442 EIA supporting proposed procedure for disposal of radioactively contami- 
nated wood &/or wood products. 

* NRC - No Detailed Affiliation Given. 85/02/06. 12pp. 39546:216-39546:227. 

8702130075 Notification of 870218 meeting w/util in Bethesda.MD to discuss elevated 
radionuclide levels in fish sampled near facilities, 

PASTIS,H.N. PWR Project Directorate 6. 87/02/09. STOLZ.J.F. PWR Project Director- 
ate 6. 3pp. 39638:359-39638:361 . 

8702260214 Forwards addl info re transportation of facility spent fuel via TN-8/TN-8L 
casks in support of util 851119 & 860616 requests to amend Licenses DPR-38.DPR- 
47 & DPR-55. 

TUCKER.H.B. Duke Power Co. 87/02/18. Document Control Branch (Document Con- 
trol Desk). 3pp. 39754:173-39754:175. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 


8702100040 Forwards Insp Repts 50-269/86-35,50-270/86-35 & 50-287/86-35 on 
861 208-1 2.No violations or deviations noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/01/14. TUCKER.H.B. Duke Power 
Co. 2pp. 39570:003-39570:015. 

-8702100047 Insp Repts 50-269/86-35,50-270/86-35 & 50-287/86-35 on 861208- 
12 .No violations or deviations noted.Major areas inspected:radiation protection 
program, including review of organization & mgt of health physics staff. 

WRIGHT.F.N., HOSEY.C.M. Region 2, Office of Director. 87/01/07. 11pp. 39570:005- 
39570:015. 

©701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702040386 Responds to violations noted in Insp Repts 50-413/86-44, 50-413/86- 
47,50-369/86-32,50-370/86-32,50-269/86-32, 50-270/86-32 & 50-287/89-32.Correc- 
tive actions:Procedure OP/1/B/6400/01A re conventional wastewater revised. 
TUCKER.H.B. Duke Power Co. 87/01/23. Document Control Branch (Document Con- 
trol Desk). 8pp. 39506:148-39506:155. 

8702190060 Forwards Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86-34 on 
861 1 11-8701 1 2.No violations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/01/23. TUCKER.H.B. Duke Power 
Co. Ip. 39680:190-39680:197. 

-8702190072 Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86-34 on 861 HI- 
8701 12.No violations or deviations noted.Major areas 
inspected:operations,surveiliance,maint, verification of ESF lineups & emergency drills. 
BRYANT, J.C., PEEBLES, T. Region 2, Office of Director. 87/01/23. 7pp. 39680:191- 
39680:197. 

8702030127 Ack receipt of 861229 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/85-05, 50-270/85-05 & 50-287/85-05. 

BROWNLEE, V.L. Region 2, Office of Director. 87/01/27. TUCKER.H.B. Duke Power 
Co. Ip. 39474:216-39474:218. 

-8702030144 Forwards supplemental response to Violations 50-269/85-05-01,50-270/ 
85-05-01 & 50-287/85-05-01 in Insp Repts 50-269/85-05,50-270/85-05 & 50-287/85- 
OS.Response withheld (ref 10CFR73.21). 

TUCKER.H.B. Duke Power Co. 86/12/29. GRACE, J.N. Region 2, Office of Director. 
2pp. 39474:217-39474:218. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, ”QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702190083 Forwards Insp Repts 50-269/87-01,50-270/87-01 & 50-287/87-01 on 
870105-08 & notice of violation. 

REYES, L.A. Region 2, Office of Director. 87/02/03. TUCKER.H.B. Duke Power Co. 
2pp. 39680:107-39680:118. 

-8702190087 Notice of violation from insp on 870105-08. 

REYES, L.A. Region 2, Office of Director. 87/02/03. Ip. 39680:109-39680:109. 

-8702190099 Insp Repts 50-269/87-01,50-270/87-01 & 50-287/87-01 on 870105- 
08.Violation noted:failure to provide procedures w/appropriate qualitative or quantita- 
tive acceptance criteria for activities important to safety. 

ECONOMOS.N., BLAKE, J.J. Region 2, Office of Director. 87/01/30. 9pp. 39680:110- 
39680:118. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702180644 Forwards Exam Rept 50-269/OL-86-Q3 of exams administered on 861215. 
BROWNLEE, V.L. Region 2, Office of Director. 87/02/04. TUCKER.H.B. Duke Power 
Co. 2pp. 39668:062-39668:083. 

-8702180655 Exam Rept 50-269/OL-86-03 on 861215,Exam results:two reactor opera- 
tor candidates passed written reexam.Written exam questions & answer key end. 
LAWYER, S., MUNRO.J.F. Region 2, Office of Director. 87/01/22. 20pp. 39668:064- 
39668:083. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. i08pp. 39528:251- 
39528:357. 

8702180438 Discusses Insp Repts 50-269/86-33,50-270/86-33 & 50-287/86-33 on 
861015-1110 & forwards notice of violation. Test procedure for emergency condenser 
cooling water sys inadequate to reveal sys deficiencies. 

GRACE.J.N. Region 2, Office of Director. 87/02/05. TUCKER.H.B. Duke Power Co. 
2pp. 39662:141-39662:143. 
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-8702180448 Notice of violation from insp on 861015-1 11 0.Violation noted:for periods 
in 1978,1981 & 1986 when Lake Keowee elevation less than 792 ft, emergency con- 
denser coolinq water sys inoperable & unable to provide sustained siphon flow. 
GRACE, J.N. Region 2, Office of Director. 87/02/05. Ip. 39662:143-39662:143. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.List of 
attendees.events discussed, summary of events for input into performance indicator 
program & viewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 

8702190231 Forwards corrected Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86- 
34 on 861 11 1-8701 12.Rept details page erroneously indicated that insp conducted 
from 861111-0112. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/06. TUCKER, H.B. Duke Power 
Co. Ip. 39683:264-39683:271. 

-8702190244 Corrected Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86-34 on 
86111 1-8701 12.lnsp erroneously reported as having been conducted on 861 HI- 
011 2. 

BRYANT.J.C., PEEBLES, T. Region 2, Office of Director. 87/02/05. 7pp. 39683:265- 
39683:271. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, El. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190172 Forwards Insp Repts 50-269/87-03,50-270/87-03 & 50-287/87-03 on 
870112-16 & notice of violation. 

REYES.L.A. Region 2, Office of Director. 87/02/11. TUCKER.H.B. Duke Power Co. 
2pp. 39685:099-39685:1 10. 

-8702190179 Notice of violation from insps on 870112-16. 

REYES, L.A. Region 2, Office of Director. 87/02/11 . 2pp. 39685:101-39685:102. 

-8702190188 Insp Repts 50-269/87-03,50-270/87-03 & 50-287/87-03 on 870112- 
16.Violation noted:fai!ure to adequately evaluate radiological hazards. 

WRIGHT, F.N., HOSEY.C.M. Region 2, Office of Director. 87/02/10. 8pp. 39685:103- 
39685:110. 

8702190209 Forwards Enforcement Conference Repts 50-269/87-07, 50-270/87-07 & 
50-287/87-07 on 861222-Meeting conducted to brief NRC on sequence of events re 
degraded emergency condenser circulating water sys. 

GRACE, J.N Region 2, Office of Director. 87/02/11. TUCKER.H.B. Duke Power Co. 
2pp. 39693:1 75-39893:' 87. 

-8702190223 Enforcement Conference Repts 50-269/87-07,50-270/87-07 & 50-287/ 
87-07 on 861 222.Major areas discussed:sequence of events & corrective actions re 
emergency condenser circulating water sys degradation. 

BURGER.C.W., PEEBLES, T. A. Region 2, Office of Director. 87/02/05. 11pp. 
39693:177-39693:187. 

8702190431 Forwards Enforcement Conference Repts 50-269/87-08, 50-270/87-08 & 
50-287/87-08 on 861222-Meeting conducted to brief NRC on sequence of events re 
safety sys functional insp findings.Meeting handouts also end. 

GRACE.J.N. Region 2, Office of Director. 87/02/11. TUCKER.H.B. Duke Power Co. 
2pp. 39686:173-39686:205. 

-8702190438 Enforcement Conference Repts 50-269/87-08,50-270/87-08 & 50-287/ 
87-08 on 861222.Major areas discussed:safety sys functional insp & associated safety 
implications. 

BURGER.C.W., PEEBLES.T.A. Region 2, Office of Director. 87/02/05. 31pp. 
39686:175-39686:205. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13, Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/ Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702260137 Forwards schedule of time required to complete operational verification 
program on all safety-related motor-operated valves.per IE Bulletin 85-003.Schedule 
based on listed factors. 

TUCKER.H.B. Duke Power Co. 87/02/18. Document Control Branch (Document Con- 
trol Desk). 5pp. 39753:185-39753:189. 

8702270414 Forwards Insp Repts 50-269/87-04,50-270/87-04 & 50-287/87-04 on 
870113-0209.No violation or deviation noted 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/18. TUCKER.H.B. Duke Power 
Co. 2pp. 39789:349-39789:358. 

-8702270434 Insp Repts 50-269/87-04,50-270/87-04 & 50-287/87-04 on 870113- 
0209.No violation or deviation noted. Major areas 

inspected:operations,surveillance,maint, verification of ESF linups, followup of events & 
shutdown work in progress. 

BRYANT.J.C., SKINNER, P.H., WERT.L.D. Region 2, Office of Director. 87/02/17. 8pp. 
39789:351-39789:358. K 

8702270317 Confirms 870207 telcon re 870304 meeting w/util in Charlotte, NC to dis- 
cuss NRC PRA application program for conducting insps at nuclear power 
stations.Meeting agenda also discussed. 

GRACE, J.N. Region 2, Office of Director. 87/02/20. TUCKER.H.B. Duke Power Co. 
2pp. 39796:078-39796:079. 


R. Periodic operating reports & related correspondence 

8702240363 Monthly operating repts for Jan 1987.W/870216 Itr. 

REAVIS.J.A., TUCKER.H.B. Duke Power Co. 87/01/31. 17pp. 39718:153-39718:169. 


S. Reportable occurrences, LERs a related correspondence 

8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/ repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702090124 Forwards repts re seismic activity in Lake Keowee & Lake Jocassee areas 
during June & Jul 1986, per 791029 request. Util will suppl permanent network in order 
to achieve more accurate data. 

TUCKER.H.B. Duke Power Co. 87/01 /28. Document Control Branch (Document Con- 
trol Desk). 2pp. 39554:230-39554:269. 

-8702090140 “Lake Keowee Earthquakes of June-Jul 1986." 

ACREE.S., ACREE.J.R., TALWANI.P. South Carolina, Univ. of, Columbia, SC. 86/07/ 
31. 17pp. 39554:232-39554:248. 

-8702090162 “Duke Power Co, Lake Keowee.SC.Lake Keowee Seismicity." 

CHULICK.J., DWYER, J., WHITE.R. Law Engineering Testing Co. 86/12/10. 21pp. 
39554:249-39554:269. 

8702090353 LER 86-01 2-00:on 861 01 5, water supply available to standby shutdown fa- 
cility (SSF) insufficient to enable SSF to accomplish function.Caused by failure to 
define design bases of SSF.Listed plant mods completed.W/870203 Itr. 

HAGHI.M.A., TUCKER.H.B. Duke Power Co. 87/02/03. 7pp. 39555:067-39555:073. 


V. Operator Examinations 

8702040002 Forwards safety evaluation supporting licensed operator replacement & re- 
qualification programs, per SRP.Future resubmittals of programs will be needed upon 
completion of final rulemaking on rev to 10CFR55. 

HOOD.D. PWR Project Directorate 4. 87/01 /28. TUCKER.H.B. Duke Power Co. 4pp. 
39507:339-39507:350. 

-8702040003 Safety evaluation supporting licensed operator replacement & requalifica- 
tion programs, per SRP (NUREG-0800). 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/28. 8pp. 
39507:343-39507:350. 

8702180644 Forwards Exam Rept 50-269/OL-86-03 of exams administered on 861215. 
BROWNLEE, V.L. Region 2, Office of Director. 87/02/04. TUCKER.H.B. Duke Power 
Co. 2pp. 39668:062-39668:083. 

-8702180655 Exam Rept 50-269/OL-86-03 on 861215.Exam results:two reactor opera- 
tor candidates passed written reexam.Written exam questions & answer key end. 
LAWYER, S., MUNRO.J.F. Region 2, Office of Director. 87/01/22. 20pp. 39668:064- 
39668:083. 
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F. Security, medical, emergency & fire protection plans 

8702090425 Advises that 871111 correct date for plant 1 987 annual exercise, per sched- 
ule submitted by 861 21 7 Itr. 

TUCKER.H.B. Duke Power Co. 87/01 /06. GRACE.J.N., STOHR.J.P. Region 2, Office 
of Director. Ip. 39561:162-39561:162. 

8702100040 Forwards Insp Repts 50-269/86-35,50-270/86-35 & 50-287/86-35 on 
861 208-1 2.No violations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/01/14. TUCKER.H.B. Duke Power 
Co. 2pp. 39570:003-39570:015. 

-8702100047 Insp Repts 50-269/86-35,50-270/86-35 & 50-287/86-35 on 861208- 
12.No violations or deviations noted.Major areas inspected:radiation protection 
program.including review of organization & mgt of health physics staff. 

WRIGHT.F.N. Region 2, Office of Director. 87/01/07. 11pp. 39570:005-39570:015. 

8702030472 Advises that portions of 861203 Rev 19 to physical security plan consistent 
w/provisions of 10CFR50.54(p).lnconsistent portions delineated in encI.EncI withheld 
(ref 10CFR73.21). 

REYES, L.A. Region 2, Office of Director. 87/01/23. TUCKER.H.B. Duke Power Co. 
3pp. 39490:234-39490:236. 

8702190060 Forwards Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86-34 on 
861 1 11-8701 12.No violations or deviations noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/01/23. TUCKER.H.B. Duke Power 
Co. Ip. 39680:190-39680:197. 

-8702190072 Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86-34 on 861 HI- 
8701 12.No violations or deviations noted.Major areas 
inspected:operations, surveillance, maint, verification of ESF lineups & emergency drills. 
BRYANT, J.C. Region 2, Office of Director. 87/01/23. 7pp. 39680:191-39680:197. 

8702030127 Ack receipt of 861229 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/85-05, 50-270/85-05 & 50-287/85-05. 

BROWNLEE, V.L Region 2, Office of Director. 87/01/27. TUCKER.H.B. Duke Power 
Co. Ip. 39474:216-39474:216. 

-8702030144 Forwards supplemental response to Violation 50-269/85-05-01, 50-270/ 
85-05-01 & 50-287/85-05-01 noted in Insp Repts 50-269/85-05,50-270/85-05 & 50- 
2876/85-05.Response withheld (ref 10CFR73.21). 

TUCKER.H.B. Duke Power Co. 86/12/29. GRACE.J.N. Region 2, Office of Director. 
2pp. 39474:217-39474:218. 
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8702060497 Forwards listed auxiliary feedwater & auxiliary svc water piping 
documentation, per CE Gaskin request. Matl includes chronological listing of events & 
Insp Repts 50-369/85-26 & 50-370/85-31. Ends withheld (ref 10CFR73.21) 
TUCKER.H.B. Duke Power Co. 87/01/28. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). 3pp. 39537:115-39537:117. 

8702170732 Notification of 870223-26 meetings w/util at sites to discuss implementa- 
tion of vital area barriers, per 10CFR73.55. 

JABBOUR.K.N. PWR Project Directorate 4. 87/02/05. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 5pp. 39671:158-39671:162. 

8702190299 Notification of cancellation of 870223-26 meetings w/utiis at sites to dis- 
cuss implementation of vital area barriers in accordance W/10CFR73.55. 
JABBOUR.K.N. PWR Project Directorate 4. 87/02/05. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 5pp. 39687:279-39687:283. 

8702180652 Discusses util 861212 Rev 86-2 to plant emergency plan.Rev consistent w/ 
provisions of 10CFR50.54(q),10CFR50.47(b), 10CFR50,App E & Section II of NUREG- 
0654. 

KREH.J.L. Region 2, Office of Director. 87/02/06. DECKER, T.R. Region 2, Office of 
Director. 5pp. 39676:235-39676:239. 

8702190231 Forwards corrected Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86- 
34 on 861 11 1-8701 12.Rept details page erroneously indicated that insp conducted 
from 861111-0112. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/06. TUCKER.H.B. Duke Power 
Co. Ip. 39683:264-39683:271. 

-8702190244 Corrected Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86-34 on 
861 11 1-8701 12.lnsp erroneously reported as having been conducted on 861 Ill- 
Oil 2. 

BRYANT, J.C. Region 2, Office of Director. 87/02/05. 7pp. 39683:265-39683:271. 

8702190344 Advises that Revs 86-2 & 86-3 to emergency plan consistent w/planning 
stds of 10CFR50.47(b) & requirements of App E to 10CFR50. 

BROWNLEE, V.L Region 2, Office of Director. 87/02/06. TUCKER.H.B. Duke Power 
Co. Ip. 39686:126-39686:126. 

8702200428 Notifies that util 861217 submittal of Rev 86-3 to emergency plan consist- 
ent w/provisions of 10CFR50.54(q), 50.47(b), 10CFR50,App E & Section II of NUREG- 
0654 & acceptable. 

KREH.J.L. Region 2, Office of Director. 87/02/06. DECKER, T.R. Region 2, Office of 
Director. 2pp. 39700:223-39700:224. 

8702240094 Informs that changes in Rev 86-3 to emergency plan satisfactorily correct- 
ed deficiencies noted in 860331 Itr. Staff inadvertently omitted info on status of defi- 
ciencies in 870206 Itr. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/12. TUCKER.H.B. Duke Power 
Co. ip. 39717:124-39717:124. 


G. Adjudicatory correspondence 

8702130133 Petition for immediate action to relieve undue risk posed by nuclear power 

K 's designed by B&W Co.* OLs & CPs for facilities should be suspended until 
NRC actions taken. 

WEISS, E.R., POLLARD, R.D. Union of Concerned Scientists. #187 2490. 87/02/10. 
Commissioners. 60pp. 39634:016-39634:077. 


P. Operating license stage documents & correspondence 

8702100106 Discusses recommendations of task force re problems w/post- accident 
liquid sampling sys, noted in 860813 Itr.Current sys does not provide reliability w/level 
of consistency that util expects.Proposed schedule for new sys provided. 

TUCKER.H.B. Duke Power Co. 87/01/02. GRACE, J.N. Region 2, Office of Director. 
2pp. 39569:319-39569:320, 

8702030090 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/16. TUCKER.H.B. Duke Power Co. 
3pp. 39482:134-39482:136. 

8702060151 Informs that 850726 proposed Tech Specs 3.18,4.20 & 6.1 re proposed 
allowable outage time of 60 days for safe shutdown facility inoperability 
inadequate.Outage time of 7 days recommended.Response requested within 45 days. 
STOLZ.J.F. PWR Project Directorate 6. 87/01/23. TUCKER.H.B. Duke Power Co. 
4pp. 39545:355-39545:358. 

8702090291 Forwards environ assessment supporting proposed amends to Licenses 
DPR-38.DPR-47 & DPR-55, allowing licensee to operate facility 6 to 7 yrs beyond cur- 
rently approved dates. FR notice also end. 

PASTIS.H.N. PWR Project Directorate 6. 87/01/29. TUCKER.H.B. Duke Power Co. 
3pp. 39565:005-39565:022. 

-8702090296 Environ assessment supporting extension of expiration dates of Licenses 
DPR-38.DPR-47 & DPR-55 6 to 7 yrs beyond currently approved dates, 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/22. 10pp. 
39565:009-39565:018. 

—8702090300 Notice of issuance & availability of environ assessment & finding of no 
significant impact re extension of Licenses DPR-38.DPR-47 & DPR-55 for 6 to 7 yrs 
beyond current expiration dates. 

STOLZ.J.F. PWR Project Directorate 6. 87/01/22. 4pp. 39565:019-39565:022. 

8702100224 Forwards Amends 153,153 & 150 to Licenses DPR-38.DPR-47 & DPR- 
55, respectively & safety evaluation.Amends extend duration of licenses 40 yrs from 
date of issuance of full power licenses.Reevaluation of RT (PTS) requested. 
STOLZ.J.F. PWR Project Directorate 6. 87/01/30. TUCKER.H.B. Duke Power Co. 
3pp. 39575:252-39575:267. 

—8702100234 Amends 153,153 & 150 to Licenses DPR-38.DPR-47 & DPR-55, 
respectively, extending duration of licenses 40 yrs from date of full power licenses. 
MIRAGLIA.F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
87/01 /30. 6pp. 39575:255-39575:260. 


-8702100240 Safety evaluation supporting Amends 153,153 & 150 to Licenses DPR- 
38.DPR-47 & DPR-55, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/30. 7pp. 
39575:261-39575:267. 

8702060315 Discusses end procedure for disposal of radioactively contaminated 
wood.Evaluation not issued & licensing action not completed because proposal in ju- 
risdiction of Agreement States.Document should be placed in PDR for info. 

STOLZ.J. PWR Project Directorate 6. 87/02/02. NRC - No Detailed Affiliation Given. 
2pp. 39546:210-39546:227. 

“8502150418 Forwards E1A supporting proposed procedure for disposal of radioactively 
contaminated wood &/or wood products. 

MULLER, D.R. Assistant Director for Radiation Protection. 85/02/07. LAINAS.G.C. As- 
sistant Director for Operating Reactors. 4pp. 39546:212-39546:227. 

-8502150442 El A supporting proposed procedure for disposal of radioactively contami- 
nated wood &/or wood products. 

* NRC - No Detailed Affiliation Given. 85/02/06. 12pp. 39546:216-39546:227, 

8702130075 Notification of 870218 meeting w/util in Bethesda.MD to discuss elevated 
radionuclide levels in fish sampled near facilities. 

PASTIS.H.N. PWR Project Directorate 6. 87/02/09. STOLZ.J.F. PWR Project Director- 
ate 6. 3pp. 39638:359-39638:361 . 

8702260214 Forwards addl info re transportation of facility spent fuel via TN-8/TN-8L 
casks in support of util 851 1 1 9 & 86061 6 requests to amend Licenses DPR-38.DPR- 
47 & DPR-55. 

TUCKER.H.B. Duke Power Co. 87/02/18. Document Control Branch (Document Con- 
trol Desk). 3pp. 39754:173-39754:175. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus." W/o svc list. 
lEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702100040 Forwards Insp Repts 50-269/86-35,50-270/86-35 & 50-287/86-35 on 
861 208-1 2.No violations or deviations noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/01/14. TUCKER.H.B. Duke Power 
Co. 2pp. 39570:003-39570:015. 

-8702100047 Insp Repts 50-269/86-35,50-270/86-35 & 50-287/86-35 on 861208- 
12.No violations or deviations noted.Major areas inspected:radiation protection 
program, including review of organization & mgt of health physics staff. 

WRIGHT, F.N., HOSEY.C.M. Region 2, Office of Director. 87/01/07. 11pp. 39570:005- 
39570:015. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702040386 Responds to violations noted in Insp Repts 50-413/86-44, 50-413/86- 
47,50-369/86-32,50-370/86-32,50-269/86-32, 50-270/86-32 & 50-287/89-32.Correc- 
tive actions-.Procedure OP/1/B/6400/01A re conventional wastewater revised. 
TUCKER.H.B. Duke Power Co. 87/01/23. Document Control Branch (Document Con- 
trol Desk). 8pp. 39506:148-39506:155. 

8702190060 Forwards Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86-34 on 
861 1 1 1-8701 12.No violations or deviations noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/01/23. TUCKER.H.B. Duke Power 
Co. Ip. 39680:190-39680:197. 

-8702190072 Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86-34 on 861 HI- 
8701 12.No violations or deviations noted.Major areas 
inspected:operations, surveillance, maint, verification of ESF lineups & emergency drills. 
BRYANT, J.C., PEEBLES, T. Region 2, Office of Director. 87/01/23. 7pp. 39680:191- 
39680:197. 

8702030127 Ack receipt of 861229 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/85-05, 50-270/85-05 & 50-287/85-05. 

BROWNLEE, V.L Region 2, Office of Director. 87/01/27. TUCKER.H.B. Duke Power 
Co. Ip. 39474:216-39474:218. 

-8702030144 Forwards supplemental response to Violations 50-269/85-05-01,50-270/ 
85-05-01 & 50-287/85-05-01 in Insp Repts 50-269/85-05,50-270/85-05 & 50-287/85- 
05.Response withheld (ref 10CFR73.21). 

TUCKER.H.B. Duke Power Co. 86/12/29. GRACE, J.N. Region 2, Office of Director. 
2pp. 39474:217-39474:218. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co, of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702190083 Forwards Insp Repts 50-269/87-01,50-270/87-01 & 50-287/87-01 on 
8701 05-08 & notice of violation. 

REYES, L.A. Region 2, Office of Director. 87/02/03. TUCKER, H.B. Duke Power Co. 
2pp. 39680:107-39680:118. 
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-8702190087 Notice of violation from insp on 870105-08. 

REYES, L-A. Region 2, Office of Director. 87/02/03. Ip. 39680:109-39680:109. 

-8702190099 Insp Repts 50-269/87-01,50-270/87-01 & 50-287/87-01 on 8701 05- 
OS. Violation notedrfailure to provide procedures w/appropriate qualitative or quantita- 
tive acceptance criteria for activities important to safety. 

ECONOMOS.N., BLAKE, J.J. Region 2, Office of Director. 87/01/30. 9pp. 39680:110- 
39680:118. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, inc. 108pp. 39528:251- 
39528:357. 

8702180438 Discusses Insp Repts 50-269/86-^,50-270/86-33 & 50-287/86-33 on 
861015-1110 & forwards notice of violation. Tesi procedure for emergency condenser 
cooling water sys inadequate to reveal sys deficiencies. 

GRACE, J.N. Region 2, Office of Director. 87/02/05. TUCKER, H.B. Duke Power Co. 
2pp. 39662:141-39662:143. 

-8702180448 Notice of violation from insp on 861 01 5-1 110. Violation noted:for periods 
in 1978,1981 & 1986 when Lake Keowee elevation less than 792 ft, emergency con- 
denser cooling water sys inoperable & unable to provide sustained siphon flow. 
GRACE, J.N. Region 2, Office of Director. 87/02/05. Ip. 39662:143-39662:143. 

8702190231 Forwards corrected Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86- 
34 on 861 11 1-8701 12.Rept details page erroneously indicated that insp conducted 
from 861111-0112. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/06. TUCKER, H.B. Duke Power 
Co. Ip. 39683:264-39683:271. 

—8702190244 Corrected Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86-34 on 
861 111-8701 12.lnsp erroneously reported as having been conducted on 861 HI- 
0112. 

BRYANT, J.C., PEEBLES.T. Region 2, Office of Director. 87/02/05. 7pp. 39683:265- 
39683:271. 


8702270414 Forwards insp Repts 50-269/87-04,50-270/87-04 & 50-287/87-04 on 
870113-0209.No violation or deviation noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/18. TUCKER, H.B. Duke Power 
Co. 2pp. 39789:349-39789:358. 

-8702270434 insp Repts 50-269/87-04,50-270/87-04 & 50-287/87-04 on 870113- 
0209.No violation or deviation noted.Major areas 

inspected:operations, surveillance, maint, verification of ESF linups, followup of events & 
shutdown work in progress. 

BRYANT, J.C., SKINNER, P.H., WERT.L.D. Region 2, Office of Director. 87/02/17. 8pp. 
39789:351-39789:358. K 

8702270317 Confirms 870207 telcon re 870304 meeting w/util in Charlotte, NC to dis- 
cuss NRC PR A application program for conducting insps at nuclear power 
stations.Meeting agenda also discussed. 

GRACE.J.N. Region 2, Office of Director. 87/02/20. TUCKER, H.B. Duke Power Co 
2pp. 39796:078-39796:079. 


R. Periodic operating reports & related correspondence 


8702240363 Monthly operating repts for Jan 1987.W/870216 Itr. 

REAVIS, J.A., TUCKER, H.B. Duke Power Co. 87/01/31. 17pp. 39718:153-39718:169. 


S. Reportable occurrences, LERs & related correspondence 


8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/ repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702090124 Forwards repts re seismic activity in Lake Keowee & Lake Jocassee areas 
during June & Jul 1986, per 791029 request. Util will suppi permanent network in order 
to achieve more accurate data. 

TUCKER, H.B. Duke Power Co. 87/01/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 39554:230-39554:269. 


8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190172 Forwards Insp Repts 50-269/87-03.50-270/87-03 & 50-287/87-03 on 
870112-16 & notice of violation. 

REYES, L.A. Region 2, Office of Director. 87/02/11. TUCKER, H.B. Duke Power Co 
2pp. 39685:099-39685:110. 

-8702190179 Notice of violation from insps on 8701 12-16. 

REYES.L.A. Region 2. Office of Director. 87/02/11. 2pp. 39685:101-39685:102. 

-8702190188 Insp Repts 50-269/87-03,50-270/87-03 & 50-287/87-03 on 870112- 
16. Violation noted:failure to adequately evaluate radiological hazards. 

WRIGHT, F.N., HOSEY.C.M. Region 2, Office of Director. 87/02/10. 8pp. 39685:103- 


8702190209 Forwards Enforcement Conference Repts 50-269/87-07, 50-270/87-07 & 
50-287/87-07 on 861 222. Meeting conducted to brief NRC on sequence of events re 
degraded emergency condenser circulating water sys. 

GRACE, J.N. Region 2, Office of Director. 87/02/11. TUCKER, H.B. Duke Power Co 
2pp. 39693:175-39693:187. 

-8702190223 Enforcement Conference Repts 50-269/87-07,50-270/87-07 & 50-287/ 
87-07 on 861 222. Major areas discus$ed:sequence of events & corrective actions re 
emergency condenser circulating water sys degradation. 

BURGER.C.W., PEEBLES,T.A. Region 2, Office of Director. 87/02/05. Ilpp 
39693:177-39693:187. 


8702190431 Forwards Enforcement Conference Repts 50-269/87-08, 50-270/87-08 & 
50-287/87-08 on 861 222. Meeting conducted to brief NRC on sequence of events re 
safety sys functional insp findings.Meeting handouts also end. 

GRACE.J.N. Region 2, Office of Director. 87/02/11. TUCKER, H.B. Duke Power Co 
2pp. 39686:173-39686:205. 

-8702190438 Enforcement Conference Repts 50-269/87-08,50-270/87-08 & 50-287/ 
87-08 on 861222.Major areas discussed:safety sys functional insp & associated safety 
implications. 

BURGER.C.W., PEEBLES, T.A. Region 2, Office of Director. 87/02/05. 31pp 
39686:175-39686:205. 


8702110131 IE Info Notice 87-011, "End of Vital Equipment Within Designated Vital 
Areas." Svc list end. 



8702110132 IE Info Notice 87-012, “Potential Problems W/ Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

of Emer 9 0nc y Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691 -156- 
39691:265. 


-8702090140 “Lake Keowee Earthquakes of June-Jul 1986.” 

ACREE.S., ACREE.J.R., TALWANI.P. South Carolina, Univ. of, Columbia, SC. 86/07/ 
31.1 7pp. 39554:232-39554:248. 

-8702090162 “Duke Power Co, Lake Keowee, SC.Lake Keowee Seismicity." 

CHULICK.J., DWYER, J., WHITE, R. Law Engineering Testing Co. 86/12/10. 21pp. 
39554:249-39554:269. 

8702120127 Special rept:on 861113-14,1206 & 23,spurious fire alarms annunciated in 
control room.On 8701 18, unit shut down due to problems w/detectors.Cause 
undetermined.Technicians investigating potential problem w/detectors. 

TUCKER, H.B. Duke Power Co. 87/02/03. Document Control Branch (Document Con- 
trol Desk). 4pp. 39631:153-39631:156. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.List of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 


8702250566 LER 87-001 -00:on 8701 18,w/unit at 19% of full power, reactor trip occurred 
on main turbine trip.Caused by personnel error & lack of direction for re-use of 
procedure.Personnel counseled & re-use of procedures emphasized. W/87021 7 Itr. 
NORTH, P.J., TUCKER, H.B. Duke Power Co. 87/02/17. 7pp. 39728:234-39728:240. 


V. Operator Examinations 


8702040002 Forwards safety evaluation supporting licensed operator replacement & re- 
qualification programs, per SRP.Future resubmittals of programs will be needed upon 
completion of final rulemaking on rev to 10CFR55. 

HOOD.D. PWR Project Directorate 4. 87/01/28. TUCKER.H.B. Duke Power Co. 4pp. 
39507:339-39507:350. 


-8702040003 Safety evaluation supporting licensed operator replacement & requalifica- 
tion programs, per SRP (NUREG-0800). 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/28. 8pp. 
39507:343-39507:350. 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 
F. Security, medical, emergency & fire protection plans 

8702030016 Change 41 to emergency plan implementing procedures table of contents. 
* Vermont Yankee Nuclear Power Corp. 87/01/06. 3pp. 39472:342-39472:344. 


1 t0 1E lnfo Notice 86-106, “Feedwater Line Break," Svc list end. 
of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8702260137 Forwards schedule of time required to complete operational verification 
program on all safety-related motor-operated valves, per IE Bulletin 85-003 Schedule 
based on listed factors. 

TUCKER, H.B. Duke Power Co. 87/02/18. Document Control Branch (Document Con- 

tro DeskL 50 D. 39753-1 85-39753- IftQ ' 


8702190055 Forwards Safety Insp Rept 50-271/86-25 on 861104-1231 & notice of 
violation.Deferral of insp of four RHR pumps unjustified. Licensee should proceed w / 
commitments made in 86071 1 Itr. 

WENZINGER.E.C. Region 1, Office of Director. 87/02/06. MURPHY.W.P. Vermont 
Yankee Nuclear Power Corp. 2pp. 39680:131-39680:153. 

-8702190074 Insp Rept 50-271/86-25 on 86 11 04- 1231. Violation noted: failure to con- 
duct Tech Spec inservice testing & failure to complete local leak rate testing of clean- 
up sys valve following maint. 

ELSASSER.T.C. Region 1, Office of Director. 87/01/30. 20pp. 39680:134-39680:153. 
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G. Adjudicatory correspondence 

8702030029 Request for hearing & petition to intervene submitted by New England Coa- 
lition on Nuclear Pollution.* Petition to intervene & request for hearing re util applica- 
tion to increase spent fuel pool.Certificate of Svc end. 

WEISS, E.R. New England Coalition on Nuclear Pollution. WEISS, E.R. Harmon & 
Weiss. #187 2347. 87/01/29. Commissioners. 7pp. 39473:195-39473:201. 

8702090023 Vermont Yankee Nuclear Power Corp;consideration of issuance of amend 
to facility operating license & proposed NSHC determination & opportunity for 
hearin g, pe tition to intervene.* W/Certificate of Svc. 

MULLETT.D.J. Vermont, State of. #187 2440. 87/01/29. Commissioners. 7pp. 
39550:030-39550:036. 

8702090031 Atty general JM Shannon request for hearing & petition to intervene w/ 
respect to Vermont Yankee spent fuel pool expansion request.* Alternatives to in- 
creasing spent fuel pool should be considered.Certificate of Svc end. 

SHANNON, J.M., SNEIDER.C.S. Massachusetts, Commonwealth of. #187 2436. 87/ 
01 /30. Commissioners. 4pp. 39550:224-39550:227. 

8702130127 Order.* Refers requests for hearing & petitions to intervene submitted by 
New England Coalition on Nuclear Pollution, State of Vermont & Commonwealth of 
MA atty general to ASLBP. Served on 870210. 

CHILK.S.J. Office of the Secretary of the Commission. #187 2486. 87/02/09. 11pp. 
39634:117-39634:146. 

-8702130143 Vermont Yankee Nuclear Power Corp: consideration of issuance of 
amend to facility OL & proposed NSHC determination & opportunity for hearing.* For- 
wards State of VT petition to intervene. 

MULLETT.D.J. Vermont, State of. 87/01/29. Docketing & Sen/ices Branch. Ip. 
39634:135-39634:146. 

8702200283 Notice of appearance.* W/Certificate of Svc. 

DIGNAN.T.G. Vermont Yankee Nuclear Power Corp. DIGNAN.T.G. Ropes & Gray. 
#187 2534. 87/02/13. Atomic Safety and Licensing Board Panel. 3pp. 39692:107- 
39692:109. 

8702200293 Licensee response to “Request for Hearing & Petition to Intervene Submit- 
ted by New England Coalition on Nuclear Pollution. * Petition in present form inad- 
equate & should be denied.Certificate of Svc end. 

DIGNAN.T.G. Vermont Yankee Nuclear Power Corp. DIGNAN.T.G. Ropes & Gray. 
#187 2532. 87/02/13. Atomic Safety and Licensing Board Panel. 5pp. 39692:068- 
39692:072. 

8702200301 Notice of appearance.* W/Certificate of Svc. 

SELLECK.K.A. Vermont Yankee Nuclear Power Corp. SELLECK.K.A. Ropes & Gray. 
#187 2533. 87/02/13. 3pp. 39692:052-39692:054. 

8702200347 Licensee response to petition to intervene of State of VT.* State should be 
admitted as party to any adjudicatory proceedings if at least one acceptable conten- 
tion as contemplated by 10CFR2.714 filed.W/Certificate of Svc. 

DIGNAN.T.G. Vermont Yankee Nuclear Power Corp. DIGNAN.T.G. Ropes & Gray. 
#187 2531. 87/02/13. Atomic Safety and Licensing Board Panel. 2pp. 39692:003- 
39692:004. 

8702200364 Establishment of ASLB.* C Bechhoefer, chairman & GO Bright & JH Car- 
penter members.Served on 870217. 

LAZO.R.M. Atomic Safety and Licensing Board Panel. #187 2548. 87/02/13. 2pp. 
39692:001-39692:002. 

8702250111 Licensee response to petition to intervene of atty general of State of MA.* 
Atty general provided sufficient interest & should be admitted as party to proceeding if 
at least one acceptable contention filed.Certificate of Svc end. 

SELLECK.K.A. Vermont Yankee Nuclear Power Corp. SELLECK.K.A. Ropes & Gray. 
#187 2578. 87/02/17. Atomic Safety and Licensing Board Panel. 2pp. 39723:004- 
39723:005. 

8702240104 NRC staff response to petition to intervene filed by New England Coalition 
on Nuclear Pollution.* Petition satisfies aspect requirements of 10CFR2.714 but peti- 
tioner should be given time to correct deficiency re standing requirements. 
HODGDON.A.P. Assistant General Counsel for Hearings. #187 2557. 87/02/18. 
Atomic Safety and Licensing Board Panel. 9pp. 39701:300-39701:326. 

-8702240110 NRC staff response to petition to intervene filed by State of VT.* Petition 
satisfies standing & aspect requirements of 10CFR2.714 re util application to amend 
license to increase storage capacity of spent fuel pool. 

HODGDON.A.P. Assistant General Counsel for Hearings. 87/02/18. Atomic Safety 
and Licensing Board Panel. 7pp. 39701:309-39701:315. 

-8702240116 NRC staff response to petition to intervene filed by Commonwealth of MA 
atty general.* Petition satisfies standing & aspect requirements of 10CFR2.714.Notice 
of appearance in proceeding & Certificate of Svc end 

HODGDON.A.P. Assistant General Counsel for Hearings. 87/02/18. Atomic Safety 
and Licensing Board Panel. 11pp. 39701:316-39701:326. 


P. Operating license stage documents & correspondence 

8702040333 Forwards Amend 98 to License DPR-28 & safety evaluation. Amend 
changes Tech Specs to provide trip settings & operability & testing requirements for 
control & instrumentation circuitry in case of degraded grid voltage. 

ROONEY, V.L. BWR Project Directorate 2. 87/01/29. CAPSTICK.R.W. Vermont 
Yankee Nuclear Power Corp. 2pp. 39509:284-39509:303. 

-8702040337 Amend 98 to License DPR-28, changing Tech Specs to provide trip set- 
tings & operability & testing requirements for control & instrumentation circuitry for 
protection in case of degraded grid voltage. 

MULLER, D.R. BWR Project Directorate 2. 87/01/29. 13pp. 39509:286-39509:298. 

-8702040339 Safety evaluation supporting Amend 98 to License DPR-28. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/29. 5pp. 
39509:299-39509:303. 

8702050273 Notification of 870203 meeting w/util in Bethesda.MD to discuss plans for 
licensing activities for 1987 refueling outage. 

ROONEY, V.L. BWR Project Directorate 2. 87/02/02. MULLER, D.R. BWR Project Di- 
rectorate 2. 2pp. 39524:219-39524:220. 


8702170418 Errata to Suppl 1 of Proposed Change 131 to License DPR-28, revising 
Tech Spec Page 221 by incorporating Amend 95 & correcting typo.Tech Spec Page 
218 replaces Page 221. 

CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 87/02/02. ROONEY, V.L. 
BWR Project Directorate 2. Ip. 39648:302-39648:303. 

-8702170435 Revised Tech Spec Page 21 8, incorporating Amend 95 changes & cor- 
recting typo.Tech Spec Page 218 replaces Page 221. 

* Vermont Yankee Nuclear Power Corp. 87/02/02. Ip. 39648:303-39648:303. 

8702060371 Summary of 870115 meeting w/util in Richland, WA re thermal-hydraulic 
analysis supporting util proposed expansion of spent fuel pool.List of attendees & 
summary of description of util thermal-hydraulic analysis encl. 

ROONEY.V.L. BWR Project Directorate 2. 87/02/04. BWR Project Directorate 2. 
29pp. 39546:306-39546:335. 

8702180326 Provides status on facility containment safety study initiatives, including per- 
formance concerns associated w/ severe accidents. 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 87/02/05. MULLER.D.R. BWR 
Project Directorate 2. 2pp. 39666:162-39666:163. 

8702170738 Summary of 870203 meeting w/utils in Bethesda.MD re licensing activities 
for 1987 refueling outage.List of attendees & 1987 outage priority licensing actions 
encl. 

ROONEY.V.L BWR Project Directorate 2. 87/02/09. BWR Project Directorate 2. 5pp. 
39671:163-39671:167. 

8702180210 Partial response to FOIA request. Forwards documents listed in App I re 
facilities. Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/11. TYE.L. Boston Globe, 
Boston, MA. 2pp. 39675:269-39675:292. 

-8702180263 Confirms understanding of listed activities & responsible individuals re 
review of facility containment safety study. Site visit will be arranged for 860929 & 30 
w/V Rooney, G Lainas.J Hulman.W Hodges & M Thadani as participants. 
THADANI.M.C. BWR Project Directorate 2. 86/09/19. BERNERO.R., HOUSTON, W. 
Division of Boiling Water Reactor (BWR) Licensing. LAI NAS, G. Assistant Director for 
Technical Support (BWR). 2pp. 39675:275-39675:276. 

8702180221 Forwards safety evaluation accepting util 861230 Itr re adequacy of cask 
lifting device to be used w/Transnuclear TN-8L cask. 

ROONEY.V.L. BWR Project Directorate 2. 87/02/12. CAPSTICK.R.W. Vermont 
Yankee Nuclear Power Corp. 2pp. 39674:089-39674:092. 

-8702180231 Safety evaluation accepting use of Transnuciear TN-8L cask lifting device 
per NUREG-0612. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/12. 2pp. 
39674:091-39674:092. 

8702250309 Forwards evaluation granting util 861219 request for further mod of 840612 
confirmatory order to delay implementation of SPDS & Reg Guide 1 .97 requirements 
re Suppl 1 to NUREG-0737. Proposed schedule for implementing DCRDR mods ac- 
ceptable. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 87/02/18. 
CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 7pp. 39743:152-39743:158. 

8702270276 Forwards corrected Page 2 of evaluation encl w/NRC 870218 Itr to util. 
ROONEY.V.L. BWR Project Directorate 2. 87/02/20. NRC - No Detailed Affiliation 
Given. 2pp. 39780:336-39780:337. 


Q. inspection reports, SE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York. Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list encl. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list encl. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency.’’ Svc list encl. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 
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8702190055 Forwards Safety Insp Rept 50-271/86-25 on 861104-1231 & notice of 
violation.Deferral of insp of four RHR pumps unjustified.Licensee should proceed w/ 
commitments made in 85071 1 Itr. 

WENZINSER.E.C. Region 1, Office of Director. 87/02/06. MURPHY, W.P. Vermont 
Yankee Nuclear Power Dorp. 2pp. 39680:131-39680:153. 

-8702190061 Notice of violation from insp on 861104-1231. 

* Region 1, Office of Director. 87/02/06. Ip. 39680:133-39680:133. 

-8702190074 Insp Rept 50-271/86-25 on 861 104-1 231. Violation noted: failure to con- 
duct Tech Spec inservice testing & failure to complete local leak rate testing of clean- 
up sys valve following maint. 

ELSASSER.T.C. Region 1, Office of Director. 87/01/30. 20pp. 39680:134-39680:153. 

8702190458 Forwards safety evaluation & SAIC-86/1633, “Second Interval Inservice 
Insp Program....” Inservice insp program approved for implementation. Review of in- 
sen/ice testing (1ST) program incomplete. Addl info requested on 870105 for review of 
1ST 

MULLER, D.R. BWR Project Directorate 2. 87/02/10. CAPSTICK.R.W. Vermont 
Yankee Nuclear Power Corp. 3pp. 39689:123-39689:206. 

-8702190460 Safety evaluation re inservice insp program & requests for relief for 
second insp interval.Relief requests granted, conditionally granted or denied. Program 
acceptable for implementation. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/10. 13pp. 
39689:126-39689:139. 

-8611250428 “Second Interval Inservice Insp Program, Vermont Yankee Nuclear Power 
Plant,” technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAIC-86/1633. 86/11/30. NRC - No Detailed Affiliation Given. 67pp. 
39689:140-39689:206. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers.GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702250234 Forwards Insp Rept 50-271/87-01 on 870112-16.One violation 
noted.Notice of violation will not be issued since violation meets criteria of 
10CFR2,App C, Section V.A for licensee identified violations. 

MARTIN, T.T. Region 1, Office of Director. 87/02/17. MURPHY.W.P. Vermont Yankee 
Nuclear Power Corp. 2pp. 39728:1 12-39728:1 18. 

-8702250241 Insp Rept 50-271/87-01 on 8701 12-1 6. Violation noted:failure to identify 
radionuclide activity on shipping manifest. 

MILLER, M., PASCIAK.W. Region 1, Office of Director. 87/02/16. 5pp. 39728:114- 
39728:118. 


R. Periodic operating reports & related correspondence 

8702180146 Monthly operating rept for Jan 1987.W/870210 Itr. 

WALLIN, G.A., MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 87/01/31. 6pp. 
39666:086-39666:091. 


S. Reportable occurrences, LERs & related correspondence 

8702180286 LER 87-0Q1-00:on 870107,reactor protection sys motor generator set 
tripped, resulting in half scram & initiation of ECCS sys.Caused by failed coil on control 
relay due to end of life.Coil replaced.W/870206 Itr. 

PELLETIER, J.P. Vermont Yankee Nuclear Power Corp. 87/02/06. 3pp. 39666:099- 
39666:101. 

8702250471 LER 86-01 2-02:on 860604, motor operated valve failed to open upon signal 
from control room.Caused by lockup of valve spring pack preventing torque switch 
from opening & causing motor to fail.Motor generators regreased. W/87021 3 Itr. 
PELLETIER, J.P. Vermont Yankee Nuclear Power Corp. 87/02/12. 4pp. 39729:358- 
39729:361. 

8702270020 Summary of Operating Reactor Events Meeting 87-04 on 870209. List of 
attendees,events discussed, significant elements of events & summary of events end. 
HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/19. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 18pp. 
39763:013-39763:030. 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8702020690 Rev 9 to event classification guide.Revs to emergency plan procedures 
end. 

FAWCETT, D. Public Service Electric & Gas Co. of New Jersey. 87/01/15. 59pp. 
39464:162-39464:287. H 


-8702030039 Revs to emergency plan procedures, including Rev 12 to EP li-4, “Salem 
Emergency Response Support Callout," Rev 5 to EP 11-7, “Salem Callout Test Proce- 
dure" & Addendum 1 to Rev 13 to telephone list by facility. 

* Public Service Electric & Gas Co. of New Jersey. 86/12/31. 67pp. 39464:221- 
39464:287. 

8702100308 Discusses plans to implement compensatory security mgt program during 
security supervisor training, requiring temporary mod of shift coverage, detailed in 
encI.EncI withheld. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/01/30. 
MURLEY.T.E. Region 1, Office of Director. 2pp. 39578:219-39578:220. 

8702090404 Revised emergency plan procedures (Vol 1),including Rev 9 to EP 1-2, 
“Alert-Senior Shift Supervisor/Emergency Duty Officer” & Rev 9 to EP I-3A, “Site 
Area Emergency-Senior Shift Supervisor." 

* Public Service Electric & Gas Co. of New Jersey. 87/02/15. 100pp. 39561:019- 
39561:103. 


I. Financial Information 


8702100100 Forwards Philadelphia Electric Co & PSE&G 861229 & 31 Itrs, 
respectively, transmitting Atlantic City Electric Co Itr re proposed corporate reorganiza- 
tion by forming holding company, Atlantic Energy, Inc.Review requested.W/o encls. 
MULLER, D.R. BWR Project Directorate 2. 87/02/06. NASH.D.A. Assistant Director for 
State & Licensee Relations. 2pp. 39575:343-39575:344. 


J. Insurance & indemnity Information 

8702170660 Forwards Endorsements 90 & 75 to NELIA Policy NF-230 & MAELU Policy 
MF-90, respectively. 

HOFFMAN, J. Marsh & McLennan, Inc. 87/02/03. DINITZ.I. Assistant Director for 
State & Licensee Relations. 3pp. 39661 :097-39661 :099. 


P. Operating license stage documents 8 correspondence 

8702110151 Responds to NRC request for addl info re License Change Request 82-16 
concerning semiautomatic recirculation switchover.EncI info provides description of 
procedures used to address LOCA in Mode 4. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/01/05. 
NOONAN, V.S. PWR Project Directorate 5. 3pp. 39590:294-39590:296. 

8702260247 Forwards General Physics Corp, “NUREG-0737, Suppl 1 Emergency Re- 
sponse Capability-Plan," per 860701 commitment.Schedule for implementing mods 
required to resolve DCRDR human engineering deficiencies also end. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/02/20. Document 
Control Branch (Document Control Desk). 5pp. 39745:102-39745:176. 

~8702260257 “NUREG-0737, Suppl 1 Emergency Response Capability Integrated 
Project Plan.” 

* General Physics Corp. 87/01/31. 70pp. 39745:107-39745:176. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

IEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020566 Forwards Exam Repts 50-272/86-27OL & 50-31 1/86-270L of exam admin- 
istered during wk of 861103. 

ESELGROTH.P.W. Region 1, Office of Director. 87/01/21. MCNEILL.C.A. Public Serv- 
ice Electric & Gas Co. of New Jersey. 2pp. 39466:224-39466:322. 

“8702020577 Exam Repts 50-272/86-270L & 50-31 1/86-270L of exam administered 
on 861 1 05-07.Exam results:three of four senior reactor operator candidates received 
license 

NORRIS, B.S., KELLER, R.M., COLLINS, S.J. Region 1, Office of Director. 86/12/29. 
97pp. 39466:226-39466:322. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads In Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 
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8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York. Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702270320 Radiation Safety Insp 50-272/86-33 renumbered to include 50-311. New 
designation is combined Insps 50-272/86-33 & 50-311/86-33. 

MARTIN, T.T. Region 1, Office of Director. 87/02/11. Public Service Electric & Gas 
Co. of New Jersey. 2pp. 39773:356-39773:357. 

8702110131 IE Info Notice 87-011, "Encl of Vital Equipment Within Designated Vital 
Ar@ds ** Svc list oncl 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Meta! Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list encl. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list encl. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702260252 Responds to violations noted in Insp Repts 50-272/86-23 & 50-311/86- 
23,Corrective actions:Attachment B-2 revised to correct misinterpretation of grease 
clogged drains.Revised Attachment B-2 encl. 

MCNEILL, C.A. Public Service Electric & Gasi Co. of New Jersey. 87/02/13. 
HEISHMAN.R.F. Vendor Program Branch. 7pp. 39739:346-39739:352. 

8702250133 Forwards Insp Repts 50-272/87-01 & 50-311/87-01 on 870101- 26.No vio- 
lations observed. 

GALLO, R.M. Region 1, Office of Director. 87/02/17. MCNEILL, C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 39728:032-39728:045. 

-8702250138 Insp Repts 50-272/87-01 & 50-311/87-01 on 870101-26.No violations 
noted. Major areas inspeoled:followup on outstanding insp items, operational safety ver- 
ification, maint, surveillance & review of special repts. 

NORRHOLM.L.J. Region 1, Office of Director. 87/02/11. 12pp. 39728:034-39728:045. 


R. Periodic operating reports & related correspondence 


8702030347 Forwards operating Itr re IAEA surveillance interval for 861024-870105. 
MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/01/23. Document 
Control Branch (Document Control Desk). 3pp. 39480:051-39480:053. 

8702240356 Monthly operating rept for Jan 1987.W/870217 Itr. 

WHITE.P., ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 87/01/31. 
1 4pp. 3971 9:344-3971 9:357. 


S. Reportable occurrences, LERs & related correspondence 

8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM.F.K. Limitorque Corp. 85/08/13, Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp 30590:288-39590:293. 

8612040108 Special Rept 86-4:on 861 105, three fire doors determined to be 
damaged.Cause, other than high traffic, undetermined.Hinges on Doors 137-1 & 136-2 
welded & panic bar on Duor 120-1 repaired.Fire watch established for duration of 
outage. 

ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 86/11/26. Record 
Services Branch (Document Control Desk). 4pp. 38831:341-38831:344. 

8701150305 Special Rept 86-6:on 871210 & 16, fire barriers degraded due to impairment 
of floor hatch & two wall penetrations beyond 7 days.Caused by inoperable hatch re- 
maining open to run cable for work. Weld cable removed & hatch returned to svc. 
ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 87/01/09. Record 
Services Branch (Document Control Desk). 3pp. 39291:247-39291:251. 

8702100295 Submits fifth monthly rept on status of corrective actions taken in response 
to 860826 reactor trip & false blackout signal at Salem Unit 2.lnterim evaluation indi- 
cates that configuration stable under most severe transient conditions. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/01/30. Document 
Control Branch (Document Control Desk). 4pp. 39570:357-39570:360. 


V. Operator Examinations 


8702020566 Forwards Exam Repts 50-272/86-27OL & 50-31 1 /86-270L of exam admin- 
istered during wk of 861103. 

ESELGROTH.P.W. Region 1, Office of Director. 87/01/21. MCNEILL, C.A. Public Serv- 
ice Electric & Gas Co. of New Jersey. 2pp. 39466:224-39466:322. 

-8702020577 Exam Repts 50-272/86-27OL & 50-31 1/86-270L of exam administered 
on 861 105-07. Exam resultsithree of four senior reactor operator candidates received 
license. 

NORRIS, B.S., KELLER, R.M., COLLINS,S.J. Region 1, Office of Director. 86/12/29. 
97pp. 39466:226-39466:322. 


DOCKET 50-274 U.S. GEOLOGICAL SURVEY RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 

8702100303 “USGS TRIGA Reactor Annual Rept for 1986." W/870128 Itr. 
RUSLING.D.H. Interior, Dept, of, Geological Survey. 86/12/31. 8pp. 39570:321- 
39570:328. 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
81 1005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice encl. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 

-8312020137 Forwards SER approving applicant 830715,0923 & 1104 requests for de- 
viations from Section 111 of App R to 10CFR50, “Emergency Lighting." 
RUBENSTEIN.L.S. Assistant Director for Core & Plant Systems. 83/11/18. 
JOHNSTON, W.V. Assistant Director for Matls, Chem. & Environ Technology (Post 
830201). Ip. 39783:317-39783:317. 

-8702250221 Safety evaluation re applicant 830715,0923 & 1104 requests for deviation 
from 10CFR50,App R.Section III.J concerning "Emergency Lighting." Request ap- 
proved. 

* Assistant Director for Core & Plant Systems. 83/11/18. 5pp. 39783:318-39783:345. 

8702100390 Forwards Safeguards Insp Repts 50-275/87-02 & 50-323/87-02 on 
870112-16 & notice of violation.lnsp repts & notice of violation withheld (ref 
10CFR2.790). 

MONTGOMERY.J.L. Region 5, Office of Director. 87/02/04. SHIFFER.J.D. Pacific 
Gas & Electric Co. 2pp. 39574:359-39574:360. 

8702270224 Forwards Insp Rept 50-275/87-06 on 870112-13 & notice of 

violation.Nonemergency telephone calls directed to control room during 870102 event 
had negative impact on handling of emergency. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/02/10. SHIFFER.J.D. Pacific Gas 
& Electric Co. 2pp. 39773:052-39773:062. 

-8702270226 Notice of violation from insp on 8701 12-13. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/02/10. Ip. 39773:054-39773:054. 

-8702270231 insp Rept 50-275/87-06 on 8701 12-1 3. Violation noted: notification of 
870102 emergency plan unusual event did not occur until 95 minutes after declara- 
tion. 

GOOD.G.M., FISH,R.F. Region 5, Office of Director. 87/02/06. 8pp, 39773:055- 
39773:062. 

8702240011 Partial response to FOIA requestForwards App M documents. Apps L & M 
documents available in PDR. 

* Division of Rules and Records. 87/02/12. HOLMES, G.A. MHB Technical Associ- 
ates. 9pp. 39730:246-39731:272. 

-8702240209 Requests removal & storage of security matls stored in Willste Bldg in 
Silver Spring, MD.If suitable arrangements not made by 83071 5, matls will be de- 
stroyed. 

CHANDLER, L.J. Hearings Division. 83/06/29. STRUMWASSER.M. Affiliation Not As- 
signed. 4pp. 39731:072-39731:102. 

-8702240361 Forwards proposed Itr providing written confirmation of 831101-04 site 
visit by LASL to collect info for vital area analysis program sponsored by NMSS. 
BURNETT, R.F. Division of Safeguards. 83/10/07. MARTIN, J.B. Region 5, Office of Di- 
rector. 2pp. 39731:213-39731:227. 


G. Adjudicatory correspondence 

8702030032 Licensee PG&E response to ASLB memorandum & order dtd 861201.* Re- 
sponse includes lists of witnesses who will testify on behalf of util, exhibits to be intro- 
duced & documents witnesses will rely on.Certificate of Svc encl. 

NORTON, B. Pacific Gas & Electric Co. #187 2328. 86/12/22. 66pp. 39473:202- 
39473:262. 

8702030049 Answer of PG&E in opposition to motion for summary disposition,* Motion 
should be denied based on failure of intervenors to show any basis to grant 
motion. KP Singh affidavit encl. 

LOCKE, R.F. Pacific Gas & Electric Co. #187 2325. 87/01/14, Atomic Safety and Li- 
censing Board Panel. 12pp. 39475:110-39475:126. 

-8702030066 Affidavit of KP Singh re Mothers for Peace & Sierra Club 861215 motion 
for summary disposition concerning design of high-density spent fuel racks.Racks de- 
signed in compliance w/applicable NRC & SRP requirements.Certificate of Svc encl. 
SINGH, K.P. Holtec International. 87/01/13. 5pp. 39475:122-39475:126. 

8702030035 Memorandum & order.* Order denying motion of Mothers for Peace & 
Sierra Club for summary disposition re failure of NRC to file EIS, requesting prefiled 
testimony by 870224 & setting date of hearing for 870309.$erved on 870130. 

COTTER, B.P., BRIGHT, G.O., HARBOUR, J. Atomic Safety and Licensing Board Panel, 
#187 2373. 87/01/28. Mothers for Peace. 6pp. 39473:267-39473:272. 

8702250114 Informs that LT Gesinsky has become seriously ill & will not be able to 
testify, as witness.on behalf of util.EE DeMario will replace LT Gesinsky as 
witness. Prof qualifications encl. 

LOCKE, R.F. Pacific Gas & Electric Co. #187 2576. 87/02/11. COTTER, B.P., 
HARBOUR, J., BRIGHT, G.O. Atomic Safety and Licensing Board Panel. 3pp. 
39723:006-39723:008. 

8702190078 Forwards H Ashar 870127 memo re analysis of facility high density spent 
fuel racks & two proposals from Sargent & Lundy dtd 870106 & 13. Related corre- 
spondence. 

MCGURREN.H.J. Assistant Genera! Counsel for Hearings. #187 2506. 87/02/12. 
LOWRY, E.F., GRUENEICH,D.M. Grueneich & Lowry. 6pp. 39665:104-39665:109. 
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6702190104 Requests all documents in possession of PG&E, consultants, contractors or 
agents re add! parametric studies conducted for facility high density racks.Reiated cor- 
respondence. 

LOWRY.E.F. Grueneich & Lowry. #187 2516. 87/02/12. NORTON, B. Pacific Gas & 
Electric Co. 2pp. 39666:013-39666:014. 

8702240011 Partial response to FOIA request.Forwards App M documents. Apps L & M 
documents available in PDR. 

* Division of Rules and Records. 87/02/12. HOLMES.G.A. MHB Technical Associ- 
ates. 9pp. 39730:246-39731:272. 

—8702240528 Notice of SE Turk withdrawal as counsel for NRC in proceeding.AII svc 
lists should be revised. 

TURK.S.E. Hearing Branch 3. 83/02/25. Ip. 39730:284-39730:338. 

8702200284 Informs that H Ashar will replace F Rinaldi as witness to testify w/H Fish- 
man in response to Sierra Club Contentions l(A)3,4;l(B)2,8;ll(A)1 ,2,3,4; & !I(B)1 & 
2.HG Ashar prof qualifications end. Related correspondence. 

MCGURREN.H.J. Assistant General Counsel for Hearings. #187 2537. 87/02/18. 
COTTER, B.P., BRIGHT, G.O., HARBOUR, J. Atomic Safety and Licensing Board Panel. 
5pp. 39692:102-39692:106. 


H. General correspondence 


8702110158 Requests that author name be removed from list of individuals receiving 
documents re licensing of facility. 

HARRIS, T.H. Affiliation Not Assigned. 87/01/22. Document Control Branch (Docu- 
ment Control Desk). Ip. 39588:360-39588:360. 

8702240011 Partial response to FOIA requestForwards App M documents. Apps L & M 
documents available in PDR. 

* Division of Rules and Records. 87/02/12. HOLMES.G.A. MHB Technical Associ- 
ates. 9pp. 39730:246-39731:272. 

-8702240068 Contradicts testimonies of V Tennyson & R Roam re statements by 
PG&E to QA manager that util had option of complying w/ rules.Suggests that sworn 
statements be thoroughly investigated. 

TOWNSEND, C.C. Affiliation Not Assigned. 83/04/16. Commissioners. 2pp. 
39730:360-39731:008. 


J. Insurance & indemnity Information 

8702090482 Forwards Endorsement 109 to NELIA Policy NF-113. 

CRANE, P.A. Pacific Gas & Electric Co. 87/01/29. SALTZMAN.J. Assistant Director for 
State & Licensee Relations. 2pp. 39561:151-39561:152. 


-8201120089 Recommends development of plant independent review committee char- 
ter which leaves acceptable latitude for exercise of prof judgment yet definitive 
enough to produce striking final rept.BNL 811209 list of tentative members encl. 
KNIGHT, J.P. Assistant Director for Comp. & Structures Engineering (Pre 830201). 81/ 
12/11. MIRAGUA.F.J. Office of Nuclear Reactor Regulation, Director (pre-8511251 
2pp. 39781:181-39781:182. 

-8201120094 Submits list of tentative members for independent review committee re 
confirmatory evaluations.Meeting to develop further committee guidelines.tasks & 
budgets suggested. 

REICH, M. Brookhaven National Laboratory. 81/12/09. KNIGHT, J.P. Assistant Director 
for Comp. & Structures Engineering (Pre 830201). Ip. 39781:182-39781:182. 

-8201140203 Submits comments re preliminary Cloud rept & PG&E biweekly Status 
Repts 1 & 2.Rept does not address adequacy of QA controls governing info flow or 
verification of correctness. 

HAASS.W.P. Quality Assurance Branch. 81/12/03. VOLLMER.R.H. Division of Enai- 
neering (pre-851125). Ip. 39781:177-39781:177. y 

-8201150019 Discusses 811215 memo re board notification reporting facility investiga- 
tion by NRC Region 5.Board notification not required.lnvestigation will be conducted 
811216-18. 

TEDESCO.R.L. Assistant Director for Licensing. 81/12/15. EISENHUT.D.G Division of 
Licensing (800428-85 1 1 24). 1 p. 3978 1 : 1 83-3978 1:185. 

-8201300028 Forwards summary of reverification program activities for wk of 820104 & 
scheduled future activities.W/o encl. 

SCHIERLING.H. Licensing Branch 3. 82/01/12. TEDESCO.R.L Assistant Director for 
Licensing. 2pp. 39781:214-39781:215. 

-8201300032 Requests preparation of transcript for scheduled 8201 19 meeting 
SCHIERLING.H. Licensing Branch 3. 82/01/12. SULLIVAN, P. Office of the Secretary 
of the Commission. Ip. 39781:216-39781:225. 

“8201300204 Confirms 820106 conversations w/D Crutchfield & F Miraglia re technical 
assistance to Region V on facility reverification program. 

EISENHUT.D.G. Division of Licensing (800428-851124). 82/01/12. HERRING, K Sys- 
tematic Evaluation Program Branch. 2pp. 39781:212-39781:213. 

“8202170023 Forwards summary of record search for independent review 
requirement, scope & definition during 811009 & 1103 meetings w/util & 811109 Com- 
mission briefing. 

TEDESCO.R.L Assistant Director for Licensing. 82/01/12. EISENHUT.D.G. Division of 
Licensing (800428-851 124). 23pp. 39781 :226-39781 :248. 

-8202170264 Requests preparation of transcript of 820203 meeting w/PG&E. 
SCHIERLING.H. Licensing Branch 3. 82/02/02. SULLIVAN, P. Office of the Secretary 
of the Commission. 1 p. 39781 :330-39781 :344. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

8702030227 Summarizes ACRS Extreme External Phenomena Subcommittee 861120 
meeting re Diablo Canyon long-term seismic program. 

MAXWELL.J.C. Maxwell, J.C. MAXWELL, J.C. ACRS - Advisory Committee on Reactor 
Safeguards. 85/11/25. SIESS.C.P. ACRS - Advisory Committee on Reactor Safe- 
guards. 2pp. 39487:229-39487:230. 

8702030236 Summarizes 861120 meeting in Washington, DC re facility long-term seismic 
program. 

PAGE.B.M. Stanford Unrv., Stanford, CA. PAGE.B.M. ACRS - Advisory Committee on 
Reactor Safeguards. 86/11/28. SIESS.C.P. Illinois, Univ. of, Urbana, IL. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 39487:231-39487:232. 

8702030256 Summarizes ACRS Subcommittee on Extreme External Phenomena 
861120 meeting re facility long-term seismic program.Studies necessary & conducted 
in excellent manner. 

THOMPSON.GA Affiliation Not Assigned. THOMPSON, G.A. ACRS - Advisory Com- 
mittee on Reactor Safeguards. 86/11/30. ACRS - Advisory Committee on Reactor 
Safeguards. Ip. 39487:233-39487:233. 


P. Operating license stage documents & correspondence 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
5] ,!2S. 5 ”i e ®i n 9,- Transcri P t re< J uir8d 2 or 3 days after meeting.Meeting notice encl. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN.P. Office of the Secretary of 
the Commission, Ip. 39781:121-39784:008. 

“8110200109 Summarizes significant activities re facility for period of 811002-08 SSER 
15 issued on 811002.Meeting w/util scheduled for 811009 to discuss recently 'identi- 
fied seismic deficiency. 

eisenhut ' d - g - " - “a 

81 1029 re Q uest for transcript of 811103 meeting. 

BUCKLEY B.C. Licensing Branch 3. 81/10/29. SULLIVAN.P. Office of the Secretary of 
the Commission. I p. 39781 :1 64-39781 :1 65. 

“8111300524 Forwards Commission paper recommending transmittal of formal request 
ant ?®! sm , ic 'ssues to util as discussed during 811103 meeting, 
SE ce °* Nuclear Reactor Regulation, Director (pre-851125). 81/11/05. 
SKSt*** Office of the Executive Director for Operations. Ip. 39781:166- 

30781 n 66. 

“?yS2S?I 3 r,^ ub ] nits week, y status of facilities for period 811030-1106. 

TEDESCO, R. L. Assistant Director for Licensing. 81/11/06. EISENHUT.D.G. Division of 
Licensing (800428-851124), 2pp. 39781:167-39781:168. 

f a , ciIit L desi 9 n verification programs. Util response to 
811119 order & request for addl info will provide first opportunity to determine util ef- 

(fll^28-^^24\' < 2p^! r ^78^, f i C 78-3g7Bi : 1 'f8o W EISENHUT.D.G. Division o. Liconsing 


“8204070680 Confirms J Lee telcon request for reporter to prepare transcript of 820401 
meeting. Transcript needed two or three days after meeting. 

SCHIERLING.H. Licensing Branch 3. 82/03/31. SULLIVAN.P. Office of the Secretary 
of the Commission. Ip. 39782:027-39782:032. y 

-8204220129 Request review of “Diablo Canyon Nuclear Power Plant-Unit 1: Phase i 
Program Mgt Plan for Independent Design Verification Program.” Results should be 
provided by 820419. 

EISENHUT.D.G. Division of Licensing (800428-851124). 82/04/12. VOLLMER.R.H Di- 
vision of Engineering (pre-851 125). 3pp. 39782:033-39782:035. 

-8204290026 Forwards list of documents re Diablo Canyon design verification program 
which will be placed in Shearon Harris LPDR. 

MIRAGLIA, F.J. Licensing Branch 3. 82/04/16. ROTHSCHILD, M. Office of the Execu- 
tive Legal Director (Pre 860701). 2pp. 39782:036-39782:037. 

“8204290094 Confirms telcon request for reporter to prepare transcript of 820325 
meeting w/util.Transcript needed 2 or 3 days following meeting. 

SCHIERLING.H. Licensing Branch 3. 82/03/24. SULLIVAN.P. Office of the Secretary 
of the Commission. Ip. 39782:015-39782:015. 

“8205050193 Forwards summary of revised review plan for design verification 
program.Meeting w/identified personnel to discuss activities underway recommended 
MIRAGUA.F.J. Licensing Branch 3. 82/04/28. EISENHUT.D.G. Division of Licensing 
(800428-851 1 24). 5pp. 39782:047-39782:074. 9 

“8205060089 Forwards itr to util re approval of Teledyne Engineering Svcs 820402 plan 
for Phase I of independent design verification program per Commission Order CLI-81- 
30 & request for addl info. 

EISENHUT.D.G. Division of Licensing (800428-851124). 82/04/26. DENTON H.R. 
Office of Nuclear Reactor Regulation. Director (pre-851125). 2pp. 39782:045- 


~8206110357 Confirms telcon request for reporter to transcribe 820610 meeting w/util 
& Teledyne Engineering Svcs. 

SCHIERLING.H. Licensing Branch 3. 82/06/04. SULLIVAN.P. Office of the Secretary 
of the Commission. Ip. 39782:079-39782:086. y 


-8206110393 Forwards anonymous undated Itr from engineer received by IE on 820518 
re mtegnty of ongoing independent design verification program.Recommends encl 
memo be forwarded to IE. 

EISENHUT.D.G. Division of Licensing (800428-851124). 82/05/28. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). Ip, 39782:130- 


-8206140350 Requests finalization of criteria for determining financial independence of 
individuals & companies engaged in plant independent design verification program & 
evaluation of Teledyne proposal.by 820528. K ^ 

EISENHUT.D.G. Division of Licensing (800428-851124). 82/05/27. VOLLMER R.H Di- 
vision of Engineering (pre-851125), Ip. 66110:136-66110:159. 

“8206280035 Requests comments on encl “Addl Verification & Addl Sampling" first in- 
L eri ^ te^ nicai re P* for independent design verification program.Comments requested 
by 820622. 

EISENHUT.D.G. Division of Licensing (800428-851124). 82/06/16. VOLLMER, R H, Di- 
vision of Engineering (pre-851125). Ip. 39782:095-39782:123. 
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-8207130030 Forwards request for addl info re QA program, 

JOHNSTON, W.V. Assistant Director for Matis & Qua! Engineering (Pre 830201). 82/ 
07/07. TEDESCO.R.L. Assistant Director for Licensing. 2pp. 39782:137-39782:138. 

-8207300028 Requests arrangements be made for reporter to prepare transcript of 
820727 meeting w/util,BNL & Teledyne Engineering Svcs. 

SCHIERLING.H. Licensing Branch 3. 82/07/20. SULLIVAN, P. Office of the Secretary 
of the Commission. Ip. 39782:152-39782:152. 

-8208040485 Forwards status & event rept of facility design verification program activi- 
ties during wk ending 82071 7, including info re NRC/ util 820709 discussion on current 
issues & Bechtel QA program. 

MIRAGLIA.F.J. Licensing Branch 3. 82/07/23. EISENHUT.D.G. Division of Licensing 
(800428-851 1 24). 6pp. 39782:1 55-39782:161 . 

-8208170365 Notification of 820806 meeting w/util in Bethesda.MD to inform NRC of 
current scope & status of internal technical program, relationship of program to inde- 
pendent design verification program & schedule for program. 

SCHIERLING.H.E. Licensing Branch 3. 82/07/30. MIRAGLIA.F.J. Licensing Branch 3. 
5pp. 39782:178-39782:184. 

-8208230457 Forwards Control Data Corp Part 21 rept re error in PIPESD computer 
program, used for piping analysis. Program used at Diablo Canyon.but should not affect 
current seismic analysis work. 

BAER.R.L. Engineering & Technical Support Branch. 82/07/27. MIRAGLIA.F.J. Li- 
censing Branch 3. Ip. 39782:162-39782:175, 

-8209030415 Requests arrangements be made for reporter to prepare transcript of 
820901 meeting w/util & Teledyne Engineering Svcs.rranscript needed within 2 days 
following meeting. 

SCHIERLING.H. Licensing Branch 3. 82/08/26. SULLIVAN, P. Office of the Secretary 
of the Commission. Ip. 39782:200-39782:200. 

-8209150161 Requests review of util 820813 response to NRC request for addl info on 
QA program.Comments should be provided by 820820. 

NOVAK.T.M. Assistant Director for Licensing. 82/08/24. JOHNSTON, W.V. Assistant 
Director for Matis & Qual. Engineering (Pre 830201). Ip, 39782:199-39782:199. 

-8209200330 Requests arrangements for reporter to prepare transcript of 820909 
meeting w/ Joint Intervenors & Ofc of Governor of State of CA. 

SCHIERLING.H. Licensing Branch 3. 82/08/31. SULLIVAN.P. Office of the Secretary 
of the Commission, Ip. 39782:206-39782:206. 

-8209210455 Responds to util 820813 Itr submitting QA program description for inte- 
grated project organization to bring facility to commercial operation.QA program ac- 
ceptable. 

JOHNSTON, W.V. Assistant Director for Matis & Qual. Engineering (Pre 830201). 82/ 
09/01. NOVAK, T. Assistant Director for Licensing. Ip. 39782:207-39782:207. 

-8209280408 Submits daily highlight.On 82091 7, safety evaluation issued supporting 
amend to License DPR-76 to extend term of operation by 1 yr until 830922.Extension 
does not involve significant hazards consideration. 

BUCKLEY, B. Licensing Branch 3. 82/09/17. CASE.E., CARTER, J., EISENHUT.D. 
NRC - No Detailed Affiliation Given. Ip. 39782:215-39782:215. 

-8209290285 Advises that ASLBs for Diablo Canyon, floating nuclear 
plants, Summer, Callaway 1 & Comanche Peak will be informed of control rod drive 
guide tube support pin failures at Westinghouse plants. 

NOVAK.T.M. Assistant Director for Licensing. 82/08/16. Assistant Director for Licens- 
ing. 1 p. 39782:1 89-39782:1 98. 

-8210040372 Submits list of Teledyne interim technical repts re facility .Teledyne plan 
for Phase II of 820618 independent design verification program under 
review.Requests schedule for submittal of comments. 

NOVAK, T.M. Assistant Director for Licensing. 82/09/03. KNIGHT, J.P. Assistant Direc- 
tor for Comp. & Structures Engineering (Pre 830201). 2pp. 39782:208-39782:214. 

-8210060468 Forwards evaluation of first interim technical rept for independent design 
verification program. 

VOLLMER.R.H, Division of Engineering (pre-851125). 82/09/24. EISENHUT.D.G. Divi- 
sion of Licensing (800428-851124). 34pp. 39782:21 6-39782:249. 

-8210190033 Comments on Teledyne Engineering Svcs Phase II program plan for 
Diablo Canyon Independent Design Verification Program. Restoration of license 
should await sufficient completion of both Phase I & Phase II activities. 

VOLLMER.R.H. Division of Engineering (pre-851125). 82/09/30. EISENHUT.D.G. Divi- 
sion of Licensing (800428-851124). 4pp. 39782:250-39782:258. 

-8211090579 Trip rept of 820920-23 visit to site & Escondido, CA re NRC & US Coastal 
Engineering Research Hydrologic engineering review comments on breakwater/intake 
structure repts for Jul 1 982, 

JACHOWSKI.R.A. Hydrologic & Geotechnical Engineering Branch. 82/10/28. 
LEAR.G.E. Hydrologic & Geotechnical Engineering Branch. 2pp. 39782:259- 
39782:260. 

-8211180423 Advises that semiscale test results close out Board Notification 82- 
93.Substance of Board Notification 82-107 should be addressed in SER & supplemen- 
tal SER for plants contested or for plants not started.Summary of rept end. 

NOVAK, T.M. Assistant Director for Licensing. 82/11/10. Division of Licensing 
(800428-851124). Ip. 39782:261-39782:263. 

-8212130049 Trip rept for 821112 info exchange meeting between Teledyne Engineer- 
ing Svcs & util in Waltham.MA to review corrective action plans for annulus structure. 
POLK.H.E. Structural Engineering Branch. 82/11/30. SCHAUER.F.P. Structural Engi- 
neering Branch. 3pp. 39782:284-39782:290. 

-8212220059 Summary of 821021 meeting w/independent design verification program 
members & Diablo Canyon project organization re assumptions & applicability of CON- 
TEMPT computer code for determining environ conditions. 

SCHIERLING.H. Licensing Branch 3. 82/12/02. Licensing Branch 3. 6pp. 39782:291- 
39782:302. 

-8301040115 Requests arrangements for reporter to prepare transcript of 821221 
meeting in Long Island, NY w/util & BNL. Meeting notice attached w/ details. Tran script 
required for internal use. W/o end. 

SCHIERLING.H. Licensing Branch 3. 82/12/15. SULLIVAN.P. Office of the Secretary 
of the Commission. Ip. 39782:303-39782:31 1. 


-8301110677 Requests arrangements for reporter to prepare transcript of 830113 
meeting w/util & Teledyne in San Francisco, CA re status of independent design verifi- 
cation program & site visit. 

SCHIERLING.H. Licensing Branch 3. 83/01/07. SULLIVAN.P. Office of the Secretary 
of the Commission. Ip. 39782:349-39782:350. 

-8301110679 Notification of 830112-13 meeting w/util & Teledyne in San Francisco, CA 
to discuss status of independent design verification program at site & to observe 
mods planned, in progress & completed. 

SCHIERLING.H. Division of Licensing (800428-851124). 82/12/30. KNIGHTON.G.W. 
Licensing Branch 3. Ip. 39782:350-39782:350. 

-8301110680 Requests review & comment on Teledyne draft interim technical rept, prior 
to 8301 1 1 meeting w/util & S&W in San Francisco, CA. 

NOVAK, T.M. Assistant Director for Licensing. 83/01 /03. KNIGHT, J.P. Assistant Direc- 
tor for Comp. & Structures Engineering (Pre 830201). PARR.O.D. Auxiliary Systems 
Branch. Ip. 39782:312-39782:312. 

—8301170008 Trip rept of 821202 meeting w/Teledyne Engineering Svcs, 
Bechtel, BNWL.Norton.Burke, Berry & French.util.State of CA, HHB & URS/Blume to 
discuss listed portions of Independent Design Verification Program. 

POLK.H.E. Structural Engineering Branch. 83/01/10. SCHAUER.F.P. Structural Engi- 
neering Branch. 7pp. 39782:351-39782:356. 

-8301260083 Forwards requests for addl info re structural & piping details for transmit- 
tal to util. 

POLK.H. Structural Engineering Branch. 83/01/21. SCHIERLING.H. Licensing Branch 
3. 1 p. 39783:001-39783:00 1 . 

-8301260086 Requests addl info, including full-size Isometric Drawings 437985 & 
446484. 

BEZIER, P. Brookhaven National Laboratory. 83/01/13. POLK.H.E. Structural Engi- 
neering Branch. Ip. 39783:002-39783:002. 

-8301260093 Forwards request for addl info to expedite BNL verification efforts. 

REICH, M. Brookhaven National Laboratory. 83/01/06. KUO.P.T. Structural Engineer- 
ing Branch. 2pp. 39783:003-39783:004. 

-8301280472 Requests Div of Licensing assume coordination of NRC technical review 
of Independent Design Verification Program, Phase II, in areas of document availability 
& repts of status & progress of program. 

RUBENSTEIN.L.S. Assistant Director for Core & Plant Systems. 83/01/25. 
NOVAK.T.M. Assistant Director for Licensing. Ip. 39783:005-39783:006. 

-8302020393 Requests preparation of transcript of 830128 meeting w/util & Independ- 
ent Design Verification Program contractor. 

SCHIERLING.H. Licensing Branch 3. 83/01/25. SULLIVAN.P. Office of the Secretary 
of the Commission. Ip. 39783:008-39783:014. 

—8302250012 Summary of 830204 meeting w/util, Teledyne Engineering Svc & consult- 
ants in San Francisco, CA re status of analyses for containment annulus steel struc- 
ture & auxiliary bldg floor & wall loadings. 

POLK.H. Hydrologic & Geotechnical Engineering Branch. 83/02/10. LEAR.G.E. Hydro- 
logic & Geotechnical Engineering Branch. 3pp. 39783:022-39783:068. 

-8302250114 Requests arrangements be made for preparation of transcript of 830214 
meeting w/licensee & BNL re facility operation, 

SCHIERLING.H. Licensing Branch 3. 83/02/11. SULLIVAN.P. Office of the Secretary 
of the Commission. Ip. 39783:015-39783:015. 

-8303040251 Trip rept of 830126 meeting w/RL Cloud & Assoc in Berkeley, CA to clar- 
ify items re Interim Technical Rept (ITR) 12, "Independent Design Verification Pro- 
gram (IDVP) - Piping'* & ITR 17, "IDVP - Piping, Addl Samples.” 

HARTZMAN.M. Mechanical Engineering Branch. 83/02/14. BOSNAK.R.J. Mechanical 
Engineering Branch. 6pp. 39783:016-39783:021. 

-8304070451 Board Notification 83-48:forwards DS Fleischaker 830328 Itr re allega- 
tions suggesting significant unresolved safety problems at facilities. 

EISENHUT.D.G. Division of Licensing (800428-851124). 83/04/04. PALLADINO.N., 
GILINSKY, AHEARNE Commissioners. Ip. 39783:069-39783:073. 

-8304260005 Summaiv of 830408 meeting w/Ofc of State of CA atty general & Seismic 
Safety Commission & representatives from Univs of IL & TX in Los Angeles, CA re as- 
sumptions used in deriving facility reanalysis spectrum. 

REltER, L. Geosciences Branch. 83/04/20. JACKSON, R.E. Geosciences Branch. Ip. 
39783:091-39783:091. 

-8305020594 Forwards transcript of 830419 meeting w/util &. State of CA In San 
Francisco, CA re component cooling water sys.Board notification in process.W/o end. 
NOVAK.T.M. Assistant Director for Licensing. 83/04/26. EISENHUT.D.G. Division of 
Licensing (800428-851124). Ip. 39783:092-39783:099. 

-8305040719 Trip rept of 830425 visit to Bechtel in Gaithersburg, MD to review Grand 
Gulf cable tray support calculations for use in resolution of allegation concerning Su- 
perstrut spot welds at Diablo Canyon. 

ROMNEY, N.D. Structural & Geotechnical Engineering Branch. 83/04/29. LEAR.G. 
Structural & Geotechnical Engineering Branch. 2pp. 39783:100-39783:101. 

-8305240289 Discusses 830502 earthquake near Coalinga,ci which occurred 25 kilo- 
meters from San Andreas fault.Non-Tech Spec seismic recorders triggered on low 
level ground shaking at Diablo Canyon but not at Rancho Seco. 

JACKSON, R.E. Geosciences Branch. 83/05/04. KNIGHT, J.P. Assistant Director for 
Comp. & Structures Engineering (Pre 830201). 2pp. 39783:102-39783:124. 

-8306240173 Advises that Rev 2 of QA program description for integrated project orga- 
nization to bring plants to commerda! operation acceptable.Util should be notified. 
HARPSTER.T.L. QA Branch. 83/01/24. NOVAK.T.M. Assistant Director for Licensing. 
Ip. 39783:007-39783:007. 

-8306240283 Forward J Schuyler 830609 Itr re author request for investigation. 
EISENHUT.D.G. Division of Licensing (800428-851124). 83/06/17. CUMMINGS, J. 
Office of Inspector & Auditor. Ip. 39783:131-39783:133. 

-8306240346 Requests investigation of potential prerelease of NRC rept re QA 
violations, per JR Reynolds 830525 Itr.lnvestigation warranted. 

EISENHUT.D.G. Division of Licensing (800428-851124). 83/06/03. CUMMINGS, J. 
Office of Inspector & Auditor. Ip. 39783:125-39783:130. 
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, ro PG&E sookesman allegation & subsequent re- 

-j . , ’ V_ :: a fe 0 f mrc rept on QA violations at facility, per 

ajn-TfiDune S>s0520 article. 

: «4'iw in the Public Interest. 83/05/25. EISENHUT.D.G. Dh 

rficr' r Gears -ng {33C42S-851 1 24). 4pp. 3=753:1 25-3S / 83: 1 30. 


-83S&4C343 
trE:t;cn *ra: 


-4307110781 ' 

rtr««,06 irt '29'** 


^ .f a **<*~Hance at 830512 technical interchange meeting w/util & 
program staff re containment & turbine bldgs & control 

.v* X T nj=-*ao fa n:ca! Err~e- 2 ' i '' c 9 r anch 83/06/30. LEAR.G. Structural 

& Gflctecrncal =“= "e€"5 5-ancr.. 4pc j=. sj. ■’ 3j i ' ; - 
-4307190061 Forwards, for ccncunence, Suppl J6 to SER^re component cooling water 

53/06/29.'' CHANDLER, L.J. Hearings Di- 
visor, Ip. 3:~53 ‘ -2l r z2:' ~4. 

-jj =-*- *- **e'p *r: preparation of Section 5.0 to SER suppl re 
3 VouTc'se basec bn 3&W interim technical repts.util Phase II 
. :r:r' ; -'"■a.-fcaticr. croc-ram final rept. 

--- sc f cr <-r'j C9 - iSl :i- 83/03/23. RUBENSTEIN.L.R. Assistant 

Director for Core & Plant 'Systems. 7pp. 39783:134-39783:140. 

-43072904C7 Responds to 830407 & 0706 requests for addl info re anonymous allega- 
. * > s ..^ Board Motif cation 83-48. Issues wilt be evaluated. 

Feactcr Regulation, Director (pre-851125). 83/07/19. 
B.s" C^ce - :*"- ves:.C2tto-S. 2pp. 39785:147-39783:148. 

-43C7290448 Trip rept cf S30607 visit to San Francisco, CA to observe test program 
developed tv rtf - £ Bechtei.Program was to determine statistically spot weld capacity 

^ 3VVE V *N.D. Sir- c tor a. & Geotechnical Engineering Branch. 83/07/25. LEAR.G. 
Structural '& Geotechnical Engineering Branch. 2pp. 39783:1 58-39783:1 78. 

-4306160017 Trip rept of attendance at 830727 meeting in San Francisco, CA between 
’DV" 1 utr re status c‘ closure efforts on open items in IDVP final rept. Projected date 
•y ss-ar-ce of DV- f'a. *spt suppl is mid-Sept 1983. 

POLK.H. Structural 4 Geotechnical Errgmeering Branch. 83/08/08. LEAR.G. Structural 
& Geotechnical Engineering Branch. 4pp. 35783:175-39733:182. 

-4308260233 Advises of issuance of SSER 1 8, presenting results of NRC review of veri- 
fication effortSSER serves as basis for NRC recommendation that authority to load 
& conduct Sow power testing ce rein.stated.Vv/o ere!. 

‘.S.3-TGN.3 vv. ..censing Branco 3. 53. 75/15. FRALEY. .R.F. ACRS - Advisory Corn- 
mice® on Reactor Safeguards. Ip. 39783:183-39783:183. 

-43M26023S Forwards status rept on plant & excerpts from SSER 18 issued on 
3325C5 ce' 533816 request. 

r -\DhES Rann.ng £ Frogram Analysis Staff (pre-851125). 83/08/19. REHM.T. 
D^ce :* tr.e Exec-ove D:reo tor for Operations. 9pp. 39783:184-39783:192. 

-•3OS0S©O21 Requests info r e scientific & engineering basis for use of tau effect in es- 
tablishing se.sr.o zesign s:ds for nuclear power olar.ts.Response should be provided 
wThm 2 months. 

G-lNSKr/* Driice r the Executive Director for Operations. 83/07/08. RAY.J. ACRS 
- Advisory Committee or React rr Safeguards. Ip. 39783:149-39783:157. 
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Management Analysis 


~WM26p561 Designates JP Knight senior technical manager of Divs of Engineering & 
g^megra&on technical activities necessary to complete plant review & design QA 

VCLLMER.R.H Division 1 of Engineering (pre-851125). 83/09/19. KNIGHT.J.P. Assist- 
- c ' ^ a “ s » ^hem. & Environ Technology (Post 830201). 2pp. 39783:234- 

- ^092 60565^ Designates G Lear.R Bosnak.R Jackson & V Noonan acting Assistor* Di- 
X r =^^c’ T eV er '' S S S - r “ ctL ' 2S =- 3 toeering for 830919-1001,02-05, 16-i 105 & 

r.jT- X 5 «-- £ - : -^to' to' ^-p. I Structures Engineering (Pre 830201) 83/ 
■' V-SCr ‘ C: =r, 9* neerin 9 (pre-851125). Ip. 39783:236- 

of adaptability of proposed Tech Spec change increasina caoac- 
ac SyS,l ° address instaltation °f two new vital ao buses w/ 

Sys,ems ' 83/09/13 ' A “ 

TSSSraCh SSM^ 13 * firet sel of interrogatories from 

. NOVAK, T.M. Assistant Director for Li- 

^ fa ~ — 
Liming. 4pp. 33783:261 - 39783 ^ 7 R8aCt0r Safety * 83/10/12 - Assistant Director 

"jponSJ^'secSaS ll| Q tjV^NRC 80 ?^° 2 J 2 l f ^ faci,it y> based on util 

i^978 & 3:2^7 SST 

Jft jepfe reviewed during 

^ KNKSHTON.G.W. Uoensing 

sSreg2737. 061 pr ° 9ram plan ,or detailed control room design 
^S|'^ 9 n 7 ||^!|^~ 8 5 1 i 2 4 ). 83/11/to. Assist- 


-831123011 7 Informs that due to participation of J Knox in Diablo Canyon 
hearings, Millstone Unit 3 draft SER input will be delayed from 831101 to 1201. Me- 
chanical draft SER input will be submitted by end of Dec 1 983. 

RUBENSTE1N.L.S. Assistant Director for Core & Plant Systems. 83/11/03. 

NOVAK, T.M. Assistant Director for Licensing. Ip. 39783:300-39783:302. 

“8312020137 Forwards SER approving applicant 830715,0923 & 1104 requests for de- 
viations from Section III of App R to 10CFR50, “Emergency Lighting," 
RUBENSTEIN.L.S. Assistant Director for Core & Plant Systems. 83/11/18. 

JOHNSTON, W.V. Assistant Director for Matls, Chem. & Environ Technology (Post 
830201). Ip. 39783:317-39783:317. 

“8312190417 Requests completion of audit of status of util actions responding to fol- 
lowup Items 1,2,9 & 12 in SSER 18, to allow inclusion of results in next SER suppl. 
EISENHUT.D.G. Division of Licensing (800428-851 124). 83/12/06. MARTIN, J.B. 
Region 5, Office of Director. 2pp. 39783:346-39783:352. 

“8312280018 Requests review of end SAR re safety parameter display sys to ensure 
sys suitably isolated from electrical or electronic interference. W/o end. 

MOORE, V.A. Human Factors Engineering Branch. 83/12/16. ROSO.F, Instrumenta- 
tion & Control Systems Branch. 1 p. 39784:004-39784:006. 

-8401090016 Requests FR publication of notice of consideration of issuance of Amend 
7 to License DPR-76, allowing installation of two inverters & associated busses & 
modifying containment isolation sys & Halon sys initiator program. 

KNIGHTON.G.W. Licensing Branch 3. 83/12/23. MILLER, J.R. Operating Reactors 
Branch 3. 2pp. 39784:007-39784:008. 

-8702240065 Discusses Gilinsky 811109 memo suggesting meeting to discuss 
reverification.Due consideration should be given to points raised by Governor Brown & 
others.Sugaests meeting on Monday afternoon. 

PALLADINO.N.J. Commissioners. 81/11/10. GILINSKY, BRADFORD, AHEARNE 
Commissioners. Ip. 39781:169-39781:176. 

-8702240096 Discusses investigation into facility seismic analysis concern.Advises that 
activity & Board Notification 81 -54 should be complete & ready for author signature by 
811216. 

EISENHUT.D.G. Division of Licensing (800428-851124). 81/12/15. TEDESCO.R.L. As- 
sistant Director for Licensing. Ip. 39781:186-39781:193. 

-8702240102 Requests meeting w/parties involved in facility reverification to discuss 
scope & technical aspects of plan, sampling criteria, benchmarking of results, QA audit 
methods & size & technical qualifications of review teams. 

VOLLMER.R.H. Division of Engineering (pre-851125). 81/12/30. TEDESCO.R.L. As- 
sistant Director for Licensing. 4pp. 39781:194-39781:201. 

-8702240106 Notification of 820119 meeting w/util in Bethesda.MD to discuss issues 
based on NRC review of PG&E 811204 submittal as listed in encl.Meeting agenda 
end. 

SCHIERLING.H.E. Licensing Branch 3. 82/01/08. MIRAGLIA.F.J. Licensing Branch 3. 
7pp. 39781:202-39781:210. 

-8702240109 Notification of cancellation of 820119 meeting w/util in Bethesda.MD to 
discuss issues based on NRC review of PG&E 811204 submittal. 

SCHIERLING.H.E. Licensing Branch 3. 82/01/08. MIRAGLIA.F.J. Licensing Branch 3. 
Ip. 39781:211-39781:211. 

-8702240139 Discusses staff posture w/respect to independence question. Staff did 
not "require" independence until 81 1103. 

EISENHUT.D.G. Division of Licensing (800428-851124). 82/01/18. DENTON, H.R, 
Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 39781:249- 


“8702240153 Forwards first draft facility program plan for seismic issue. Recommends 
end memo be issued to solicit comments on program plan.incorporate comments 
received, finalize plan & provide weekly updates to plan.coordinated by H Schierling. 
TEDESCO.R.L Assistant Director for Licensing. 82/01/18. EISENHUT.D.G. Division of 
Licensing (800428-851 1 24). 1 p. 39781 :272-39781 :329. 


“8702240177 Staff requirements memo re Phase II of insp rept of seismic reverification 
program.Commission agreed to take no action re eligibility of RL Cloud Assoc.lnc to 
be independent auditor for reverification program & to release Phase II. 

CHILK.SJ. Office of the Secretary of the Commission. 82/02/17. DIRCKS.W.J. Office 
Executive Director for Operations. BICKWIT.L. Office of the General Counsel. 
KAMMERER.C. Office of Congressional Affairs. 2pp. 39781:345-39782:014. 


-8702240204 Submits daily highlight. Notification of cancellation of 820326 meeting w/ 
util & RF Reedy, Inc to discuss questions re reviews of QA programs of util & compa- 
nies w/seismic svc-related contracts.Meeting will be rescheduled, 

SCHIERLING, H . Licensing Branch 3. 82/03/24. DENTON.H. Office of Nuclear Reac- 
tor Regulation, Director (pre-851125). CARTER, J. Office of Nuclear Reactor Regula- 
S2!s5!52?!»teS,S 1125) ‘ EISENHUT >D. Division of Licensing (800428-851124? Ip. 

oy/a4:U 1 9-39782:026. ' 


1 *7 oScrAe ' e,eQ y n ® engineering sves 820402 submittal for IDVP 

plan & util 820406 rept describing technical program of PG&E per NRR 820412 & 13 
request.Recommends documents be approved. 

VOLLMER.R.H. Division of Engineering (pre-851125), 82/04/20. EISENHUT.D.G. Divi- 
sion of Licensing (800428-851124). 2pp. 39782:038-39782:044. 

"“ 8 q°^ 2 1) 02 ^ 4 Responds to 820517 memo re facilities design verification program & 
^? Pi^rl n o |: ? 1 a< 2i vlt,es - A9rees ltems identified needed & appropriate. 

VOLLMER.R.H. Division of Engineering (pre-851125). 82/06/07. EISENHUT.D.G Divi- 
sion of Licensing (800428-851124). Ip! 39782:087-39782:094. *** 

■“^Z. 0224028 ^ Eo f warbs comments pertaining to 820616 Itr re design adequacy. 
FITZGERALD, J Office of Investigations. 81/10/02. EISENHUT.D.G. Division of Li- 
censing (800428-851124). 2pp. 39782:125-39782:128. nu, ' u * V3 * division or u~ 

“8702240288 Recommends end Board Notification 82-62 re allegations bv concerned 
engineer be transmitted to Commission.NRR 820604 memo requested Ore of Investl- 
to inctude allegations in scope of IDVP Phase II. M eSV 

Licensing* i'800428^5^ a i24)' ra p!°39782^1^9-39^'82f/29/ "* 3 " E1SEN ^T,D.G. Division of 
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--8702240297 Forwards undated anonymous Itr re allegations challenging integrity of on- 
going IDVP effort. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 81/10/02. 
DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 
FITZGERALD, J. Office of Investigations. 2pp. 39782:133-39782:136. 

“8702240360 Advises end info should be issued to appropriate Boards & parties as 
Board Notification 82-72.lnfo discusses results of Region IV investigation at Teledyne. 
EISENHUT,D.G. Division of Licensing (800428-851124). 82/07/08. TEDESCO.R. As- 
sistant Director for Licensing. NOVAK, T. Assistant Director for Operating Reactors. 
LAINAS.G. Assistant Director for Safety Assessment. Ip. 39782:139-39782:141. 

-8702240377 Forwards background info for Commissioner Gilinsky re trip to CA. 
TRINER.E.G. Division of Budget & Analysis. 82/07/14. SHOWMAN, S. Commissioners. 
3pp. 39782:142-39782:144. 

“8702240382 Notification of 820727 meeting w/util,BNL & Teledyne in Long Island, NY 
to exchange info & provide clarification re BNL rept, “Independent Seismic Evaluation 
of Diablo canyon Unit 1 Containment Annulus Structure & Selected Piping Sys.’’ 
SCHIERLING.H.E. Licensing Branch 3. 82/07/16. MIRAGLIA.F.J. Licensing Branch 3. 
7pp. 39782:145-39782:151. 

-8702240410 Requests assessment of Teledyne Engineering Svcs Interim Technical 
Rept 2 by 820729. 

VOLLMER.R.H. Division of Engineering (pre-851125). 82/07/22. JOHNSTON, W.V. As- 
sistant Director for Matls & Qual. Engineering (Pre 830201). Ip. 39782:153-39782:153. 

“8702240424 Requests draft of IDVP work plan per 820623 memo.Also requests com- 
ments on aspect of end interim technical rept of IDVP dealing w/tanks,by 820730. 
VOLLMER.R.H. Division of Engineering (pre-851125). 82/07/22. KNIGHT, J.P. Assist- 
ant Director for Comp. & Structures Engineering (Pre 830201). Ip. 39782:154- 
39782:154. 

“8702240441 Submits daily highlight. Notification of 820806 meeting w/ util in 
Bethesda,MD to discuss details to reverify seismic design project.Article from 820730 
San Francisco Chronicle end. 

SCHIERLING.H.S. Licensing Branch 3. 82/07/30. DENTON, H., CASE.E. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). EISENHUT.D. Division of Licensing 
(800428-851124). 2pp. 39782:176-39782:177. 

“8702240458 Summarizes 820727 meeting w/util,BNL & Teledyne Engineering Svcs in 
Upton.NY re BNL rept on independent seismic- structural analysis of annulus 
structuro Attsnd 80 s list ©ncl 

SCHIERUNG.H. Licensing Branch 3. 82/08/06. MIRAGLIA.F.J. Licensing Branch 3. 
4pp. 39782:185-39782:188. 

“8702240489 Notification of 820909 meeting w/ Joint Intervenors & State of CA in San 
Francisco, CA to discuss facility IDVP - Phase II plan & util corrective action program. 
SCHIERLING.H.E. Licensing Branch 3. 82/08/27. MIRAGLIA.F.J. Licensing Branch 3. 
5pp, 39782:201-39782:205. 

“8702240516 Forwards background info for Chairman Palladino re trip to State of CA. 
TRINER.E.G. Division of Budget & Analysis. 82/11/12. REHM.T. Office of the Execu- 
tive Director for Operations. 5pp. 39782:264-39782:277. 

“8702240527 Designates recipient as team leader of Small Bore Piping Review 
Team.Plans should be made to visit site, Region V, PG&E/Bechtel & IDVP Ofcs of R 
Cloud. Activities should be concluded by 8401 14. 

BOSNAK.R.J. Mechanical Engineering Branch. 82/12/28. HARTZMAN.M. Mechanical 
Engineering Branch. 2pp. 39782:304-39782:311. 

“8702240532 Advises that Commission (w/o Commissioner Gilinsky) has agreed not to 
review DD-82-10. 

CHILK.S.J. Office of the Secretary of the Commission. 83/01/03. BICKWIT.L. Office 
of the General Counsel. Ip. 39782:313-39782:313. 

“8702250024 Forwards suppl to SER input re resolution of followup actions resulting 
from IDVP.Addl action required to confirm completion of certain items. 
RUBENSTEIN.L.S. Assistant Director for Core & Plant Systems. 83/01/04. 
NOVAK, T.M. Assistant Director for Licensing. 2pp. 39782:314-39782:315. 

“8702250029 SSER re resolution of IDVP followup items. 

* Assistant Director for Core & Plant Systems. 83/01/04. 32pp. 39782:316-39782:348. 

“8702250071 Board Notification 83-1 4A:forwards PG&E 830225 submittal discussing 
addl info re apparent deficiencies in Midland- Ross “superstrut" matl used for Class 
IE Cable Tray & Conduit Support. W/o end. 

EISENHUT.D.G, Division of Licensing (800428-851124). 83/04/06. PALLADINO, GI- 
LINSKY, AHEARNE Commissioners. Ip. 39783:074-39783:090. 

-8702250071 Board Notification 83-14A:forwards PG&E 830225 submittal discussing 
addl info re apparent deficiencies in Midland- Ross “superstrut" matl used for Class 
1 E cable tray & conduit support.W/o end. 

EISENHUT.D.G. Division of Licensing (800428-851124). 83/04/06. PALLADINO Com- 
missioners. Ip. 39783:074-39783:090. 

“8702250221 Safety evaluation re applicant 830715,0923 & 1 104 requests for deviation 
from l0CFR50,App R, Section III.J concerning “Emergency Lighting." Request ap- 
proved. 

* Assistant Director for Core & Plant Systems. 83/11/18. 5pp. 39783:318-39783:345. 

~8702250254 Submits daily highlight.On 831210, cold sys testing completed, RCS 
depressurized.cooled down & blanketed w/ nitrogen & condensate flushing & chemi- 
cal treatment of secondary sys to start on 831212. 

SCHIERUNG.H. Licensing Branch 3. 83/12/12. DENTON, H.. CASE.E., CARTER, J. 
NRC - No Detailed Affiliation Given. 3pp. 39783:353-39783:361. 

“8702260107 Notification of 820325 meeting w/PG&E in Bethesda.MD to discuss orga- 
nizational structures for design verification program Phases I & II & notification of 
postponement of 820326 meeting to discuss QA review audits. 

SCHIERLING.H.E. Licensing Branch 3. 82/03/22. MIRAGLIA.F.J. Licensing Branch 3. 
3pp. 39782:016-39782:018. 

“8702260236 Discusses review of IDVP.App G submitted on 820405 by Teledyne Engi- 
neering Svcs.Criteria avoids any conflicts of interests for project team w/one excep- 
tion that would allow anyone previously working at plant be on project team. 

MESSIER, M. Antitrust & Economic Analysis Branch (Utility Finance). 82/04/16. 
SULLIVAN, T. Division of Engineering (pre-851125). Ip. 39782:075-39782:075. 


“8702260575 Forwards Denton note giving concurrence to proceed in review. Requests 
priority attention and initiation of development criteria for selection of audit items & 
general work plan for review. 

VOLLMER.R.H. Division of Engineering (pre-851125). 82/06/23. KNIGHT.J.P. Assist- 
ant Director for Comp. & Structures Engineering (Post 830201). Ip. 39782:124- 
39782:124. 

-8702270113 Notifies of cancellation of 821207 meeting w/util & Bechtel in 
Bethesda.MD to present to NRC results of Bechtel review & assessment of Brown & 
Root soil structure interaction analysis. 

SCHIERUNG.H. Licensing Branch 3. 82/11/18. KNIGHTON, G. Licensing Branch 3. 
2pp. 39782:278-39782:283. 

“8702270421 Submits daily high!ight.Advises that two steam generators in wet lay- 
up, initial flush of condensate feedwater completed w/HX bypassed & const of mods 
ongoing inside containment & in turbine & auxiliary bldgs. 

SCHIERUNG.H. Licensing Branch 3. 83/12/15. DENTON, H., CASE.E., CARTER, J. 
NRC - No Detailed Affiliation Given. 3pp. 39784:001-39784:003. 

S702020642 Notification of 870217-18 meetings w/util, Sandia & BNL, in Bethesda,MD to 
discuss seismic risk aspects of PRA. 

SCHIERUNG.H. PWR Project Directorate 3. 87/01/14. VARGA, S.A. PWR Project Di- 
rectorate 3. 7pp. 39469:350-39469:356. 

8702040187 Requests summary & results of confirmatory rack to rack interaction analy- 
sis for high-density reracking for facility spent fuel pools, per 870115 telcon w/ 
Tressler. Analysis requested by 870129. 

VARGA, S.A. PWR Project Directorate 3. 87/01/22. SHIFFER.J.D. Pacific Gas & Elec- 
tric Co. 4pp. 39509:346-39509:349. 

8702040176 Requests approval for issuance of encl board notification re spent fuel 
reracking.lnfo to be provided to board includes, consequences of rack-to-rack interac- 
tions raised by staff in Byron reracking review. W/o board notification. 

SCHIERUNG.H. PWR Project Directorate 3. 87/01/23. NOVAK, T.M. Division of Pres- 
surized Water Reactor Licensing - A (post 851125). Ip. 39509:223-39509:224. 

“8702040564 Requests approval for issuance of encl board notification re spent fuel 
reracking.lnfo to be provided to board includes, consequences of rack-to-rack interac- 
tions raised by staff in Byron reracking review & Sierra Club contention. 

SCHIERUNG.H. PWR Project Directorate 3. 87/01/21. NOVAK, T.M. Division of Pres- 
surized Water Reactor Licensing - A (post 851125). Ip. 39509:224-39509:224. 

8702130004 FOIA request for transcript of Commissioner 831017 briefing re Diablo 
Canyon IDVP. 

BUCKLES, R.K. LN Technologies Corp. (formerly NUS Corp.). 87/01/26. Division of 
Rules and Records. Ip. 39642:289-39642:289. 

8702040198 Forwards comments by J Maxwell, B Page & G Thompson on util long-term 
seismic program, for info.Comments based on PG&E presentation at ACRS 861120 
meeting. 

SCHIERUNG.H. PWR Project Directorate 3. 87/01/27. SHIFFER.J.D. Pacific Gas & 
Electric Co. 10pp. 39509:336-39509:345. 

8702060340 Summary of 870122 meeting w/util, Bechtel & Nuclear Energy Consultants 
in Bethesda.MD re certain aspects of wet reracking of spent fuel pools.List of atten- 
dees & meeting notice encl. 

SCHIERUNG.H. PWR Project Directorate 3. 87/01/28. PWR Project Directorate 3. 
7pp. 39547:143-39547:156. 

8702050268 Board Notification 87-001 forwards 870112 summary of NRC 861222 meet- 
ing w/util in Bethesda.MD re structural analysis of spent fuel pool expansion & Varga 
870122 Itr to util re rack-to-rack interaction analysis. 

SCHIERUNG.H. PWR Project Directorate 3. 87/01/29. COTTER.B.P., BRIGHT.G.O., 
HARBOUR, J. Atomic Safety and Licensing Board Panel. 3pp. 39524:221-39524:232. 

8702130313 Forwards Amends 12 & 10 to Licenses DPR-80 & DPR-82, respectively & 
safety evaluation.Amends change Tech Spec Section 3/4.2.1, "Axial Flux Difference," 
to implement relaxed axial offset control methodology for Unit 2, 

SCHIERUNG.H. PWR Project Directorate 3. 87/01/30. SHIFFER.J.D. Pacific Gas & 
Electric Co. 4pp. 39643:310-39643:330. 

“8702130339 Amends 12 & 10 to Licenses DPR-80 & DPR-82, respectively, revising 
Tech Spec Section 3/4.2. 1, “Axial Flux Difference," to implement relaxed axial offset 
control methodology after Unit 2 reaches burnup of 8,000 MWD/MTU. 

VARGA, S.A. PWR Project Directorate 3. 87/01/30. 14pp. 39643:314-39643:327. 

“8702130350 Safety evaluation supporting Amends 12 & 10 to Ucenses DPR-80 & 
DPR-82, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/30. 3pp, 
39643:328-39643:330. 

8702090001 Forwards addl info re wet reracking, for completion of evaluation review, per 
870115 request.EncI suppls info presented at 870122 public meeting & in 861218 
Itr.lnfo preliminary in nature. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/02/02. Document Control Branch (Docu- 
ment Control Desk). 7pp. 39550:109-39550:115. 

8702100212 Responds to O Chopra request for addl info re 851224 Rev 1 to Ucense 
Amend Request 85-12 to Ucenses DPR-80 & DPR-82 concerning actions to improve 
& maintain diesel generator reliability, per Generic Ltr 84-1 5. Proposed Tech Specs 
encl. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/02/03. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39571:289-39571:291. 

-8702100227 Proposed Tech Specs re electrical power sys, allowing performance of 
surveillance requirments on third (common) diesel generator w/only one unit shut 
down. 

* Pacific Gas & Electric Co. 87/02/03. Ip. 39571:291-39571:291. 

8702130319 Partial response to FOIA request for records re Diablo Canyon.Forwards 
App J documents.App I & J documents available In PDR. 

GRIMSLEV.D.H. Division of Rules and Records. 87/02/03. HOLMES.G.A. MHB Tech- 
nical Associates. 4pp, 39640:118-39641:085. 



-8210200100 Submits addl info on Model B. Multiple response analysis was carried out 
for study purposes only, as response not presently acceptable methodology for licens- 
ing requirements. Results of study not included. 

REICH, M. Brookhaven National Laboratory. 82/09/10. KUO.P.T. Structural Engineer- 
ing Branch. 4pp. 39640:178-39640:181. 

“8702130329 “Interim Technical Rept on Diablo Canyon Unit 1 IDVP, Verification of 
Design Analysis Hosgri Spectra - Interim Technical Rept 10, Rev 0." 

COOPER, W.E. Teledyne Engineering Services. 82/06/22. 55pp. 39640:123- 
39640:177. 

“8702130346 "Interim Technical Rept on Diablo Canyon Unit 1 IDVP,Small Bore 
Piping.lnterim Technical Rept 30, Rev 0." 

* Teledyne Engineering Services. 82/09/13. 17pp. 39640:182-39640:198. 

“8702130389 Forwards Rev 0 to “Diablo Canyon Unit 1 IDVP Verification of Design 
Analysis Hosgri Spectra,” Interim Technical Rept 10. 

DENISON.E. Robert L. Cloud Associates, Inc. 82'-C.'29 DENTOM.KF Office of Nu- 
clear Reactor Regulation, Director (pre-851125). ENGE..KEN.F.H. F.e-.cn 5, Office of 
Director. MANEATIS.G.A. Pacific Gas & Electric Co. ip. 39S40:2C5-2t=-!C:205. 

“8702130396 Rev 0 to “Diablo Canyon Unit 1 IDVP Verification of Design Analysis 
Hosgri Spectra,” Interim Technical Rept 10. 

.* Robert L. Cloud Associates, Inc. 82/10/29. 19pp. 39640:206-39640:224. 

“8702130405 Forwards briefs in support of exceptions filed by Governor Brown & Joint 
Intervenors In slant preeeorfinc Ccm~ierts recucsted bv 821206. 

HASSELL, D.F.' OIi-.cc of the Sene* a Ccunse. £2- 11/18. PERRY, S.W. Federal Emer- 
gency Management Agency. 35pp. 39640:225-39640:258. 

“8702130409 Responds to 821025 request for addl info on plant design verification 
program.Corrective action discussed in Enel 7 to SECY-82-414 principal reason for 
NRC determination that design verification effort goes beyond Commission order. 
EISENHUT.D.G. Office of Nuclear Reactor Regulation, Director (pre-851125). 82/11/ 
24. SIEGEL, S.M. Toward Utility Rate Normalization. Ip. 39640:259-39640:261. 

“8702130415 Provides list of locations where specific deviations from FSAR separation 
criteria for control panel wiring observed, in response to util 821 104 request. 
KRECHTING.J.E. Stone & Webster Engineering Corp. 82/11/30. DENTON.H.R. Office 
of Nuclear Reactor Regulation, Director (pre-851125). ENGELKEN, 3 . 4. Region 5, 
Office of Director. MANEATIS.G.A. Pacific Gas & Electric Co. 6:p. 39640:262- 
39640:267. 

~8702130421 "Interim Technical Rept on Diablo Canyon Unit 1 IDVPrlnterim Technical 
Rept 12, Rev 0, Piping, Interim Technical Rept 17, Rev 0, Piping-Add! Samples." 

* Teledyne Engineering Services. 82/12/07. 99pp. 39640:271-39641:008. 

“8702130424 Forwards open item rept forms issued since last semimonthly 
rept.Related info end. 

KRECHTING.J.E. Stone & Webster Engineering Corp. 82/12/10. DENTON.H.R. Office 
of Nuclear Reactor Regulation, Director (pre-851125). ENGELKEN.R.H. Region 5, 
Office of Director. MANEATIS.G.A. Pacific Gas & Electric Co. 31pp. 39641:009- 
39641:085. 

8702100409 Advises of 870311 workshop on NRC Incident Investigation Program (IIP) 
in Walnut Creek.CA to provide info re NRC process for investigating potential signifi- 
cant incidents. Agenda encl.W/o IIP procedures. 

MARTIN, J.B. Region 5, Office of Director. 87/02/04. SHIFFER.J.D. Pacific Gas & 
Electric Co. 3pp. 39577:351-39577:353. 

8702190056 Forwards Rev 1 to “Best Mgt Practices Plan for Diablo Canyon Power 
Plant," per Amended Order 85-101, “Waste Discharge Requirements forPG&E Diablo 
Canyon Nuclear Power Plants Units 1 & 2, San Luis Obispo County," Attachment D. 
THORNBERRY.R.C. Pacific Gas & Electric Co. 87/02/05. JONES, K.R. California, 
State of. 2pp. 39679:308-39679:333. 

-6702190068 Rev 1 to "Best Mgt Pratices Plan for Diablo Canyon Power Plant." 
TH0RN8ERRY,R.C. Pacific Gas & Electric Co. 87/01/31. 24pp. 39679:310- 
39679:333. 

8702110279 Forwards description of addl parametric studies re rack-to- rack interac- 
tions for high density spent fuel racks.Studies performed in preparation for reracking 
hearing scheduled for 870309. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/02/06. Document Control Branch (Docu- 
ment Control Desk). 7pp. 39591:013-39591:019. 

8702250229 Notice of 870306 significant meeting w/util in San Luis Obispo County.CA 
to discuss mgt issues & licensee followup from previous mgt meeting. 

* NRC - No Detailed Affiliation Given. 87/02/09. NRC - No Detailed Affiliation Given. 
2pp. 39728: 1 06-39728: 107. 

8702180419 Forwards application for amends to Licenses DPR-80 & DPR-82, consisting 
of Amend Request 87-01 .revising Tech Spec 5.3.1 to allow for replacement of fuel 
rods w/filler rods or vacancies.Fee paid. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/02/10. Document Control Branch (Docu- 
ment Control Desk). Ip. 39668:231-39668:237. 

“8702180435 Application for amends to Ucenses DPR-80 & DPR-82, consisting of 
Amend Request 87-01 .revising Tech Spec 5.3.1 to allow for replacement of fuel rods 
w/filler rods or vacancies. 

SHIFFER.J.D., CRANE.P.A, • -lectric Co. 87/02/10. 4pp. 39668:232- 


“8702240037 Staff rept evaluation of Rev 0 to Interim Technical Rept 32, “Interim 
Technical Rept on Diablo Canyon Unit 1 Independent Verification Program PG&E 
Pumps.” Rept revealed deficiences in PG&E design analyses. 

* NRC - No Detailed Affiliation Given. 83/02/15. 13pp. 39730:262-39730:274. 

-8702240055 Forwards summary- of independent development of finite element models 
& determination of natural frequencies for piping problems in containment spray dis- 
charge line & Accumulator Loop 4. 

BEZLER.P. Brookhaven National Laboratory. FIN A-3357. 83/04/11. HARTZNIAN.M. 
NRC - No Detailed Affiliation Given. 9pp. 39730:341-39730:359. 

-8702240088 Notifies of 830204 meeting w/util, IDVP.NRC & BNL in San Francisco, CA 
to discuss status of containment annulus steelwork & status of auxiliary bldg. 

COOPER, W.E. Teledyne Engineering Services. 87/02/12. NRC - No Detailed Affili- 
ation Given. Ip. 39731:018-39731:018. 

“8702240101 Notifies of 830209 meeting in San Francisco, CA to discuss shake table 
tests of electrical equipment. 

COOPER.W.E., CRAGIN.J.Q. Teledyne Engineering Services. 87/02/12. NRC - No 
Detailed Affiliation Given. Ip. 39731:019-39731:019. 

-8702240112 Notifies of 830517 meeting in San Francisco, CA to discuss development 
of piping stress intensification factor. 

COOPER.W.E. Teledyne Engineering Services. 87/02/12. DENTON.H.R., 
MARTIN.J.B. NRC - No Detailed Affiliation Given. MANEATIS.G.A. Affiliation Not As- 
signed. 2pp. 39731:020-39731:021. 

-8702240121 Notifies of 830421 meeting w/util.NRC & IDVP in Boston, MA to discuss 
Hosgri response analysis topic & non-Hosgri RLCA verifications. 

COOPER.W.E., CRAGIN.J.Q. Teledyne Engineering Services. 83/04/21. 

DENTON.H.R., ENGELKEN.R.H. NRC - No Detailed Affiliation Given. MANEATIS.G.A. 
Affiliation Not Assigned. 2pp. 39731:022-39731:023. 

-8702240129 Notifies of 830426 meeting in San Francisco, CA to discuss status of all 
structures. 

COOPER.W.E., CRAGIN.J.Q. Teledyne Engineering Services. 83/04/26. 

DENTON.H.R. NRC - No Detailed Affiliation Given. MANEATIS.G.A. Affiliation Not As- 
signed. 4pp. 39731:024-39731:027. 

“8702240138 Notifies of 830512 meeting w/NRC,util & IDVP in Boston, MA to discuss 
containment & turbine bldgs. 

COOPER.W.E., CRAGIN.J.Q. Teledyne Engineering Services. 83/05/12. 

DENTON, GA, MARTIN.J.B. NRC - No Detailed Affiliation Given. MANEATIS.G.A. Af- 
filiation Not Assigned. 2pp. 39731:028-39731:029. 

“87022401 45 Discusses proposed change to procedures allowing NRC to attend IDVP- 
DCP meetings for exchange of background info. 

COOPER.W.E. Teledyne Engineering Services. 83/05/18. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). MANEATIS.G.A. Pacific Gas & Elec- 
tric Co. MARTIN.J.B. Region 5, Office of Director. 2pp. 39731:030-39731:031. 

“8702240160 Notifies that location of 830602 meeting changed to Boston, MA.Agenda 
items listed for meeting. 

COOPER.W.E., CRAGIN.J.Q. Teledyne Engineering Services. 83/06/02. 

DENTON.H.R., MARTIN.J.B. NRC - No Detailed Affiliation Given. MANEATIS.G.A. Pa- 
cific Gas & Electric Co. 2pp. 39731:032-39731:038. 

-8702240170 Notifies of 830602 meeting in San Francisco, CA to review requests for 
info on rupture restraints. 

COOPER.W.E., CRAGIN.J.Q. Teledyne Engineering Services. 83/06/20. 

DENTON.H.R., MARTIN.J.B. NRC - No Detailed Affiliation Given. MANEATIS.G.A. Pa- 
cific Gas & Electric Co. 2pp. 39731:039-39731:048. 

—8702240193 Evaluation of Rev 0 to Interim Technical Rept 6, “Interim Technical Rept 
on Diablo Canyon Unit 1 independent Verification Program Auxiliary Bldg.” NRC 
agrees that further expansion of rept re seismic model unnecessary. 

* NRC - No Detailed Affiliation Given. 83/06/27. 23pp. 39731:049-39731:071. 

-8702240240 Forwards portion of FR re consideration of issuance of amend License 
DPR-80 & proposed NSHC determination & opportunity for hearing. 

* NRC - No Detailed Affiliation Given. 83/08/18. Office of Nuclear Reactor Regula- 
tion, Director (pre-851125). 4pp. 39731:103-39731:106. 

—8702240296 Informs of revised schedule for Commission consideration of IDVP final 
rept 8 NRC 830805 SSER re fuel loading at plant. Written comments will be submit- 
ted by 830823, Public meetings scheduled for 830913 & 21. 

CHILK.S.J. Office of the Secretary of the Commission. 83/08/17. OHLBACH.R., 
CRANE.P.A., LOCKE.R.F. Pacific Gas & Electric Co. 2pp. 39731:107-39731:108. 

“8702240312 Forwards Revs 0 to interim technical repts, including ITR-57, "Review of 
Diablo Canyon Plant Activities Fuel Handling Bldg,” ITR-58, “Verification of Diablo 
Canyon Plant Activities Intake Structure” & ITR-60.W/O ends. 

COOPER.W.E. Teledyne Engineering Services. 83/08/25. MOORE.T.S., 
JOHNSON, W.R., BUCK.J.H. Atomic Safety and Licensing Appeal Panel. Ip. 
39731:109-39731:109. 
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8702190330 Advises that Bolt SAE J429K,Grades 8 & 8.2 did not satisfy Vendor Pro- 
gram Branch Fastener Evaluation Program.Bolt did not pass tensile strength 
requirement.lnfo re actions on nonconforming condition & bolt insp practices request- 
ed. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/13. THORNBERRY.R.C. Public 
Service Electric & Gas Co. of New Jersey. 3pp. 39684:087-39684:089. 

8702200164 Forwards documents received on 870210 from util re long-term seismic 
program.Documents should be placed in docket file & copies sent to PDR & LPDR. 
SCHIERLING.H. PWR Project Directorate 3. 87/02/17. Document Control Branch 
(Document Control Desk). 148pp. 39697:001-39698:209. 

-8702200175 "Direct Generation of Probabilistic Floor Response Spectra." 
LILHANAND.K., TSENG, W.S., PUSCHECK.B.N. Bechtel Corp. SFPD-C/S-83-07. 83/ 
12/31. 105pp. 39697:154-39697:257. 

-8702200184 "Observations on Seismic Response of Sediment-Filled Valleys.” 
KING.J.L California, Univ. of, San Diego, CA. 81/12/31. 300pp. 39697:258- 
39698:209. 


Q. Inspection reports, IE Bulletins & correspondence 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 

-8702240177 Staff requirements memo re Phase II of insp rept of seismic reverifi cation 
program.Commission agreed to take no action re eligibility of RL Cloud Assoc, Inc to 
be independent auditor for reverification program & to release Phase II. 

CHILK.S.J. Office of the Secretary of the Commission. 82/02/17. DIRCKS.W.J. Office 
of the Executive Director for Operations. BICKWIT.L. Office of the General Counsel. 
KAMMERER.C. Office of Congressional Affairs. 2pp. 39781:345-39782:014. 

-8702240274 Responds to 820517 memo re facilities design verification program & 
Region V insp activities.Agrees items identified needed & appropriate. 

VOLLMER.R.H. Division of Engineering (pre-851125). 82/06/07. EISENHUT.D.G. Divi- 
sion of Licensing (800428-851124). Ip. 39782:087-39782:094. 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702090127 Forwards Exam Rept 50-275/OL-86-02 of exams administered on 861202- 
04,Exam & answer key & power plant exam results summary also end. 

PATE.R.J. Region 5, Office of Director. 87/01/22. SNIFFER, J.D. Pacific Gas & Elec- 
tric Co. 2pp. 39554:148-39554:221. 

-8702090137 Exam Rept 50-275/OL-86-02 on 861 202-04. Exam results:all five candi- 
dates passed oral & written exams. 

MORRILL, P., O’BRIEN, J., ROYACK.M.J. Region 5, Office of Director. 87/01/22. 72pp. 
39554:150-39554:221. 

8702020049 Forwards Revs 2 & 5 to inservice insp & testing program plans, per 861112 
request.Summary of changes incorporated in revised plans & addl info also end. 
SHIFFER.J.D. Pacific Gas & Electric Co. 87/01/26. Document Control Branch (Docu- 
ment Control Desk). 350pp. 39446:249-39448:224. 

-8702020057 Rev 2 to "Inservice Insp & Testing Program Plan First 10-Yr Insp Inter- 
val." 

HILL.J.E., HJALMARSON.J.I., FRANKS, O.K. Pacific Gas & Electric Co. 87/01/15. 
200pp. 39447:355-39448:216. 

-8702020060 Rev 5 to “Inservice Insp & Testing Program Plan First 10-Yr Insp Inter- 
val." 

HILL.J.E., HJALMARSON.J.I., FRANKS, O.K. Pacific Gas & Electric Co. 87/01/31. 
8pp. 39448:217-39448:224. 

8702030293 Forwards response to Rev 2 to IE Bulletin 79-13, "Cracking in Feedwater 
Sys Piping.” No cracking or other unacceptable ASME Code discontinuities identified 
in volumetric insp performed during first refueling outage. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/01 /28. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39480:047-39480:048. 

8702170542 Forwards Insp Repts 50-275/87-05 & 50-323/87-05 on 870112- 16.No vio- 
lations noted. 

KIRSCH.D.F. Region 5, Office of Director. 87/01/29. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 39650:135-39650:142. 

-8702170554 Insp Repts 50-275/87-05 & 50-323/87-05 on 87011 2-1 6.No noncompli- 
ance or deviations noted.Major areas inspected: followup of NRC Technical Audit 
Branch rept on allegation re flat spot on reactor coolant piping in Unit 1 containment. 
BURDOIN.J.F., MENDONCA.M.M. Region 5, Office of Director. 87/01/28. 6pp. 
39650:137-39650:142. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702170314 Forwards Insp Repts 50-275/86-32 & 50-323/86-30 on 861109- 1227 & 
8701 16.No violations noted. 

KIRSCH.D.F. Region 5, Office of Director. 87/01/30. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 39651:032-39651:052. 

-8702170328 Insp Repts 50-275/86-32 & 50-323/86-30. on 861109-1227 & 870116.No 
violations or deviations noted.Major areas inspected:p!ant operations, maint & surveil- 
lance activities, followup of onsite events & allegations. 

PADOVAN.L.M., JOHNSTON, K.E., NARBUT.P.P. Region 5, Office of Director. 87/01/ 
30. 1 9pp. 39651 :034-39651 :052. 


8702170358 Forwards Insp Repts 50-275/87-03 & 50-323/87-03 on 870112- 16.No vio- 
lations noted. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/01/30. SHIFFER.J.D. Pacific Gas 
& Electric Co. 2pp. 39650:316-39650:327. 

-8702170369 Insp Repts 50-275/87-03 & 50-323/87-03 on 870112-16.No violations or 
deviations noted.Major areas inspected: previous insp items, transportation, solid 
waste, licensee identified violation & facility tours. 

HOOKER, C. A., YUHAS.G.P. Region 5, Office of Director. 87/01/30. 10pp. 39650:318- 
39650:327. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “(X of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702100390 Forwards Safeguards Insp Repts 50-275/87-02 & 50-323/87-02 on 
870112-16 & notice of violation.lnsp repts & notice of violation withheld (ref 
10CFR2.790). 

MONTGOMERY, J.L. Region 5, Office of Director. 87/02/04. SHIFFER.J.D. Pacific 
Gas & Electric Co. 2pp. 39574:359-39574:360. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702270224 Forwards Insp Rept 50-275/87-06 on 870112-13 & notice of 
violation.Nonemergency telephone calls directed to control room during 870102 event 
had negative impact on handling of emergency. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/02/10. SHIFFER.J.D. Pacific Gas 
& Electric Co. 2pp. 39773:052-39773:062. 

-8702270226 Notice of violation from insp on 870112-13. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/02/10. Ip. 39773:054-39773:054. 

-8702270231 Insp Rept 50-275/87-06 on 87011 2-1 3.Violation noted: notification of 
870102 emergency plan unusual event did not occur until 95 minutes after declara- 
tion. 

GOOD.G.M., FISH.R.F. Region 5, Office of Director. 87/02/06. 8pp. 39773:055- 
39773:062. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702200256 Ack receipt of 870108 Itr informing NRC of steps taken to correct violations 
noted in 861209 Itr. 

KIRSCH.D.F. Region 5, Office of Director. 87/02/12. SHIFFER.J.D. Pacific Gas & 
Electric Co. Ip. 39694:253-39694:259. 

-8702200269 Forwards response to 861104 Insp Rept 50-275/86-29 & notice of viola- 
tion dtd 861209.ln-depth investigation of airlock door conducted & listed weakness 
identified.Corrective actions:pin in interlock box replaced. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/01/08. Document Control Branch (Docu- 
ment Control Desk). 6pp. 39694:254-39694:259. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas 111 Svc list oncl* 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702190330 Advises that Bolt SAE J429K, Grades 8 & 8.2 did not satisfy Vendor Pro- 
gram Branch Fastener Evaluation Program.Bolt did not pass tensile strength 
requirement.lnfo re actions on nonconforming condition & bolt insp practices request- 
ed. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/13. THORNBERRY.R.C, Public 
Service Electric & Gas Co. of New Jersey. 3pp. 39684:087-39684:089. 


R. Periodic operating reports & related correspondence 

8702060255 “Annual Summary Rept on Discharge Monitoring at Diablo Canyon Power 
Plant During 1986." W/870130 Itr. 

THORNBERRY.R.C. Pacific Gas & Electric Co. 86/12/31. JONES, K.R. California, 
State of. 80pp. 39533:182-39533:261. 



58 DOCKETED ITEMS 


8702200217 Monthly operating repts for Jan 1987.W/870213 Itr. 

KELLER.A.T., HUG.M.T., THORNBERRY.R.C. Pacific Gas & Electric Co. 87/01/31. 
10pp. 39700:087-39700:096. 


S. Reportable occurrences, LERs & related correspondence 


8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 neet'no.Transcrict recuirsd 2 cr 3 days after meeting. Meeting notice end. 
BUCKLE Y,5 C. L:o-3:ng 3rarcn 3. Sl/i:.*02. SULLIVAN, P. Office of the Secretary of 
the Commissic-;*.. Ip 5978 ':':2i-3:>~6 ^‘.SO 

8701130320 Provides summary rept of unusual event at facility, per Rev 1 to NUREG- 
O654.0n 870102,smoke discovered in area of high pressure turbine at Unit 1. Caused 
by minor bearing shaft seal leak.Event did not affect health & safety of public. 
THORNBERRY.R.C. Pacific Gas & Electric Co. 87/01/05. BRIAM.W. San Luis Obispo, 
CA. 2pp. 39259:216-39259:217. 

8702180163 Summary of Operating Reactors Events Meeting 87-02 on 870112 re 
events which occurred since 8701 05. List of attendees.events discussed & summary of 
events end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/01/16. 
DENTON, HR. Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 
39673:231-39673:248. 


—8702250156 Insp Repts 50-277/87-02 & 50-278/87-02 on 8701 03-31. No violations 
noted. Major areas inspected:operational safety, radiation protection, physical 
security, control room activities, QA, licensee events & surveillance testing. 

SCHOLL, L., GRAMM, R.A. Region 1, Office of Director. 87/02/13. 18pp. 39728:049- 
39728:066. 


I. Financial information 


8702100100 Forwards Philadelphia Electric Co & PSE&G 861229 & 31 itrs, 
respectively, transmitting Atlantic City Electric Co Itr re proposed corporate reorganiza- 
tion by forming holding company, Atlantic Energy, Inc.Review requested. W/o encfs. 
MULLER, D.R. BWR Project Directorate 2. 87/02/06. NASH.D.A. Assistant Director for 
State & Licensee Relations. 2pp. 39575:343-39575:344. 


J. insurance & Indemnity Information 


8702170633 Forwards Endorsements 117 & 68 to NELIA Policy NF-140 & MAELU 
Policy MF-67,respectively & Endorsement 7 to NELIA Certificates N-8 & N-9 & 
MAELU Certificates M-8 & M-9. 

BRADLEY, E.J. Philadelphia Electric Co. 87/02/03. DINITZ.I. Assistant Director for 
State & Licensee Relations. 7pp. 39654:020-39654:026. 


-8702180176 Summary of Operating Reactors Events Meeting 87-02 on 870112 of 
events which occurred since 8701 05. List of attendees.events discussed & summary of 
ovGnts ©ncl 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/01/28. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 16pp. 
39673:233-39673:248. 

8702030175 LER 86-020-00:on 861 228, reactor trip occurred due to steam flow/feed- 
water flow mismatch signal coincident w/low steam generator level signal.Caused by 
steam line pressure transient due to opening of steam dump valves.W/870127 Itr. 
HUG.M.T., SHIFFER.J.D. Pacific Gas & Electric Co. 87/01/27. 6pp. 39481:099- 
39481:104. 

8702090409 LER 87-001 -00:on 8701 05, unit trip, turbine trip & reactor trip occurred while 
unit being ramped down in power due to low electrohydraulic (EH) control fluid 
level.Caused by leakage on valve fitting.EH reservoir filled.W/870203 Itr. 

NELSON, T.A., SHIFFER.J.D. Pacific Gas & Electric Co. 87/02/03. 6pp. 39561:220- 
39561:225. 


U. CongresalonaS/Exeeutlve Correspondence 

8702200120 Discusses NRC analysis of licensing schedules for facility, per util 870202 
request for NRC statement to State of CA. NRC Sept 1981 - Feb 1982 monthly repts 
to Congress re licensing projections for pending OL applications end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
06. HULETT.S.W. California, State of. 4pp. 39703:001-39703:028. 

-8203150015 Forwards NRC 16th monthly status rept for 820115-0215, discussing ac- 
tions taken on operating reactors & licensing reviews of new faciiities.per House Rept 
96-1Q93.Licensing schedules for perding OL & CP/ML applications end. 
PALLADINO.N.J. Commissioners. 82/02/26. BEVILL.T. House of Rep., Appropriations. 
17pp. 39703:104-39703:120. 


V. Operator Examinations 


P. Operating license stage documents & correspondence 

8702090087 Submits list of employees who will attend Region I 870310-11 power plant 
radiation protection managers conference. Resolution to problem of radon daughters 
interference when frisking personnel should also be discussed. 

GALLAGHER, J.W. Philadelphia Electric Co. 87/01/30. MARTIN, T.T. Region 1. Office 
of Director. 2pp. 39548:360-39548:361 . 

8702060339 Forwards request for addl info re ATWS rule (10CFR50.52) to conclude 
that design of proposed mods for alternate rod injection & recirculation pump trip 
acceptable.Safety evaluation accepting GE NEDE-31096-P end for info. 

MULLER, D.R. BWR Project Directorate 2. 87/02/03. BAUER.E.G. Philadelphia Elec- 
tric Co. 5pp. 39545:324-39545:354. 

8702130436 Advises of withdrawal of request to withhold Nov 1986 Suppl 1 to NEDE- 
24081 -P. “LOCA Analysis for Peach Bottom Atomic Power Station Unit 2,” from public 
disclosure. 

GALLAGHER, J.W. Philadelphia Electric Co. 87/02/06. DENTON. H.R. Office of Nucle- 
ar Reactor Regulation, Director (post 851 125). Ip. 39631:001-39631:001. 

8702180470 Forwards application for amends to Licenses DPR-44 & DPR-56, changing 
setpoints of main steam line radiation monitors. Changes needed to improve reactor 
water chemistry & reduce effects of IGSCC.Fee paid. 

BRADLEY, E.J. Philadelphia Electric Co. 87/02/12. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 39666:292-39666:320. 

-8702180472 Application for amends to Licenses DPR-44 & DPR-56,changing setpoints 
of main steam line radiation monitors. 

BAUER.E.G., GALLAGHER, J.W. Philadelphia Electric Co. 87/02/12. 14pp. 39666:293- 
39666:306. 

-8702180483 Proposed Tech Specs, changing setpoints of main steam line radiation 
monitors. 

* Philadelphia Electric Co. 87/02/12. 14pp. 39666:307-39666:320. 


8702090127 Forwards Exam Rept 50-275/0L-86-02 of exams administered on 861202- 
04. Exam & answer key & power plant exam results summary also end. 

PATE.R.J. Region 5. Office of Director. 87/01/22. SHIFFER.J.D. Pacific Gas & Elec- 
tric Co. 2pp. 39554:148-39554:221 . 

-8702090137 Exam Rept 50-275/OL-86-02 on 861 202-04. Exam results:al! five candi- 
dates passed oral & written exams. 

MORRILL, P., O’BRIEN, J., ROYACK.M.J. Region 5, Office of Director. 87/01/22. 72pp. 
39554:150-39554:221. W 


DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 
F. Security, medical, emergency & fire protection plans 

8702180322 Forwards public version of revised emergency plan implementing 
procedures, including Rev 14 to EP-102, “Unusual Event Response,” Rev 14 to EP- 
103, “Alert Response" & Rev 15 to EP-104, “Site Emergency Response.” W/870212 
release memo. 

GALLAGHER, J.W. Philadelphia Electric Co. 87/01/30. Document Control Branch 
(Document Control Desk). 7pp. 39674:134-39674:227. 


-8702180342 Public version of revised emergency plan implementing 
procedures.including Rev 14 to EP-102, “Unusual Event Response," Rev 14 to EP- 
103, “Alert Response” & Rev 15 to EP-104, “Site Emergency Response ” 

* Philadelphia Electric Co. 87/01/06. 100pp. 39674:141-39674:227. 


8702060126 Summarizes 861107 & 13 telcons & schedules future actions re updated 
fir© protection program & App R safe shutdown confirmatory program.Programs gen- 
erally acceptable.BNL will resume review of program during wk of 870323 
CLARK.R.J, BWR Project Directorate 2. 87/02/03. BAUER.E.G. Philadelphia Electric 
Co. 3pp. 39548:078-39548:080. 


8702180512 Advises that date for safeguards regulatory effectiveness review at facilities 
changed from wk of 870608-10 to wk of 870803-07. 

MARTINJ.T, Region 1, Office of Director. 87/02/05. GALLAGHER, J.W. Philadelphia 
Electric Co. 2dd. 39666:205-39fififi-?Ofi H ’ 


8702190429 Informs of progress made toward implementation of integrated 
scheduling, as followup to original response to Generic Ltr 85-07.Single process will bo 
developed & applied to both plants for more effective allocation of resources. 
KOWALSKI.S.J. Philadelphia Electric Co. 87/02/12. BERNERO.R.M. Division of Boil- 
ing Water Reactor (BWR) Licensing. 3pp. 39686:165-39686:167. 

8702260103 Requests approval for storage of liquid hydrogen & oxygen as described in 
utii 870121 safety evaluation. Hydrogen water chemistry will be implemented on Unit 2 
after 1987 refueling outage.Approval requested by May 1987.Fee paid. 

GALLAGHER.J.W. Philadelphia Electric Co. 87/02/18. MULLER, D.R. BWR Project Di- 
rectorate 2. 2pp. 39740:262-39740:263. 


8702250079 Advises that fees for 821110 application for receipt, possession & use of 
licensed matl at radiochemistry counting facility being refunded.Fees unnecessary 
since no review commenced prior to 870102 withdrawal of application. 

HOLLOWAY,C.J. License Fee Management Branch (Post 861123). 87/02/19. 
BAUER.E.G. Philadelphia Electric Co. Ip. 39727:289-39727:289. 


Q. inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 


8702170042 Requests that end Ofc of Investigations Rept Case 1-85-019, “Peach 
Bottom Atomic Power StatiomAlleged Threats to Employees to Prevent Disclosure to 
NRC, be withheld (ref 10CFR2.790).Application for withholding rept end. 

DALTROFF.S.L. Philadelphia Electric Co. 86/10/22. KANE.W.F. Region 1, Office of 
Director. 4pp. 39646:086-39646:092. 


-8702170063 Foiwards proprietary Ofc of Investigations Rept Case 1-85-019, “Peach 
Atomic Power Station:Alleged Threats to Employees to Prevent Disclosure to 
NRC. per 86Q530 enforcement conference. Rept withheld (ref 10CFR2.790). 

tric^Q) V 3pp^3^646:0&0^39&16:092 eClOr 86/08/ ^' DALTROFF.S.L Philadelphia Hoc- 


8702250149 Forwards Insp Repts 50-277/87-02 & 50-278/87-02 on 870103- 31 .No vio- 
lations observed. 

m]ce of Director - 87/02/17. GALLAGHER.J.W. Philadelphia 
Electric Co. 2dd. 39728:047-397?R-0«fi ‘ P 


o J ^ uuwjiiieni5 re allegations, investigations, tines, convictions 

& other dispositions of cases in which operators of listed facilities charged w/violatirm 
federal whistle-blowing statutes. 181 

3%88 A 224.39M8:224 9 Ca "’ Allentown> PK 87/01 /os - °«tee of Administration. Ip. 
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8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702110168 Ack receipt of 861231 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-277/86-21 & 50-278/86-22. 

MARTIN, T.T. Region 1, Office of Director. 87/01/28. GALLAGHER, J.W. Philadelphia 
Electric Co. 2pp. 39588:085-39588:093. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702190111 Forwards Radiation Safety Insp Repts 50-277/86-26 & 50-278/86-26 on 
861215-17 & 29-31. No violations noted. Continued weaknesses in ALAR A program 
noted which may warrant mgt attention. 

MARTIN, T.T. Region 1, Office of Director. 87/02/10. GALLAGHER, J.W. Philadelphia 
Electric Co. 2pp. 39680:278-39680:285. 

-8702190128 Insp Repts 50-277/86-26 & 50-278/86-26 on 861215-17 & 29-31. No vio- 
lations noted.Major areas inspected:routine radiation surveys, radiological deficiency 
reporting, internal exposure control & ALARA planning for Unit 2 outage. 

DRAGOUN.T., SHANBAKY.M. Region 1, Office of Director. 87/02/09. 6pp. 
39680:280-39680:285. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190012 Forwards Safety Insp Repts 50-277/87-01 & 50-278/87-01 on 870112- 
15.No violations noted. 

MARTIN, T.T. Region 1, Office of Director. 87/02/11. GALLAGHER, J.W. Philadelphia 
Electric Co. 2pp. 39680:062-39680:068. 

-8702190013 Insp Repts 50-277/87-01 & 50-278/87-01 on 87011 2-1 5.No violations 
noted.Major areas inspectedmonradiological chemistry program, including measure- 
ment control & analytical procedure evaluations. 

ZIBULSKY.H., PASCIAK.W.J. Region 1, Office of Director. 87/02/06. 5pp. 39680:064- 
39680:068. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. f08pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break," Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702250149 Forwards Insp Repts 50-277/87-02 & 50-278/87-02 on 870103- 31.No vio- 
lations observed. 

GALLO, R.M. Region 1, Office of Director. 87/02/17. GALLAGHER, J.W. Philadelphia 
Electric Co. 2pp. 39728:047-39728:066. 

-8702250156 Insp Repts 50-277/87-02 & 50-278/87-02 on 8701 03-31. No violations 
noted.Major areas inspected:operational safety, radiation protection, physical 
security, control room activities, QA, licensee events & surveillance testing. 

SCHOLL.L, GRAMM, R. A. Region 1, Office of Director. 87/02/13. 18pp. 39728:049- 
39728:066. 


R. Periodic operating reports & related correspondence 

8702030193 Forwards Rev 1 to monthly operating repts for Dec 1986.Rev corrects 
errors in unit shutdowns & power reductions table for Unit 3. 

ALDEN.W.M. Philadelphia Electric Co. 87/01/26. Office of Inspection & Enforcement, 
Director (Post 820201). 2pp. 39476:327-39476:341. 

-8702030205 Revised monthly operating repts for Dec 1986, correcting errors in unit 
shutdown & power reduction table for Unit 3. 

MIDDLETON, LL. Philadelphia Electric Co. 86/12/31. 13pp. 39476:329-39476:341. 


8702240266 Monthly operating repts for Jan 1987.W/870213 Itr. 

MIDDLETON, L.L., ALDEN.W.M. Philadelphia Electric Co. 87/01/31. 14pp. 39718:118- 
39718:131. 


S. Reportable occurrences, LERs & related correspondence 

8702090426 LER 87-01 6-01 :on 860709, HPCI sys declared inoperable due to turbine 
control valve not opening beyond 75%.Caused by ground in electro-hydraulic 
controls.Control box replaced. Failed box returned to mfg for repairs.W/870204 Itr. 
BIRELY.W.C., LOGUE.R.H. Philadelphia Electric Co. 87/02/04. 4pp. 39561:153- 
39561:156. 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8702180322 Forwards public version of revised emergency plan implementing 
procedures.including Rev 14 to EP-102, “Unusual Event Response," Rev 14 to EP- 
103, “Alert Response" & Rev 15 to EP-104, “Site Emergency Response." W/870212 
release memo. 

GALLAGHER.J.W. Philadelphia Electric Co. 87/01/30. Document Control Branch 
(Document Control Desk). 7pp. 39674:134-39674:227. 

-8702180342 Public version of revised emergency plan implementing 
procedures.including Rev 14 to EP-102, “Unusual Event Response," Rev 14 to EP- 
103, “Alert Response" & Rev 15 to EP-104, “Site Emergency Response." 

* Philadelphia Electric Co. 87/01/06. 100pp. 39674:141-39674:227. 

8702060126 Summarizes 861107 & 13 telcons & schedules future actions re updated 
fire protection program & App R safe shutdown confirmatory program.Programs gen- 
erally acceptable.BNL will resume review of program during wk of 870323. 

CLARK, R.J. BWR Project Directorate 2. 87/02/03. BAUER, E.G. Philadelphia Electric 
Co. 3pp. 39548:078-39548:080. 

8702180512 Advises that date for safeguards regulatory effectiveness review at facilities 
changed from wk of 870608-10 to wk of 870803-07. 

MARTIN, T.T. Region 1, Office of Director. 87/02/05. GALLAGHER, J.W. Philadelphia 
Electric Co. 2pp. 39666:205-39666:206. 

8702250149 Forwards Insp Repts 50-277/87-02 & 50-278/87-02 on 870103- 31. No vio- 
lations observed. 

GALLO.R.M. Region 1, Office of Director. 87/02/17. GALLAGHER, J.W. Philadelphia 
Electric Co. 2pp. 39728:047-39728:066. 

-8702250156 Insp Repts 50-277/87-02 & 50-278/87-02 on 870103-31.No violations 
noted.Major areas inspected:operationai safety, radiation protection, physical 
security, control room activities, QA, licensee events & surveillance testing. 

SCHOLL.L. Region 1, Office of Director. 87/02/13. 18pp. 39728:049-39728:066. 


I. Financial information 


8702100100 Forwards Philadelphia Electric Co & PSE&G 861229 & 31 Itrs, 
respectively, transmitting Atlantic City Electric Co Itr re proposed corporate reorganiza- 
tion by forming holding company, Atlantic Energy, Inc. Review requested.W/o enefs. 
MULLER, D.R. BWR Project Directorate 2. 87/02/06. NASH.D.A. Assistant Director for 
State & Licensee Relations. 2pp. 39575:343-39575:344. 


J. Insurance & indemnity Information 

8702170633 Forwards Endorsements 117 & 68 to NELIA Policy NF-140 & MAELU 
Policy MF-67, respectively & Endorsement 7 to NELIA Certificates N-8 & N-9 & 
MAELU Certificates M-8 & M-9. 

BRADLEY, E.J, Philadelphia Electric Co. 87/02/03. DINITZ.I. Assistant Director for 
State & Licensee Relations. 7pp. 39654:020-39654:026. 


P. Operating license stage documents & correspondence 

8702090087 Submits list of employees who will attend Region I 870310-11 power plant 
radiation protection managers conference. Resolution to problem of radon daughters 
interference when frisking personnel should also be discussed. 

GALLAGHER.J.W. Philadelphia Electric Co. 87/01/30. MARTIN, T.T. Region 1, Office 
of Director. 2pp. 39548:360-39548:361. 

8702060339 Forwards request for addl info re ATWS rule (10CFR50.52) to conclude 
that design of proposed mods for alternate rod injection & recirculation pump trip 
acceptable.Safety evaluation accepting GE NEDE-31096-P end for info. 

MULLER, D.R. BWR Project Directorate 2. 87/02/03. BAUER, E.G. Philadelphia Elec- 
tric Co. 5pp. 39545:324-39545:354. 

8702180470 Forwards application for amends to Licenses DPR-44 & DPR-56, changing 
setpoints of main steam line radiation monitors. Changes needed to improve reactor 
water chemistry & reduce effects of IGSCC.Fee paid. 

BRADLEY, E.J. Philadelphia Electric Co. 87/02/12. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 39666:292-39666:320. 

-8702180472 Application for amends to Licenses DPR-44 & DPR-56, changing setpoints 
of main steam line radiation monitors. 

BAUER.E.G., GALLAGHER.J.W. Philadelphia Electric Co. 87/02/12. 14pp. 39666:293- 
39666:306. 

-8702180483 Proposed Tech Specs, changing setpoints of main steam line radiation 
monitors. 

* Philadelphia Electric Co. 87/02/12, 14pp. 39666:307-39666:320. 

8702190429 Informs of progress made toward implementation of integrated 
scheduling, as followup to original response to Generic Ltr 85-07.Single process will be 
developed & applied to both plants for more effective atiocation of resources. 
KOWALSKI, S.J. Philadelphia Electric Co. 87/02/12. BERNERO.R.M. Division of Boil- 
ing Water Reactor (BWR) Licensing. 3pp. 39686:165-39686:167. 
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8702260103 Requests approval for storage of liquid hydrogen & oxygen as described in 
util 870121 safety evaluation, Hydrogen water chemistry will be implemented on Unit 2 
after 1987 refueling outage. Approval requested by May 1987.Fee paid. 
GALLAGHERJ.W. Philadelphia Electric Co. 87/02/18. MULLER.D.R. BWR Project Di- 
rectorate 2. 2pp. 39740:262-39740:263. 

8702250079 Advises that fees for 821110 application for receipt, possession & use of 
licensed mat! at radiochemisti 7 counting facility being refunded.Fees unnecessary 
since no review commenced prior to 870102 withdrawal of application. 
HOLLOWAY.C.J. License Fee Management Branch (Post 861123). 87/02/19. 
BAUER, E.G. Philadelphia Electric Co. Ip. 39727:289-39727:289. 


Q. inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 

S ency Escape Self-Contained Breathing Apparatus." W/o svc list. 
lEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702170042 Requests that end Ofc of Investigations Rept Case 1-85-019, “Peach 
Bottom Atomic Power Station:Alleged Threats to Employees to Prevent Disclosure to 
NRC," be withheld (ref 10CFR2.790). Application for withholding rept end. 
DALTROFF.S.L. Philadelphia Electric Co. 86/10/22. KANE.W.F. Region 1, Office of 
Director. 4pp. 39646:086-39646:092. 

-8702170063 Forwards proprietary Ofc of Investigations Rept Case 1-85-019, “Peach 
Bottom Atomic Power Station:Alieged Threats to Employees to Prevent Disclosure to 
NRC," per 860530 enforcement conference.Rept withheld (ref 10CFR2.790). 
KANE.W.F. Region 1, Office of Director. 86/09/22. DALTROFF.S.L Philadelphia Elec- 
tric Co. 3pp. 39646:090-39646:092. 

8702190485 FOIA request for documents re allegations, investigations, fines.convictions 
& other dispositions of cases in which operators of listed facilities charged w/vio!ating 
federal whistle-blowing statutes. 

HIGHAM.S.J. Morning Call, Allentown, PA. 87/01/05. Office of Administration. Ip. 
39688:224-39688:224. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co, of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702110168 Ack receipt of 861231 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-277/86-21 & 50-278/86-22. 

MARTIN, T.T. Region 1, Office of Director. 87/01/28. GALLAGHER.J.W. Philadelphia 
Electric Co. 2pp. 39588:085-39588:093. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 


8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 


8702170046 EN-87-005:on 870209, notice of violation & proposed imposition of civil pen- 
alty in amount of $50,000 will be issued to util based on Ofc of Investigations investi- 
gation re employment termination of technician. 

HOLLER, E., BEACH, A. Office of Inspection & Enforcement, Director (Post 820201). 
87/02/03. ip. 39647:251-39647:251. ' 


8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 


JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 


8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190012 Forwards Safety Insp Repts 50-277/87-01 & 50-278/87-01 on 870112- 
15.No violations noted. 

MARTIN, T.T. Region 1, Office of Director. 87/02/11. GALLAGHERJ.W. Philadelphia 
Electric Co. 2pp. 39680:062-39680:068. 

-8702190013 Insp Repts 50-277/87-01 & 50-278/87-01 on 87011 2-1 5.No violations 
noted.Major areas inspected:nonradiological chemistry program, including measure- 
ment control & analytical procedure evaluations. 

ZIBULSKY.H., PASCIAK.W.J. Region 1 , Office of Director. 87/02/06. 5pp. 39680:064- 
39680:068. 


8702110131 IE Info Notice 87-011, “End of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 11 1pp. 39784:116- 
39784:224. 

8702190509 Final response to FOIA request for documents re cases where operators of 
facilities charged w/violating federal whistle- blowing statutes. Documents listed in App 
A already in PDR. App B documents end. 

GRIMSLEY.D. Division of Rules and Records. 87/02/13. HIGHAM,S.J. Morninq Call. 
Allentown, PA. 3pp. 39688:225-39688:301. 

-8702190547 Notification of 860530 enforcement conference in Region I Ofc re termi- 
nation of employment of worker following engagement in activities protected under 
10CFR50.7. 

GALLO, R. Region 1. Office of Director. 87/02/19. Region 1, Office of Director. 2pp. 
39688:291-39688:298. 


-8702190560 Notification of enforcement conference on 861118 in Region I ofc re ter- 
mination of employment of worker following engagement in activities protected under 
10CFR50.7.Press Release 1-85-78 re civil penalty for violation end. 

ESELGROTH.P. Region 1, Office of Director. 86/11/07. Region 1, Office of Director. 
2pp. 39688:299-39688:301. 


8702250149 Forwards Insp Repts 50-277/87-02 & 50-278/87-02 on 870103- 31. No vio- 
lations observed. 

GALLO.R.M. Region 1, Office of Director. 87/02/17. GALLAGHERJ.W. Philadelphia 
Electric Co. 2pp. 39728:047-39728:066. 

-8702250156 Insp Repts 50-277/87-02 & 50-278/87-02 on 8701 03-31. No violations 
noted.Major areas inspected:operational safety, radiation protection, physical 
security, control room activities, QA, licensee events & surveillance testing. 

SCHOLLL, GRAMM, R. A. Region 1, Office of Director. 87/02/13. 18pp. 39728:049- 
39720:066. 


R. Periodic operating reports & related correspondence 

8702030193 Forwards Rev 1 to monthly operating repts for Dec 1986.Rev corrects 
errors in unit shutdowns & power reductions table for Unit 3. 

ALDEN.W.M. Philadelphia Electric Co. 87/01/26. Office of Inspection & Enforcement. 
Director (Post 820201). 2pp. 39476:327-39476:341 . 

-8702030205 Revised monthly operating repts for Dec 1 986, correcting errors in unit 
shutdown & power reduction table for Unit 3. 

MIDDLETON, L.L Philadelphia Electric Co. 86/12/31. 13pp. 39476:329-39476:341. 

8702240266 Monthly operating repts for Jan 1987.W/870213 Itr. 

MIDDLETON, L.L., ALDEN.W.M. Philadelphia Electric Co. 87/01/31. 14pp. 39718:1 18- 
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8702060505 Forwards cost study for implementing any of three alternatives to meet 
intent of 10CFR73.55(e)(1) requiring protection of onsite emergency power supply sys 
for alarm annunciator equipment.Cost study withheld (ref 10CFR73.21). 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/01/30. Document 
Control Branch (Document Control Desk). 2pp. 39536:090-39536:091. 

8702130200 Forwards Amends 112 to Licenses DPR-32 & DPR-37 & safety 
evaluation. Amends revise audit frequency of security plan from at least once per 24 
months to at least once per 12 months.Notice of issuance included in next FR notice. 
PATEL, C.P. PWR Project Directorate 2. 87/02/03. STEWART.W.L Virginia Power (Vir- 
ginia Electric & Power Co.). 2pp. 39644:033-39644:042. 

-8702130209 Amends 112 to Licenses DPR-32 & DPR-37, revising Tech Specs to 
change audit frequency of security plan from at least once per 24 months to at least 
once per 1 2 months. 

RUBENSTEIN.L.S. PWR Project Directorate 2. 87/02/03. 6pp. 39644:035-39644:040. 

“8702130215 Safety evaluation supporting Amends 112 to Licenses DPR-32 & DPR-37. 
* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/03. 2pp. 
39644:041-39644:042. 

8702180706 Forwards Insp Repts 50-280/87-01 & 50-281/87-01 on 87011 2-1 5.No vio- 
lations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/06. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 39676:1 19-39676:127. 

-8702180718 Insp Repts 50-280/87-01 & 50-281/87-01 on 87011 2-1 5.No violations or 
deviations noted.Major areas inspected:fire protection sys interaction events associat- 
ed w/861 209 feedwater pipe rupture. 

MADDEN, P.M., CONLON.T.E. Region 2, Office of Director. 87/02/04. 7pp. 
39676:121-39676:127. 

8702200095 Forwards Augmented Insp Repts 50-280/86-42 & 50-281/86-42 on 
861209-870114 & notice of violation.Rept on 861209 reactor trip & feedwater pipe 
failure event reviewed. Staff concurs w/planned actions. 

GRACE. J.N. Region 2, Office of Director. 87/02/10. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 39700:011-39700:070. 

8702270360 Confirms 870420-24 insp at facility, per 870205 telcon. Compliance w/Sec- 
tions III.G.III.J.Iil.L & 111.0 of App R to 10CFR50 will be evaluated during insp.Listed 
addl info requested by 870330. 

REYES, L. A. Region 2, Office of Director. 87/02/17. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 39796:097-39796:098. 

8702270390 Forwards NRC 861121 Itr re policy for managing emergency notification 
sys & health physics network. Licensee should assign knowledgeable individual to 
maintain open, continuous communication channel. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/17. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). Ip. 39773:353-39773:355. 


P. Operating license stage documents & correspondence 


8702030133 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/16. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 39490:270-39490:272. 

8702190341 Forwards findings of investigation re allegation in NRC 861204 Itr concern- 
ing contamination & control deficiencies during recent refueling outage. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 87/01/23. 
BROWNLEE, V.L Region 2, Office of Director. 7pp. 39685:314-39685:320. 

8702050348 Forwards VEP-NE-3 “Qualification of WRB-1 CHF Correlation in VEPCO 
COBRA Code,” for review & approval.Fee paid. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 87/01/29. Document 
Control Branch (Document Control Desk). 2pp. 39523:091-39523:143. 

“8702050358 “Qualification of WRB-1 CHF Correlation in VEPCO COBRA Code.” 
ANDERSON, R.C., WOLFHOPE.N.P. Virginia Power (Virginia Electric & Power Co.). 
VEP-NE-3. 86/11/30. 50pp. 39523:093-39523:143. 

8702130200 Forwards Amends 112 to Licenses DPR-32 & DPR-37 & safety 
evaluation.Amends revise audit frequency of security plan from at least once per 24 
months to at least once per 12 months.Notice of issuance included in next FR notice. 
PATEL, C.P. PWR Project Directorate 2. 87/02/03. STEWART.W.L. Virginia Power (Vir- 
ginia Electric & Power Co.). 2pp, 39644:033-39644:042. 

-8702130209 Amends 112 to Licenses DPR-32 & DPR-37, revising Tech Specs to 
change audit frequency of security plan from at least once per 24 months to at least 
onceper 12 months. 

RUBENSTEIN.L.S. PWR Project Directorate 2. 87/02/03. 6pp. 39644:035-39644:040. 

-8702130215 Safety evaluation supporting Amends 112 to Licenses DPR-32 & DPR-37. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/03. 2pp. 
39644:041-39644:042. 

8702170006 Forwards revised “Semiannual Radioactive Effluent Release Rept for Jan- 
June 1986.” Rept revised to include changes made to offsite dose calculation manual 
during rept period, inadvertently omitted from 860829 submittal.Manual end. 
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 87/02/06. Document 
Control Branch (Document Control Desk). Ip. 39646:110-39646:147. 

“8702170018 Section 13, "Radiological Environ Monitoring Locations" to offsite dose 
calculation manual. 

* Virginia Power (Virginia Electric & Power Co.). 86/02/06. 23pp. 39646:125- 
39646:147. 

8702250534 Requests relief from post-replacement test requirements of ASME 
Code, Section XI for Class 2 valves. Volumetric & surface exams for replacement welds 
proposed as alternative. Fee paid. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/02/13. Document 
Control Branch (Document Control Desk). 2pp. 39728:251-39728:252. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g encv Escape Self-Contained Breathing Apparatus." W/o svc list. 

•EYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702090064 Informs that investigation into design & operation of min flow recirculation 
valves in ECCS.per IE Bulletin 86-003 re potential failure of ECCS 
pumps, continuing.Results will be submitted by 8701 1 5. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86/12/15. GRACE.J.N. 
Region 2, Office of Director. 2pp. 39550:338-39550:339. 

8702100069 Forwards NRC confirmatory measurement results of util radiochemical 
analyses submitted in 860711 & Oct 1986 Itrs, per Insp Repts 50-280/85-29 & 50- 
281 /85-29. Comparative results in disagreement for Fe-55 analysis.W/o ends. 
WALKER, R.D. Region 2, Office of Director. 87/01/14. STEWART.W.L. Virginia Power 
( Virginia Electric & Power Co.). 2pp. 39566:360-39566:361. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020729 Forwards responses to listed questions re piping insps & 
replacements, including number of points inspected & pipe sections replaced, per 
8701 1 5 conversation. 

HARDWICK, RJ. Virginia Power (Virginia Electric & Power Co.). 87/01/27. 
RUBENSTEIN.L.S. PWR Project Directorate 2. 5pp. 39468:283-39468:287. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702100034 Responds to NRC 870106 Itr re violations noted in Insp Repts 50-280/86- 
34 & 50-281/86-34 on 861020-23 & 27-31. Corrective actions:exam of correct location 
of Weld 4 on pressurizer performed satisfactorily prior to startup. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/02/04. Document 
Control Branch (Document Control Desk). 3pp. 39570:029-39570:031. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.Ust of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs encl. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 

8702180706 Forwards Insp Repts 50-280/87-01 & 50-281/87-01 on 87011 2-1 5.No vio- 
lations or deviations noted. 

BROWNLEE.V.L. Region 2, Office of Director. 87/02/06. STEWART.W.L Virginia 
Power (Virginia Electric & Power Co.). 2pp. 39676:119-39676:127. 

-8702180718 Insp Repts 50-280/87-01 & 50-281/87-01 on 87011 2-1 5.No violations or 
deviations noted.Major areas inspected:fire protection sys interaction events associat- 
ed w/861 209 feedwater pipe rupture. 

MADDEN, P.M., CONLON.T.E. Region 2, Office of Director. 87/02/04. 7pp. 
39676:121-39676:127. 

8702200095 Forwards Augmented Insp Repts 50-280/86-42 & 50-281/86-42 on 
861209-870114 & notice of violation.Rept on 861209 reactor trip & feedwater pipe 
failure event reviewed. Staff concurs w/planned actions. 

GRACE, J.N. Region 2, Office of Director. 87/02/10. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 39700:011-39700:070. 

“8702200105 Notice of violation from insp on 861209-870114. 

GRACE, J.N. Region 2, Office of Director. 87/02/10. 2pp. 39700:013-39700:014. 

“8702200119 Augmented Insp Repts 50-200/86-42 & 50-281/86-42 on 861209- 
870114.Violation noted:failure to fully follow procedures, provide adequate instruction 
for & document performance of maint operations. 

PANCIERA.V.W. Region 2, Office of Director. 87/02/10. 53pp. 39700:015-39700:070. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 
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8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702270202 Forwards Insp Repts 50-280/86-41 & 50-281/86-41 on 861207- 
S^SI-No 'relations or deviations noted.Attention to unresolved items requested. 
5”.CWi\:.EF,'y Region 2, Office of Director. 87/02/13. STEWART, W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 39773:131-39773:145. 


V. Operator Examinations 


8702100081 Advises that reactor/senior reactor operator programs ref matl being fur- 
nished in order to support evaluation of license candidates, per 861028 Itr.Matls 
shipped on 861201. 

STEWART W.L Virginia Power (Virginia Electric & Power Co.). 86/12/08. 
BROWNLEE. v.L Region 2, Office of Director. Ip. 39566:345-39566:345. 


DOCKET 50-281 SURRY POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8612160148 Forwards Rev 18 to security program, based on implementation of miscella- 
neous amends to 10CFR50 & 73. Rev withheld (ref 10CFR73.21).Fee paid. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 86/12/11. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 2 dd 
39001:346-39001:347. 


-8702270215 Insp Repts 50-280/86-41 & 50-281/86-41 on 861 207-8701 31. No viola- 
tions or deviations noted. Major areas inspected:action on previous enforcement 
matters, plant operations, main! & surveillance & IE bulletin followup. 

HOLLAND, W.E., CANTRELL, F.S. Region 2, Office of Director. 87/02/12. 13pp. 
39773:133-39773:145. 

8702270360 Confirms 870420-24 insp at facility.per 870205 telcon. Compliance w/Sec- 
tions III.G,III.J,lii.t & 111.0 of App R to 10CFR50 will be evaluated during insp.Listed 
addl info requested by 870330. 

REYES, L.A. Region 2, Office of Director. 87/02/17. STEW ART, W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 39796:097-39796:098. 

8702270358 Ack receipt of 870204 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-280/86-34 & 50-281 /86-34. Response meets requirements of 
10CFR2.201. 

REYES, L.A. Region 2, Office of Director. 87/02/19. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co.). 1 p. 39796:080-39796:080. 


R. Periodic operating report® & related correspondence 


8702030234 Monthly operating repts for Dec 1986.W/870119 Itr. 

JONES, V.H., STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 86/12/31. 
24pp. 39481:108-39481:131. 


8702200127 Monthly operating repts for Jan 1987.W/870213 Itr. 

JONES.V.ri., BENSON, D.L., STEWART,W.L. Virginia Power (Virginia Electric & Power 
Co.). £7/01. 1 ’31. 2' pp. 39699:336-39699:356. 


8702170006 Forwards revised "Semiannual Radioactive Effluent Release Rapt for Jan- 
June 1986.” Rept revised to include changes made to offsite dose calculation manual 
during rept period, inadvertently omitted from 860829 submittal.Manua! end. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.}. 87/02/06. Document 
Control Branch (Document Control Desk). Ip. 39646:110-39646:147. 


-8702170014 Revised “Semiannual Radioactive Effluent Release Rept for Jan-June 
1986." 

GARBER, B.A., SARVER.S.P. Virginia Power (Virginia Electric & Power Co.). 86/06/30. 
14pp. 39646:111-39646:124. 


-8702170018 Section 13, “Radiological Environ Monitoring Locations" to offsite dose 
calculation manual. 

* Virginia Power (Virginia Electric & Power Co.). 86/02/06. 23pp. 39646:125- 


S. Reportable occurrence®, LER® & related correspondence 

8702020560 LER 87-001 -00:on 861223,pressurizer PORVs declared inoperable due to 
excessive stroke time.Caused by insufficient air flow due to air line size.Air lines will 
be replaced w/larger tubing.W/8701 23 Itr. 

SAUNDERS, R.F. Virginia Power (Virginia Electric & Power Co.). 87/01/22. 4pp. 
39468:178-39468:181. 

8702060463 Forwards summary of 870112 mgt meeting w/util at plant to discuss find- 
ings & plans re 861209 pipe rupture.Util understands enough of failure mechanism in- 
volved to take corrective actions & restart units.Attendees list end. 

REYES, LA. Region 2, Office of Director. 87/01/23. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 4pp. 39537:080-39537:083. 

8702060009 LER 86-036-00:on 86 1231, failure to perform Type B testing on pressure re- 
taining gaskets on containment recirculation spray HXs (EHS BE) 
discovered. Engineering work request initiated to replace diaphragm w/monal mati.W/ 
870130 Itr. 

SAUNDERS, R.F. Virginia Power (Virginia Electric & Power Co.). 87/01/30. 4pp. 
39528:358-39528:361 . 

8702130017 Summarizes 870130 telcon w/M Specter of Washington Post re plant pipe 
failure & AEOD/E416, "Erosion in Nuclear Power Plants." AEOD procedure for distri- 
bution of repts, NRC actions & whether rept sent to util discussed. 

BROWN, E.J. Reactor Operations Analysis Branch. 87/02/03. HELTEMES.CJ. AEOD 
Director's Office. 2pp. 39642:290-39642:291 . 

8702200309 PNO-ll-87-011:heatup of Unit 1 beginning in preparation for return to 
svc.Restart of Unit 2 scheduled 2 to 3 wks later. Licensee informed of Region II ac- 
ceptance of restart plan in 870210 Augmented Insp Team rept 
CROTEAU, R., CANiRELL,F.S. Region 2, Office of Director. 87/02/12. Ip. 39700:309- 


8702270251 PNO-1 1-87-01 1A:on 870213, leak discovered in svc water line below floor of 
Unit 2 turbine blda.Util will replace defective portion of Unit 2 side of svc water 
pipinaUnit 1 side of same sys tested & acceptable. 

BROWNLEE, V.L., VERRELLI.D.M. Region 2, Office of Director. 87/02/18 Ip 
39771:334-39771:334. v 


8702040451 Forwards 1987 semiannual rev to corporate response plan, updating final 
guarterly rev dtd 86Q829.Fourth Quarter 1986 rev to plan will not be 
published.Commencing on 870101 .revs to plan will be made semiannually rather than 
quarterly. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 87/01/30. Document 
Control Branch (Document Control Desk). 2pp. 39551:029-39551:298. 

—8702040083 Semiannual rev to corporate emergency response plan. 

* Virginia Power (Virginia Electric & Power Co.). 87/01/01. 210pp. 39551:031- 
39551:298. 

8702060505 Forwards cost study for implementing any of three alternatives to meet 
intent of 10CFR73.55(e)(1) requiring protection of onsite emergency power supply sys 
for alarm annunciator equipment.Cost study withheld (ref 10CFR73.21). 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 87/01/30. Document 
Control Branch (Document Control Desk). 2pp. 39536:090-39536:091. 

8702130200 Forwards Amends 112 to Licenses DPR-32 & DPR-37 & safety 
evaluation.Amends revise audit frequency of security plan from at least once per 24 
months to at least once per 12 months.Notice of issuance included in next FR notice. 
PATEL, C.P. PWR Project Directorate 2. 87/02/03. STEWART.W.L Virginia Power (Vir- 
ginia Electric & Power Co.). 2pp. 39644:033-39644:042. 

-8702130209 Amends 112 to Licenses DPR-32 & DPR-37, revising Tech Specs to 
change audit frequency of security plan from at least once per 24 months to at least 
once per 12 months. 

RUBENSTEIN.L.S. PWR Project Directorate 2. 87/02/03. 6pp. 39644:035-39644:040. 

-8702130215 Safety evaluation supporting Amends 112 to Licenses DPR-32 & DPR-37. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/03. 2pp. 
39644:041-39644:042. 

8702180706 Forwards Insp Repts 50-280/87-01 & 50-281/87-01 on 870112-15.No vio- 
lations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/06. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 39676:1 19-39676:127. 

-8702180718 Insp Repts 50-280/87-01 & 50-281/87-01 on 870112-15.No violations or 
deviations noted.Major areas inspected:fire protection sys interaction events associat- 
ed w/861209 feedwater pipe rupture. 

MADDEN, P.M. Region 2, Office of Director. 87/02/04. 7pp. 39676:121-39676:127. 

8702200095 Forwards Augmented Insp Repts 50-280/86-42 & 50-281/86-42 on 
861209-870114 & notice of violation. Rept on 861209 reactor trip & feedwater pipe 
failure event reviewed. Staff concurs w/planned actions. 

GRACE, J.N. Region 2, Office of Director. 87/02/10. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 39700:01 1-39700:070. 

8702270360 Confirms 870420-24 insp at facility.per 870205 telcon. Compliance w/Sec- 
tions III.G.III J.III.L & IH.O of App R to 10CFR50 will be evaluated during insp.Listed 
addl info requested by 870330. 

REYES.L.A. Region 2, Office of Director, 87/02/17. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 39798:097-39796:098. 

8702270390 Forwards NRC 861121 Itr re policy for managing emergency notification 
sys & health physics network.Licensee should assign knowledgeable individual to 
maintain open, continuous communication channel. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/17. STEWART.W.L Virginia 
Power (Virginia Electric & Power Co.). Ip. 39773:353-39773:355. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

8702030289 Discusses 861212 visit to plant re 861209 piping failure. Addition of snub- 
ber or piping changes may be necessary.Addl info from util needed. 

RODABAUGH.E.C. E.C. Rodabaugh Associates, Inc. RODABAUGH.E.C. ACRS - Advi- 
sory Committee on Reactor Safeguards. 86/12/15. SAFFELL.B. Battelle Memorial In- 
stitute, Columbus Laboratories. 10pp. 39487:243-39487:252. 


P. Operating license stage documents & correspondence 

8702030133 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta.GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/16. STEWAR7\W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 39490:270-39490:272. 

8702190341 Forwards findings of investigation re allegation in NRC 861204 Itr concern- 
ing contamination & control deficiencies during recent refueling outage. 

IJ^RT.WL Virginia Power (Virginia Electric & Power Co,). 87/01/23. 
BROWNLEE, V.L Region 2, Office of Director. 7pp. 39685:314-39685:320. 
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8702050348 Forwards VEP-NE-3 "Qualification of WRB-1 CHF Correlation in VEPCO 
COBRA Code," for review & approval.Fee paid. 

STEWART.W.L. Virginia Power (Virginia Electric ft Power Co.). 87/01/29. Document 
Control Branch (Document Control Desk). 2pp. 39523:091-39523:143. 

-8702050358 “Qualification of WRB-1 CHF Correlation in VEPCO COBRA Code.” 
ANDERSON, R.C., WOLFHOPE.N.P. Virginia Power (Virginia Electric ft Power Co.). 
VEP-NE-3. 86/11/30. 50pp. 39523:093-39523:143. 

8702050335 Forwards proprietary Westinghouse Rept SG 83-09-050 “Surry Unit 2 J- 
Tube Erosion.” Rept withheld. 

HARDWICK, RJ. Virginia Power (Virginia Electric ft Power Co.). 87/02/02. 
RUBENSTEIN.LS. PWR Project Directorate 2. 2pp. 39520:170-39520:171. 

8702130200 Forwards Amends 112 to Licenses DPR-32 & DPR-37 ft safety 
evaluation.Amends revise audit frequency of security plan from at least once per 24 
months to at least once per 12 months.Notice of issuance included in next FR notice. 
PATEL, C.P. PWR Project Directorate 2. 87/02/03. STEWART.W.L. Virginia Power (Vir- 
ginia Electric & Power Co.). 2pp. 39644:033-39644:042. 

-8702130209 Amends 112 to Licenses DPR-32 & DPR-37, revising Tech Specs to 
change audit frequency of security plan from at least once per 24 months to at least 
once per 12 months. 

RUBENSTEIN.LS. PWR Project Directorate 2. 87/02/03. 6pp. 39644:035-39644:040. 

-8702130215 Safety evaluation supporting Amends 112 to Licenses DPR-32 & DPR-37. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/03. 2pp. 
39644:041-39644:042. 

8702170006 Forwards revised “Semiannual Radioactive Effluent Release Rept for Jan- 
June 1 986.” Rept revised to include changes made to offsite dose calculation manual 
during rept period, inadvertently omitted from 860829 submittal.Manual end. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/02/06. Document 
Control Branch (Document Control Desk). Ip. 39646:110-39646:147. 

-8702170018 Section 13, “Radiological Environ Monitoring Locations" to offsite dose 
calculation manual. 

* Virginia Power (Virginia Electric & Power Co.), 86/02/06. 23pp. 39646:125- 
39646:147. 

8702250534 Requests relief from post-replacement test requirements of ASME 
Code, Section XI for Class 2 valves.Volumetric & surface exams for replacement welds 
proposed as alternative. Fee paid. 

STEWART.W.L Virginia Power (Virginia Electric ft Power Co.). 87/02/13. Document 
Control Branch (Document Control Desk). 2pp. 39728:251-39728:252. 


Q. Inspection reports, IE Bulletins ft correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus." W/o svc list. 

EYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702090064 Informs that investigation into design & operation of min flow recirculation 
valves in ECCS.per IE Bulletin 86-003 re potential failure of ECCS 
pumps, continuing.Results will be submitted by 870115. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 86/12/15. GRACE, J.N. 
Region 2, Office of Director. 2pp. 39550:338-39550:339. 

8702100069 Forwards NRC confirmatory measurement results of util radiochemical 
analyses submitted in 860711 & Oct 1986 Itrs, per Insp Repts 50-280/85-29 & 50- 
281 /85-29.Comparative results in disagreement for Fe-55 anaiysis.W/o ends. 
WALKER, R.D. Region 2. Office of Director. 87/01/14. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 39566:360-39566:361 . 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020729 Forwards responses to listed questions re piping insps & 
replacements, including number of points inspected & pipe sections replaced, per 
8701 1 5 conversation. 

HARDWICK, R.J. Virginia Power (Virginia Electric & Power Co.). 87/01/27. 
RUBENSTEIN.LS. PWR Project Directorate 2. 5pp. 39468:283-39468:287. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103), 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness ft Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702100034 Responds to NRC 870106 Itr re violations noted in Insp Repts 50-280/86- 
34 & 50-281/86-34 on 861020-23 ft 27-31 .Corrective actions:exam of correct location 
of Weld 4 on pressurizer performed satisfactorily prior to startup. 

STEWART.W.L. Virginia Power (Virginia Electric ft Power Co.). 87/02/04. Document 
Control Branch (Document Control Desk). 3pp. 39570:029-39570:031 . 


8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 


8702180706 Forwards Insp Repts 50-280/87-01 & 50-281/87-01 on 87011 2-1 5.No vio- 
lations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/06. STEWART.W.L. Virginia 
Power (Virginia Electric ft Power Co.). 2pp. 39676:119-39676:127. 

-8702180718 Insp Repts 50-280/87-01 ft 50-281/87-01 on 8701 12-1 5.No violations or 
deviations noted.Major areas inspected:fire protection sys interaction events associat- 
ed w/861209 feedwater pipe rupture. 

MADDEN, P.M., CONLON.T.E. Region 2, Office of Director. 87/02/04. 7pp. 
39676:121-39676:127. 

8702200095 Forwards Augmented Insp Repts 50-280/86-42 ft 50-281/86-42 on 
861209-870114 & notice of violation.Rept on 861209 reactor trip ft feedwater pipe 
failure event reviewed. Staff concurs w/planned actions. 

GRACE, J.N. Region 2, Office of Director. 87/02/10. STEWART.W.L. Virginia Power 
(Virginia Electric ft Power Co.). 2pp. 39700:01 1 -39700:070. 

—8702200105 Notice of violation from insp on 861209-8701 14. 

GRACE, J.N. Region 2, Office of Director. 87/02/10. 2pp. 39700:013-39700:014. 

-8702200119 Augmented Insp Repts 50-280/86-42 ft 50-281/86-42 on 861209- 
8701 14.Violation noted:failure to fully follow procedures, provide adequate instruction 
for ft document performance of maint operations. 

PANCIERA.V.W. Region 2, Office of Director. 87/02/10. 53pp. 39700:015-39700:070. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


8702110131 IE Info Notice 87-011, “Encl of Vital Equipment Within Designated Vital 
Areas.” Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers.GE Type AKF-2-25.” Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list encl. 
JORDAN, E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8702270202 Forwards Insp Repts 50-280/86-41 ft 50-281/86-41 on 861207- 
870131. No violations or deviations noted.Attention to unresolved items requested. 
BROWNLEE, V.L Region 2, Office of Director. 87/02/13. STEWART.W.L. Virginia 
Power (Virginia Electric ft Power Co.). 2pp. 39773:131-39773:145. 

-8702270215 Insp Repts 50-280/86-41 ft 50-281/86-41 on 861207-870131 .No viola- 
tions or deviations noted.Major areas inspected:action on previous enforcement 
matters.plant operations, maint ft surveillance ft IE bulletin followup. 

HOLLAND, W.E., CANTRELL, F.S. Region 2, Office of Director. 87/02/12. 13pp. 
39773:133-39773:145. 


8702270360 Confirms 870420-24 insp at facility, per 870205 telcon. Compliance w/Sec- 
tions III.G,ill.J,ll(.L ft ill.O of App R to 10CFR50 will be evaluated during insp.Listed 
addl info requested by 870330. 

REYES, L.A. Region 2, Office of Director. 87/02/17. STEWART.W.L Virginia Power 
(Virginia Electric ft Power Co.). 2pp. 39796:097-39796:098. 

8702270358 Ack receipt of 870204 Itr informing NRC of steps taken to correct violations 
noted in insp Repts 50-280/86-34 ft 50-281 /86-34.Response meets requirements of 
10CFR2.201. 

REYES, L.A. Region 2, Office of Director. 87/02/19. STEWART.W.L Virginia Power 
(Virginia Electric ft Power Co.). Ip. 39796:080-39796:080. 


R. Periodic operating reports ft related correspondence 


8702030234 Monthly operating repts for Dec 1986.W/870119 Itr. 

JONES, V.H., STEWART.W.L. Virginia Power (Virginia Electric ft Power Co.). 86/12/31. 
24pp. 39481:108-39481:131. 

8702200127 Monthly operating repts for Jan 1987.W/870213 Itr. 

JONES, V.H., BENSON, D.L., STEWART.W.L Virginia Power (Virginia Electric ft Power 
Co.). 87/01/31. 21pp. 39699:336-39699:356. 

8702170006 Forwards revised “Semiannual Radioactive Effluent Release Rept for Jan- 
June 1986.” Rept revised to include changes made to offsite dose calculation manual 
during rept period, inadvertently omitted from 860829 submittal.Manual end. 
STEWART.W.L Virginia Power (Virginia Electric ft Power Co,). 87/02/06. Document 
Control Branch (Document Control Desk). Ip. 39646:110-39646:147. 

-8702170014 Revised “Semiannual Radioactive Effluent Release Rept for Jan-June 
1986.” 

GARBER, B.A., SARVER.S.P. Virginia Power (Virginia Electric ft Power Co.). 86/06/30. 
14pp. 39646:111-39646:124. 


S. Reportable occurrences, LERs ft related correspondence 
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8702090115 Informs of decisions made by mgt & conveys util attitude re recent incident 
at Unit 2 on 8S1209.Decision to shut down Unit 1 based on judgement to better ad- 
dress potential for similar incident in Unit 1 .Feedwater piping reviewed. 

STEWART.W.L. Virginia Power ('■/ : rg : n:s Electro ft D cwer Co.). 86/12/15. GRACE, J.N. 
Region 2, Office of Director. 2pp 3£rb-l:276-3955-!:277. 

8702020215 Extends invitation to attend 870210 meetings w/util in King of 
Prussia, PA, Atlanta.GA.Rosemont.lL, Arlington, TX, San Francisco, CA & Washington, DC, 
to discuss 861209 pipe rupture on 18-inch suction line to main feedwater pump A. 
STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/01/19. GRACE, J.N. 
Region 2, Office of Director. 4pp. 39469:096-39469:099. 

8702060463 Forwards summary of 870112 mgt meeting w/util at plant to discuss find- 
ings & plans re 861209 pipe rupture.Util understands enough of failure mechanism in- 
volved to take corrective actions & restart units.Attendees list end. 

REYES, L.A. Region 2, Office of Director. 87/01/23. STEWART, W.L Virginia Power 
(Virginia Electric ft Power Co.). 4pp. 39537:080-39537:083. 

8702100382 LER 86-018-00:on 861 1 12, environmentally qualified components found not 
installed per approved Raychom gLds’nEs.Caussd try procedures not conforming to 
Raychem application guide. Procr-du-os -ovises.W. 573232 

SAUNDERS, R.F. Virginia Power (Vrqiria Ecci'.c ft Power Co.). 87/02/02. 4pp. 
39574:158-39574:161. 

8702130017 Summarizes 870130 telcon w/M Specter of Washington Post re plant pipe 
failure & AEOD/E416, "Erosion in Nuclear Power Plants.” AEOD procedure for distri- 
bution of repts.NRC actions ft whether rept sent to ut : ! dscusseri. 

BROWN, E.J. Reactor Operations Analysis Branch. 8 v / 02/ 33. HEi'EMFS.C.w:. AEOD, 
Director's Office. 2pp. 39642:290-39642:291. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.List of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 

8702200309 PNO-ll-87-01 1:heatup of Unit 1 beginning in preparation for return to 
svc.Restart of Unit 2 scheduled 2 to 3 wks later. Licensee informed of Region II ac- 
ceptance of restart plan in 870210 Augmented Insp Team rept. 

CROTEAU, R., CANTRELL, F.S. Region 2. Office of Director. 87/02/12. Ip. 39700:309- 
39700:309. 

8702270251 PNO-ll-87-01 1A:on 870213,leak discovered in sve water line below floor of 
Unit 2 turbine bldg.Util will replace defective portion of Unit 2 side of sve water 
piping.Unit 1 side of same sys tested & acceptable. 

BROWNLEE, V.L., VERRELLI.D.M. Region 2, Office of Director. 87/02/18. Ip. 
39771:334-39771:334. 


V. Operator Examinations 

8702100081 Advises that reactor/senior reactor operator programs ref matl being fur- 
nished in order to support evaluation of license candidates, per 861028 Itr.Matls 
shipped on 861201. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 86/12/08. 
BROWNLEE, V.L. Region 2, Office of Director. Ip. 39566:345-39566:345. 
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F. Security, medical, emergency & fire protection plans 

8702020676 Partial response to FOIA request for documents re alcohol & drug use by 
const workers at nuclear reactor plant sites. App E ft F documents partially & com- 
pletely withheld (ref FOIA Exemptions 5 & 6). 

GRIMSLEY.D.H. Division of Rules and Records. 87/01/29. HEATH, S.J. Washington 
Legal Foundation. 4pp. 39469:333-39469:349. 

-8702020695 Partially withheld Itr re health physics support, submitted per 830209 
telcon.Nuclear Support Svcs does not supply health physics support. Radiation expo- 
sure records from 1977 to present indicate that individual never worked at plant. 
LARSON, C.E. Northern States Power Co. 83/02/24. HIND.J.A. Region 3, Office of Di- 
rector. Ip. 39469:337-39469:337. 


G. Adjudicatory correspondence 

8702200304 Order.* Staff directed to file w/Commission ft serve on petitioners ft licens- 
ees detailed explanation of health & safety basis for 861020 order re use of audio 
equipment in control rooms by 870306.Carr views encl.Served on 87021 7. 

CHILK.SJ. Office of the Secretary of the Commission. #187 2546. 87/02/13. Office 
of the General Counsel. 3pp. 39692:033-39692:035. 


8702050332 Submits review & justification for changes in final SPDS displays ft param- 
eters from displays & parameters initially identified in original SAR.Draft rept of emer- 
gency response computer sys availability study end. 

MUSOLF.D. Northern States Power Co. 87/01/26. Office of Nuclear Reactor Regula- 
tion, Director (post 851 125). 4pp. 39523:037-39523:084. 

-8702050343 Draft "Emergency Response Computer Sys Availability Study.” 
GEHLHAR.J.H. Northern States Power Co. 86/12/11. 44pp. 39523:041-39523:084. 

8702050361 Forwards Rev 1 to NSPNAD-8101-A, “Qualification of Reactor Physics 
Methods for Application...,” approved per NRC 830217 SER.SER reprinted as part of 
rept ft "A" added to rept number.Rept declassified since initial submittal. 

MUSOLF.D. Northern States Power Co. 87/01/30. Office of Nuclear Reactor Regula- 
tion, Director (post 851 125). Ip. 39520:264-39521:156. 

-8702050373 Rev 1 to “Qualification of Reactor Physics Methods for Application to 
Prairie Island Units.” 

* Northern States Power Co. NSPNAD-8101-A R01. 83/12/31. 252pp. 39520:265- 
39521:156. 

8702060346 Forwards SER accepting util 831107 response to Generic Ltr 83-28, Item 
4.5.2, "Reactor Trip Sys Reliability, On-Line Testing.” Contractor rept EGG-NTA-7459 
also end. 

NEIGHBORS, J.D. PWR Project Directorate 3. 87/02/02. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 3pp. 39546:230- 
39546:234. 

-8701290430 "Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, JM Farley Nuclear Plant Units 1 & 2, RE Ginna Nuclear Power Plant, Haddam Neck 
Plant, Indian Point Unit 2...,” technical evaluation rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7459. 
87/01/09. NRC - No Detailed Affiliation Given. 21pp. 39546:235-39546:255. 

8702130343 Notification of 870211 & 12 meetings w/utils,Westinghouse, Sandia & MPR 
Assoc in Bethesda.MD to discuss Westinghouse ECCS model per SECY-83-472 ft Vol 
1 to WCAP-10924-P. 

HSII.Y. Reactor Systems Branch (PWR-A). 87/02/05. BERLINGER.C.H. Reactor Sys- 
tems Branch (PWR-A). 3pp. 39639:246-39639:248. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o sve list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702040102 Forwards Rev 1 to “Prairie Island Inservice Insp ft Testing Program for 
Second 10- Yr Interval.” Requests for relief from ASME Code Section XI requirements 
also encl.Fee paid. 

MUSOLF.D. Northern States Power Co. 87/01/20. Document Control Branch (Docu- 
ment Control Desk). 41pp. 39495:288-39496:169. 

-8702040112 Rev 1 to, "Inservice Insp & Testing Program Manual." 

MY.R.J. Northern States Power Co. 87/01/20. 200pp. 39495:329-39496:169. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Sve Water Sys 
Pumps Resulting From Loss of Siphon.” Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Sve 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Sve list end. 

JORDAN.E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Sve list end. 

JORDAN.E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 
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8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers.GE Type AKF-2-25 Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN.E.L Division of Emergency Preparedness A Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


R. Periodic operating reports & related correspondence 

8702170577 Monthly operating repts for Jan 1 987.W/870209 Itr. 

DUGSTAD.D., MUSOLF.D. Northern States Power Co. 87/01/31. 9pp. 39650:343- 
39650:351. 


S. Reportable occurrences, LERs & related correspondence 

8702250466 Part 21 rept listing plants furnished w/penetration assemblies A noting 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J.C. Office of Inspection A En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 


DOCKET 50-285 FORT CALHOUN STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8702100266 Rev 4 to Emergency Plan Implementing Procedure EPIP-RR-30, “Emergen- 
cy Recovery Organization Admin Support Coordinator." W/870204 Itr. 

FRANCO, F.F. Omaha Public Power District. 87/01/15. 6pp. 39578:232-39578:237. 

8702020515 Forwards response to 861218 notice of violation A proposed imposition of 
civil penalty in amount of $15,000 from Insp Rept 50-285/86-17 concerning vital area 
barrier adequacy. Ends withheld (ref 10CFR73.21). Affidavit also end. 

ANDREWS, R.L Omaha Public Power District. 87/01/16. TAYLOR, J.M. Office of In- 
spection A Enforcement, Director (Post 820201). 3pp. 39467:276-39467:278. 

8702090330 Forwards public version of emergency plan implementing 
procedures, including EPIP-OSC-8-1 , "Medical Assistance," EPIP-RR-9-1, “Reentry A 
Recovery..." A EPIP-RR-77-1, “Call List Caller." W/870205 release memo. 

ANDREWS, R.L. Omaha Public Power District. 87/01/19. Record Services Branch 
(Document Control Desk). 3pp. 39564:241-39564:272. 

-8702100048 Public version of emergency plan implementing procedures, including 
EPIP-OSC-8-1, “Medical Assistance.” EPIP-RR-9-1, "Reentry & Recovery Equip- 
ment...,” EPIP-RR-77-1, “Call List Caller" & EPIP-RR-12-1, “Emergency Recovery...." 

* Omaha Public Power District. 87/01/19. 29pp. 39564:243-39564:272. 

8702020423 Forwards Insp Rept 50-285/86-31 on 861117-21 A notice of violation. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/01/22. ANDREWS, R.L. Omaha 
Public Power District. 2pp. 39449:210-39449:219. 

-8702020425 Notice of violation from insp on 861 1 1 7-21 . 

* Region 4, Office of Director. 87/01/22. 2pp. 39449:212-39449:213. 

-8702020428 Insp Rept 50-285/86-31 on 861 11 7-21. Violations noted: inadequate radio- 
logical emergency response training. 

TERC.N.M., YANDELL.LA. Region 4, Office of Director. 87/01/16. 6pp. 39449:214- 
39449:219. 

8702040648 Forwards response to 861231 Insp Rept 50-285/86-33 & notice of 
violation.Response withheld. 

ANDREWS, R.L. Omaha Public Power District. 87/01/28. Document Control Branch 
(Document Control Desk). Ip. 39503:137-39503:137. 

8702030202 Forwards Insp Rept 50-285/86-34 on 861201-31 & notice of 

violation.Response to Violation C not required due to corrective actions noted during 
insp. Violation B re control of mod activities previously noted & response requested. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/01/29. ANDREWS, R.L. Omaha 
Public Power District. 2pp. 39478:273-39478:294. 

-8702030207 Notice of violation from insp on 861201-31. 

* Region 4, Office of Director. 87/01/29. 2pp. 39478:275-39478:276. 

-8702030218 Insp Rept 50-285/86-34 on 861 201 -31 .Violations noted: failure to identify 
auxiliary bldg as radioactive matls area, install fire barrier per installation instructions A 
follow procedure for operation of waste gas sampling sys. 

HARRELL.P.H., HUNTER, D.R. Region 4, Office of Director. 87/01/27, 18pp. 
39478:277-39478:294. 

8702110253 Forwards addl info re procedure changes to emergency plan per Transmit- 
tals LIC-86-614 A LIC-86-635. 

ANDREWS, R.L. Omaha Public Power District. 87/02/03. Document Control Branch 
(Document Control Desk). 3pp. 39590:323-39590:325. 

8702180340 Forwards Rev 21 to facility site security plan, per 10CFR50.54(p).Rev with- 
held (ref 10CFR73.21). 

ANDREWS, R.L Omaha Public Power District. 87/02/05. Document Control Branch 
(Document Control Desk). Ip. 39664:100-39664:100. 

8702110228 Ack receipt of 870119 changes to radiological emergency response 
plan.Review findings will be forwarded under separate cover. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/09. ANDREWS, R.L. Omaha 
Public Power District. 2pp. 39578:289-39578:290. 


P. Operating license stage documents & correspondence 

8611260413 Forwards Proprietary Rev 2 to OPPD-NA-8301-P, “Omaha Public Power 
District Nuclear Analysis Reload Core Analysis Methodology Overview,” incorporating 
methodology changes for Cycle 11. Rept withheld (ref 10CFR2.790(b)(1)).Fee paid. 
ANDREWS.R.L. Omaha Public Power District 86/11/17. THADANI.A.C. PWR Project 
Directorate 8. 8pp. 38726:203-38726:210. 


8612170319 Forwards CEN-347(0)-NP A CEN-347(0)-P, “Omaha Batch M Reload Fuel 
Design Rept,” re core reload methodology changes for Cycle 11, per D Sells 
request. Proprietary version withheld (ref 10CFR2.790(b)(1)).Affidavit also end. 
ANDREWS.R.L, Omaha Public Power District. 86/12/15. THADANI.A.C. PWR Project 
Directorate 8. 5pp. 39032:248-39032:314. 

—8612170328 Partially withheld nonproprietary "Omaha Batch M Reload Fuel Design 
Rept" (ref 10CFR2.790). 

* Combustion Engineering, Inc. CEN-347(0)-NP. 86/11/30. 62pp. 39032:253- 
39032:314. 

8702020715 Forwards Amend 102 to License DPR-40 A safety evaluation. Amend re- 
vises Tech Specs by deleting short-term reporting requirements for primary coolant 
specific activity levels. 

PAULSON, W. PWR Project Directorate 8. 87/01/20. ANDREWS.R.L. Omaha Public 
Power District. 2pp. 39470:001-39470:011. 

-8702020720 Amend 102 to License DPR-40, revising Tech Specs by deleting short- 
term reporting requirements for primary coolant specific activity levels. 

THADANI.A.C. PWR Project Directorate 8. 87/01/20. 7pp. 39470:003-39470:009. 

-8702020725 Safety evaluation supporting Amend 102 to License DPR-40. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/20. 2pp. 
39470:010-39470:011. 

8702040213 Forwards safety evaluation re auxiliary feedwater sys reliability (Generic 
Issue 124) for Prairie Island Units 1 A 2 . 

PAULSON, W.A. PWR Project Directorate 8. 87/01/21. ANDREWS.R.L. Omaha Public 
Power District. 2pp. 39509:225-39509:278. 

-8702040222 Safety evaluation re auxiliary feedwater sys reliability (Generic Issue 124) 
at Prairie Island Units 1 & 2.Util actively pursuing improvements in sys reliability & re- 
ducing sys challenges. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/21. 52pp. 
39509:227-39509:278. 

8702050444 Forwards Rev 1-P to CEN-347(0)-P “Omaha Batch M Reload Fuel Design 
Rept,” & responses to Cycle 11 core reload methodology change questions for 
review.Affidavit also end. Rept withheld (ref 10CFR2.790). 

ANDREWS.R.L. Omaha Public Power District. 87/01/26. Document Control Branch 
(Document Control Desk). 11pp. 39516:152-39516:162. 

8702040586 Requests NRC plant-specific approval to use ASME Code Case N-401 for 
steam generator eddy current testing.Exhibit A, including documents supporting use of 
digital sys.encl.Fee paid. 

ANDREWS.R.L. Omaha Public Power District. 87/01/27. Document Control Branch 
(Document Control Desk). 31pp. 39503:251-39503:281. 

8702050399 Remits fee for 870122 application.per 10CFR120.21. 

ANDREWS.R.L. Omaha Public Power District. 87/01/28. Document Control Branch 
(Document Control Desk). Ip. 39521:191-39521:191. 

8702190363 Forwards request for addl info to continue review of 870122 submittal re 
Cycle 1 1 reload evaluation.Response requested by 870227. 

PAULSON, W.A. PWR Project Directorate 8. 87/02/09. ANDREWS.R.L Omaha Public 
Power District. 3pp. 39688:098-39688:100. 

8702190579 Provides info re schedule for implementation of ATWS rule 
(10CFR50.62).Due to delays re preparation of QA guidance A review criteria, deadline 
for installation extended until no later than third refueling outage after 840724. 
PAULSON, W.A. PWR Project Directorate 8. 87/02/12. ANDREWS.R.L. Omaha Public 
Power District. 3pp. 39689:216-39689:218. 

8702250375 Application to amend License DPR-40, revising Tech Specs to allow tempo- 
rary transfer of fuel assemblies in & out of Region 2 of facility spent fuel pool during 
refueling outages for insp of assemblies.Related info encl.Fee paid. 

ANDREWS.R.L. Omaha Public Power District. 87/02/13. Document Control Branch 
(Document Control Desk). 10pp. 39729:101-39729:110. 

8702250344 Forwards safety evaluation re inadequate core cooling instrumentation 
sys.Sys complies w/NUREG-0737,ltem II.F.2 requirements & acceptable upon imple- 
mentation of Tech Specs, Revised Tech Specs requested within 30 days of Itr receipt. 
PAULSON, W.A. PWR Project Directorate 8. 87/02/14. ANDREWS.R.L. Omaha Public 
Power District. 6pp. 39743:208-39743:213. 

8702250373 Forwards safety evaluation & EGG-NTA-7463, "Reactor Trip Sys Reliabil- 
ity...," supporting response to Generic Ltr 83-28, Item 4.5.2 re periodic on-line testing 
of reactor trip sys.Plant designed to permit on-line testing. 

SEARS, P.M. PWR Project Directorate 8. 87/02/14. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 39744:001-39744:003. 

-8702170161 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, Arkansas Nuclear One Unit 2, Calvert Cliffs Units 1 & 2, Fort Calhoun.Maine 
Yankee, Millstone Unit 2, Palisades, Palo Verde Units...," technical evaluation rept. 
FARMER, F.G. EGAG Idaho, Inc, (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7463. 
87/01/09. NRC - No Detailed Affiliation Given. 14pp, 39744:004-39744:017. 


Q. Inspection reports, IE Bulletins A correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020515 Forwards response to 861218 notice of violation & proposed imposition of 
civil penalty in amount of $15,000 from Insp Rept 50-285/86-1/ concerning vital area 
barrier adequacy. Ends withheld (ref 10CFR73.21). Affidavit also end. 

ANDREWS.R.L Omaha Public Power District 87/01/16. TAYLOR, J.M. Office of In- 
spection A Enforcement, Director (Post 820201). 3pp. 39467:276-39467:278. 
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8702020423 Forwards Insp Rept 50-235/86-31 on 861117-21 & notice of violation. 
GAGUARDO.J.E. Region 4, Office of Director. 87/01/22. ANDREWS, R.L. Omaha 
Public Power District. 2pp. 39449:210-39449:219. 

-8702020425 Notice of violation from insp on 861117-21. 

* Region 4, Office of Director. 87/01/22. 2pp. 33449:212-39449:213. 

-8702020428 Insp Rept 50-285/88-31 on 8611 17-21 .Violations noted: inadequate radio- 
logical emergency response training. 

TERC.N.rvL YANDELl.L.A. Region 4, Office of Director. 87/01/16. 6pp. 39449:214- 
39449:21 9. 

8702020496 Lists projects planned for 1987 refueling outage in preparation for Cycle 11 
operation.including ultrasonic testing of irradiated fuel, replacement of bundles w/leak- 
ing pins & RCS isolation valves & steam generator tube insp. 

ANDREWS.R.L. Omaha Public Power District. 87/01/23, Document Control Branch 
(Document Control Desk). 2pp. 39468:056-39463:057. 

8702100130 Discusses insp Repts 50-285/85-22 & 50-285/85-29 on 850916- 20,30 & 
1001-08 & 851106-08,18-22 & 1209- J 7.m^>Cv;t'7:Y\ S forwards notice of violation & 
proposed imposition of civil penalty in -s— c O'.Z 

MARTIN, R.D. gfcr. 4. Office of D v ect:r. 87/01/26. ANDREWS.R.L Omaha Public 
Power District, --pp 335 o:3;t 1 -335"6 5 1 " 

-8702100144 Notice of violation & proposed imposition of civil penalty in amount of 
SSO.OOO.Violation noted:change made to *ac: ,! ty w/c cc" ducting A documenting review 
to determine that change did not involve :.n'cv o*ec sr-detv guest: on 
MARTIN, R.D. Region 4, Off.ee of Director. 87/01/26. 13pp. 39578:005-39578:017. 

8702040648 Forwards response to 861231 Insp Rept 50-285/86-33 & notice of 
violation.Response withheld. 

ANDREWS.R.L. Omaha Public Power District. 87/01/28. Document Control Branch 
(Document Control Desk). Ip. 39503:137-39503:137. 

8702060338 Responds to NRC 861222 Itr re 14 deficiencies noted in Insp Rept 50-285/ 
86-20.Corrective actions:testing re filtration efficiency will be completed by 870731 & 
addl survey instruments & pocket dosimeters purchased. 

ANDREWS.R.L. Omaha Public Power District. 87/01/28. Document Control Branch 
(Document Control Desk). 6pp. 39536:137-39536:142. 

8702030202 Forwards Insp Rept 50-285/86-34 on 861201-31 & notice of 
violation.Response to Violation C not required due to corrective actions noted during 
insp.Violation B re control of mod activities previously noted & response requested 
GAG LIAR DO, J.E. Region 4, Office of Director. 87/01/29. ANDREWS.R.L Omaha 
Public Power District. 2pp. 39478:273-39478:294. 

—8702030207 Notice of violation from insp on 861201-31. 

* Region 4, Office of Director. 87/01/29. 2pp. 39478:275-39478:276. 

-8702030218 Insp Rept 50-285/86-34 on 861 20 1-31. Violations noted: failure to identify 
auxiliary bldg as radioactive matls area, install fire barrier per installation instructions & 
follow procedure for operation of waste gas sampling sys. 

HARRELL, P.H., HUNTER, D.R. Region 4, Office of Director. 87/01/27. 18pp 
39478:277-39478:294. 


8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
D umcs n es , , , ti r !g From Loss of Siphon." Svc list end. 

of Emer 9 ency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 


-8702190112 Requalification Exam Rept 50-285/OL-87-01 on 861118.Exam 
results:three of five senior reactor operators failed written exam & one failed operating 
exam. Three reactor operators passed. 

MCCRORY.S.L., COOLEY, R.A. Region 4, Office of Director. 87/02/10. 118pp. 
39680:324-39681:081. 

8702200353 Forwards summaries of 860710 enforcement conference & 860807 supple- 
mental meeting re details of safety sys outage mod insp findings & util 860415 & 0522 
responses.Related info end. 

GAGUARDO.J.E. Region 4, Office of Director. 87/02/12. ANDREWS.R.L Omaha 
Public Power District. 33pp. 39696:265-39696:297. 

8702250351 Forwards safety evaluation re 860221 special rept on steam generator tube 
denting derived from 1985 eddy current insp data.Corrective actions.including improv- 
ing secondary chemistry limits.appropriate. 

PAULSON, W.A. PWR Project Directorate 8. 87/02/12. ANDREWS.R.L. Omaha Public 
Power District. 2pp. 39743:203-39743:207. 

-8702250358 Safety evaluation re 860221 special rept on steam generator tube denting 
derived from 1985 eddy current insp data. Corrective actions appropriate & steam 
generators acceofable for continued operation. 

' Citico c f ivucloar Reactor Regulation, Director (post 851125). 87/02/14. 3pp. 
39743:205-39743:207. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L. Division of Emercencv Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702240418 Forwards Insp Rept 50-285/87-01 on 870105-09.No violations or devi- 
ations noted. 

GASLiARDG.J.E. Region 4, Office of Director. 87/02/13. ANDREWS.R.L Omaha 
Puf.c 3 owar Dislrict. 2pp. 39721:167-39721:178. 

-8702240430 Insp Rept 50-285/87-01 on 870105-09.No violations or deviations 
noted. Major areas inspected:transportation & solid radwaste program including organi- 
zation & mgt controls, training & qualifications. 

BAER.R.E., MURRAY, B. Region 4, Office of Director. 87/02/05. 10pp. 39721:169- 
39721:178. 

8702250375 Application to amend License DPR-40, revising Tech Specs to allow tempo- 
rary transfer of fuel assemblies in & out of Region 2 of facility spent fuel pool during 
refueling outages for insp of assemblies. Related info encl.Fee paid. 

ANDREWS.R.L Omaha Public Power District. 87/02/13. Document Control Branch 
(Document Control Desk). 10pp. 39729:101-39729:110. 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys" Svc 
list end. 

of Emer 9 ency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

i25%! S|, fivA?inS i0 2. of En ? er 9 ency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated tdison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators. Svc list end. 

i2?^ N, i; L L?^ ision cf - rp ” l ' 3 ®"cy Preparedness & Engineering Response (Post 
o221S 3 ^ < ? 7/02/04 ‘ ’-' c ''3o»dato<; c-ciscr. Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

87020604 13 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Desiqn 
Deficiency." Svc list end. a a 

of Pre P? redness & Engineering Response (Post 

Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 

39528:357. 

8702190183 Responds to NRC 861222 Itr re unresolved item on reporting of disabilities 
of licensed operators, per 10CFR55.41 .noted in Insp Rept 50-285/86-30.Corrective 
actions:training hot line" issued to all licensed operators 

ANDREWS.R.L. Omaha Public Power District. 87/02/05. Document Control Branch 
(Document Control Desk). 2pp. 39685:111-39685:112. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
rumps. Svc list end. 

of E ™ e [gency Preparedness & Engineering Response (Post 
1 1 - Consolidated Edison Co- of New York, Inc. 96pp. 39702:134- 

39702:227. 

Ack "TtP' Y 868518 SJ 370116 l,re Woming NRC of steps taken to cor- 
reot violations noted in nsp Rept 50-285/86-03. NRC continues to believe that Viola- 
tion A noted in 860418 itr occurred as stated. 

GAGUARDO.J.E Region 4, Office of Director. 87/02/11. ANDREWS.R.L. Omaha 
Public Power District. 2pp. 39654:333-39654:340. 

8702190093 

861118.Facility 

posed comae:, vo actons , a „ ^ lir< 

GAGL'ARDO.J.E. Region 4, CTice of Director. 67/02/11. ANDREWS.R.L Om; 
Pumic Power Distnct. 2pp. 39680:322-39681 :081 . 



R. Periodic operating reports & related correspondence 

8702200450 Monthly operating rept for Jan 1987.W/870213 Itr. 

MATTHEWS, T.P., ANDREWS.R.L. Omaha Public Power District. 87/01/31. 9pp, 
39700:119-39700:127. 


S. Reportable occurrences, LERs & related correspondence 


8702130221 LER 87-001-00:on 870108,error in surveillance test occurred. Caused by 
personnel error.Responsibility for inoperable safeguards equipment review transferred 
supervisor. Operations staff made aware & to be retrained. W/870208 Itr. 
ANDREWS.R.L. Omaha Public Power District. 87/02/08. 3pp. 39631:048-39631:050. 


V. Operator Examinations 

8702190183 Responds to NRC 861222 Itr re unresolved item on reporting of disabilities 
of licensed operators, per 10CFR55.41, noted in Insp Rept 50-285/86-30.Corrective 
actions:training hot line ' issued to all licensed operators. 

ANDREWS.R.L Omaha Public Power District. 87/02/05. Document Control Branch 
(Document Control Desk). 2pp. 39685:111-39685:112. 

^02190093 Forwards Requalification Exam Rept 50-285/OL-87-01 administered on 
861 1 1 S.Facility ^qualification training program unsatisfactory. NRC concurs w/util pro- 
posed corrective actions & implementation schedule, per 870123 Itr 
GAGUARDO.J.E. Region 4, Office of Director. 87/02/11. ANDREWS.R.L Omaha 
Public Power Distnct. 2pp. 39680:322-39681:081. 

-8702190112 Requalification Exam Rept 50-285/OL-87-01 on 861118 Exam 
examThree reactor eperatorspasset^ 8 * 01 * ' aN6d WrMen exam & one ,ailed 
3968^324^1^1 -0°1 OLEY,R ‘ A ' Re9 ‘° n 4 ’ 0ff ' Ce ° f Director 87/02/10. 118pp. 


DOCKET 50-286 INDIAN POINT STATION, UNIT 3 

F. Security, medical, emergency & fire protection plane 
8702090267 Rev 17 to AP-6, “Emergency Plan ” 
Yorkj!'87/02/03) / 37pp^ < 39553:15^39553;i88 d7 ^ Au,hori * - •» S<a.e of New 
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8702040062 Discusses review of 861212 State of NY Disaster Preparedness Commis- 
sion submittal to FEMA Region !l re evaluating offsite emergency plans & 
preparedness. Issues which may cause concern listed in end. 

LAZARUS.W.J. Region 1, Office of Director. 87/01/28. BRONS.J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 7pp. 39495:001- 
39495:007. 

8702090432 Revised emergency plan procedures, including Rev 19 to Vol II, “Emergen- 
cy Response Activation” & Rev 5 to IP-1017, “Recommendation of Protective Actions 
for Offsite Population." 

BELL.D.D. New York Power Authority (formerly Power Authority of the State of New 
York). 87/02/03. 110pp. 39559:059-39559:189. 

8702180371 Submits addl info re B Sullivan senior reactor operator license 
application.Duties of nuclear emergency preparedness engineer end. 

JOSIGER.W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 87/02/05. MURLEY.T. Region 1, Office of Director. 3pp. 39662:109- 
39662:111. 


P. Operating license stage documents & correspondence 


8604010152 DIGRAPH MATRIX ANALYSIS FOR SYSTEMS INTERACTIONS AT 
INDIAN POINT UNIT 3. 

ALESSO.H.P., ALTENBACH.T.J., PRASSINOS ,P.G. Lawrence Livermore National Lab- 
oratory. FIN A-0445. NUREG/CR-4179 V01. 86/01/31. Division of Safety Technology 
(800428-851 1 24). 347pp. 35341 :01 3-35341 :357. 

8702060346 Forwards SER accepting util 831107 response to Generic Ltr 83-28, Item 
4.5.2, “Reactor Trip Sys Reliability.On-Line Testing." Contractor rept EGG-NTA-7459 
also end. 

NEIGHBORS, J.D. PWR Project Directorate 3. 87/02/02. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 3pp. 39546:230- 
39546:255. 

-8702060352 SER supporting util 831107 response to Generic Ltr 83-28, Item 4.5.2, 
“Reactor Trip Sys Reliability, On-Line Testing." 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/02. 2pp. 
39546:233-39546:234. 

-8701290430 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, JM Farley Nuclear Plant Units 1 & 2, RE Ginna Nuclear Power Plant, Haddam Neck 
Plant, Indian Point Unit 2...," technical evaluation rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7459. 
87/01/09. NRC - No Detailed Affiliation Given. 21pp. 39546:235-39546:255. 

8702090365 Forwards Rev 2 to Safety Evaluation NSE 87-03-012 AC, “Justification for 
Operation of Component Cooling Water HX 31 W/Temporary Mechanical Sealing 
Device," supporting util 870130 request for relief from Section XI of ASME Code. 
JOSIGER.W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 87/02/02. VARGA, S.A. PWR Project Directorate 3. 8pp. 39556:250- 
39556:257. 

8702130207 Forwards concurrence w/encl EG&G Idaho rept re util 831107 response to 
Generic Ltr 83-28, Item 2.1 (Part 2), “Vendor Interface Programs - Reactor Trip Sys 
Components." Response acceptable & item closed. 

NEIGHBORS, J.D. PWR Project Directorate 3. 87/02/03. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 3pp. 39643:251- 
39643:275. 

-8702130214 Safety evaluation supporting util 831107 response to Generic Ltr 83- 
28, Item 2.1 (Part 2) re vendor interface programs concerning reactor trip sys compo- 
nents. 

* NRC - No Detailed Affiliation Given. 87/02/03. 3pp. 39643:254-39643:275. 

8702170002 Informs that after review of 851017 ltr re necessity of toxic gas monitoring 
to meet NUREG-0737,ltem III.D.3.4, “Control Room Habitability” & 860728 add 
info, toxic gas monitoring sys still necessary.Safety evaluation end. 

NEIGHBORS, J.D. PWR Project Directorate 3. 87/02/03. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 6pp. 39660:167- 
39660:172. 

8702130225 Forwards safety evaluation re util 870130 & 0202 requests for relief from 
ASME Code Section XI requirements for repair of component cooling water HX.Relief 
granted. 

VARGA, S.A. PWR Project Directorate 3. 87/02/05. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 3pp. 39644:061- 
39644:066. 

-8702130230 Safety evaluation supporting relief from ASME Code Section XI require- 
ments for repair of component cooling water HX, per util 870131 & 0202 requests. 

* NRC - No Detailed Affiliation Given. 87/02/05. 3pp. 39644:064-39644:066. 

8702180062 Application for amend to License DPR-64, revising Tech Spec Figure 3.10-2 
to reflect increase in total core peaking factor, FQ limit to 2.20. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/02/06. Document Control Branch (Document Control Desk). 3pp. 

39661:207-39661:221. 

-8702180071 Proposed Tech Specs, revising Figure 3.10-2, "Hot Channel Factor Nor- 
malized Operating Envelope." 

* New York Power Authority (formerly Power Authority of the State of New York). 87/ 
02/06. 11pp. 39661:210-39661:221. 

8702200046 Forwards application for amend to License DPR-64, clarifying containment 
hydrogen monitoring Tech Specs for compliance w/ NUREG-0737,ltem ll.2.F.1.6.Fee 
paid. 

BRONS.J.C, New York Power Authority (formerly Power Authority of the State of New 
York). 87/02/06. Document Control Branch (Document Control Desk). 2pp. 

39695:199-39695:210. 

-8702200059 Application for amend to License DPR-64, clarifying containment hydrogen 
monitoring Tech Specs. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/02/06. Ip. 39695:201-39695:201. 


-8702200246 Proposed Tech Specs re replacement of containment atmosphere sam- 
pling sys w/containment hydrogen monitoring sys for compliance w/NUREG- 
0737.Safety evaluation end. 

* New York Power Authority (formerly Power Authority of the State of New York). 87/ 
02/06. 9pp. 39695:202-39695:210. 

8702180019 Forwards application for amend to License DPR-64,changing Tech Specs 
to permit resumption of power operation w/o prior NRC approval subsequent to steam 
generator insp during which all tubes inspected, per Table 4.9-1 of Tech Specs.Fee 
paid. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/02/09. Document Control Branch (Document Control Desk). 3pp. 
39661:258-39661:273. 

-8702180022 Application for amend to License DPR-64,changing Tech Specs to permit 
resumption of power operation w/o prior NRC approval subsequent to steam genera- 
tor insp during which all tubes inspected, per Table 4.9-1 of Tech Specs. 

* New York Power Authority (formerly Power Authority of the State of New York). 87/ 
02/09. Ip. 39661:261-39661:261. 

-8702180151 Proposed Tech Specs re resumption of power operation w/o prior NRC 
approval subsequent to steam generator insp during which all tubes inspected, per 
Table 4.9-1 of Tech Specs. 

* New York Power Authority (formerly Power Authority of the State of New York). 87/ 
02/09. 12pp. 39661:262-39661:273. 

8702180631 Requests confirmation of 870203 telcon re alleged use of controlled sub- 
stance at facility.Review of matter, including determining validity or probability of occur- 
rence & determining whether any safety issues involved required. 

KANE.W.F. Region 1, Office of Director. 87/02/09. JOSIGER.W. New York Power Au- 
thority (formerly Power Authority of the State of New York). 2pp. 39676:265- 
39676:266. 


8702240393 Ack receipt of 870109 ltr providing info requested at 861114 meeting.lnfo 
sufficient to clarify difference between Unit 3 main control room & Unit 2 simulator. 
GALLO, R.M. Region 1, Office of Director. 87/02/12. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 39721:118- 
39721:119. 

8702250051 Requests fee for review of 870130 application for relief from provisions of 
Section XI of ASME Boiler & Pressure Vessel Code re repair of component cooling 
water HX. 

DIGGS.R.M. License Fee Management Branch (Post 861123). 87/02/19. BRONS.J.C. 
New York Power Authority (formerly Power Authority of the State of New York). Ip. 
39727:267-39727:267. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 


8702030200 Forwards Insp Rept 50-286/86-23 on 861118-870105 & notice of violation. 
ESELGROTH.P. Region 1, Office of Director. 87/01/22. JOSIGER.W. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp, 39478:030- 
39478:041. 


—8702030303 Notice of violation from insp on 861116-870105. 

* Region 1, Office of Director. 87/01/22. Ip. 39478:032-39478:032. 

—8702030317 Onsite Regular & Backshift Insp Rept 50-286/86-23 on 861118- 
8701 05. Violation noted:failure to follow Administrative Procedures AP-6 & AP-25-3 re 
work requests & mat! substitutions, respectively. 

LINVILLE.J.C. Region 1, Office of Director. 87/01/15, 9pp. 39478:033-39478:041. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. tOSpp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 


8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 



@702 '3 SO© 19 Forwards application for amend to License DPR-64,changing Tech Specs 
to permit resumption oi power operation w/o prior NRC approval subsequent to steam 
generator insp during which all tubes inspected, per Table 4.9-1 of Tech Specs. Fee 
paid. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/02/09. Document Control Branch (Document Control Desk). 3pp. 
39661:258-39661:273. 

-8702180022 Application for amend to License DPR-64,changing Tech Specs to permit 
resumption of power operation w/o prior NRC approval subsequent to steam genera- 
tor insp during which all tubes inspected.per Table 4.9-1 of Tech Specs. 

* New York Power Authority (formerly Power Authority of the State of New York). 87/ 
02/09. Ip. 39661:261-39661:261. 

-8702180151 Proposed Tech Specs re resumption of power operation w/o prior NRC 
approval subsequent to steam generator insp during which all tubes inspected.per 
Table 4.9-1 of Tech Specs. 

* New York Power Authority (formerly Power Authority of the State of New York). 87/ 
02/09. 12pp. 39661:262-39661:273. 

8702190057 Forwards Safety Insp Rept 50-286/86-24 on 861215-19 & notice of viola- 
tion. 

EBNETER.S.D. Region 1, Office of Director. 87/02/10. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 39680:159- 
39680:171. 

-8702190064 Notice of violation from insp on 861215-19. 

* Region 1, Office of Director. 87/02/10. Ip. 39680:161-39680:161. 

-8702190081 Insp Rept 50-286/86-24 on 861 21 5-1 9. Violation noted:Raychem splices 
identified w/less than required 2-inch overlap & bending radii less than allowed. 
CHEUNG, L.S., ANDERSON, C.J. Region 1, Office of Director. 87/02/09. 10pp. 
39680:162-39680:171. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York. Inc. 96pp. 39702:134- 
39702:22 7. 

8702110131 IE Info Notice 87-011, “End of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


R. Periodic operating reports & related ©orrospondenc® 

8702240243 Monthly operating rept for Jan 1 987.W/870204 Itr. 

KELLY, L., JOSIGER.W.A. New York Power Authority (formerly Power Authority of the 
State of New York). 87/01/31. 8pp. 39717:116-39717:123. 


5- Reportable occurrences, LERs & related correspondence 

8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator dutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702050408 Requests relief from provisions of Section XI of ASME Boiler & Pressure 
Vessel Code to repair leak on outlet water box of component cooling water 
HX.discovered on 870128.Repairs cannot be made within Tech Spec time constraints. 
JOSIGER.W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 87/01/30. VARGA.S.A. PWR Project Directorate 3. 2pp. 39521:261- 
39521:262. 

8702110067 Summaty of Operating Reactors Events Meeting 87-03 on 870202.List of 
attendees.events discussad.summary of events for input into performance indicator 
program & viewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R, Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 

8702180540 PNO-l-87-010:on 87021 1 .reactor scrammed from full power during transient 
initiated by loss of instrument bus.Safety injection signal received on high steam flow 
coincident w/low steam line pressure.Plant stabilized in hot shutdown. 

MEYER.G., LINVILLE.J. Region 1, Office of Director. 87/02/12. 3pp. 39666:182- 
39666:184, 


V. Operator Examinations 

8702130380 Forwards Unit 3 CCR/Unit 2 simulator differences & corrective 
measures, evaluations for which simulator can be used effectively for training Unit 3 
operators & corrected simulator differences, per 861114 meeting. 

RAY.B.J. New York Power Authority (formerly Power Authority of the State of New 
York). 87/01/09. DUDLEY, N.F. Region 1, Office of Director. 15pp. 39644:170- 
39644:184. 

8702180371 Submits addl info re B Sullivan senior reactor operator license 
application.Duties of nuclear emergency preparedness engineer end. 

JOSIGER,W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 87/02/05. MUR LEY, T. Region 1, Office of Director. 3pp. 39662:109- 
39662:111. 


S702180329 Requests waiver of 10 reactor startup requirements for training program, for 
iisted senior reactor operator candidates.Objectives for plant startup training simulator 
end. 

JOSIGER.W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 87/02/06. MURLEY.T. Region 1, Office of Director. 3pp. 39666:159- 
39666:161. 
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F. Security, medical, emergency & fire protection plans 

8702090425 Advises that 871111 correct date for plant 1987 annual exercise.per sched- 
ule submitted by 861217 Itr. 

TUCKER, H.B. Duke Power Co. 87/01/06. GRACE, J.N., STOHR.J.P. Region 2, Office 
of Director. Ip. 39561:162-39561:162. 

8702100040 Forwards Insp Repts 50-269/86-35,50-270/86-35 & 50-287/86-35 on 
861 208-1 2.No violations or deviations noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/01/14. TUCKER, H.B. Duke Power 
Co. 2pp. 39570:003-39570:015. 

-8702100047 insp Repts 50-269/86-35,50-270/86-35 & 50-287/86-35 on 861208- 
12. No violations or deviations noted.Major areas inspected:radiation protection 
program, including review of organization & mgt of health physics staff. 

WRlGHT.F.N. Region 2, Office of Director. 87/01/07. 11pp. 39570:005-39570:015. 

8702030472 Advises that portions of 861203 Rev 19 to physical security plan consistent 
w/provisions of 10CFR50.54(p).inconsistent portions delineated in end.EncI withheld 
(ref 10CFR73.21). 

REYES, L.A. Region 2, Office of Director. 87/01/23. TUCKER.H.B. Duke Power Co. 
3pp. 39490:234-39490:236. 

8702190060 Forwards Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86-34 on 
861 1 1 1 -8701 1 2.No violations or deviations noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/01/23. TUCKER.H.B. Duke Power 
Co. Ip. 39680:190-39680:197. 

-8702190972 Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86-34 on 861111- 
870112.No violations or deviations noted.Major areas 
inspected:operations, surveillance, maint, verification of ESF lineups & emergency drills. 
BRYANT, J.C. Region 2, Office of Director. 87/01/23. 7pp. 39680:191-39680:197. 

8702030127 Ack receipt of 861229 Itr informing NRC of steps taken to correct violations 
noted in insp Repts 50-269/85-05, 50-270/85-05 & 50-287/85-05. 

BROWNLEE.V.L. Region 2, Office of Director. 87/01/27. TUCKER.H.B. Duke Power 
Co. Ip. 39474:216-39474:216. 

-8702030144 Forwards supplemental response to Violation 50-269/85-05-01, 50-270/ 
85-05-01 & 50-287/85-05-01 noted in Insp Repts 50-269/85-05,50-270/85-05 & 50 - 
287/85-05. Response withheld (ref 10CFR73.21). 

TUCKER.H.B. Duke Power Co. 86/12/29. GRACE, J.N. Region 2, Office of Director. 
2pp. 39474:217-39474:218. 

8702060497 Forwards listed auxiliary feedwater & auxiliary svc water piping 
documentation, per CE Gaskin request. Matl includes chronological listing of events & 
Insp Repts 50-369/85-26 & 50-370/85-31. Ends withheld (ref 10CFR73.21) 
TUCKER.H.B. Duke Power Co. 87/01/28. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). 3pp. 39537:115-39537:117. 

8702170732 Notification of 870223-26 meetings w/util at sites to discuss implementa- 
tion of vital area barriers.per 10CFR73.55. 

JABBOUR.K.N. PWR Project Directorate 4. 87/02/05. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 5pp. 39671:158-39671:162. 

8702190299 Notification of cancellation of 870223-26 meetings w/utils at sites to dis- 
cuss implementation of vital area barriers in accordance W/10CFR73.55. 
JABBOUR.K.N. PWR Project Directorate 4. 87/02/05. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 5pp. 39687:279-39587:283. 

8702180652 Discusses util 861212 Rev 86-2 to plant emergency plan. Rev consistent w/ 
provisions of 10CFR50.54(q),10CFR50.47(b), 10CFR50,App E & Section II of NUREG- 
0654. 

KREH.J.L. Region 2, Office of Director. 87/02/06. DECKER, T.R. Region 2, Office of 
Director. 5pp. 39676:235-39676:239. 

8702190231 Forwards corrected Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86- 
34 on 861 11 1-8701 12.Rept details page erroneously indicated that insp conducted 
from 861111-0112. 

BROWNLEE.V.L Region 2, Office of Director. 87/02/06. TUCKER.H.B. Duke Power 
Co. Ip. 39683:264-39683:271. 

-8702190244 Corrected Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86-34 on 
86111 1-8701 12. Insp erroneously reported as having been conducted on 861 Ill- 
Oil 2. 

BRYANT, J.C. Region 2, Office of Director. 87/02/05. 7pp. 39683:265-39683:271. 

8702190344 Advises that Revs 86-2 & 86-3 to emergency plan consistent w/planning 
stds of 10CFR50.47(b) & requirements of App E to 10CFR50. 

BROWNLEE.V.L. Region 2, Office of Director. 87/02/06. TUCKER.H.B. Duke Power 
Co. 1 p. 39686: 1 26-39686: 126. 

8702200428 Notifies that util 861217 submittal of Rev 86-3 to emergency plan consist- 
ent w/provisions of 10CFR50.54(q), 50.47(b), 10CFR50,App E & Section II of NUREG- 
0654 & acceptable. 

KREH.J.L. Region 2, Office of Director. 87/02/06. DECKER, T.R. Region 2, Office of 
Director. 2pp. 39700:223-39700:224. 

8702240094 Informs that changes in Rev 86-3 to emergency plan satisfactorily correct- 
ed deficiencies noted in 860331 Itr. Staff inadvertently omitted info on status of defi- 
ciencies in 870206 Itr. 

BROWNLEE.V.L. Region 2, Office of Director. 87/02/12. TUCKER.H.B. Duke Power 
Co. Ip. 39717:124-39717:124. 
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G. Adjudicatory correspondence 

8702130133 Petition for immediate action to relieve undue risk posed by nuclear power 
plants designed by B&W Co.* OLs & CPs for facilities should be suspended until 
listed NRC actions taken. 

WEISS, E.R., POLLARD, R.D. Union of Concerned Scientists. #187 2490. 87/02/10. 
Commissioners. 60pp. 39634:016-39634:077. 


P. Operating license stage documents & correspondence 

8702100106 Discusses recommendations of task force re problems w/post- accident 
liquid sampling sys.noted in 860813 Itr.Current sys does not provide reliability w/level 
of consistency that util expects. Proposed schedule for new sys provided. 

TUCKER, H.B. Duke Power Co. 87/01/02. GRACE.J.N. Region 2, Office of Director. 
2pp. 39569:3 1 9-39569:320. 

8702030090 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 
GRACE.J.N. Region 2, Office of Director. 87/01/16. TUCKER, H.B. Duke Power Co. 
3pp. 39482:134-39482:136. 

8702060151 Informs that 850726 proposed Tech Specs 3.18,4.20 & 6.1 re proposed 
allowable outage time of 60 days for safe shutdown facility inoperability 
inadequate.Outage time of 7 days recommended.Response requested within 45 days. 
STOLZ.J.F. PWR Project Directorate 6. 87/01/23. TUCKER, H.B. Duke Power Co. 
4pp. 39545:355-39545:3 58. 

8702090291 Forwards environ assessment supporting proposed amends to Licenses 
DPR-38.DPR-47 & DPR-55,allowing licensee to operate facility 6 to 7 yrs beyond cur- 
rently approved dates. FR notice also end. 

PASTIS.H.N. PWR Project Directorate 6. 87/01/29. TUCKER, H.B. Duke Power Co. 
3pp. 39565:005-39565:022. 

-8702090296 Environ assessment supporting extension of expiration dates of Licenses 
DPR-38.DPR-47 & DPR-55 6 to 7 yrs beyond currently approved dates. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/2 2. 10pp. 
39565:009-39565:018. 

-8702090300 Notice of issuance & availability of environ assessment & finding of no 
significant impact re extension of Licenses DPR-38.DPR-47 & DPR-55 for 6 to 7 yrs 
beyond current expiration dates. 

STOLZ.J.F. PWR Project Directorate 6. 87/01/22. 4pp. 39565:019-39565:022. 

8702110040 Forwards Rev 1 to “Oconee Unit 3, Cycle 10 Reload Rept." Rev updates 
Cycle 10 physics parameters based upon shorter Cycle 9 length of 349 EFPD. 
TUCKER, H.B. Duke Power Co. 87/01 /29. Document Control Branch (Document Con- 
trol Desk). Ip. 39588:001-39588:033. 

-8702110046 Rev 1 to “Oconee Unit 3,Cycle 10 Reload Rept.” 

* Duke Power Co. DPC-RD-2008 R01. 87/01/31. 32pp. 39588:002-39588:033. 

8702100224 Forwards Amends 153,153 & 150 to Licenses DPR-38.DPR-47 & DPR- 
55, respectively & safety evaluation.Amends extend duration of licenses 40 yrs from 
date of issuance of full power licenses. Reevaluation of RT (PTS) requested. 

STOLZ.J.F. PWR Project Directorate 6. 87/01/30. TUCKER, H.B. Duke Power Co. 
3pp. 39575:252-39575:267. 

-8702100234 Amends 153,153 & 150 to Licenses DPR-38.DPR-47 & DPR-55, 
respectively, extending duration of licenses 40 yrs from date of full power licenses. 
MIRAGLIA.F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
87/01/30. 6pp. 39575:255-39575:260. 

—8702100240 Safety evaluation supporting Amends 153,153 & 150 to Licenses DPR- 
38.DPR-47 & DPR-55, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/30. 7pp. 
39575:261-39575:267. 

8702060315 Discusses end procedure for disposal of radioactively contaminated 
wood.Evaluation not issued & licensing action not completed because proposal in ju- 
risdiction of Agreement States.Document should be placed in PDR for info. 

STOLZ.J. PWR Project Directorate 6. 87/02/02. NRC - No Detailed Affiliation Given. 
2pp. 39546:210-39546:227. 

-8502150418 Forwards EIA supporting proposed procedure for disposal of radioactively 
contaminated wood &/or wood products. 

MULLER, D.R. Assistant Director for Radiation Protection. 85/02/07. LAINAS.G.C. As- 
sistant Director for Operating Reactors. 4pp. 39546:212-39546:227. 

-8502150442 EIA supporting proposed procedure for disposal of radioactively contami- 
nated wood &/or wood products. 

* NRC - No Detailed Affiliation Given. 85/02/06. 12pp. 39546:216-39546:227. 

8702130075 Notification of 870218 meeting w/util in Bethesda.MD to discuss elevated 
radionuclide levels in fish sampled near facilities. 

PASTIS.H.N. PWR Project Directorate 6. 87/02/09. STOLZ.J.F. PWR Project Director- 
ate 6. 3pp. 39638:359-39638:361 . 

8702190037 Application for amend to License DPR-55, changing Tech Specs to increase 
boron concentration in borated water storage tank from 1,835 ppm to 2,010 ppm for 
Cycle 10 only.Fee paid. 

TUCKER.H.B. Duke Power Co. 87/02/11. Document Control Branch (Document Con- 
trol Desk). 4pp. 39680:001 -39680:01 1 . 

-8702190067 Proposed Tech Specs increasing min boron concentration in borated 
water storage tank from 1,835 ppm to 2,010 ppm for Cycle 10 only.NSHC evaluation 
end. 

* Duke Power Co. 87/02/11. 7pp. 39680:005-39680:01 1. 

8702260214 Forwards addl info re transportation of facility spent fuel via TN-8/TN-8L 
casks in support of util 851119 & 860616 requests to amend Licenses DPR-38.DPR- 
47 & DPR-55. 

TUCKER.H.B. Duke Power Co. 87/02/18. Document Control Branch (Document Con- 
trol Desk). 3pp. 39754:173-39754:175. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702100040 Forwards insp Repts 50-269/86-35,50-270/86-35 & 50-287/86-35 on 
861 208-1 2.No violations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/01/14. TUCKER.H.B. Duke Power 
Co. 2pp. 39570:003-39570:015. 

-8702100047 Insp Repts 50-269/86-35,50-270/86-35 & 50-287/86-35 on 861208- 
12.No violations or deviations noted.Major areas inspected.-radiation protection 
program, including review of organization & mgt of health physics staff. 

WRIGHT, F.N., HOSEY.C.M. Region 2. Office of Director. 87/01/07. 11pp. 39570:005- 
39570:015. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702040386 Responds to violations noted in Insp Repts 50-413/86-44, 50-413/86- 
47,50-369/86-32,50-370/86-32,50-269/86-32, 50-270/86-32 & 50-287/89-32.Correc- 
tive actions:Procedure OP/1/B/6400/01A re conventional wastewater revised. 
TUCKER.H.B. Duke Power Co. 87/01/23. Document Control Branch (Document Con- 
trol Desk). 8pp. 39506:148-39506:155. 

8702190060 Forwards Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86-34 on 
861 1 1 1-8701 12. No violations or deviations noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/01/23. TUCKER.H.B. Duke Power 
Co. Ip. 39680:190-39680:197. 

-8702190072 Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86-34 on 861111- 
870112.No violations or deviations noted.Major areas 
inspected:operations, surveillance, maint, verification of ESF lineups & emergency drills. 
BRYANT, J.C., PEEBLES.T. Region 2, Office of Director. 87/01/23. 7pp. 39680:191- 
39680:197. 

8702030127 Ack receipt of 861229 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/85-05, 50-270/85-05 & 50-287/85-05. 

BROWNLEE, V.L Region 2, Office of Director. 87/01/27. TUCKER.H.B. Duke Power 
Co. Ip. 39474:216-39474:218. 

-8702030144 Forwards supplemental response to Violations 50-269/85-05-01,50-270/ 
85-05-01 & 50-287/85-05-01 in Insp Repts 50-269/85-05,50-270/85-05 & 50-287/85- 
05. Response withheld (ref 10CFR73.21). 

TUCKfcR, H.B. Duke Power Co. 86/12/29. GRACE.J.N. Region 2, Office of Director. 
2pp. 39474:217-39474:218. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702190083 Forwards Insp Repts 50-269/87-01,50-270/87-01 & 50-287/87-01 on 
870105-08 & notice of violation. 

REYES, L.A. Region 2, Office of Director. 87/02/03. TUCKER.H.B. Duke Power Co. 
2pp. 39680:107-39680:118. 

-8702190087 Notice of violation from insp on 870105-08. 

REYES, L.A. Region 2, Office of Director. 87/02/03. Ip. 39680:109-39680:109. 

-8702190099 Insp Repts 50-269/87-01,50-270/87-01 & 50-287/87-01 on 870105- 
08. Violation noted:failure to provide procedures w/appropriate qualitative or quantita- 
tive acceptance criteria for activities important to safety. 

ECONOMOS.N., BLAKE, J.J. Region 2, Office of Director. 87/01/30. 9pp. 39680:110- 
39680:118. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads In Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702080413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702180438 Discusses Insp Repts 50-269/86-33,50-270/86-33 & 50-287/86-33 on 
861015-1110 & forwards notice of violation. Test procedure for emergency condenser 
cooling water sys inadequate to reveal sys deficiencies. 

GRACE.J.N. Region 2, Office of Director. 87/02/05. TUCKER.H.B. Duke Power Co. 
2pp. 39662:141-39662:143. 

—8702180448 Notice of violation from Insp on 861 01 5-1 110. Violation noted:for periods 
in 1978.1981 & 1986 when Lake Keowee elevation less than 792 ft, emergency con- 
denser cooling water sys inoperable & unable to provide sustained siphon flow. 
GRACE.J.N. Region 2, Office of Director. 87/02/05. Ip. 39662:143-39662:143. 
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8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202. List of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs encf. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 

8702190231 Forwards corrected Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86- 
34 on 861 11 1-8701 12.Rept details page erroneously indicated that insp conducted 
from 861111-0112. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/06. TUCKER.H.B. Duke Power 
Co. Ip. 39683:264-39683:271. 

-8702190244 Corrected Insp Repts 50-269/86-34,50-270/86-34 & 50-287/86-34 on 
861 11 1-8701 12. Insp erroneously reported as having been conducted on 861111- 
0112. 

BRYANT, J.C., PEEBLES, T. Region 2, Office of Director. 87/02/05. 7pp. 39683:265- 
39683:271. 

8702170678 Forwards request for relief from requirements of Section XI of ASME Boiler 
& Pressure Vessel Code.Request submitted due to availability of access for insp of 
pressure retaining weld in Reactor Coolant Pump 3A1. 

TUCKER.H.B. Duke Power Co. 87/02/09. Document Control Branch (Document Con- 
trol Desk). 2pp. 39660:349-39660:350. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190172 Forwards Insp Repts 50-269/87-03,50-270/87-03 & 50-287/87-03 on 
870112-16 & notice of violation. 

REYES, LA. Region 2, Office of Director. 87/02/11. TUCKER.H.B. Duke Power Co. 
2pp. 39685:099-39685:110. 

—8702190179 Notice of violation from insps on 870112-16. 

REYES, L.A. Region 2, Office of Director. 87/02/11. 2pp. 39685:101-39685:102. 

-8702190188 Insp Repts 50-269/87-03,50-270/87-03 & 50-287/87-03 on 870112- 
“•e Violation noted :fa i, ure to adequately evaluate radiological hazards. 

VVRIGHT.F.N.. HOSE'-'.C tV. Region 2, Office of Director. 87/02/10. 8pp. 39685:103- 
39665: 1 10. 

8702190209 Forwards Enforcement Conference Repts 50-269/87-07, 50-270/87-07 & 
50-287/87-07 on 861 222. Meeting conducted to brief NRC on sequence of events re 
degraded emergency condenser circulating water sys. 

GRACE, J.N. Region 2, Office of Director. 87/02/11. TUCKER.H.B. Duke Power Co. 
2pp. 39693:175-39693:187. 

-8702190223 Enforcement Conference Repts 50-269/87-07,50-270/87-07 & 50-287/ 
87-07 on 861 222. Major areas discussed:sequence of events & corrective actions re 
emergency condenser circulating water sys degradation. 

BURGER, C.W., PEEBLES.T.A. Region 2, Office of Director. 87/02/05. 11pp. 
39693:177-39693:187. 

©702190431 Forwards Enforcement Conference Repts 50-269/87-08, 50-270/87-08 & 
50-287/87-08 on 86 1222. Meeting conducted to brief NRC on sequence of events re 
safety sys functional insp findings.Meeting handouts also end. 

GRACE, J.N. Region 2, Office of Director. 87/02/11. TUCKER.H.B. Duke Power Co. 
2pp. 39686:173-39686:205. 

—8702190438 Enforcement Conference Repts 50-269/87-08,50-270/87-08 & 50-287/ 
87-08 on 861 222. Major areas discussed:safety sys functional insp & associated safety 
implications. 

BURGER, C.W., PEEBLES.T.A. Region 2, Office of Director. 87/02/05. 31pp. 
39686:175-39686:205. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702260137 Forwards schedule of time required to complete operational verification 
program on all safety-related motor-operated valves, per IE Bulletin 85-003.Schedule 
based on listed factors. 

TUCKER.H.B. Duke Power Co. 87/02/18. Document Control Branch (Document Con- 
trol Desk). 5pp. 39753:185-39753:189. 

8702270414 Forwards Insp Repts 50-269/87-04,50-270/87-04 & 50-287/87-04 on 
8701 13-0209.No violation or deviation noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/02/18. TUCKER.H.B. Duke Power 
Co. 2pp. 39789:349-39789:358. 

-8702270434 Insp Repts 50-269/87-04,50-270/87-04 & 50-287/87-04 on 870113- 
0209.No violation or deviation noted.Major areas 

inspected:operations, surveillance, maint, verification of ESF linups, followup of events & 
shutdown work in progress. 

BRYANT, J.C., SKINNER, P.H., WERT.L.D. Region 2, Office of Director. 87/02/17. 8pp. 
39789:351-39789:358. 

8702270317 Confirms 870207 telcon re 870304 meeting w/util in Charlotte.NC to dis- 
cuss NRC PRA application program for conducting insps at nuclear power 
stations.Meeting agenda also discussed. 

GRACE, J.N. Region 2, Office of Director. 87/02/20. TUCKER.H.B. Duke Power Co. 
2pp. 39796:078-39796:079. 


R. Periodic operating reports & related correspondence 

8702240363 Monthly operating repts for Jan 1987.W/870216 Itr. 

REAVIS, J.A., TUCKER.H.B. Duke Power Co. 87/01/31. 17pp. 39718:153-39718:169. 


S. Reportable occurrences, LERs & related correspondence 

8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/ repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode. Two possible solutions noted. 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702090124 Forwards repts re seismic activity in Lake Keowee & Lake Jocassee areas 
during June & Jul 1986, per 791029 request. Util will suppl permanent network in order 
to achieve more accurate data. 

TUCKER.H.B. Duke Power Co. 87/01/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 39554:230-39554:269. 

-8702090140 "Lake Keowee Earthquakes of June-Jul 1986." 

AGREE, S., ACREE.J.R., TALWANI.P. South Carolina, Univ. of, Columbia, SC. 86/07/ 
31. 17pp. 39554:232-39554:248. 

-8702090162 “Duke Power Co, Lake Keowee, SC, Lake Keowee Seismicity.” 

CHULICK.J., DWYER, J., WHITE, R. Law Engineering Testing Co. 86/12/10. 21pp. 
39554:249-39554:269. 

8702200080 LER 86-003-01 :on 861 028, radiation indication alarm turbine bldg sump 
monitor 3RIA-54 discovered in bypass position. Caused by defective procedure not re- 
quiring return to normal position after placement in bypass.W/870212 Itr. 

NORTH, P.J., TUCKER.H.B. Duke Power Co. 87/02/12. 7pp. 39693:350-39693:356. 


V. Operator Examinations 

8702040002 Forwards safety evaluation supporting licensed operator replacement & re- 
qualification programs, per SRP.Future resubmittals of programs will be needed upon 
completion of final rulemaking on rev to 10CFR55. 

HOOD.D. PWR Project Directorate 4. 87/01/28. TUCKER.H.B. Duke Power Co. 4pp. 
39507:339-39507:350. 

-8702040003 Safety evaluation supporting licensed operator replacement & requalifica- 
tion programs, per SRP (NUREG-0800). 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/28. 8pp. 
39507:343-39507:350. 


DOCKET 50-288 REED COLLEGE RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8612240145 Ack receipt of 861 103 Itr informing NRC of steps taken to correct violations 
noted during 860825-26 & 0904 insp of facility. 

MONTGOMERY, J. Region 5, Office of Director. 86/11/14. BRAGDON.P. Reed Col- 
lege, Portland, OR. Ip. 39086:239-39086:239. 


P. Operating license stage documents & correspondence 

8702110057 Forwards, for preliminary informal review, GA Technologies, Inc 861119 Itr re 
fuel element temps in TRIGA reactors during operation & LOCA. Proposed words for 
inclusion in final draft Tech Specs Sections 2 & 3 also encl.Comments requested. 
POLLOCK, J.M. Reed College, Portland, OR. 87/02/05. DOSA.J. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 6pp. 39579:302-39579:307. 


Q. Inspection reports, SE Bulletins & correspondence 

8612240145 Ack receipt of 861 103 Itr informing NRC of steps taken to correct violations 
noted during 860825-26 & 0904 insp of facility. 

MONTGOMERY, J. Region 5, Office of Director. 86/11/14. BRAGDON.P. Reed Col- 
lege, Portland, OR. Ip. 39086:239-39086:239. 


V. Operator Examinations 

8702260183 Informs of 870519 written & 870520-2 2 oral reactor operator & senior reac- 
tor licensing exams at facility. Requests that licensee furnish approved ref matl listed in 
end by 870318. 

PATE.R.J. Region 5, Office of Director. 87/02/13. BRAGDON.P. Reed College, Port- 
land, OR. 7pp. 39745:027-39745:033. 


DOCKET 50-289 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8612080355 Forwards info re plant 1986 annual emergency exercise to be held on 
861105.0bjective B.7 corrected to read post-accident sample & analysis.Procedure 
1501 -POL-1 540.01, "TMI Parking Policy” & exercise scenario end. 

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 86/09/18. 
LAZARUS, W.J. Region 1, Office of Director. 17pp. 38856:031-38858:326. 

-8612080364 Rev 0 to 1501 -POL-1 540.01, "TMI Parking Policy.” 

* General Public Utilities Corp. - GPU Service Corp. 82/12/27. 999pp. 38856:048- 
38858:326. 

8702020547 Cancels Temporary Change Notice 1-86-0149 to Emergency Plan Imple- 
menting Procedure 641 0-IMP-1 300.28. 

* General Public Utilities Corp. - GPU Service Corp. 87/01/21. Document Control 
Branch (Document Control Desk). Ip. 39468:171-39468:171. 
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8702040074 Rev 1 to Emergency Plan Implementing Procedure 6415-IMP-1300.20, 
“Personnel/Vehicle Monitoring & Decontamination." Table of contents included. 

* General Public Utilities Corp. - GPU Service Corp. 87/01/23. 14pp. 39498:254- 
39498:267. 

8702040040 Identifies addl studies & field verification being performed to assure ade- 
quate protection for App R-associated circuits by common power source.per util 
860722 Itr clarifying review discussed in Rev 7 to fire hazards analysis rept. 
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/01/26. Document 
Control Branch (Document Control Desk). 2pp. 39498:132-39498:133. 

8702040499 Application for amend to License DPR-50, consisting of Tech Spec Change 
Request 169, revising Tech Specs to reflect fire protection instrumentation & fire sup- 
pression sys installed to satisfy 10CFR50 App R requirements. Fee paid. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/01/28. Document 
Control Branch (Document Control Desk). 9pp. 39501:066-39501:078. 

“8702040507 Proposed Tech Specs re fire protection instrumentation & fire suppres- 
sion sys installed to satisfy 10CFR50 App R requirements. 

* General Public Utilities Corp. - GPU Service Corp. 87/01/28. 4pp. 39501:075- 
39501:078. 

8702050514 Discusses study of fire effects on air lines.Concludes that air-operated 
valves for post-App R fire safe shutdown have adequate backup operation capability 
or alternate valve redundancy or sufficient time exists for corrective actions. 
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/01/29. Document 
Control Branch (Document Control Desk). 2pp. 39522:107-39522:108. 

8702090133 Rev 1 to Emergency Plan Implementing Procedure 6410-IMP-1300.04, 
“Contact/Callout of Emergency Personnel.” 

* General Public Utilities Corp. - GPU Service Corp. 87/01/30. 14pp. 39557:032- 
39557:045. 

8702090369 Forwards summary of exemption requests in Rev 7 to TMI-1 final hazards 
analysis rept & addl 10CFR50,App R exemption requests.Addl info to support existing 
& new exemption requests will be provided separately. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/02/02. Document 
Control Branch (Document Control Desk). 35pp. 39556:21 5-39556:249. 

8702100415 Advises that delay in submitting amend requests & 6R outage info may 
delay 870319 restart.Status of review listed, including fire protection (App R) & inad- 
equate core cooling. 

STOLZ.J.F. PWR Project Directorate 6. 87/02/06. HUKILL.H.D. General Public Utili- 
ties Corp. - GPU Service Corp. 5pp. 39575:247-39575:251. 

8702180346 Commits to revising fire emergency procedure re fire areas/ zones where 
30 minute manual actuation necessary, per 10CFR50 App R.Operator dispatched to 
implement action immediately when required.Affected areas & zones listed. 
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/02/10. Document 
Control Branch (Document Control Desk). Ip. 39667:360-39667:360. 

8702240320 Rev 1 to TMI Emergency Plan Implementing Procedure 6415-IMP-1300.36, 
“Emergency Assembly Area." Revised table of contents end. 

BROWN, N.D. General Public Utilities Corp. - GPU Service Corp. 87/02/10. 14pp. 
39719:258-39719:271. 

8702190031 Forwards Safety Insp Rept 50-289/86-23 on 861215-19 & notice of viola- 
tion. 

EBNETER.S.D. Region 1, Office of Director. 87/02/11. HUKILL.H.D. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 39680:198-39680:217. 

“8702190032 Notice of violation from insp on 861215-19. 

* Region 1, Office of Director. 87/02/11. 2pp. 39680:200-39680:201. 

“8702190040 Insp Rept 50-289/86-23 on 861215-19.Violation noted:failure to install 
emergency lights in control room, per 10CFR50.48(c)(2).Three items remain unre- 
solved. 

KRASOPOULOS.A., ANDERSON, C.J. Region 1, Office of Director. 87/01/28. 16pp. 
39680:202-39680:217. 

8702190278 Resubmits 860722 & 870202 exemption requests & adds two new exemp- 
tion requests re loss of ventilation sys, per 10CFR App R.Review & approval requested 
prior to scheduled restart in mid-Mar 1987.Related info end. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/02/11. Document 
Control Branch (Document Control Desk). 26pp. 39686:310-39686:335. 

8702260078 Rev 1 to Emergency Plan Implementing Procedure 6410-IMP-1 300.28, "Ac- 
tivation of Technical Support Ctr." 

BEAVER.J.R. General Public Utilities Corp. - GPU Service Corp. 87/02/18. 12pp. 
39740:083-39740:094. 

8702260175 Advises that util will comment on 870105 Regulatory Effectiveness Review 
rept & Insp Rept 50-289/86-15 within 45 days after startup from outage.Significant 
concerns identified which necessitate extension of time. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/02/18. Document 
Control Branch (Document Control Desk). Ip. 39740:249-39740:249. 


G. Adjudicatory correspondence 

8702130133 Petition for immediate action to relieve undue risk posed by nuclear power 
plants designed by B&W Co.* OLs & CPs for facilities should be suspended until 
listed NRC actions taken. 

WEISS, E.R. Union of Concerned Scientists. #187 2490. 87/02/10. Commissioners. 
60pp. 39634:016-39634:077. 

8702130191 Licensee motion for termination of proceedings.* Tech Spec Change Re- 
quests 148 & 153 denied & expired, respectively. Proceedings no longer 
necessary.Certificate of Svc & svc list end. 

CHURCHILL, B.W. General Public Utilities Corp. - GPU Service Corp. 
CHURCHILL, B.W. Shaw, Pittman, Potts & Trowbridge. #187 2491. 87/02/10. Atomic 
Safety and Licensing Board Panel. 5pp. 39634:181-39634:185. 


P. Operating license stage documents & correspondence 


8702250460 Notifies of 870310-11 radiation protection manager conference w/util in 
King of Prussia, PA to exchange info on issues re radiological controls 
programs.Requests comments on topics bv 8"01 3'. Related correspondence. 

MARTIN, T.T. Region 1, Office of Diredc'. > 137 2282. 37/01/14. HUKILL.H.D. Gener- 
al Public Utilities Corp. - GPU Service Corp. 3pp. 39744:069-39744:071. 

8702030034 Clarifies 861002 discussion on reactor coolant inventory trending sys 
design problem re reactor vessel water level ref leg & provides schedule for 
resoiution.Draining of sys should not occur above predetermined point in ref leg. 
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/01/23. Document 
Control Branch (Document Control Desk). 3pp. 39472:359-39472:361. 

8702040499 Application for amend to License DPR-50, consisting of Tech Spec Change 
Request 169,revising Tech Specs to reflect fire protection instrumentation & fire sup- 
pression sys installed to satisfy 10CFR50 App R requirements. Fee paid. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/01/28. Document 
Control Branch (Document Control Desk). 9pp. 39501:066-39501:078. 

“8702040507 Proposed Tech Specs re fire protection instrumentation & fire suppres- 
sion sys installed to satisfy 10CFR50 App R requirements. 

* General Public Utilities Corp. - GPU Service Corp. 87/01/28. 4pp. 39501:075- 
39501:078. 

8702040047 Forwards application for amend to License DPR-50, consisting of Tech 
Spec Change Request 163, providing limiting condition for operation & surveillance re- 
quirements for specific controls & monitoring instrumentation.Fee paid. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/01/29. Document 
Control Branch (Document Control Desk). Ip. 39498:108-39498:117. 

“8702040082 Application for amend to License DPR-50, consisting of Tech Spec 
Change Request 163, providing limiting condition for operation & surveillance require- 
ments for specific controls & monitoring instrumentation installed for remote shut- 
down. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/01/29. 5pp. 
39498:109-39498:113. 

“8702040317 Proposed Tech Specs providing limiting condition for operation & surveil- 
lance requirements for specific controls & monitoring instrumentation installed for 
remote shutdown. 

* General Public Utilities Corp. - GPU Service Corp. 87/01/29. 4pp. 39498:114- 
39498:117. 

8702180133 Notice of consideration of issuance of amend to License DPR-50 & pro- 
posed NSHC determination & opportunity for hearing on 870123 request to provide 
addl operability requirements for emergency feedwater sys. 

EDISON, G.E. PWR Project Directorate 6. 87/01/30. 11pp. 39673:220-39673:230. 

8702120314 Forwards application to amend License DPR-50,consisting of Tech Spec 
Change Request 168, changing Tech Specs re main steam safety valves.Fee paid. 
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/02/05. Document 
Control Branch (Document Control Desk). Ip. 39591:117-39591:129. 

“8702120323 Application to amend License DPR-50, consisting of Tech Spec Change 
Request 168,changing Tech Specs to allow nominal increase in power while main 
steam safety valve & other func tional tests being performed. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/02/05. Document 
Control Branch (Document Control Desk). 8pp. 39591:118-39591:125. 

“8702120335 Proposed Tech Specs, allowing nominal increase in power while main 
steam safety valve & other functional tests being performed. 

* General Public Utilities Corp. - GPU Sen/ice Corp. 87/02/05. 4pp. 39591:126- 
39591:129. 

8702100415 Advises that delay in submitting amend requests & 6R outage info may 
delay 870319 restart.Status of review listed, including fire protection (App R) & inad- 
equate core cooling. 

STOLZ.J.F. PWR Project Directorate 6. 87/02/06. HUKILL.H.D. General Public Utili- 
ties Corp. - GPU Service Corp. 5pp. 39575:247-39575:251. 

8702170538 Forwards “Reactor Containment Bldg Integrated Leak Rate Test," for test 
conducted on 861 1 05-09.Summary & analysis of Type B & C tests performed since 
util 840719 submittal included.App J describes corrective action program. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/02/09. Document 
Control Branch (Document Control Desk). Ip. 39650:143-39650:240, 

-8702170549 “Reactor Containment Bldg Integrated Leak Rate Test," 
PAULEWICZ.F.W., STOEHR.R.G., SUMMERS.R.L, General Public Utilities Corp. - 
GPU Service Corp. 86/11/30. 95pp. 39650:144-39650:240. 

8702200053 Forwards fee re submittal of Tech Spec Change Request 157 on 870203. 
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/02/10. Document 
Control Branch (Document Control Desk). Ip. 39696:217-39696:217. 

870226010 $ Accepts util 861014 notification of adoption of Rev 2 to visual weld accept- 
ance criteria for TMI-1. NRC does not agree w/proposed inclusion of weld acceptance 
criteria in welding manual in lieu of required FSAR amend. 

STOLZ.J.F. PWR Project Directorate 6. 87/02/11. HUKILL,H,D. General Public? Utili- 
ties Corp. - GPU Service Corp. 4pp. 39759:241-39759:244. 

8702240440 Submits data re availability of computers to demonstrate compliance w/ 
NUREG-0737,ltem II.F.2 concerning reactor coolant inventory trending sys & in-core 
thermocouple display, per NRC 870121 disagreement w/util 870105 Itr. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/02/18. Document 
Control Branch (Document Control Desk). 8pp. 39722:303-39722:310. 

8702260258 Requests issuance of SER by 870601 to ensure sufficient time to complete 
ATWS mod requirements (10CFR50.62) by completion of Cycle 8 refueling outage. 
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/02/18. Document 
Control Branch (Document Control Desk). 2pp. 39751:235-39751:236. 
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8702260010 Provides add! commitments re inservice testing of pumps & valves & re- 
quests interim relief from quarterly test frequency for boric acid pumps & implementa- 
z r zz:?~. zrzz c-dL's' : u .a“C“F RcT-tod info end. 

G F..: : : i ;;c=p. - GPU Service Corp. 87/02/19. Document 

Control Branch (Document Control Desk). 8pp. 39750:030-39750:037. 

8702270379 Staff requirements memo re Commission 870213 briefing by GPU in 
Washington, DC on status of TMI-2 cleanup efforts, projection of future activities and 
status of TMI-1. 

CHILK.S.J. Office of the Secretary of the Commission. 87/02/20. STELLO.V. Office of 
the Executive Director for Operations. Ip. 39781:053-39781:053. 


Q. Inspection reports, !E Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DE YOUNG, R.C. Office of inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp, 39525:230-39525:232. 

8702190485 FOIA request for documents re allegations, investigations, fines, convictions 
& other dispositions of cases in which operators of listed facilities charged w/violating 
federal whistle-blowing statutes. 

HIGHAM,S.J. Morning Call, Aiiemown, PA. 87/01/05. Office of Administration. Ip. 
39688:224-39688:224. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702100127 Requests extension for responding to violations noted in Insp Rept 50-289/ 
86-17 until 870302 to reflect util discussion from 870235 mecrinc. 

HUKILL.H.D. General Public Utilities Corp. - GPU Serves Corp. 87/01/28 
MURLEY.T.E. Region 1 , Office of Director. 2pp. 39570:077-39570:077. 


8702250333 Forwards AEOD SALP input re LERs for Jan-Oct 1986. 

KANE.W.F. Region 1, Office of Director. 87/02/18. HUKILL.H.D. General Public Utili- 
ties Corp. - GPU Service Corp. 47pp. 39724:117-39724:162. 

8702260175 Advises that util will comment on 870105 Regulatory Effectiveness Review 
rept & Insp Rept 50-289/86-15 within 45 days after startup from outage.Significant 
concerns identified which necessitate extension of time. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/02/18. Document 
Control Branch (Document Control Desk). 1 p. 39740:249-39740:249. 


R. Periodic operating reports & related correspondence 


8702030484 Submits corrections to semiannual effluent & release repts submitted w/ 
listed Itrs. Marked-up rept pages end. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/01/27. Document 
Control Branch (Document Control Desk). 17pp. 39483:312-39483:328. 

8702090030 Forwards TMI-1 biweekly status ropt for 870109-23. 

CONTE.R.J. Region 1, Office of Director. 87/01/30. BLOUGH.A.R. Region 1, Office of 
Director. 4pp. 39550:220-39550:223. 

8702190142 Monthly operating rept for Jan 1987.W/870212 Itr. 

SMYTH, C.W., HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/01/ 
31. 7pp. 39685:088-39685:094. 

8702190049 Forwards TMI biweekly status rept for 870123-0206.NRC continued to 
monitor routine plant operations during cold shutdown & associated outage activities. 
CONTE.R.J. Region 1, Office of Director. 87/02/13. BLOUGH.A.R. Region 1. Office of 
Director. 4pp. 39679: 1 56-39679: 159. 


S. Reportable occurrences, LERs & related correspondence 


8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Svs ” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469-162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

D‘ vision Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:3 1 8. 

8702240509 Responds to violation noted in Insp Rept 50-289/86-19. Corrective 
actions:statement will be added to semiannual effluent rept reflecting that public does 
not have unrestricted access to areas inside site boundary. 

General Public Utilities Corp. - GPU Service Corp. 87/02/03 
MURLEY.T.E. Region 1, Office of Director. 2pp. 39721:359-39721:360. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators. Svc list end. K 

n?ninT'l 7 L ; n ?S'°!l of ^ e . r9 ^ n S- Pre P? redn , e ss & Engineering Response (Post 
ooc 7 c?ioD 87 ^^ 04 ' Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
oat)/ 5:1 38. 


8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM.F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 


8702030225 PNO-l-87-006:in Dec 1 986,licensee informed Region I of investigation of 
employee allegation re drug use at facility. Alleger implicated 14 people.One individual 
resigned, 3 tested positive & 10 cleared after testing. 

YOUNG, F., CONTE, R., BLOUGH.A.R. Region 1, Office of Director. 87/01/28. 6pp 
39478:301-39478:301. 

8702170562 LER 87-001-00:on 870 109, emergency diesel generator B auto started due 
to electrician opening one phase of IE bus 4,160-volt current transformer.Caused by 
inadequate instruction.Bus re-energized.W/870209 Itr. 

OTTO.S.M., HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/02/09 
4pp. 39651:269-39651:272. 


U. Congressional/Executive Correspondence 


8702200120 Discusses NRC analysis of licensing schedules for facility, per util 870202 
request for NRC statement to State of CA. NRC Sept 1981 - Feb 1982 monthly repts 
to Congress re licensing projections for pending OL applications end. 

0ff £ e of Nuc,ear Reactor Regulation, Director (post 851125). 87/02/ 
06. HULETT.S.W. California, State of. 4pp. 39703:001-39703:103. 


8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Desiqn 
Deficiency. Svc list end. a a 

ft?ninm N, fi7 L ;n?!n! i0 n ° f E ^ e ! 9 ^l Preparedness & Engineering Response (Post 
?qc1q3c-? 7/02/05 ‘ Consolldated Edison Co. of New York, Inc. 108pp 39528:251- 
o9oZ8:357. 


, uiwvaiu* luuiiewnm moruniy status repi Tor 10-811215, discussing 
, taken on operating reactors & licensing reviews of new facilities. ASLB issued 
oil i decis ' on re TMI-1 design, procedures & emergency planning, 

^7pp^9703'o75-39703 , ‘fo3 >nGrS ' 81/12/30 ' BEVILL ' T - House of flap.. Appropriations. 


8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps. Svc list end. 

° f E .^ e I 9 ! n ^. Pfe P aredn ess & Engineering Response (Post 
39702?27 87/02/11 Consol,dated Edison Co. of New York, Inc. 96pp. 39702:134- 

87 t?on 190 ° 31 ForWards Safety lnsp Rept 50-289/86-23 on 861215-19 & notice of viola- 

n?Sr^ D V R D^'S n 1 - °5 ce °l Director - 87/02/11. HUKILL.H.D. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 39680:198-39680:217. 

-8702190032 Notice of violation from insp on 861215-19 
* Region 1, Office of Director. 87/02/11. 2pp. 39680:200-39680:201. 

-8702190040 Insp Rept 50-289/86-23 on 861 21 5-1 9. Violation noted-failure to install 
emergency lights in control room, per 10CFR50.48(c)(2) unre- 

396^0202-3968 S 64V ANDERSON ' CJ ‘ Re9 '° n ^ 0ffice ° f Director - 87/01/28. 16pp. 

87 Areas?" Svc^ist n enc^ ° tiC6 87 ' 011, ** En:l of Vital E W m ent Within Designated Vital 

83(^103^ ' 8 7* ^ 0 ? n n c}i • Prepared "®ss & Engineering Response (Post 
39702^43 87/02/13 * Consol,dated son Co. of New York, Inc. 107pp. 39702:228- 


horwards NRC 16th monthly status rept for 820115-0215, discussing ac- 
«2 n f rt « a « on ?P €ratin 9 reactors & licensing reviews of new facilities, per House Rept 
DAM°?n,9,^ e M SI [ 19 ^ schedules for P erd ' n 9 OL & CP/ML applications encl. 
^^pp!^39703:1^04-39703-T20 >nerS 82/02/26 ‘ BEVILLJ - House of p eP-. Appropriations. 

DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 
F. Security, medical, emergency & fire protection plans 

87 l 2 t K Responds to violations noted in Insp Rept 50-293/86-36. Corrective 

S to £n 9 gade roSer 9 b * hired '° conduc * ** Wn » * P'^ 0 * 

SilnSmSfA 87/01 /29 Document Control Branch (Document Con- 
tro! Desk). JOHNSTON, W.V. Region 1, Office of Director. 6pp. 39497:092-39497:097. 

87 ?| ^ nds Y iolati ° ns & deficiencies noted in Insp Rept 50-293/86- 

vie'i?o«MvI e a< r l P ns:untra,n f d f,re br, 9 ade personnel removed, contractor field super- 
/vnAtS , f » r ? v X a c . h P e J[s?nnel increased & fire watch training revised. 

mc?o° N 6 J pp* '• 3 !s6 S S48-t9& 87/01/29 - JOHNSTON ' W V ' Re 9' d " 1. ^ice of Di- 

87 2?n?!!?? , ? f Fc ! rW f rdS biweek, y status re P* f o r 870115-28.NRC met w/ util on 870120 at 
umented?n C |nsp d Rep^ 5 o e 293 / 87 ^ 03 emS ™ *• P™‘® c «on. MeetiHQ minutes will be doc- 

™D,mcTor J 4 T pp R | g 9?56’2° W "9 e 556:“ r 4 eCtor ' 87 ' 02/03 ' BLOUGH ' AR - R0 9‘°" 1, Office 


“Feedwater Line Break." Svc list end. 
idness * Engineering Response (Post 
of New York, Inc. 111pp. 39784:116- 


Safeguards Insp Rept 50-293/86-42 on 861209-1 1.No violation 
^tedS eps taken to correct violation noted in 851 231 Itr verified. 

Spp Meeo ayaSo'sr 0 / ° ( Director ' 87/02/05 ' LYDONUM ' B°*on Edison Co. 
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-8702190216 Physical Security Insp Rept 50-293/86-42 on 861 209-11. No violation 
noted.Major areas inspected;status of security program improvements & open 
items.Seven of eight significant security concerns noted in 860529 Itr unresolved. 
SMITH.G.C., KEIMIG.R.R. Region 1, Office of Director. 87/02/03. 3pp. 39680:275- 
39680:277. 

8702170651 Forwards Rev 19 to modified amended security plan.Rev corrects areas 
discussed in Insp Rept 50-295/86-34.Rev withheld (ref 10CFR73.21). 

LYDON.J.M. Boston Edison Co. 87/02/09. Document Control Branch (Document Con- 
trol Desk). Ip. 39654:341-39654:341. 

8702240427 Forwards Safety Insp Rept 50-293/86-40 on 861 125-1231. No violations 
noted.Exploration of insulator design changes encouraged due to recurrence of offsite 
power loss. 

KANE.W. Region 1, Office of Director. 87/02/12. LYDON.J.M. Boston Edison Co. 2pp. 
39722:264-39722:280. 

-8702240435 Insp Rept 50-293/86-40 on 861 124-1 231. No violations noted. Major 
areas inspected:radiation protection.physical security, plant 

events.maint.surveillance.outage activities & repts to NRC.Inspector concerns listed. 
WIGGINS, J. Region 1, Office of Director. 87/02/04. 15pp. 39722:266-39722:280. 

8702240379 Forwards Mgt Meeting Insp Rept 50-293/87-07 on 870120 re fire protec- 
tion program deficiencies identified in several recent insp repts. 

EBNETER.S.D. Region 1, Office of Director. 87/02/13. LYDON.J.M. Boston Edison 
Co. 2pp. 39718:332-39718:356. 

-8702240384 Mgt Meeting Insp Rept 50-293/87-07 on 8701 20. Major areas 
discussed:fire protection program deficiencies identified during eight recent insps & 
status of 10CFR50,App R mod work. 

KRASOPOULOSA, ANDERSON, C.J. Region 1, Office of Director. 87/02/09. 23pp. 
39718:334-39718:356. 


P. Operating license stage documents & correspondence 

8702040071 Advises that timer & keylocked manual inhibit switches will be installed, per 
util 860924 commitment to modify automatic depressurization sys to address concerns 
re NUREG-0737,ltem II.K.3.18. 

LYDON.J.M. Boston Edison Co. 87/01/28. Document Control Branch (Document Con- 
trol Desk). Ip. 39498:276-39498:276. 

8702060375 Forwards errata to Amend 42 to License DPR-35, correcting value of con- 
trol room high efficiency air filtration sys to 8 inches in Tech Spec 4.7.B.2.a. 
ZWOLINSKU-A. BWR Project Directorate 1. 87/01/29. LYDON.J.M. Boston Edison 
Co. 2pp. 39546:336-39546:338. 

-8702050402 Errata to Amend 42 to License DPR-35, correcting typo re control room 
high efficiency air filtration sys. 

* BWR Project Directorate 1. 87/01/29. Ip. 39546:338-39546:338. 

8702060341 Withdraws request for emergency processing of 870119 application to 
amend License DPR-35, permitting fuel movement during current refueling outage.NRC 
870129 Itr corrected typo, eliminating need for emergency processing. 

LYDON.J.M. Boston Edison Co. 87/01 /30. Document Control Branch (Document Con- 
trol Desk). Ip. 39536:044-39536:044. 

8702180667 Forwards response to open items noted in EG&G Idaho, Inc review of Reg 
Guide 1.97 compliance & comparison of accident monitoring instrumentation at facility 
vs instrumentation recommended by Reg Guide 1.97, per Generic Ltr 82-33. 
LYDON.J.M. Boston Edison Co. 87/02/10. Document Control Branch (Document Con- 
trol Desk). 12pp. 39667:163-39667:174. 

8702180210 Partial response to FOIA request-Forwards documents listed in App I re 
facilities. Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/11. TYE.L. Boston Globe, 
Boston, MA. 2pp. 39675:269-39675:292. 

-8610100362 Forwards draft response to WB Golden & others 860715 show cause pe- 
tition asserting inherent design deficiencies in containment structure. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/03. 
PARTLOW.J.G. Division of Inspection Programs (Post 850212). 9pp. 39675:284- 
39675:292. 

8702270078 Responds to 800924 request for mods to reactor protection sys protective 
circuitry Tech Specs.Tech Specs inappropriate for circuitry, but rather calibr & maint 
implemented by procedure. 

LYDON.J.M. Boston Edison Co. 87/02/17. Document Control Branch (Document Con- 
trol Desk). 2pp. 39759:121-39759:122. 

8702260226 Suppls 851119 request for amend to License DPR-35, changing Tech Spec 
4.3.C.2 by adding new Section 3.3,A.2.f re reactor scram, per NRC 870116 request.Util 
concludes from data review that proposed amend does not degrade safety. 
LYDON.J.M. Boston Edison Co. 87/02/18. Document Control Branch (Document Con- 
trol Desk). 2pp. 39754:176-39754:177. 

8702260234 Forwards Rev 101 to Tech Spec Pages 59,218 & 223,changing procedures 
for written communications per 10CFR50.4(f). 

LYDON.J.M. Boston Edison Co. 87/02/18. Document Control Branch (Document Con- 
trol Desk). Ip. 39754:169-39754:172. 

-8702260238 Rev 101 to Tech Spec Pages 59,218 & 223, changing requirements for 
written communication. 

* Boston Edison Co. 87/02/18. 3pp. 39754:170-39754:172. 

8702260628 Advises of changes to nuclear operations dept, including reinstatement of 
senior vice president nuclear position on 870220.Requests that 860723 & 0915 revs 
to 851223 Tech Spec proposal re organizational changes be withdrawn. 

LYDON.J.M. Boston Edison Co. 87/02/19. Document Control Branch (Document Con- 
trol Desk). 2pp. 39756:180-39756:181. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.*’ W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 


8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020310 Forwards Safety Insp Rept 50-293/86-43 on 861215-19.No violations 
noted. 

EBNETER.S.D. Region 1, Office of Director. 87/01/21. LYDON.J.M. Boston Edison 
Co. 2pp. 39451:122-39451:133. 

-8702020320 Insp Rept 50-293/86-43 on 861215-19.No violations noted. Major areas 
inspected:maint program, including contractors & actions on program deficiencies 
noted in Insp Rept 50-293/86-06. 

BLUMBERG.N., JOHNSON, J. Region 1, Office of Director. 87/01/15. 10pp. 
39451:124-39451:133. 

8702020682 Responds to NRC 861215 Itr re Insp Rept 50-293/86-1 9.Actions taken in 
response to inspector followup items detailed in encl.AII commitments made have as- 
sociated completion & target dates & assigned personnel. 

LYDON.J.M. Boston Edison Co. 87/01/22. Document Control Branch (Document Con- 
trol Desk). MARTIN, T.T. Region 1, Office of Director. 15pp. 39467:303-39467:317. 

8702040085 Responds to violations noted in Insp Rep*. 50-293/86-36. Corrective 
actions:util fire brigade training instructor will be hired to conduct training & prepare & 
issue active fire brigade roster. 

LYDON.J.M. Boston Edison Co. 87/01/29. Document Control Branch (Document Con- 
trol Desk). JOHNSTON, W.V. Region 1, Office of Director. 6pp. 39497:092-39497:097. 

8702100070 Responds to violations & deficiencies noted in Insp Rept 50-293/86- 
36. Corrective actions:untrained fire brigade personnel removed, contractor field super- 
vision of fire watch personnel increased & fire watch training revised. 

LYDON.J.M. Boston Edison Co. 87/01/29. JOHNSTON, M.V. Region 1, Office of Di- 
rector. 6pp. 39566:348-39566:353. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702090041 Forwards Radiological Safety Insp Rept 50-293/86-44 on 861217-19 & 
notice of violation. 

MARTIN, T.T. Region 1, Office of Director. 87/01/30. LYDON.J.M. Boston Edison Co. 
2pp. 39549:076-39549:086. 

-8702090045 Notice of violation from insp on 861217-19. 

* Region 1, Office of Director. 87/01/30. Ip. 39549:078-39549:078. 

-8702090048 Insp Rept 50-293/86-44 on 861 21 7-1 9. Violations noted:failure to perform 
radiological survey of vehicles leaving site. 

NIMITZ.R.L, SHANBAKY.M.M. Region 1, Office of Director. 87/01/21. 8pp. 
39549:079-39549:086. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702090372 Forwards biweekly status rept for 870115-28.NRC met w/ util on 870120 at 
Region I ofc to discuss recent problems re fire protection.Meeting minutes will be doc- 
umented in Insp Rept 50-293/87-03. 

WIGGINS, J.T. Region 1, Office of Director. 87/02/03. BLOUGH.A.R. Region 1, Office 
of Director. 4pp. 39556:211-39556:214. 

6702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702190200 Forwards Safeguards Insp Rept 50-293/86-42 on 861 209-11. No violation 
noted.Steps taken to correct violation noted in 851231 Itr verified. 

MARTIN, T.T. Region 1, Office of Director. 87/02/05. LYDON.J.M. Boston Edison Co. 
2pp. 39680:273-39680:277. 

-8702190216 Physical Security Insp Rept 50-293/86-42 on 861 209-11. No violation 
noted.Major areas inspected:status of security program improvements & open 
items.Seven of eight significant security concerns noted in 860529 Itr unresolved. 
SMITH.G.C., KEIMIG.R.R. Region 1. Office of Diredor. 87/02/03. 3pp. 39680:275- 
39680:277. 

8702170651 Forwards Rev 19 to modified amended security plan.Rev corrects areas 
discussed in Insp Rept 50-295/86-34.Rev withheld (ref 10CFR73.21). 

LYDON.J.M. Boston Edison Co. 87/02/09. Document Control Branch (Document Con- 
trol Desk). Ip. 39654:341-39654:341. 

8702180508 Forwards Safety Insp Rept 50-293/87-02 on 870105-09.No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 87/02/10. LYDON.J.M. Boston Edison 
Co. 2pp. 39666:207-39666:214. 



-8702180517 Insp Rept 50-293/87-02 on 870105-09.No violation or deviation 
noted.Major areas inspected:loca! leak rate test program administration, results evalua- 
tion & followup on previous insp findings. 

GOLLA.JA, ANDERSON, C.J. Region 1, Office of Director. 87/02/02. 6pp. 
39666:209-39666:214. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc fist end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response {Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190315 Responds to violations noted in Insp Rept 50-293/86-37. Corrective 
actions:engineering decision made to leave 16 tie-ins on field side of terminal strip & 
individuals counseled to pay closer attention to instructions. 

LYDON.J.M. Boston Edison Co. 87/02/12. KANE.W.F. Region 1, Office of Director. 
2pp. 39691:291-39691:293. 

8702240427 Forwards Safety Insp Rept 50-293/86-40 on 861 125-1 231 .No violations 
noted. Exploration of insulator design changes encouraged due to recurrence of offsite 
power loss. 

KANE.W. Region 1, Office of Director. 87/02/12. LYDON.J.M. Boston Edison Co. 2pp. 
39722:264-39722:280. 

-8702240435 Insp Rept 50-293/86-40 on 861 124-1 231. No violations noted. Major 
areas inspected:radiation protection, physical security, plant 

events.maint, surveillance, outage activities & repts to NRC.Inspector concerns listed. 
WIGGINS, J. Region 1, Office of Director. 87/02/04. 15pp. 39722:266-39722:280. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

870 2110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702190668 Partial response to FOIA request for documents.App E & H documents & 
addl listed documents available in PDR. Forwards documents listed in App F.App G 
documents withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/13. TYE.L. Boston Globe, 
Boston, MA. 8pp. 39687:045-39687:124. 

-8702190673 Forwards Mgt Meeting Insp Rept 50-293/86-30 on 860730. 

KISTER.H.B. Region 1, Office of Director. 86/08/20. LYDON.J. Boston Edison Co. 
2pp. 39687:075-39687:076. 

-8702190675 Mgt Meeting Insp Rept 50-293/86-30 on 860730.Major areas 

inspected:plant status, SALP improvement status, overtime control, startup 

checklist, Mark I containment enhancement & other issues. Related info end. 

MCBRIDE, M., STROSNIDER.J. Region 1, Office of Director. 86/08/19. 42pp. 
39687:077-39687:119. 

8702240379 Forwards Mgt Meeting Insp Rept 50-293/87-07 on 870120 re fire protec- 
tion program deficiencies identified in several recent insp repts. 

EBNETER.S.D. Region 1, Office of Director. 87/02/13. LYDON.J.M. Boston Edison 
Co. 2pp. 39718:332-39718:356. 

-8702240384 Mgt Meeting Insp Rept 50-293/87-0 7 on 870120.Major areas 

discussed:fire protection program deficiencies identified during eight recent insps & 
status of 10CFR50,App R mod work. 

KRASOPOULOS.A., ANDERSON.C.J. Region 1. Office of Director. 87/02/09. 23pp. 
39718:334-39718:356. 

8702240358 Notification of SALP Board Meeting 87-025 on 870302 in King of 
Prussia, PA. NRC personnel attendance should be confirmed by 870225. 

WIGGINS, J.T. Region 1, Office of Director. 87/02/17. Region 1, Office of Director. 
2pp. 39718:330-39718:331. 

8702250131 Ack receipt of 870129 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-293/86-36. 

EBNETER.S.D. Region 1, Office of Director. 87/02/18. LYDON.J.M. Boston Edison 
Co. 2pp. 39729:346-39729:353. 


R. Periodic operating reports & related correspondence 

8702040090 Discharge monitoring rept fo’ Oct-Dec 1986.W/870129 Itr. 

OXSEN.A.L. Boston Edison Co. 86/12/31. 18pp. 39494:320-39494:338. 

8702080321 Forwards radiological improvement plan implementation progress rept for 
Fourth Quarter of 1986,per 841129 order modifying License DPR-35. 

LYDON.J.M. Boston Edison Co. 87/02/03. Document Control Branch (Document Con- 
trol Desk). 8pp. 39536:025-39536:032. 

8702090372 Forwards biweekly status rept for 870115-28.NRC met w/ util on 870120 at 
Region I ofc to discuss recent problems re fire protection.Meeting minutes will be doc- 
umented in Insp Rept 50-293/87-03. 

WIGGINS, J.T. Region 1, Office of Direc or. 87/02/03. BLOUGH.A.R. Region 1. Office 
of Director. 4pp. 39556:21 1 -39556:21 4. 

8702190868 Partial response to FOIA request for documents.App E & H documents & 
addl listed documents available in PDR.Forwards documents listed in App F.App G 
documents withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/13. TYE.L. Boston Globe, 
Boston, MA. 8pp. 39687:045-39687:124. 

-8702190670 Forwards weekly status rept for 860703-09. 

STROSN1DER.J.R. Region 1, Office of Director. 86/07/10. KISTER.H. Region 1, 
Office of Director. 3pp. 39687:072-39687:07/ 


-8702190676 Forwards biweekly status rept for period 861205-17. 

WIGGINS.J.T. Region 1, Office of Director. 86/12/19. KANE.W. Region 1. Office of 
Director. 5pp. 39687:120-39687:124. 


S. Reportable occurrences, LERb & related correspondence 

8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702050392 Part 21 rept re potential failure of standby gas treatment sys (SGTS) hu- 
midity control subsystem. Initially reported on 870l23.Caused by Bechtel Corp design 
error.Sys will be verified as operable prior to conducting operations. 

HOWARD, J.E. Boston Edison Co. 87/01/26. MURLEY.T.E. Region 1. Office of Direc- 
tor. 3pp. 39521:192-39521:194. 

8702190105 LER 87-001 -00:on 8701 12, seven relays in safety-related sys determined 
not seismically qualified for appiication.Cause not stated.Affected circuits will be modi- 
fied & relays replaced w/qualified type.W/87021 1 Itr. 

LUNN.B.P., LYDON.J.M. Boston Edison Co. 87/02/11. 4pp. 39680:318-39680:321. 


DOCKET 50-294 MICHIGAN STATE UNIV. RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 

8702130414 Annual rept of activities & events for 1986. 

WILKINSON, B.W. Michigan State Univ., East Lansing, Ml. 87/02/05. Document Con- 
trol Branch (Document Control Desk). 2pp. 39631:014-39631:015. 
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F. Security, medical, emergency & fire protection plans 

8702020581 Revised generating station emergency plan environ director emergency 
plan implementing procedures, including Rev 7 to ED-3, "Demand Polling of Meteoro- 
logical Data" & Rev 10 to ED-9A, "Calculation of Thyroid...." Revised index end. 
KENEALY.D.M. Commonwealth Edison Co. 86/10/15. 117pp. 39467:001-39467:117. 

8702110273 Revised emergency plan implementing procedures, consisting of Station 
Procedure Change Request A86-610 to EPIP - Attachment 1, “Spill Prevention Control 
& Countermeasure Plan" & A86-782 to EPIP-550-2, “Environ Emergency Kit....” 

* Commonwealth Edison Co. 86/12/31. 38pp. 39579:028-39579:064. 

8702050280 Change Request A86-602 to Rev 4 to EPIP 350-1, "Calculation of Station 
Gas Release Rate & Release Quantity Using NMC & Westinghouse Noble Gas Moni- 
tor & Steamline Monitor Readings.” 

KASSNER.G. Commonwealth Edison Co. 87/01/23. 4pp. 39519:119-39519:122. 

8702050300 Station Procedure Change Request A86-590 to Revs 3 & 6 to Emergency 
Plan Implementing Procedure EPIP 320-1, "Activation of Generating Station Emergen- 
cy Plan Station Group.” 

NYKIRL.J.W. Commonwealth Edison Co. 87/01/23. 5pp. 39522:164-39522:169. 


G. Adjudicatory correspondence 

8702130226 Forwards Director’s Decision DD-87-02 denying 10CFR2.206 860813 emer- 
gency relief petition to suspend facilities OLs due to alleged inadequacies in integrat- 
ed leak rate testing.Commission review expires 870310. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). #187 
2489. 87/02/10. SKLAR.A., EDWARDS, J.L., FESTAG.E. Affiliation Not Assigned. 2pp. 
39631:248-39631:263. 

-8702130236 Director’s decision under 10CFR2.206.* Director’s Decision DD-87-02 de- 
nying 860813 emergency relief petition to suspend OLs due to alleged inadequacies in 
containment integrated leak rate testPetition assertions insubstantial. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851126). 87/02/ 
10. Affiliation Not Assigned. 12pp. 39631:250-39631:261. 

-8702130257 Issuance of director’s decision under 10CFR2.206 re integrated contain- 
ment leak rate testing at commercial nuclear power facilities.* Director’s Decision DD- 
87-02 denies 860813 emergency relief petition. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
10. 2pp. 39631:262-39631:263. 


?. Operating license stage documents & correspondence 

8702050460 Discusses review of allegation re plant radiological working 
conditions.Radioiogical controls & work practices reviewed w/applicable contractor 
supervision. Allegation could not be substantiated. 

LEBLOND,P.C. Commonwealth Edison Co. 87/01/05. KEPPLER.J.G. Region 3, Office 
of Director. Ip. 39521:263-39521:263. 

8702020635 Confirms 870126 meeting w/util in Glen Ellyn, IL to discuss regulatory im- 
provement plans for facility.Notification of significant licensee meeting end. 
NORELIUS.C.E. Region 3, Office of Director. 87/01/23. REED.C. Commonwealth 
Edison Co. 2pp. 39463:346-39463:347. 

8702180373 Forwards 91-614-04-123, “Human Factors Integration of Zion Nuclear Gen- 
erating Station Reg Guide 1 .97 Program,” per commitment made in response to Ge- 
neric Ltr 82-33.!tems 1,4 & 5 will be addressed in first refueling outage submittal. 
LEBLOND,P.C. Commonwealth Edison Co. 87/02/02. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 39662:259-39663:082. 

-8702180385 Procedure 91-614-04-123, “Human Factors Integration of Zion Nuclear 
Generating Station Reg Guide 1.97 Program." 

* Advanced Resource Development Corp. 87/01/27. 190pp. 39662:261-39063:082. 
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8702130197 Forwards safety evaluation re util 860611,0708 & 1231 responses to 
10CFR50.46 & NUREG-0737,ltem II.K.3.31 requirements. Util FSAR analyses of small 
break LOCA conservative in comparison w/NOTRUMP evaluation model. 

VARGA, S.A. PWR Project Directorate 3. 87/02/06. FARRAR, D.L. Commonwealth 
Edison Co. 4pp. 39643:245-39643:248. 

8702180434 Forwards description of proposed method to provide electrical isolation of 
P-8 signal, per NRC request. Method involves installation of intervening relay to perform 
electrical isolation function for ATWS mitigation svs. 

LEBLOND.P.C. Commonwealth Fdison Co. 87/02/06. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 39662:154-39662:156. 

8702180523 Forwards results of 860930 meeting w/NRC re issues in technical evalua- 
tion rept including reactor coolant pump oil collection sys, structural steel, main control 
room & 579 ft elevation of auxiliary bldg.W/one oversize drawing. 

LEBLOND.P.C. Commonwealth Edison Co. 87/02/09. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 31pp. 39677:208-39677:239. 

8702130226 Forwards Director’s Decision DD-87-02 denying 10CFR2.206 860813 emer- 
gency relief petition to suspend facilities OLs due to alleged inadequacies in integrat- 
ed leak rate testing.Commission review expires 870310. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
10. SKLAR.A., EDWARDS, J.L., FESTAG.E. Affiliation Not Assigned. 5pp. 39705:076- 
39705:096. 

—8609300145 Forwards 860813 petition seeking emergency relief re integrated leak rate 
testing. Charges of NRC misconduct could be construed.NRR considering petition per 
10CFR2.206. 

LIEBERMAN.J. Assistant General Counsel for Enforcement. 86/09/11. CONNELLY, S. 
Office of Inspector & Auditor. 2pp. 39705:097-39705:105. 

-8609300148 Forwards draft Itr ack receipt of 860813 petition seeking emergency relief 
re integrated leak rate testing for review. Petition & draft FR notice also end. 
LIEBERMAN.J. Assistant General Counsel for Enforcement. 86/09/11. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 7pp. 39705:099- 
39705:105. 

8702190672 Application for amends to Licenses DPR-39 & DPR-48, revising Tech Specs 
to allow one-time change & extend allowable outage time on Diesel Generator O from 
7 to 21 days. Fee paid. 

LEBLOND.P.C. Commonwealth Edison Co. 87/02/10. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 39685:250-39685:266. 

-8702190674 Proposed Tech Specs extending allowable outage time on Diesel Genera- 
tor O from 7 to 21 days. 

* Commonwealth Edison Co. 87/02/10. 13pp. 39685:254-39685:266. 

8702250088 Requests remittance of fee for 870107 application for reevaluation of con- 
clusions in S Varga 86021 1 Itr re relief from certain segments of ASME Code. 

DIGGS, R.M. License Fee Management Branch (Post 861123). 87/02/19. 

FARRAR, D.L Commonwealth Edison Co. Ip. 39727:290-39727:290. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus." W/o svc list. 

•EYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702090061 Submits number of tubes plugged & sleeved in each steam generator as 
result of insp.per proposed change to Tech Spec 4.3.1 .B.5.A. 

PLIML.G.J. Commonwealth Edison Co. 86/10/22. KEPPLER.J.G. Region 3, Office of 
Director. Ip. 39549:157-39549:157. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702090139 Responds to NRC 861222 Itr re violations noted in Insp Repts 50-295/86- 
22 & 50-304/86-20 on 860926-1 1 1 7.Corrective actions:procedure changes submitted 
to ensure independent verification of boric acid sys lineups performed in field. 
TURBAK.M.S. Commonwealth Edison Co. 87/01/21. KEPPLER.J.G. Region 3, Office 
of Director. 9pp. 39554:075-39554:083. 

8702050174 Forwards Safety Insp Repts 50-295/86-20 & 50-304/86-21 on 860916- 
870113.No violations noted. 

HARRISON, JJ. Region 3, Office of Director. 87/01/28. REED.C. Commonwealth 
Edison Co. 2pp. 39512:307-39512:318. 

-8702050192 Insp Repts 50-295/86-20 & 50-304/86-21 on 860916-8701 13.No viola- 
tions or deviations noted.Major areas inspected:exam of procedures, representative 
records, observations, interviews w/ personnel & IE Bulletin 82-02 resolution. 
WARD.K.D., SCHAPKER.J.F., JONES, D.E. Region 3, Office of Director. 87/01/27. 
10pp. 39512:309-39512:318. 

8702060034 Forwards Safety Insp Repts 50-295/86-28 & 50-304/86-28 on 861118- 
1229.No violations noted. 

GULDEMOND.W.G. Region 3, Office of Director. 87/01/28. REED.C. Commonwealth 
Edison Co. 2pp. 39529:035-39529:048. 

-8702060058 Insp Repts 50-295/86-28 & 50-304/86-28 on 8611 18-1 229.No violations 
or deviations noted.Two items re containment integrity & technical support ctr (TSC) 
HVAC potentially involve escalated enforcement.Major area inspected:TSC HVAC. 
BURGESS, B.L. Region 3, Office of Director. 87/01/26. 12pp. 39529:037-39529:048. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702060458 Forwards Safety Insp Repts 50-295/86-30 & 50-304/86-30 on 861230- 
870114.0ne significant environ qualification deficiency identified.NRC review being 
performed to evaluate deficiency for possible future enforcement action. 

HARRISON, J.J. Region 3, Office of Director. 87/01/30. REED.C. Commonwealth 
Edison Co. 2pp. 39537:099-39537: 103. 


-8702060481 Insp Repts 50-295/86-30 & 50-304/86-30 on 861230-8701 14.No violation 
noted.One environ qualification (EQ) finding being reviewed for possible future en- 
forcement action.Major areas inspected:EQ concerns re unqualified assemblies. 
GAUTAM.A.S., KOPP.M.J., WESTBERG.R.A. Region 3, Office of Director. 87/01/29. 
3pp. 39537: 1 0 1 -39537: 103. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702170623 Forwards Safety Insp Repts 50-295/86-32 & 50-304/86-32 on 861210- 
8701 1 6.Util will be notified by separate correspondence of decision re enforcement 
action re two mispositioned containment isolation valves in Unit 2. 

NORELIUS.C.E. Region 3, Office of Director. 87/02/09. REED,C. Commonwealth 
Edison Co. 2pp. 39660:327-39660:335. 

-8702170634 Safety Insp Repts 50-295/86-32 & 50-304/86-32 on 861210- 8701 ^.Vio- 
lations noted:violation of containment integrity requirements & failure to establish 
measures sufficient to ensure applicable design requirements. 

BURGESS, B.L. Region 3, Office of Director. 87/02/06. 7pp. 39660:329-39660:335. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702180545 Forwards Safety Insp Repts 50-295/86-25 & 50-304/86-25 on 861117- 
870130 & notice of violation. 

SHAFER, W.D. Region 3, Office of Director. 87/02/11. REED.C. Commonwealth 
Edison Co. 2pp. 39668:109-39668:138. 

—8702180549 Notice of violation from insp on 861117-870130. 

SHAFER, W.D. Region 3, Office of Director. 87/02/11. Ip. 39668:111-39668:111. 

-8702180584 Insp Repts 50-295/86-25 & 50-304/86-25 on 861117-870130. Violations 
identified:failure to record gaseous effluent activity released to environ during contain- 
ment purges & to conduct in-place HEPA filter testing following maint. 

GILL.C.F., GRANT.W.B., GREGER.L.R. Region 3, Office of Director. 87/02/10. 27pp. 
39668:112-39668:138. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702250196 Forwards Safety Insp Repts 50-295/86-26 & 50-304/86-26 on 861027- 
870217 & notice of violation.Confirmatory Action Ltr CAL-R 1 1 1-86-006, issued on 
86 1027, denotes stipulations to evaluate 861024 diesel failure. 

CHRISSOTIMOS.N. Region 3, Office of Director. 87/02/18. REED.C. Commonwealth 
Edison Co. 2pp. 39729:206-39729:263. 

—8702250204 Notice of violation from insp on 861027-870217. 

CHRISSOTIMOS.N. Region 3, Office of Director. 87/02/18. 2pp. 39729:208- 
39729:209. 

-8702250227 Safety Insp Repts 50-295/86-26 & 50-304/86-26 on 86 1027-87021 7. Vio- 
lations noted:failure to provide & follow procedures & failure to perform necessary 
insps to assure quality. 

JACOBSON, J.M., WALKER, H.A., HARRISON, J.J. Region 3, Office of Director. 87/02/ 
18. 10pp. 39729:210-39729:219. 

-8702250257 Forwards formal rept of findings & conclusions re investigation of diesel 
generator failure, per JG Keppler 861027 Itr to C Reed transmitting confirmatory action 
Itr. 

LEBLOND.P.C. Commonwealth Edison Co. 87/02/06. KEPPLER.J.G. Region 3, Office 
of Director. 44pp. 39729:220-39729:263. 


R. Periodic operating reports & related correspondence 

8702170707 Monthly operating repts for Jan 1987.W/870206 Itr. 

ARGYRIS.G., PLIML.G.J. Commonwealth Edison Co. 87/01/31. 12pp, 39661:058- 
39661:069. 



S. Reportable occurrences, LERs & related correspondence 

8702060510 P.\ l O-! ll -57-Ol5 , cr: 870130 telegram addressed to HR Denton received car - 
■vine " f ina! ■.■vf/nr-.,.; ;na*. "/.or ivC'Oa' 1 " P:=t. shall be closed," unless info made 
a:?i abio.Rcspcnsic a md: located bv ;'3i & agreed to psychiatric treatment. 

CRLED.J.F., AXELSCN, 1 /' L , r..\0,J.A. -lemon 3, Office of Director. 87/02/02. Ip. 
39537:029-39537:029. 

8702110316 LER 87-0D1-00:on 8701 12, explosive gas mixture found in hold- up tank 
1. Caused by tank isolation from automatic waste gas analyzer.Tsnk purged & returned 
to svc. Procedures will be revised re operation of hold-up tank.W/870206 Itr. 

CARLSON, J., PLIML.G.J. Commonwealth Edison Co. 87/02/06. 4pp. 39584:324- 
39584:327. 

8702170614 Confirms meeting on 870302 w/util in G'cr E!!y'\!!_ to discuss containment 
violation involving two mispositioned varies :n demmeral^ec water sys.per discussion. 
NOREUUS.C.E. Region 3, Office of Director. 87/02/09. REED.C. Commonwealth 
Edison Co. Ip. 39660:326-39660:326. 

8702190038 LER 87-002-00:on 870112,eddy current field rept revealed that steam gen- 
erator ID classified as Category C-3 in Tech Spec due to 38 tubes being 
defective.Caused by intergranular attack & antivibration bar wear.Tubes sleeved.W/ 
870211 Itr. 

SUMMERS, R.L., PLIML.G.J. Commonwealth Edison Co. 87/02/11. 5pp. 39680:012- 
39680:016. 

8702250466 Part 21 rent listing plants furnished w/penetration assemblies & noting 
w-:ch assemblies i'/drosialical!- testc-d. 

V.'-VrOriSD Tube Turns, me P7/C2. 'G. HARPER.J.C. Office of Inspection & En- 
X'comen:, Directs" (Post 822291). 1c G9725-0?B-3972=:C23. 


V. Operator Examinations 

8702030015 Requests util establish quality criteria & audit Westinghouse under provi- 
sions of 10CFR50,App B re allegation concerning adequacy of student records & re- 
qualification program set up by Westinghouse for instructor certification. 
PAPERlELLu.C.J. Region 3, Office of Director. 87/01/26. REED.C. Commonwealth 
Edison Co. 2pp. 39472:340-39472:341. 
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F. Security, medical, emergency & fire protection plans 

8702100032 Forwards Insp Repts 50-259/86-41,50-260/86-41 & 50-296/86-41 on 
861 208-1 2.No violations or deviations noted. 

ZECH.G.G. Region 2, Office of Director. 87/01/14. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 39570:032-39570:041. 

-8702100043 Insp Repts 50-259/86-41,50-260/86-41 & 50-296/86-41 on 861208- 
12.No violations noted.Major areas inspected: health physics aspects of Unit 2 recir- 
culation inlet safe-end replacement project. 

BASSETT.C.H. Region 2, Office of Director. 87/01/14. 8pp. 39570:034-39570:041. 

8702030353 Revised radiological emergency plan implementing procedures, including 
Rev 1 to IP-2, “Notification of Unusual Event" & Rev 3 to IP-3, “Alert." Revised index 
& effective page listing encl.W/870129 Itr. 

BLAIR, B.E., MAY,M.j. Tennessee Valley Authority. 87/01/29. 20pp. 39481:211- 
39481:230. 

8702040063 Suppfs 860620 response to violations noted in Insp Repts 50-259/86- 
09,50-260/86-09 & 5G-296/86-09.Correct : 79 actions: piping penetrations required by 
fire protection program wifi be inspected i sea-eo by 670/ 16. 

DOMERJ.A. Tennessee Valley Authority. 87/01/29. GRACE, J.N. Document Control 
Branch (Document Control Desk). 4pp. 39498:283-39498:286. 

8702190191 Forwards insp Repts 50-269/86-36.50-260/86-36 & 50-296/86-36 on 
861001-31 & notice of violation. Attention invited to unresolved item noted in insp rept. 
BARR.K.P. Region 2, Office of Director. 87/02/05. WHITE, S.A. Tennessee Valley Au- 
thority. 4pp. 39680:256-39680:272. 

-8702190234 Insp Repts 50-259/86-36,50-260/86-36 & 50-296/86-36 on 861 001- 
SI. Violation noteddaifure to annually rept changes to procedure, per 10CFR50.59(b) 
PAULK, G.L. Region 2, Office of Director. 87/01/30. 12pp. 39680:261-39680:272. 

8702190322 Advises that Revs 32 & 33 to plant radiological emergency plan consistent 
w/p!anning stds of 10CFR50.47(b) & requirements of App E to 10CFR50 & accepta- 
ble. 

ZECH.G.G. Region 2, Office of Director. 87/02/05. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 39685:308-39685:309. 

8702170611 Forwards 861215 revs to physical security/contingency plans & instructions 
for updating NRC copies.Revs withheld (ref 10CFR73.21). 

GRIDLEY.R.L. Tennessee Valley Authority. 87/02/06. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 2pp. 39653:359-39653:360. 


8702030122 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential sicnlfioant incidents.Agenda encl.W/o procedures. 
GRACE.J.N. Region 2, Office of Director. 87/31/20. WHITE, S.A. Tennessee Valley 
Authority. 3pp. 39482:350-39482:352. 

8702040142 Forwards list of issues w/corresponding util points of contact & schedule 
for submittal of employee concerns program (ECP) element rept re matl 
traceability. ECP element rept will be submitted by 870206. 

GRIDLEY.R.L Tennessee Valley Authority. 87/01/28. THOMPSON, H.L. Document 
Control Branch (Document Control Desk). THOMPSON, H.L. Office of Nuclear Reactor 
Regulation, Director (post 851125). 7pp. 39505:345-39505:351. 

8702040098 Provides list of further updates on progress of mods to drywell/torus 
vacuum breakers, per util 841105 commitment re Generic Ltr 83-08. 

GRIDLEY.R. Tennessee Valley Authority. 87/01/29. Document Control Branch (Docu- 
ment Control Desk). MULLER, D.R. Office of Nuclear Reactor Regulation, Director 
(post 851125). 2pp. 39497:294-39497:295. 

8702060121 Requests response to 841022 request for addl info re util 840730 SPDS 
implementation plan submitted per NUREG-0737, Suppl 1 requirements.lnitial re- 
sponse dtd 850228 inadequate re human factors & isolation devices, per 850912 
telcon. 

GEARS, G.E. BWR Project Directorate 2. 87/02/03. WHITE, S.A. Tennessee Valley Au- 
thority. 3pp. 39548:081-39548:083. 

8702060273 Requests assistance in conducting review of end util 861 223 submittal re 
complete rev of inservice testing program.SALP input should accompany each safety 
evaluation performed.W/o end. 

MULLER, D.R. BWR Project Directorate 2. 87/02/03. WALKER, R.D. Region 2, Office 
of Director. 2pp. 39528:173-39528:174. 

8702090350 Provides new employee concern program rept for Dec 1986 as committed 
in 860627 itr.List of closed concerns & updated summary sheets by site, new concerns 
& data trend charts from new concerns during Fob-Dec 1986 end. 

GRIDLEY.R.L. Tennessee Valiev Authority. 87/02. 03. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). DENTON, H.R. Document Control Branch 
(Document Control Desk). 60pp. 39559:191-39559:251. 

8702190132 Confirms 870209 mgt meeting in Region il ofc to discuss problems experi- 
enced w/ plant recirculation piping safe-end replacement & recovery plan for restart of 
activity, per 870202 telcon.Proposed meeting agenda end. 

ZECH.G.G. Region 2, Office of Director. 87/02/04. WHITE, S.A. Tennessee Valley Au- 
thority. 3pp. 39679:137-39679:139. 

8702170271 Forwards Amends 132,128 & 103 to Licenses DPR-33.DPR-52 & DPR- 
68,respectively,changing radiological effluent Tech Specs to comply w/ 1 0CFR50,App 
I.EG&G EGG-PBS-6691, “Radiological Effluent..." & safety evaluation also end. 
GROTENHUIS.M. BWR Project Directorate 2. 87/02/05. WHITE, S.A. Tennessee 
Valley Authority. 3pp. 39671:177-39672:022. 

-8702170288 Amends 132,128 & 103 to Licenses DPR-33.DPR-52 & DPR-68, 
respectively, changing radiological effluent Tech Specs per 10CFR50,App I. 

MULLER, D.R. BWR Project Directorate 2. 87/02/05. 166pp. 39671:180-39671:345. 

-8702170301 Safety evaluation supporting Amends 132,128 & 103 to Licenses DPR- 
33.DPR-52 & DPR-68, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/05. 6pp. 
39671:346-39671:351. 

-8410110593 "Radiological Effluent Tech Specs (RETS) Implementation - Browns Ferry 
Nuclear Plant Units 1,2 & 3." 

SERRANO, W., DUCE.S.W., MANDLER.J.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
FIN A-6459. EGG-PBS-6691. 84/09/30. NRC - No Detailed Affiliation Given. 32pp. 
39671:352-39672:022. 

8702180245 Application for amend to Licenses DPR-33.DPR-52 & DPR-68, changing 
Tech Specs to delete tables listing primary containment penetrations & valves subj to 
certain provisions of 10CFR50,App J.Fee paid. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/05. MULLER, D.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MULLER, D.R. Document Control Branch 
(Document Control Desk). 3pp. 39662:078-39662:092. 

-8702180257 Proposed Tech Specs, deleting tables listing primary containment penetra- 
tion & valves subj to certain provisions of 10CFR50,App J. 

* Tennessee Valley Authority. 87/02/05. 12pp. 39662:081-39662:092. 

8702180503 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, clarifying 
applicability of Definition 1.0.C.2 to ensure definition not erroneously applied while in 
cold shutdown condition or refuel mode.Fee paid. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/06. MULLER, D.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MULLER, D.R. Document Control Branch 
(Document Control Desk). 2pp. 39677:199-39677:204. 

-8702180507 Proposed Tech Specs.clarifying applicability of Definition 1.0.C.2 to 
ensure definition not erroneously applied while in cold shutdown condition or refuel 
mode. 

* Tennessee Valley Authority. 87/02/06. 6pp. 39677:201-39677:204. 

8702130154 Forwards weekly schedule of util activities for wks of 870209 & 16.Sched- 
ule updated & issued each Friday to reflect activities for forthcoming 2 wk period. 
THOMPSON, H.L. Office of Nuclear Reactor Regulation, Director (post 851125). 87/ 
02/09. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
TAYLOR, J.M. Office of inspection & Enforcement, Director (Post 820201). ZECH.G. 
Region 2, Office of Director. 4pp. 39644:008-39644:011. 
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8702180275 Application for amend to Licenses DPR-33.DPR-52 & DPR-68, changing 
Tech Specs to delete inappropriate action from Table 3.1. A, “Reactor Protection Sys 
(SCRAM) Instrumentation Requirements." Fee paid. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/09. MULLER, D.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MULLER, D.R. Document Control Branch 
(Document Control Desk). 2pp. 39662:093-39662:105. 

-8702180282 Proposed Tech Specs, deleting inappropriate action from Table 3.1.A, 
“Reactor Protection Sys (SCRAM) Instrumentation Requirements." 

* Tennessee Valley Authority. 87/02/09. 11pp. 39662:095-39662:105. 

8702190389 Requests review of end info & approval for use of CNSI-DW-1 1118-01-P, 
“CNSI Dewatering Control Process Containers Topical Rept," as process control pro- 
gram as defined in 860930 radiological effluent Tech Spec amend. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/11. MULLER, D.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MULLER, D.R. Document Control Branch 
(Document Control Desk). 6pp. 39685:128-39685:133. 

8702190637 Forwards status of review efforts of util responses to selected items in Ge- 
neric Ltr 83-28. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 87/02/11. WHITE, S.A. Tennessee 
Valley Authority. 17pp. 39690:004-39690:020. 

8702240389 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, revising 
limiting conditions for operation for iodine testing & analysis of charcoal filter 
samples, per Insp Repts 50-259/85-57,50-260/85-57 & 50-296/85-57.Fee paid. 
GRIDLEY.R. Tennessee Valley Authority. 87/02/11. MULLER, D.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MULLER, D.R. Document Control Branch 
(Document Control Desk). 3pp. 39719:001-39719:016. 

-8702240401 Proposed Tech Spec Section 3.7/4.7 re limiting conditions for operation 
for standby gas treatment sys, control room emergency ventilation & primary contain- 
ment purge sys. Justification for changes & NSHC end. 

* Tennessee Valley Authority. 87/02/11. 13pp. 39719:004-39719:016. 

8702180343 Provides updated info on facilities raw water chlorination practices.Util in- 
tends to maintain raw water sys free of clams in most practical & efficient manner 
possible. Chlorination practices will be altered as required. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/13. GRACE, J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE, J.N. Document Control Branch 
(Document Control Desk). 2pp. 39664:098-39664:099. 

8702240276 Notification of contract execution, Mod 10, to “Use of TVA Reactor Simula- 
tor Facilities at Chattanooga, TN for Training on Browns Ferry, Sequoyah & Bellefonte 
Simulators." Contractor:TVA. 

COLEMAN.R. Contract Administration Branch (Post 860421). FIN B-8717. 87/02/13. 
SHOWE.S. Office of Inspection & Enforcement, Director (Post 820201). Ip. 
39715:023-39715:026. 

-8702240281 Mod 10, providing addl work entailing training for NRC inspectors & 
supervisors, to “Use of TVA Reactor Simulator Facilities at Chattanooga, TN for Train- 
ing on Browns Ferry, Sequoyah & Bellefonte Simulators.” 

JOHNSON, R.J. Tennessee Valley Authority. FIN B-8717. 87/02/13. 3pp. 39715:024- 
39715:026. 


Q. Inspection reports, 8E Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus." W/o svc list. 

EYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702100280 Ack receipt of 861229 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/86-32, 50-260/86-32 & 50-296/86-32. 

ZECH.G.G. Region 2, Office of Director. 87/01/12. WHITE, S.A. Tennessee Valley Au- 
thority. Ip. 39574:260-39574:260. 

8702100032 Forwards Insp Repts 50-259/86-41,50-260/86-41 & 50-296/86-41 on 
861 208-1 2.No violations or deviations noted. 

ZECH.G.G. Region 2, Office of Director. 87/01/14. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 39570:032-39570:041 . 

“8702100043 Insp Repts 50-259/86-41,50-260/86-41 & 50-296/86-41 on 861208- 
12.No violations noted.Major areas inspected: health physics aspects of Unit 2 recir- 
culation inlet safe-end replacement project. 

BASSETT, C.H., WEDDINGTON.R.E, HOSEY.C.M. Region 2, Office of Director. 87/ 
0 1 /1 4. 8pp. 39570:034-39570:041 . 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New Yorfc, Inc. 110pp. 39446:138- 
39446:248. 

8702100113 Ack receipt of 861230 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/86-34, 50-260/86-34 & 50-296/86-34. 

ZECH.G.G. Region 2, Office of Director. 87/01/16. WHITE,S.A. Tennessee Valley Au- 
thority. Ip. 39569:313-39569:313. 

8702100193 Ack receipt of 861016 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/86-25, 50-260/86-25 & 50-296/86-25.Comments on 
denial of Violation 2.c end. Response requested within 30 days of ltr date. 

GRACE, J.N. Region 2, Office of Director. 87/01/26. WHITE.S.A. Tennessee Valley 
Authority. 4pp. 39571:293-39571:296. 

8702030183 Forwards Insp Repts 50-259/86-35,50-260/86-35,50-296/86-35, 50-327/ 
86-56,50-328/86-56,50-390/86-22,50-391/86-22, 50-438/86-08 & 50-439/86-08 for 
several months during 1986 & notices of violations. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 87/01/28. 
WHITE, S.A. Tennessee Valley Authority. 6pp. 39484:227-39485:107. 

“8702030254 Notice of violation from insp on 86021 1-0523. Violation noted:failure to 
complete corrective actions re maintaining separation between safety Div I & II cir- 
cuits. 

TAYLOR.J.M. Office of Inspection & Enforcement, Director (Post 820201). 87/01/28. 
2pp. 39484:238-39484:239. 


“8702030272 Insp Repts 50-259/86-35,50-260/86-35,50-296/86-35, 50-327/86-56,50- 
328/86-56,50-390/86-22,50-391/86-22, 50-438/86-08 & 50-439/86-08 on 860211- 
0930. Major areas inspected:engineering design control mechanisms/mgt sys. 
SHEWMAKER.R.E., STEWART, J.C., DUBOUCHET.A.V. Office of Inspection & En- 
forcement, Director (Post 820201). 87/01/16. 200pp. 39484:240-39485:107. 

8702040063 Suppls 860620 response to violations noted in Insp Repts 50-259/86- 
09,50-260/86-09 & 50-296/86-09 Correct!' -o sct-’ons: piping penetrations required by 
fire protection program will be hsoociea C-. seslc-c by 070715. 

DOMER.J.A. Tennessee Valley Authcdiy. 8/ 01/29. GRACE, J.M. Document Control 
Branch (Document Control Des.-t) GRACE, J.M. O/fico of Nuclear Reactor Regulation, 
Director (post 851 1 25). 4pp. 39498:283-39498:286. 

8702040233 Advises that scope of maint history search to further identify svcs provided 
by Furmanite.lnc for leak repairs increased in response to findings in Insp Repts 50- 
327/86-27 & 50-328/86-27.Extension needed to complete review. 

DOMER.J.A. Tennessee Valley Authority. 87/01/29. TAYLOR.J.M. Document Control 
Branch (Document Control Desk). TAYLOR.J.M. Office of Nuclear Reactor Regulation. 
Director (post 851125). 2pp. 39495:027-39495:028. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 38528:251- 
39528:357. 

8702180518 Forwards Insp Repts 50-259/87-01,50-260/87-01 & 50-296/87-01 on 
870105-09 & notice of violation.Unresolved item identified will be pursued during 
future insps. 

BARR.K.P. Region 2, Office of Director. 87/02/05. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 39667:286-39667:301. 

-8702180529 Notice of violation from insp on 870105-09. 

BARR.K.P. Region 2, Office of Director. 87/02/05. 2pp. 39667:288-39607:289. 

“8702180539 Insp Repts 50-259/87-01,50-260/87-01 & 50-296/87-01 on 870105- 
09. Violations identifieddailure to properly incorporate specified ferrite number in pur- 
chase documents & improper storage of compressed gas cylinder. 

GIRARD, E.H., COLEY, J.L., BLAKE, J.J. Region 2, Office of Director. 87/01/29. 12pp. 
39667:290-39667:301. 

8702190191 Forwards Insp Repts 50-259/86-36,50-260/86-36 & 50-296/86-36 on 
861001-31 & notice of violation.Attention invited to unresolved items noted in insp 
rept. 

BARR.K.P. Region 2, Office of Director. 87/02/05. WHITE.S.A. Tennessee Valley Au- 
thority. 4pp. 39680:256-39680:272. 

-8702190202 Notice of violation from insp on 861001-31. 

BARR.K.P. Region 2, Office of Director. 87/02/05. Ip. 39680:260-39680:260. 

“8702190234 Insp Repts 50-259/86-36,50-260/86-36 & 50-296/86-36 on 861001- 
31. Violation noted:failure to annually rept changes to procedure, per 1 0CFR50.59(b). 
PAULK, G.L., PATTERSON, C.A., BROOKS, C.R. Region 2, Office of Director. 87/01/ 
30. 12pp. 39680:261-39680:272. 

8702270326 Forwards addl info per NRR 861003 request re facility weld reinsp work 
plan.Vol IV of “TVA Welding Project Browns Ferry Nuclear Plant Phase I Review," 
end per NRC 861212 welding insp request.W/o Enel 1. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/02/06. MULLER, D.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 39794:200-39795:329. 

-8702270337 Vol IV of “TVA Welding Project Browns Ferry Nuclear Plant Phase I 
Review." 

* Tennessee Valley Authority. 87/02/06. 425pp. 39794:202-39795:329. 

870210$126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190446 Requests listing of insp items currently being carried as open, in order to 
cross check data base.NRC data base would identify ref items by listed data 
codes.lnfo will allow correlation of tracking sys.Response requested by 870227. 
GRIDLEY.R. Tennessee Valley Authority. 87/02/i 1, GRACE, J.N. Office of Nuclear 
Reactor Regulation, Director (post 851 1 25). GRACE, J.N. Document Control Branch 
(Document Control Desk). 2pp. 39686:359-39686:360. 

8702200186 Forwards response to violations noted in Insp Repts 50-259/86-38,50-260/ 
86-38 & 50-296/86-38 on 870102.AH nonfuel onsite SNM physically inventoried & 
documented.Rept summarizing physical inventory of nonfuel SNM also end. 
GRIDLEY.R.L Tennessee Valley Authority. 87/02/11. GRACE, J.N. Region 2, Office of 
Director. 22pp. 39699:181-39699:202. 
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8702240389 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, revising 
limitinq conditions for operation for iodine testing & analysis of charcoal filter 
samples, per Insp Repts 50-259 '65-57,50-260/85-57 & 50-296/85-57JFee paid. 
GRIDLEY.R. Tennessee Valley Authority. 87/02/11. MULLER.D.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 39719:001-39719:016. 


8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 


Areas 11 Svc list ©ncl 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New ‘nc ‘C/p? 39702:228- 


39702:343. 


8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. _ . * 

JORDAN E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN, E.L. Division of Ememennv Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8702260112 Forwards revised Page 9 to Enel 1 of 870211 response to violations noted 
in Insp Repts 50-259/86-38,50-260/86-38 & 50-296/86-38.Rev changes date to 
revise packer & loader training to include SNM info to 870415. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/02/19. GRACE, J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE, J.N. Document Control Branch 
(Document Control Desk). 3pp. 39739:225-39739:227. 


R. Periodic operating reports & related correspondence 

8702030336 “NPDES Discharge Monitoring Rept for Dec 1 986.” 

RIVERS.M.E. Tennessee Valley Authority. 86/12/31. 11pp. 39480:217-39480:227. 

8702260621 Monthly operating repts for Jan 1987.W/870219 Itr. 

CREAMER, K.L., LEWIS, R.L. Tennessee Valley Authority. 87/01/31. 18pp. 39750:061- 
39750:078. 

8702110325 Submits Dec monthly rept re status of investigations of allegations through 
861 231, per 860627 commitment. Investigation repts for concerns closed in Dec also 
end. W/o repts. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/02/04. ZECH.G. Office of Nuclear Re- 
actor Regulation, Director (post 851125). ZECH.G. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39629:260-39629:260. 

8702170004 Forwards update of TVA activities for wks of 870209 & 16. 

GRIDLEY.R.L Tennessee Valley Authority. 87/02/06. THOMPSON, H. NRC - No De- 
tailed Affiliation Given. BARR.K. Region 2, Office of Director. 17pp. 39660:173- 
39660:189. 


S. Reportable occurrences, LERs & related correspondence 

8702250466 Part 21 rept listing plants furnished w/penetration assemblies & noting 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J.C. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 


V. Operator Examinations 

8702110112 Advises of rev to 860324 Itr re accelerated requalification program for 
plant.Four groups of licensees will train instead of three.Program must continue until 
Mar 1 988. Summary of rev to requalification program & schedule end. 

GRIDLEY.R.L Tennessee Valley Authority. 86/12/12. GRACE.J.N. Region 2, Office of 
Director. 3pp. 39579:247-39579:249. 
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F. Security, medical, emergency & fire protection plana 

8702260074 Rev 5 to Emergency Plan Implementing Procedure 5.7.2, “Notification of 
Unusual Event” W/870216 Itr. 11 

TREVORS.G.A. Nebraska Public Power District. 87/02/05. 4pp. 39739:230- 
39739:233. 

8702190082 Revised radiological emergency plan.W/870213 Itr. 

TREVORS.G.A. Nebraska Public Power District. 87/02/10. 74pp. 39678:201- 
39678:274. 

8702250239 Ack receipt of “Cooper Nuclear Station Alert & Notification Rept,” dtd Nov 
1985.FEMA Region VII will make determination re adequacy of alert & notification sys. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/02/19. TREVORS.G.A. Nebraska 
Public Pnuuflr n:eW+ on-»nq..| 19-39728:120. 


P. Operating license stage documents & correspondence 

8702020079 Informs that updated vendor technical info re safety-related components 
not received from five vendors.Vendor manual control sys established & required info 
being expedited. Info will be included in document control sys by 870301. 
TREVORS.G.A. Nebraska Public Power District. 87/01/15. GAGLIARDO.J.E. Region 
4, Office of Director. Ip. 39452:182-39452:182. 

8702030354 Advises that util 870122 Itr re failure to complete surveillance test of testa- 
ble Check Valve RHR-A0-68A in primary containment Loop A LPCI line provides justi- 
fication for continued operation.Commitments ack. 

MULLER.D.R. BWR Project Directorate 2. 87/01/23. TREVORS.G.A. Nebraska Public 
Power District. 3pp. 39487:200-39487:202. 

8702200007 Discusses status of efforts to upgrade plant preventive main! 
program. Development of maint & surveillance procedures & procurement of spare 
parts underway. 

TREVORS.G.A. Nebraska Public Power District. 87/01/27. GAGLIARDO.J.E. Region 
4, Office of Director. 2pp. 39695:359-39695:360. 

8702030415 Forwards safety evaluation re 831104 response to Generic Ltr 83-28, Item 
4.5.1 re reactor trip sys reliability (sys functional testing).Responses to vendor recom- 
mended reliability verification testing acceptable. 

LONG.W.O. BWR Project Directorate 2. 87/01/30. TREVORS.G.A. Nebraska Public 
Power District. 2pp. 39485:350-39485:353. 

-8702030418 Safety evaluation accepting util response to vendor recommended reliabil- 
ity verification testing per Generic Ltr 83-28, Item 4.5.1 re reactor trip sys reliability (sys 
functional testing). 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/30. 2pp. 
39485:352-39485:353. 

8702050478 Forwards “Cooper Nuclear Station DCRDR Suppl II to Summary Rept,” ad- 
dressing open items & concerns identified in SER. Sections correspond to elements 
of Suppl 1 to NUREG-0737. 

TREVORS.G.A. Nebraska Public Power District. 87/02/02. Document Control Branch 
(Document Control Desk). 2pp. 39516:229-39517:359. 

-8702050479 "Cooper Nuclear Station DCRDR Suppl II to Summary Rept.” 

* Nebraska Public Power District. 87/01/31. 450pp. 39516:231-39517:359. 

8702090146 Forwards Amend 107 to License DPR-46 & safety evaluation. Amend 
changes Tech Specs to state that main steam drain header primary containment isola- 
tion valves normally open. 

LONG.W.O. BWR Project Directorate 2. 87/02/03. TREVORS.G.A. Nebraska Public 
Power District. 2pp. 39565:067-39565:074. 

-8702090151 Amend 107 to License DPR-46, stating that main steam drain header pri- 
mary containment isolation valves normally open. 

MULLER.D.R. BWR Project Directorate 2. 87/02/03. 4pp. 39565:069-39565:072. 

-8702090156 Safety evaluation supporting Amend 107 to License DPR-46. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/03. 2pp. 
39565:073-39565:074. 


8702110001 Informs that acceptance criteria for startup physics test met for recent 
Reload 10, Cycle 11 startup. Detailed results available at facility for review. 
TREVORS.G.A. Nebraska Public Power District. 87/02/05. Document Control Branch 
(Document Control Desk). Ip. 39580:079-39580:079. 


Q. Inspection reports, BE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 

8 ency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

€YOUNG,R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702030188 Responds to NRC 861223 Itr expressing concerns re implementation of 
comprehensive ALARA program as noted in Insp Rept 50-298/86-33.Schedule mile- 
stones for ALARA program development & outline of ALARA program end. 

TREVORS, G.A. Nebraska Public Power District. 87/01/19. GAGLIARDO.J.E. Region 
4, Office of Director. 35pp. 39476:292-39476:326. 

8702100090 Forwards Insp Rept 50-298/86-36 on 861201-31 & notice of violation. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/01/23. TREVORS.G.A. Nebraska 
Public Power District. 2pp. 39574:125-39574:145. 

-8702100095 Notice of violation from insp on 861201-31. 

* Region 4, Office of Director. 87/01/23. 2pp. 39574:127-39574:128. 

-8702100103 Insp Rept 50-298/86-36 on 861201 -31. Violations noted:failure to have 
documented procedure evaluation & to follow procedure. 

PLETTNER.E.A., DUBOIS.D.L, JAUDON.J.P. Region 4, .Office of Director. 87/01/23. 
17pp. 39574:129-39574:145. 
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-8702100118 Insp Rept 50-298/86-35 on 861208-12.No violations or deviations 
noted.Major areas inspected:liquid & gaseous radwaste mgt programs, including review 
of organization & mgt controls & training & qualifications. 

NICHOLAS, J.B., MURRAY.B. Region 4, Office of Director. 87/01/21. 11pp. 
39572:041-39572:052. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702110026 Ack receipt of 870127 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-298/86-27. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/05. TREVORS, G.A. Nebraska 
Public Power District. Ip. 39580:069-39580:075. 

-8702110034 Responds to NRC 861230 Itr re violations noted in Insp Rept 50-298/86- 
27.Corrective actions:method of cleaning bolts immediately halted due to residue de- 

? osits found on pump & overall good housekeeping & maint practices reviewed. 

REVORS.G.A. Nebraska Public Power District. 87/01/27. GAGLIARDO.J.E. Region 
4, Office of Director. 6pp. 39580:070-39580:075. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702240321 Forwards Insp Rept 50-298/87-03 on 870101-31 & notice of 

violation.Unresolved item considered violation of training requirements, per 
50FR11 147, 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/13. TREVORS, G.A. Nebraska 
Public Power District. 2pp. 3971 9:272-3971 9:293. 

-8702240324 Notice of violation from insp on 870101-31. 

* Region 4, Office of Director. 87/02/13. 2pp. 39719:274-39719:275. 

-8702240331 Insp Rept 50-298/87-03 on 8701 01 -31 .Violations noted.failure to provide 
adequate procedures & failure to follow procedures. 

PLETTNER.EA, DUBOIS, D.L., JAUDON.J.P. Region 4, Office of Director. 87/02/11. 
18pp. 39719:276-39719:293. 

8702260413 Ack receipt of 870126 Itr informing NRC of actions taken to correct viola- 
tions noted in Insp Rept 50-298/86-33.Reply responsive to concerns raised re imple- 
mentation of comprehensive ALARA program. 

GAG LIAR DO, J.E. Region 4, Office of Director. 87/02/23. TREVORS, G.A. Nebraska 
Public Power District. 2pp. 39750:116-39750:152. 


Ft. Periodic operating reports & related correspondence 

8702270225 “Cooper Nuclear Station Semiannual Operating Rept, Radioactive 
Effluents, Jul-Dec 1986," 

TREVORS, G.A. Nebraska Public Power District. 86/12/31. 291pp. 39772:020- 
39772:310. 


S. Reportable occurrences, LERs & related correspondence 

8702030262 LER 87-001 -00:on 870101 .two separate reactor scrams occurred due to 
actuation of reactor protection sys high pressure scram logic.Caused by procedural 
inadequacy.lnservice leak test procedure revised. W/0701 29 Itr. 

REEVES, D.L., HORN.G.R. Nebraska Public Power District. 87/01/29. 3pp. 39474:128- 
39474:130. 


8702100020 LER 87-002-00:on 8701 04, reactor scram occurred during startup.Caused 
by personnel error.Event discussed w/all licensed shift operating personnel.W/870202 
Itr. 

REEVES.D.L., HORN.G.R. Nebraska Public Power District. 87/02/02. 5pp. 39570:107- 
39570:111. 

8702100328 LER 87-003-00:on 8701 07, reactor scram & group isolations occurred due 
to low reactor vessel level during troubleshooting.Caused by insufficient acceptance 
test. Terminal connections verified.W/870206 Itr. 

REEVES.D.L, HORN.G.R. Nebraska Public Power District. 87/02/06. 5pp. 39578:241- 
39578:245. 

8702100421 LER 87-004-00:on 8701 08, excessive leak rate found in main feedwater 
check valves RF-CV-16CV,15CV,14CV & 13CV.Caused by overestimated lifetime of 
seat ring matl.New seat rings installed seating surface lapped. W/870206 Itr. 
REEVES.D.L., HORN.G.R. Nebraska Public Power District. 87/02/06. 6pp. 39573:235- 
39573:240. 

8702170197 LER 87-007-00:on 8701 10, second RWCU isolation occurred due to high 
sys flow.Caused by isolation valve throttle opening too rapidly due to failed amplifier 
RWCU-PI-131.Rept will be written to study root cause of failure.W/870209 Itr. 
REEVES.D.L., HORN.G.R. Nebraska Public Power District. 87/02/09. 4pp. 39648:195- 
39648:198. 

87021705 44 LER 87-006-00:on 8701 10, second reactor scram occurred due to low reac- 
tor pressure vessel water level.Caused by personnel error.Reactor vessel water level 
recovered & stabilized using ROIC sys.W/870209 Itr. 

REEVES.D.L, HORN.G.R. Nebraska Public Power District. 87/02/09. 4pp. 39647:266- 
39647:269. 

8702170555 LER 87-005-00:on 8701 10, while primary containment inerting in 
progress, reactor scram occurred due to closure of MSIVs. Caused by inadequate pro- 
cedural guidance.Operating alarm procedures will be revised.W/870209 Itr. 
REEVES.D.L, HORN.G.R. Nebraska Public Power District. 87/02/09. 4pp. 39647:270- 
39647:273. 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8702030299 Forwards public version of revs to emergency plan implementing 
procedures, including Rev 13 to EPIP 1.4, "Radiological Dose Evaluation" & Rev 10 to 
EPIP 1.8, “Emergency Offsite Dose Estimations." W/870130 release memo. 
BURNSTEIN.S. Wisconsin Electric Power Co. 87/01/13. Record Services Branch 
(Document Control Desk). 5pp. 39484:001-39484:155. 

-8702030313 Public version of revs to emergency plan implementing 

procedures, including Rev 13 to EPIP 1.4, “Radiological Dose Evaluation" & Rev 10 to 
EPIP 1.8, "Emergency Offsite Dose Estimations." 

* Wisconsin Electric Power Co. 87/01/05. 152pp. 39484:006-39484:155. 

8702100026 Responds to NRC 861105 Itr re violations noted in Insp Repts 50-266/86- 
16 & 50-301/86-15 on 860807-08 & 1016-17. Corrective 

actions:staffing, recruitment, development, mgt commitment & resources re health phys- 
ics coverage evaluated. 

FAY.C.W. Wisconsin Electric Power Co. 87/02/04. Document Control Branch (Docu- 
ment Control Desk). 4pp. 39572:035-39572:038. 

8702190607 Confirms 870128 notification to resident inspectors re two items concerning 
App R compliance discovered during review of fire protection commitments in prepa- 
ration for upcoming NRC App R insp. 

FAY.C.W. Wisconsin Electric Power Co. 87/02/13. LEAR.G. PWR Project Directorate 
1. 2pp. 39685:159-39685:160. 

8702260244 Forwards Safeguards Insp Repts 50-266/87-04 & 50-301/87-04 on 
870126-30.No violations noted. 

AXELSON.W.L. Region 3, Office of Director. 87/02/20. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 39751:240-39751:242. 

-8702260261 Partially withheld Insp Repts 50-266/87-04 & 50-301/87-04 on 870126-30 
(ref 10CFR73.21).No violations noted.Major areas inspected:mgt effectiveness, safety 
organization, security program audit, records & repts & testing & maint. 

DROUIN.B. Region 3, Office of Director, 87/02/20. Ip. 39751:242-39751:242. 


J. Insurance & Indemnity information 

8702250414 Informs that 1987 financial info submitted in 870216 Itr satisfies 
10CFR 140.21 requirements that each licensee maintain approved guarantee of pay- 
ment of deferred premiums for each operating reactor over 100 MW(e). 

NASH.D. Office of State Programs, Director. 87/02/18. REMMEL.J.G. Wisconsin Elec- 
tric Power Co. Ip. 39741:075-39741:075. 


P. Operating license stage documents & correspondence 

8702060329 Forwards Bechtel-generated artificial time history for SSE horizontal com- 
ponent used in analysis of main steam dump sys, per 861211 meeting. Bechtel review 
of SRP 3.7.1 also discussed.W/o ends. 

FAY.C.W. Wisconsin Electric Power Co. 86/12/16. DEGRASSI.G. Brookhaven Nation- 
al Laboratory. I p. 39536:033-39536:033. 

8702060018 Advises that mods to protect diesel generator voltage regulator cabinets 
from fire protection sprinkler operation adequately address NRC concerns identified in 
860916 safety evaluation, per util 861031 Itr. 

COLBURN, T.G. PWR Project Directorate 1. 87/01/21. FAY.C.W. Wisconsin Electric 
Power Co. 3pp. 39526:084-39526:086. 

8702060265 Marked-up confirmation of responses to questions re modeling of piping in 
relief valve manifold, per mainstream outside containment energy absorber 
application.MEiOi analysis of sys weight & thermal expansion load also encl.W/o 
ends. 

FAY.C.W. Wisconsin Electric Power Co. 87/01/22. DEGRASSI.G. Brookhaven Nation- 
al Laboratory. 2pp. 39529:052-39529:053. 



80 DOCKETED ITEMS 


8702020422 Updates status of completion of NUREG-0737,Suppl 1 requirements & Reg 
Guide 1.97 instrumentation commitments, per T Colburn request.Plant process com- 
puter sys installed during r efue! : r'c outages. 

FAY.C.W. Wisconsin Elec 1 :: C: 87/01/26. Document Control Branch (Docu- 

ment Control Desk). LEAR.G. PWR Project Directorate 1. 3pp. 39449:151-39449:153. 

8702060146 Partial response to FOIA request for SECY papers re environ 
quaiification.App B documents available in PDR.App C & D documents partially & 
completely withheld.respectiveiy (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/02. WILLIAMS, O.G. JRA As- 
sociates. 6pp. 39548:062-39548:077. 

-8702060170 Partially withheld SECY paper re extension of environ qualification 
851130 deadline.Recommends that Commission issue end order re extension of 
deadline for plant.W/o end. 

FITZGERALD.J.A. Office of the General Counsel. SECY-85-330A. 85/11/15. 2pp. 
39548:070-39548:071. 

8702060348 Forwards SER accepting util 831107 response to Generic Ltr 83-28,ltem 
4.5.2, “Reactor Trip Sys Reliability, On-Line Testing.” Contractor rept EGG-.MTA-7459 
also end. 

NEIGHBORS.J.D. PWR Project Directorate 3. 87/02/02. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 3pp. 39546:230- 
39546:234. 

-8701290430 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, JM Farley Nuclear Plant Units 1 & 2, RE Ginna Nuclear Power Plant, Haddam Neck 
Plant, Indian Point Unit 2...," technical evaluation rept. 

FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7459. 
87/01/09. NRC - No Detailed Affiliation Given. 21pp. 39546:235-39546:255. 

8702180720 Forwards Amends 105 & 108 to Licenses DPR-24 & DPR-27, respectively 
& safety evaluation. Amends revise Tech Specs re limiting conditions for operation of 
component cooling water sys. 

COL3URN.T.G. PWR Project Directorate 1. 87/02/02. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 39673:008-39673:019. 

-8702180725 Amends 105 & 108 to Licenses DPR-24 & DPR-27, respectively, revising 
Tech Specs re limiting conditions for operation of components cooling water sys 
COLBURN, T.G. PWR Project Directorate 1. 87/02/0? 7pp. 39673:0 Ol-SStTTrC 

-8702180730 Safety evaluation supporting Amends 105 & 108 to Licenses DPR-24 & 
DPR-27,respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/02. 3pp. 
39673:017-39673:019. 

8702130231 Forwards safety evaluation supporting util 831107 & 860411 responses to 
Generic Ltr 83-28,ltems 3.2.1 & 3.2.2 re post-maint testing of all other safety-related 
components. 

COLBURN, T.G. PWR Project Directorate 1. 87/02/05. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 39644:067-39644:071, 

-8702130234 Safety evaluation supporting util 831107 & 860411 responses to Generic 
Ltr 83-28 re post-maint testing of all other safety-related components. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/05. 3pp. 
39644:069-39644:071. 

8702130336 Forwards safety evaluation supporting util 831107 & 860411 responses to 
Generic Ur 83-28, Item 4.5.2 re reactor trip sys reliability on-line testing.Mufti-Plant 
Action B-93 & TACs 54013 & 54014 remain open until NRC reviews Item 4.5.3. 
COLBURN.TG. PWR Project Directorate 1. 87/02/05. FAY.C.W. Wisconsin Electric 
Power Cc 2pp. 33644X35-396-^4 ■ :9. 

-8702130349 Safety evaluation supporting util 831107 & 860411 responses to Generic 
Ltr 83-28, Item 4.5.2 re reactor trip sys reliability on-line testing.Plant designed to 
permit on-line functional testing of diverse trip features of breakers. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/05. 2pp. 
39644:097-39644:119. 

8702130343 Notification of 870211 & 12 meetings w/utils,Westinghouse, Sandia & MPR 
Assoc in Bethesda.MD to discuss Westinghouse ECCS model per SECY-83-472 & Vol 
1 to WCAP-10924-P. 

HSII.Y. Reactor Systems Branch (PWR-A). 87/02/05. BERLINGER.C.H. Reactor Sys- 
tems Branch (PWR-A). 3pp. 39639:246-39639:248. 

8702190666 Forwards “Results of Boraflex Exam, Point Beach Nuclear Plant,” providing 
results of exam of two poison insert assemblies from spent fuel storage racks, per util 
860723 Itr.Full-iength inserts in excellent condition. 

FAY.C.W. Wisconsin Electric Power Co. 87/02/11. LEAR.G. PWR Project Directorate 

1. 3pp. 39693:139-39693:164. 

-8702190669 “Results of Boraflex Exam.Point Beach Nuclear Plant." 

* Wisconsin Electric Power Co. 87/02/11. 23pp. 39693:142-39693:164. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 

02. Consolidated Edison Co. of New York, fnc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103), 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, i nc. 108pp. 39548:212- 
39548:318. 

3702050513 Forwards Safety Insp Repts 50-266/87-03 & 50-301/87-03 on 870105- 
09.No violations noted. 

SHAFER W.D. Redon 3, Office of Director. 87/02/03. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. G9o3£:21?-3rrn3fc':225. 

-8702060521 Insp Repts 50-266/87-03 & 50-301/87-03 on 870105-09.No violations or 
deviations noted.Major areas inspected: chemistry & radiochemistry, including water 
control & QA/QC of sarr.ciinc & analysis in lab 

HOLTZMAN.R.B., CESTMANN.M J nO'JSsF.J =. Region 3, Office of Director. 87/02/ 

03. 12pp. 39536:214-39536:225. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702100026 Responds to NRC 861105 ltr re violations noted in Insp Repts 50-266/86- 
16 & 50-301/86-15 on 860807-08 & 1016-17. Corrective 

acf:ons:st3ff:r < g,'ecpj:tmor.t.d5 , 'o'oomont 1 mct commitment & resources re health phys- 
ics cc/arage svaLjatoc. 

FAY.C.W. Wisconsin E.cctr.c Power Co. 87/02/04. Document Control Branch (Docu- 
ment Control Desk). 4pp. 39572:035-39572:038. 

8702100412 Responds to NRC 870107 ltr re violation & open items in insp Repts 50- 
266/86-21 & 50-301 /86-18.Corrective actions:study to develop new instrumentation 
sys & to determine sensor weighting factors performed. 

FAY.C.W. Wisconsin Electric Power Co. 87/02/04. Document Control Branch (Docu- 
ment Control Desk). 4pp. 39573:262-39573:265. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702190372 Forwards Safety Insp Repts 50-266/87-02 & 50-301/87-02 on 861201- 
870131 & notice of deviation. 

GULDEMOND.W.G. Region 3. Office of Director. 87/02/10. FAY.C.W. Wisconsin 
Electric Power Co. 2pp 33535:338-39685:3^3 

-8702190394 Notice of deviation from insp on 861201-870131. 

GULDEMOND.W.G. Region 3, Office of Director. 87/02/10. Ip. 39685:335-39685:335. 

-8702190413 Insp Repts 50-266/87-0 2 & 50-301/87-02 on 861201-870131. Deviation 
noted.failure to comply w/commitment made in response to IE Bulletin 79-24 re moni- 
toring of traced lines in facades. 

DEFAYETTE.R. Region 3, Office of Director. 87/02/06. 8pp. 39685:336-39685:343. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “End of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers.GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702190607 Confirms 870128 notification to resident inspectors re two items concerning 
App R compliance discovered during review of fire protection commitments in prepa- 
ration for upcoming NRC App R insp. 

FAY.C.W. Wisconsin Electric Power Co. 87/02/13. LEAR.G. PWR Project Directorate 
1. 2pp. 39685:159-39685:160. 

8702250332 Concludes that followup verification insp of instrumentation to detect inad- 
equate core cooling unnecessary.lmpiementation of TMI Action Plan Item II.F.2 
eompieted.per 850305 & 29 & 870119 Itrs in response to 841227 request for addl 
info. 

COLBURN.T.G. PWR Project Directorate 1. 87/02/13. FAY.C.W. Wisconsin Electric 
Power Co. 4pp. 39743:108-39743:111. 

8702200009 Informs of status of IE Bulletins 83-01 & 83-04 for listed plants.Based on 
verbal confirmation that insp repts final, closeouts for Cook, Kewaunee & Point Beach 
may be closed. 

BAER.R.L Engineering & Generic Communications Branch. NRC-05-85-1 57-02. 87/ 
02/17. DEAN.R.S. Parameter, Inc. 2pp. 39725:021-39725:022. 

8702260244 Forwards Safeguards Insp Repts 50-266/87-04 & 50-301/87-04 on 
8701 26-30.No violations noted. 

AXELSON.W.L Region 3, Office of Director. 87/02/20. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 39751:240-39751:242. 

-8702260261 Partially withheld Insp Repts 50-266/87-04 & 50-301/87-04 on 870126-30 
(ref 10CFR73.2l).No violations noted.Major areas inspectedrmgt effectiveness, safety 
organization, security program audit, records & repts & testing & maint. 

DROUIN.B., CREED, J.R. Region 3, Office of Director. 87/02/20. Ip. 39751:242- 
39751:242. 
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R. Periodic operating reports & related correspondence 

8702110105 Monthly operating repts for Jan 1987.W/870206 Itr. 

KRAUSE, C.W., FAY.C.W. Wisconsin Electric Power Co. 87/01/31. 9pp. 39579:218- 
39579:226. 


S. Reportable occurrences, LERs & related correspondence 

8702180600 LER 86-005-01 :on 861003 & 08, valves 755A & 767 exceeded Tech Spec 
leak rate limits.Caused by too much clearance in disc-to-hammer arm joint.Vaive 755A 
replaced. Valve 767 repaired.W/870210 Itr. 

FAY.C.W. Wisconsin Electric Power Co. 87/02/09. 6pp. 39676:270-39676:275. 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8702020177 Rev 36 to Emergency Plan Implementing Procedure EM-206, “Emergency 
Plan Roster & Notification." 

COLLINS.M. Florida Power Corp. (subs, of Florida Progress Corp.). 87/01/21. 21pp. 
39452:001-39452:021. 

8702030282 Advises that 870109 Rev 4-08 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. 

REYES, LA. Region 2, Office of Director. 87/01/26. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 3pp. 39480:044-39480:046. 

8702090107 Rev 6 to Procedure AP-303, “ESC Annunciator Response.” 

MCKEE, P.F. Florida Power Corp. (subs, of Florida Progress Corp.). 87/01/30. 9pp. 
39554:305-39554:313. 

8702100071 Forwards response to NRC Question 3 re 850725 & 1219 fire protection 
evaluation submittals. Previously submitted emergency lighting evaluation end. 
SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 87/02/04. Doc- 
ument Control Branch (Document Control Desk). 6pp. 39571:307-39571:312. 

8702180501 Forwards Insp Rept 50-302/87-02 on 87011 2-1 6.Notice of violation not 
issued at this time due to consideration of escalated enforcement actions for viola- 
tions under review. 

GRACE.J.N. Region 2, Office of Director. 87/02/10. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 39667:303-39667:305. 

-8702180509 Insp Rept 50-302/87-02 on 8701 12-1 6. Violations noted:failure to maintain 
positive access control to vital area & vital area logging requirements & to submit 
physical security plan change.Details withheld (ref 10CFR2.790 & 73.21). 
MASNYK.O.M., GIBSON.G.F., MCGUIRE.D.R. Region 2, Office of Director. 87/02/10. 
ip. 39667:305-39667:305. 

8702190305 Confirms 870204 telcon re 870225 mgt meeting & enforcement conference 
to be conducted at facility to discuss recent security event delineated in Insp Rept 50- 
320/87-02 & to conduct SALP mgt meeting in area of security. 

GRACE.J.N, Region 2. Office of Director. 87/02/10. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). Ip. 39691:294-39691:294. 

8702190331 Responds to violations noted in Insp Rept 50-302/86-35. Corrective 
actionsrvalves repositioned, doors on spent fuel bridge locked prior to leaving area on 
861022 & Rev 27 to Emergency Procedure EM-202 implemented properly. 

SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 87/02/12. Doc- 
ument Control Branch (Document Control Desk). 4pp. 39686:127-39686:130. 

8702270346 Forwards FEMA 861021 final rept, “Crystal River Nuclear Power Plant Ex- 
ercise," on 86061 9.No deficiencies noted. Several areas require corrective action & 
other areas recommended for improvement. W/o end. 

VERRELLI.D.M. Region 2, Office of Director. 87/02/17. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). Ip. 39799:134-39799:175. 


G. Adjudicatory correspondence 

8702130133 Petition for immediate action to relieve undue risk posed by nuclear power 
plants designed by B&W Co.* OLs & CPs for facilities should be suspended until 
fisted NRC actions taken. 

WEISS, E.R. Union of Concerned Scientists. #187 2490. 87/02/10. Commissioners. 
60pp. 39634:016-39634:077. 


P. Operating license stage documents & correspondence 

8702030099 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents. Agenda end. W/o procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/16. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 3pp. 39482:131-39482:133. 

8702060107 Forwards safely evaluation & EGG-NTA-7910 re util 831104, 840116 & 
0731 responses to Generic Ltr 83-28, Item 4.4 re safety-related maint & test proce- 
dures for diverse reactor trip feature.Responses acceptable. 

STOLZ.J.F. PWR Project Directorate 6. 87/01/16. WILGUS.W.S. Florida Power Corp. 
(subs, of Florida Progress Corp.). 2pp. 39548:163-39548:184. 

-8702060118 Safety evaluation of util 831104,8401 16 & 0731 responses to Generic Ltr 
83-28, Item 4.4 re safety-related maint & test procedures for diverse reactor trip 
feature.Responses acceptable. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/16. 2pp. 
39548:165-39548:184. 

8702100017 Forwards Plant, Electrical, Instrumentation & Control Sys Branch request for 
addl info to complete review of application to extend term of OL to 40 yrs from date 
of issuance. 

STOLZ.J.F. PWR Project Directorate 6. 87/02/03. WILGUS.W.S. Florida Power Corp. 
(subs, of Florida Progress Corp.). 3pp. 39565:212-39565:214. 


8702100075 Forwards util 8701 13 Itr to JF Stolz re NUREG-0737,ltem III.D.3.4, “Control 
Room Habitability.” Ltr being forwarded to comply w/communication requirement 
changes effective on 870105. 

SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 87/02/04. Doc- 
ument Control Branch (Document Control Desk). Ip. 39571:303-39571:306. 

8702190233 Advises that util alternatives to Rev 0 to Reg Guide 1.54, “QA Require- 
ments for Protective Coatings Applied to Water- Cooled Nuclear Power Plants" & 
ANSI N101.4, “QA for Protective Coatings Applied to Nuclear... " acceptable. 
REYES.L.A. Region 2, Office of Director. 87/02/09. WILGUS.W.S. Florida Power 
Corp. (subs, of Rorida Progress Corp.). Ip. 39691:329-39691:329. 

8702190434 Advises that withdrawal of Tech Spec Change Requests 149 re surveil- 
lance interval for local leak rate tests of eight containment isolation valves & 125 re 
min DHR flow rate granted, per util 861210 & 870105 requests, respectively. 

STOLZ.J.F. PWR Project Directorate 6. 87/02/09. WILGUS.W.S. Florida Power Corp. 
(subs, of Florida Progress Corp.). 1 p. 39689:090-39689:090. 

8702190437 Forwards safety evaluation of review of Rev 7 to offsite dose calculation 
manual. Manual generally uses documented & approved methods consistent w/ 
NUREG-0133.However, deficiencies noted which should be corrected in future revs. 
STOLZ.J.F. PWR Project Directorate 6. 87/02/09. WILGUS.W.S. Florida Power Corp. 
(subs, of Florida Progress Corp.). 2pp. 39689:094-39689:122. 

-8702190443 Safety evaluation re Rev 7 to offsite dose calculation manual (ODCM) & 
Rev 0 to process control program (PCP).ODCM & PCP acceptable refs for use w/ 
Tech Specs for assuring compliance w/10CFR20 & 50, A pp A & I. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/09. 27pp. 
39689:096-39689:122. 

8702180445 Forwards B&W Owners Group analysis verifying that current 1-month test 
interval for reactor trip sys consistent w/high reactor trip sys availability in consider- 
ation of items cited in Item 4.5.3 of Generic Ltr 83-28. 

SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 87/02/10. Doc- 
ument Control Branch (Document Control Desk). 7pp. 39664:351-39664:357. 

@702200018 Withdraws Item 3 of 850124 Tech Spec Change Request 129 re deletion 
of footnote from reactor bldg spray response time on Table 3.3-5. 

SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 87/02/17. Doc- 
ument Control Branch (Document Control Desk). Ip. 39694:012-39694:012. 

8702200024 Application for amend to License DPR-72, consisting of Change Request 
148, revising Tech Specs re containment airlock surveillance. 

SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 87/02/17. Doc- 
ument Control Branch (Document Control Desk). 4pp. 39695:332-39695:340. 

-8702200042 Proposed Tech Specs re containment airlock surveillance. 

SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 87/02/17. 5pp. 
39695:336-39695:340. 

8702250237 Responds to 870203 request for addl info re requirements of 10CFR51.52, 
“Environ Effects of Transportation of Fuel & Waste,” in support of request to extend 
term of OL to 40 yrs from date of issuance. 

WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 87/02/17. Docu- 
ment Control Branch (Document Control Desk). 2pp. 39729:024-39729:025. 


Q. Inspection reports, SE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 

8 ency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

CYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

3702090489 Forwards response to NRC Itr re violations noted in Insp Rept 50-302/86- 
35.Corrective actions:Refueling Operations Procedure FP-601 implemented to provide 
consistency of control for interlock access doors. 

SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 87/01/07. 
GRACE.J.N. Region 2, Office of Director. 4pp. 39557:215-39557:218. 

8702060527 Forwards revised response to violations noted in Insp Rept 50-302/86- 
21. Training Dept Procedure TDP-203 re licensed operator ^qualification training pro- 
gram revised to clarify requirements for special simulator evaluations. 

SIMPSON.E.C. Florida Power Corp. (subs, of Florida Progress Corp.), 87/01/13. 
GRACE.J.N. Region 2, Office of Director. 3pp. 39537:021-39537:023. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702060478 Ack receipt of 861017 itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-302/86-23. Supplemental response to Violation B 
requested.Assessment of util responses to Violations B & D requested. 

GRACE.J.N. Region 2, Office of Director. 87/01/26. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 5pp. 39537:061-39537:065. 

8702060509 Forwards Insp Rept 50-302/86-40 on 861208-11. No violations or devi- 
ations noted. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/26. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 39536:081-39536:089. 

-8702060514 Insp Rept 50-302/86-40 on 861 208-11. No violations or deviations 
noted.Major areas inspected:letdown cooler replacement & previously identified en- 
forcement matters. 

ECONOMOS.N., BLAKE, J.J. Region 2, Office of Director. 87/01/13. 7pp. 39536:083- 
39536:089. 

8702090214 Ack receipt of 861008 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-302/86-20. Supplemental response to Violation B 
requested. Responses to Violations A & C acceptable. 

GRACE.J.N. Region 2, Office of Director. 87/01/26. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 5pp. 39553:287-39553:291 . 



82 DOCKETED ITEMS 


8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN.E.L. Division of Emsrgencv Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. i07pp. 39525:233- 
39525:339. 


8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702100132 Ack receipt of partial rev of 870122 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-302/86-31. 

REYES, L.A. Region 2, Office of Director. 87/01/30. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). Ip. 39570:076-39570:076. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness £ Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of Mew York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702180492 Ack receipt of 870122 response to Insp Rept 50-302/86-25 & 860825 
notice of violation. 

VERRELLI.D.M. Region 2, Office of Director. 87/02/03. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). ip. 39668:261-39668:261. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702190220 Forwards Insp Rept 50-302/86-38 on 861107-870107 & notice of violation. 
REYES, L.A. Region 2, Office of Director. 87/02/04. WILGUS.W.S. Florida Power 
Corp. (subs, of Rorida Progress Corp.). 2pp. 39691:330-39691:355. 

-870219022® Notice of violation from insp on 861107-870107. 

REYES, L.A. Region 2, Office of Director. 87/02/04. 3pp. 39691:332-39691:334. 

-8702190238 Insp Rept 50-302/86-38 on 861 107-8701 07. Violations noted: failure to 
adhere to posting requirements for radiation protection, to have adequate procedure to 
perform shutdown margin calculations & to issue LER. 

STETKA,T.F., TEDROW.J.E., WILSON, B.A. Region 2, Office of Director. 87/01/29. 
21pp. 39691:335-39691:355. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702180501 Forwards Insp Rept 50-302/87-02 on 8701 12-1 6.Notice of violation not 
issued at this time due to consideration of escalated enforcement actions for viola- 
tions under review. 

GRACE.J.N. Region 2, Office of Director. 87/02/10. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 39667:303-39667:305. 

-8702180509 Insp Rept 50-302/87-02 on 8701 12-1 6. Violations noted:failure to maintain 
positive access control to vital area & vital area logging requirements & to submit 
physical security plan change. Details withheld (ref 10CFR2.790 & 73.21). 
MASNYK.O.M., GIBSON, G.F., MCGUiRE.D.R. Region 2, Office of Director. 87/02/10. 
ip. 39667:305-39667:305. 

8702190305 Confirms 870204 telcon re 870225 mgt meeting & enforcement conference 
to be conducted at facility to discuss recent security event delineated in Insp Rept 50- 
320/87-02 & to conduct SALP mgt meeting in area of security. 

GRACE.J.N. Region 2, Office of Director. 87/02/10. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). Ip. 39691:294-39691:294. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


8702200222 Forwards Insp Rept 50-302/86-39 on 861117-21 & 1201-05 & notices of 
violation & deviation. 

REYES, LA. Region 2, Office of Director. 87/02/11. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 39696:336-39696:363. 


-8702200230 Notice of violation from insp on 861 117-21 & 1201-05. 

REYES, L.A. Region 2, Office of Director. 87/02/11. 2pp. 39696:338-39696:339. 

-8702200236 Notice of deviation from insp on 861 117-21 £ 1201-05. 

REYES, L.A. Region 2, Office of Director. 87/02/11. Ip. 39696:340-39696:340. 


-8702200250 Insp Rept 50-302/86-39 on 861117-21 & 1201 -05. Violations noted:fai!ure 
to perform adequate 10CFR50.59 review & failure to perform post-maint 
testing. Deviation noted: failure to meet FSAR radiation monitorinq requirements. 
RUNYAN, M.F., JACKSON.LH., BELISLE.G.A. Region 2, Office of Director. 87/01/15. 
22pp. 39696:341-39696:363. 


8702190331 Responds to violations noted in Insp Rept 50-302/86-35. Corrective 
action$:va!ves repositioned, doors on spent fuel bridge locked prior to leaving area on 
861022 & Rev 27 to Emergency Procedure EM-202 implemented properly. 

SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 87/02/12. Doc- 
ument Control Branch (Document Control Desk). 4pp. 39686:127-39686:130. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Desiqnated Vital 
Areas." Svc list end. 

JQRDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 


8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, ! r.c. lilpp. 39784:116- 
39784:224. 


@702270394 Forwards Exam Rept 50-302/OL-87-02 on 870126.Exam questions & 
answer key £ facility comments also end. 

VERRELLI.D.M. Region 2, Office of Director. 87/02/18. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 39796:278-39797:077. 

-3702270398 Exam Rept 50-302/OL-87-02 on 870 126. Exam results.one reactor opera- 
tor passed. Exam master copy & util comments end. 

LAWYER, S„ MUNRO.J.F, Region 2, Office of Director. 87/02/13. 145pp. 39796:280- 
39797:048. 


-8702270427 Forwards comments on 861217 senior reactor operator exams. Related 
documentation end. 

KELLEY, L.C. Florida Power Corp. (subs, of Florida Progress Corp.). 86/12/23. 
MUNRO.J. Region 2, Office of Director. 29pp. 39797:049-39797:077. 


R. Periodic operating reports & related correspondence 


8702180285 Monthly operating rept for Jan 1987.W/870210 Itr. 

GRAHAM, D., SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
87/01/31. 5pp. 39666:102-39666:106. 


S. Reportable occurrences, LERs & related correspondence 


8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 


8702040173 Advises that suppl to LER 86-001-01 re reactor coolant pump shaft failure 
on 860101 delayed until 870331 due to extended plant outages during last 3 months, 
SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 87/01/29. Doc- 
ument Control Branch (Document Control Desk). Ip. 39495:257-39495:257. 


8702040340 LER 87-001-00:on 861231,haff-trip signal received on main steam line iso- 
lation Channel A. Caused by faulty light emitting diode (LED).On 8701 01, Tech Spec 
3.0.3 voluntarily entered to replace LED.W/870129 Itr. 

MOFFATT,L.W., SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
87/01 /29. 4pp. 39501 :057-39501 :060. 

8702040352 LER 86-027-00:on 861 11 3, due to excessive leakage past inboard purge 
inlet isolation valve, penetration could not maintain proper test pressure.Caused by im- 
proper seating of containment isolation valves.Bolts replaced.W/870129 Itr. 
MOFFATT.L.W., SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
87/01 /29. 4pp. 39501 :050-39501 :053. 

8702110157 LER 86-025-00:on 86 121 4, discovered that three breakers tying facility into 
230 kV switchyard lacked independent power sources. Caused by personnel 
error. Wiring changed & portion of electrical design section of FSAR revised. W/8701 29 
Itr. 

MOFFATT.L.W., SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
87/01/29. 4pp. 39590:330-39590:333. 

8702090337 LER 86-026-00:on 861 1 1 8, failure to document position of valves in flow 
path or servicing safety-related equipment notedrCaused by misinterpretation of Tech 
Spec requirements. Surveillance procedures will be revised. W/870204 Itr. 
MOFFATT.L.W., SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.), 
87/02/04. 5pp. 39555:161-39555:165. 


V. Operator Examinations 


8702060527 Forwards revised response to violations noted in Insp Rept 50-302/86- 
21 .Training Dept Procedure TDP-203 re licensed operator requalification training pro- 
gram revised to clarify requirements for special simulator evaluations. 

SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 87/01/13. 
GRACE, J.N. Region 2, Office of Director. 3pp. 39537:021-39537:023. 

6702270394 Forwards Exam Rept 50-302/OL-87-02 on 870126.Exam questions & 
answer key & facility comments also end. 

VERRELLI.D.M. Region 2, Office of Director. 87/02/18. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 39796:278-39797:077. 

-8702270398 Exam Rept 50-302/OL-87-02 on 870126.Exam results:one reactor opera- 
tor passed.Exam master copy & util comments end. 

LAWYER.S., MUNRO.J.F. Region 2, Office of Director. 87/02/13. 145pp. 39796:280- 
39797:048. 


-870227042 7 Forwards comments on 861217 senior reactor operator exams. Related 
documentation end. 

KELLEY.L.C. Florida Power Corp. (subs, of Florida Progress Corp.). 86/12/23. 
MUNRO.J. Region 2, Office of Director. 29pp. 39797:049-39797:077. 
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F. Security, medical, emergency & fire protection plans 

8702020581 Revised generating station emergency plan environ director emergency 
plan implementing procedures, including Rev 7 to ED-3, “Demand Polling of Meteoro- 
Icqica 1 Data” & Rev 10 to ED-9A, “Calculation of Thyroid...." Revised index end. 

K~ NEALY, D.M. Commonwealth Edison Co. 86/10/15. 117pp. 39467:001-39467:117. 

8702110273 Revised emergency plan ! mplement!ng procedures, consisting of Station 
Procedure Change Request A86-610 to EPIP - Attachment 1, “Spill Prevention Control 
& Countermeasure Plan” & A86-782 to EPIP-550-2, "Environ Emergency Kit...." 

* Commonwealth Edison Co. 86/12/31. 38pp. 39579:028-39579:064. 

8702050280 Change Request A86-602 to Rev 4 to EPIP 350-1, “Calculation of Station 
Gas Release Rate & Release Quantity Using NMC & Westinghouse Noble Gas Moni- 
tor & Steamline Monitor Readings." 

KASSNER.G. Commonwealth Edison Co. 87/01/23. 4pp. 39519:119-39519:122. 

8702050300 Station Procedure Change Request A86-590 to Revs 3 & 6 to Emergency 
Plan Implementing Procedure EPIP 320-1 , “Activation of Generating Station Emergen- 
cy Plan Station Group." 

NYKIRL.J.W. Commonwealth Edison Co. 87/01/23. 5pp. 39522:164-39522:169. 


P. Operating license stage documents & correspondence 

8702050460 Discusses review of allegation re plant radiological working 
conditions.Radiological controls & work practices reviewed w/applicable contractor 
supervision.Allegation could not be substantiated. 

LEBLOND.P.C. Commonwealth Edison Co. 87/01/05. KEPPLER.J.G. Region 3, Office 
of Director. Ip. 39521:263-39521:263. 

8702020635 Confirms 870126 meeting w/util in Glen Ellyn.IL to discuss regulatory im- 
provement plans for facility. Notification of significant licensee meeting end. 
NORELIUS.C.E. Region 3, Office of Director. 87/01/23. REED.C. Commonwealth 
Edison Co. 2pp. 39463:346-39463:347. 

8702180373 Forwards 91-614-04-123, “Human Factors Integration of Zion Nuclear Gen- 
erating Station Reg Guide 1.97 Program," per commitment made in response to Ge- 
neric Ltr 82-33.ltems 1,4 & 5 will be addressed in first refueling outage submittal. 
LEBLOND.P.C. Commonwealth Edison Co. 87/02/02. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 39662:259-39663:082. 

-8702180385 Procedure 91-614-04-123, “Human Factors Integration of Zion Nuclear 
Generating Station Reg Guide 1 .97 Program." 

* Advanced Resource Development Corp. 87/01/27. 190pp. 39662:261-39663:082. 

8702130197 Forwards safety evaluation re util 860611,0708 & 1231 responses to 
10CFR50.46 & NUREG-0737,ltem II.K.3.31 requirements.Util FSAR analyses of small 
break LOCA conservative in comparison w/NQTRUMP evaluation model. 

VARGA, S.A. PWR Project Directorate 3. 87/02/06. FARRAR, D.L. Commonwealth 
Edison Co. 4pp. 396 ',3:245-39643:248. 

8702180434 Forwards desci.puon of proposed method to provide electrical isolation of 
P-8 signal, per NRC request.Method involves installation of intervening relay to perform 
electrical isolation function for ATWS mitigation sys. 

LEBLOND.P.C. Commonwealth Edison Co. 87/02/06. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 39662:154-39662:156. 

8702180523 Forwards results of 860930 meeting w/NRC re issues in technical evalua- 
tion rept including reactor coolant pump oil collection sys, structural steel, main control 
room & 579 ft elevation of auxiliary bldg.W/one oversize drawing. 

LEBLOND.P.C. Commonwealth Edison Co. 87/02/09. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 31pp. 39677:208-39677:239. 

8702190672 Application for amends to Licenses DPR-39 & DPR-48, revising Tech Specs 
to allow one-time change & extend allowable outage time on Diesel Generator O from 
7 to 21 days.Fee paid. 

LEBLOND.P.C. Commonwealth Edison Co. 87/02/10. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 39685:250-39685:266. 

-8702190674 Proposed Tech Specs extending allowable outage time on Diesel Genera- 
tor O from 7 to 21 days. 

* Commonwealth Edison Co. 87/02/10. 13pp. 39685:254-39685:266. 

8702250088 Requests .emittance of fee for 870107 application for reevaluation of con- 
clusions in S Varga 86021 1 ltr re relief from certain segments of ASME Code. 

DIGGS, R.M. License Fee Management Branch (Post 861123). 87/02/19. 

FARRAR, D.L. Commonwealth Edison Co. Ip. 39727:290-39727:290. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702090139 Responds to NRC 861222 ltr re violations noted in Insp Repts 50-295/86- 
22 & 50-304/86-20 on 860926-11 17.Corrective actions:procedure changes submitted 
to ensure independent verification of boric acid sys lineups performed in field. 
TURBAK.M.S. Commonwealth Edison Co. 87/01/21. KEPPLER.J.G. Region 3, Office 
of Director. 9pp. 39554:075-39554:083. 

8702050174 Forwards Safety Insp Repts 50-295/86-20 & 50-304/86-21 on 860916- 
8701 13,No violations noted. 

HARRISON, J.J. Region 3, Office of Director. 87/01/28. REED.C. Commonwealth 
Edison Co. 2pp. 39512:307-39512:318. 

-8702050192 Insp Repts 50-295/86-20 & 50-304/86-21 on 860916-8701 13.No viola- 
tions or deviations noted.Major areas inspected:exam of procedures, representative 
records, observations, interviews w/ personnel & IE Bulletin 82-02 resolution. 
WARD.K.D., SCHAPKER.J.F., JONES.D.E. Region 3, Office of Director. 87/01/27. 
10pp. 39512:309-39512:318. 


8702060034 Forwards Safety Insp Repts 50-295/86-28 & 50-304/86-28 on 861118- 

1229. No violations noted. , _ ... 

GULDEMOND.W.G. Region 3, Office of Director. 87/01/28. REED.C. Commonwealth 
Edison Co. 2pp. 39529:035-39529:048. 


-8702060058 Insp Repts 50-295/86-28 & 50-304/86-28 on 8611 18-1 229.No violations 
or deviations noted.Two items re containment integrity & technical support ctr (TSC) 
HVAC potentially involve escalated enforcement.Major area inspected:T$C HVAC. 
BURGESS, B.L. Region 3, Office of Director. 87/01/26. 12pp. 39529:037-39529:048. 


8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 


8702060458 Forwards Safety Insp Repts 50-295/86-30 & 50-304/86-30 on 861230- 
8701l4.One significant environ qualification deficiency identified.NRC review being 
performed to evaluate deficiency for possible future enforcement action. 

HARRISON, J.J. Region 3, Office of Director. 87/01/30. REED.C. Commonwealth 
Edison Co. 2pp. 39537:099-39537:103. 

-8702060481 Insp Repts 50-295/86-30 & 50-304/86-30 on 861230-8701 14.No violation 
noted. One environ qualification (EQ) finding being reviewed for possible future en- 
forcement action. Major areas inspected:EQ concerns re unqualified assemblies. 
GAUTAM.A.S., KOPP.M.J., WESTBERG.R.A. Region 3, Office of Director. 87/01/29. 
3pp. 39537:101-39537:103. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. . . _ . 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. _ . 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 


8702170623 Forwards Safety Insp Repts 50-295/86-32 & 50-304/86-32 on 861210- 
8701 16. Util will be notified by separate correspondence of decision re enforcement 
action re two mispositioned containment isolation valves in Unit 2. 

NORELIUS.C.E. Region 3, Office of Director. 87/02/09. REED.C. Commonwealth 
Edison Co. 2pp. 39660:327-39660:335. 


-8702170634 Safety Insp Repts 50-295/86-32 & 50-304/86-32 on 861210- 8701 ^.Vio- 
lations noted:violation of containment integrity requirements & failure to establish 
measures sufficient to ensure applicable design requirements. 

BURGESS, B.L. Region 3, Office of Director. 87/02/06. 7pp. 39660:329-39660:335. 


8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. _ „ 

JORDAN, E.L. Division of Emergency Preparedness & Engmeenng Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp, 39702:134- 
39702:227. 


8702180545 Forwards Safety Insp Repts 50-295/86-25 & 50-304/86-25 on 8611 IT- 

8701 30 & notice of violation. 

SHAFER, W.D. Region 3, Office of Director. 87/02/11. REED.C. Commonwealth 
Edison Co. 2pp. 39668:109-39668:138. 

-8702180549 Notice of violation from insp on 861117-870130. 

SHAFER, W.D. Region 3, Office of Director. 87/02/11. Ip. 39668:111-39668:111. 

-8702180584 Insp Repts 50-295/86-25 & 50-304/86-25 on 861117-870130. Violations 
identified:failure to record gaseous effluent activity released to environ during contain- 
ment purges & to conduct in-place HEPA filter testing following rnaint. 

GILL,C.F., GRANT, W.B., GREGER.L.R. Region 3, Office of Director. 87/02/10. 27pp. 
39668:112-39668:138. 


8702110131 IE Info Notice 87-011, “End of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8702250196 Forwards Safety Insp Repts 50-295/86-26 & 50-304/86-26 on 861027- 
870217 & notice of violation.Confirmatory Action Ltr CAL-RI 1 1-86-006, issued on 
861 027, denotes stipulations to evaluate 861024 diesel failure. 

CHRISSOTIMOS.N. Region 3, Office of Director. 87/02/18. REED.C. Commonwealth 
Edison Co. 2pp. 39729:206-39729:263. 
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-5702250204 Notice of violation from insp on 861027-870217. 

CHRISSOTIMOS.N. Region 3, Office of Director. 87/02/18. 2pp. 39729:208- 
39729:209. 

-8702250227 Safety Insp Repts 50-295/86-26 & 50-304/86-26 on 861 027-87021 /.Vio- 
lations noted:failure to provide & follow procedures & failure to perform necessary 
insps to assure quality. 

JACOBSON.J.M., WALKER, HA, HARRISON, J.J. Region 3, Office of Director. 87/02/ 
18. 10pp. 33729:210-39729:213. 

-8702250257 Forwards formal rept of findings & conclusions re investigation of diesel 
generator faiiure.per JG Keppler 861027 Itr to C Reed transmitting confirmatory action 
Itr. 

LEBLOND.P.C. Commonwealth Edison Co. 87/02/06. KEPPLER.J.G. Region 3, Office 
of Director. 44pp. 39729:220-39729:263. 


R. Periodic operating reports & related correspondence 


87021 70707 Monthly operating repts for Jan 1987.W/870206 Itr. 

ARGVRIS.G., PLIML.G.J. Commonwealth Edison Co. 87/01/31. 12pp. 39661:058- 
39661:069. 


S. Reportable occurrences, LERs & related correspondence 


J. Insurance & Indemnity information 


8702030184 Forwards Endorsement 76 to NELIA Policy NF-204, Endorsement 61 to 
MAELU Policy MF-71, Endorsement 8 to NELIA & MAELU Certificates N-44 & M-44 & 
Endorsement 20 to NELIA Policy NS-384. 

HINT2.D.C. Wisconsin Public Service Corp. 87/01/27. Document Control Branch 
(Document Control Desk). 6pp. 39479:354-39479:359. 


P. Operating license stage documents & correspondence 

8702060249 Forwards Amend 71 to License DPR-43 & safety evaluation. Amend cor- 
rects errors, replaces obsolete refs w/current refs & reinserts inadvertently deleted re- 
quirement in Tech Specs. 

FAIRTILE.M.B. PWR Project Directorate 1. 87/01/21. HINTZ.D.C. Wisconsin Public 
Service Corp. 2pp. 39548:084-39548:129. 

-8702060262 Amend 71 to License DPR-43, correcting errors, replacing obsolete refs w/ 
current refs & reinserting inadvertently deleted requirements in Tech Specs. 
FAIRTILE.M.B. PWR Project Directorate 1. 87/01/21. 31pp. 39548:086-39548:116. 

-8702060264 Safety evaluation supporting Amend 71 to License DPR-43. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/21. 12pp. 
39548:117-39548:129. 


8702170684 LER 85-029-01 :on 851 201 .running surge supply far* 2A & exhaust fan 2A 
tripped & containment purge inlet & outlet isolation valves clossd.Ca used by valid low 
temp alarm. Investigation of root cause initiated W/870205 Itr. 

SODEN.B., PLIML.G.J. Commonwealth Edison Co. 86/12/08. 3pp. 39661:033* 
39661:038. 


8702060133 Forwards safety evaluation supporting util 831207 & 840413 responses to 
Generic Ltr 83-28, Item 4.5.2 re on-line testing of reactor trip sys reliability .TAC 53992 
not closed since Item 4.5.3, included in TAC, will be reviewed separately. 

FAIRTILE.M.B. PWR Project Directorate 1. 87/01/28. HINTZ.D.C. Wisconsin Public 
Service Corp. 3pp. 39547:014-39547:018. 


8702040010 LER 86-024-00:on 861230,pressurizer pressure began decreasing.Caused 
by pressure controller shifting to manual. Operator reprimanded & instructed not to 
focus on limited set of parameters.W/870128 Itr. 

LESNET.M., PLIML,G.J. Commonwealth Edison Co. 87/01/28. 4pp. 39498:237- 
39498:240. 

8702060510 PNO-lll-87-Ol8:on 8701 30, telegram addressed to HR Denton received car- 
rying “final warning” that “Zion Nuclear Plant shall be closed," unless info made 
available.Responsible individual located by FBI & agreed to psychiatric treatment. 
CREED, J.R., AXELSON.W.L,, HIND, J. A. Region 3, Office of Director. 87/02/02. Ip. 
39537:029-39537:029. 


-8702060138 SER supporting util 831207 & 840413 responses to Generic Ltr 83- 
28,ltem 4.5.2 re on-line testing of reactor trip sys reliability. 

• NRC - No Detailed Affiliation Given. 87/01/28. 2pp. 39547:017-39547:018. 

8702040048 Application for amend to License DPR-43,consisting of Proposed Amend 
70a,revising Tech Spec Section 4.2.b to allow steam generator tube repair.Safety 
evaluation & significant hazards analysis end. 

HINTZ.D.C. Wisconsin Public Service Corp. 87/01/30. Document Control Branch 
(Document Control Desk). 1 5pp. 39498:082-39498:107. 

—8702040050 Proposed Tech Specs re steam generator tube repair. 

* Wisconsin Public Service Corp. 87/01/30. 11pp. 39498:097-39498:107. 


8702170614 Confirms meeting on 870302 w/util in Glen Ellyn, 1L to discuss containment 
violation involving two mispositioned valves in demineralized water sys, per discussion. 
NORELIUS.C.E. Region 3, Office of Director. 87/02/09. REED.C. Commonwealth 
Edison Co. Ip. 39660:326-39660:326. 


8702250466 Part 21 rept listing plants furnished w/penetration assemblies & noting 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J.C. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 


V. Operator Examinations 


8702170563 Forwards addl info necessary for completion of NRC review of NUREG- 
0737, item II.K.3.31 .per 861126 telcon.Further justification for ref Westinghouse 
Owners Group small break LOCA accident analysis provided. 

HINTZ.D.C. Wisconsin Public Service Corp. 87/01/30. Document Control Branch 
(Document Control Desk). 9pp. 39651:273-39651:281. 

8702060346 Forwards SER accepting util 831107 response to Generic Ltr 03-28,ltem 
4.5.2, "Reactor Trip Sys Reliability, On-Line Testing." Contractor rept EGG-NTA-7459 
also end. 

NEIGHBORS, J.D. PWR Project Directorate 3. 87/02/02. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 3pp. 39546:230- 


8702030015 Requests util establish quality criteria & audit Westinghouse under provi- 
sos of 10CFR50,App B re allegation concerning adequacy of student records & re- 
qualification program set up by westinghouse for instructor certification 
PAPERIELLO.C.J. Region 3, Office of Director. 87/01/26. REED.C. Commonwealth 
Edison Co. 2pp. 39472:340-39472:341 . 


DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 
F. Security, medical, emergency & fire protection plan® 


-8701290430 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, JM Farley Nuclear Plant Units 1 & 2, RE Ginna Nuclear Power Plant.Haddam Neck 
Plant.lndian Point Unit 2 ...,” technical evaluation rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-60G2. EGG-NTA-7459. 
87/01/09. NRC - No Detailed Affiliation Given. 21pp. 39546:235-39546:255. 


8702120466 Summary of 870115 meeting w/utils & C-E in Bethesda.MD re C-E request 
to give status of development of new upper plenum injection evaluation model to be 
applied to plants. List of attendees & meeting agenda end. 

HSIl.Y Reactor Systems Branch (PWR-A). 87/02/03. BERLINGER,C.H. Reactor Sys- 
tems Branch fPWR-AV 4nn 39fi3‘vi7n..nQfi3*;-i7n 3 


^ 7 ?i^cd1?a Requests NRC site visit to review util approach to compliance w/ 
lOCFRSO.App R.Tentative dates of 861209 & 10 established, per telcon w/J 
Ulie.Agenda end. 

HINTZ D.C. Wisconsin Public Service Corp. 86/11/20. KEPPLER.J.G. Region 3, Office 
of Diredor. 2pp. 39451:328-39451:329. a ’ 

8702050189 Forwards Safety Insp Rept 50-305/86-09 on 861016-1215.No violations 
noted.Gorrective actions re operator response to significant changes in plant condi- 
tions reguested. 

NORELIUS.C.E. Region 3, Office of Director. 87/01/26. HINTZ.D.C. Wisconsin Public 
Service Corp. 2pp. 39512:298-39512:306. 

—8702050203 Insp Rept 50-305/86-09 on 861016-1215.No violations identified.Operator 
J? • reco 9 n,z ® that one train of ESF equipment inadvertently made inoperable 
"gted.jj.a tor a reas inspected:operational safety, surveillance & maint. 

DEFAYETTE.R. Region 3, Office of Director. 86/01/13. 7pp. 39512:300-39512:306. 

8702050526 Forwards resolution schedule re two items identified in regulatory effective- 

C0 " ,in9ent Up0n review & a PP roval 
Document Con.ro, Branch 

8 ^°0CFR50 2 54^ rWardS #rfety eva,uation & Rev 7 t0 emergency plan, submitted per 

HINTZ.D.C. Wisconsin Public Service Corp. 87/02/16. Document Control Branch 
(Document Control Desk). 20pp. 39719:134-39719:216, ancn 

-8702240^4 Rev 7 to emergency plan. 

HINTZ.D.C. Wisconsin Public Service Corp. 87/01/22. 63pp. 39719:154-39719:216. 

EP - AD - 2 ’ " Emerae ^ 

HINTZrD.C. Wisconsin Public Service Corp. 87/02/17. 30pp. 39721:087-39721:115. 


8702130355 Forwards Amend 72 to License DPR-43 8 safety evaluation. Amend re- 
moves Tech Spec requirements duplicated in operational QA program & changes 
TechSpecs to delete Section 6.S.2.4 & reflect recent change in mat title. 

FAIRTILE.M.B PWR Project Directorate 1. 87/02/03. HINTZ.D.C. Wisconsin Public 
Service Corp. 3pp. 39639:253-39639:254. c 

-8702130358 Amend 72 to License DPR-43, removing Tech Spec requirements duplicat- 
ed in operational QA program & changing Tech Specs to delete Section 6.5,2.4 & to 
reflect recent chanae m mnt titio 


reflect recent change in mgt title. 

!~ a ln ™ - ** b. PWR Project Directorate 1. 87/02/03. 9pp. 39639:255-39639:263. 


FAIRTILE.M.B. 


“ 87 °22 30361 t Safety evaluation supporting Amend 72 to License DPR-43. 
3963 ff 9?64%9639-267 ReaCt ° r Regu,atlor> * Director (Post 851125). 87/02/03. 3pp. 

8702190030 Informs that on 870206 reroute of Transmission Line F-84 completed & line 
d fo7rSAi >f> 2 ra ^!fiP er 850924 & 1009 requests for Tech Spec changes.Effective date 
i 8 ?7n° 6 P S S ,d ^ .Parted in Tech Spdc pages of Amende? 9 aate 

87/02/1a FAIRTILE ' MB - WR 
Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Fmer 

&E^UNr a n e r S 1nf^o nta i n i ed Breat 4 Apparatus." W/olvCis? 5 M ° Ute Emer “ 
m ♦ ’ *i9vl , . ce °JJ ns Pection & Enforcement, Director (Post 8202011 82/09/ 

02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

* 7 Fuerfvc list anc| N ° tiCa 87 '°° 4 ' “ Diesel Genemtor Fails Tea * Because of Degraded 

ws”f,Kiss.a: 
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8702050189 Forwards Safety Insp Rept 50-305/86-09 on 861016-1215.No violations 
noted.Corrective actions re operator response to significant changes in plant condi- 

NORELjljsfcE Region 3, Office of Director. 87/01/26. HINTZ.D.C. Wisconsin Public 
Service Corp. 2pp. 39512:298-39512:306. 

-8702050203 Insp Rept 50-305/86-09 on 861016-1215.No violations identified.Operator 
failure to recognize that one train of ESF equipment inadvertently made inoperable 

noted.Major areas inspected:operational safety, surveillance & maint. 

DEFAYETTE,R. Region 3, Office of Director. 86/01/13. 7pp. 39512:300-39512:306. 

8702030301 Submits inservice insp plan relief request re performance of volumetric 
exam of nozzle in Steam Generators 1A & IB per ASME Code requirements.Requests 
that review be completed by 870401 so relief can be applied dunng refueling exams. 
HINTZ.D.C. Wisconsin Public Service Corp. 87/01/27. Document Control Branch 
(Document Control Desk). 4pp. 39481:132-39481:135. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. _ /n . 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Past 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702050455 Remits fee for 870127 application for inservice insp plan relief 
reauest, inadvertently omitted from relief request submittal. _ . , n . 

HINTZD.C. Wisconsin Public Service Corp. 87/01/30. Document Control Branch 
(Document Control Desk). Ip. 39522:109-39522:109. 

8702090121 Confirms 870309-13 environ qualification insp of electrical & instrumenta- 
tion equipment,per 870128 telcon.Areas to be inspected listed.Requests submittal of 

listed documents no later than 870220. 

PAPERIELLO.CJ. Region 3, Office of Director. 87/01/30. HINTZ.D.C. Wisconsin 
Public Service Corp. 2pp. 39554:270-39554:271. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys. Svc 

JORDAN.E.L. Division of Emergency Preparedness & Engineering^ Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469.162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. _ . _ . 

JORDAN.E.L. Division of Emergency Preparedness & Engineenng Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York. Inc. 108pp. 39548.212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 

JORDAN.E^L. ^DMsion of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575.032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 

Deficiency." Svc list end. j _ . . 0 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528.251- 
39528:357. 

8702170631 Confirms plans to conduct enforcement conference on 870213 w/util in 
Glen Ellyn, IL, per 870204 discussion.Meeting concerns recent insp of status of sys re 
IE Bulletin 79-14, “Seismic Analyses for As-Built Safety-Related Piping Sys. 
NORELIUS.C.E. Region 3, Office of Director. 87/02/09. HINTZ.D.C. Wisconsin Public 
Service Corp. Ip. 39660:336-39660:336. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 

JORDAN, 111. 11 Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. . _ ' /D . 

JORDAN, E.L. Division of Emergency Preparedness & Engineenng Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break/’ Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering R®fponse (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784.116- 
39784:224. 

8702200009 Informs of status of IE Bulletins 83-01 & 83-04 tor listed plante.Ba^d on 
verbal confirmation that insp repts final, closeouts for Cook, Kewaunee & Point Beach 
m&y b© closed 

BAER.R.L Engineering & Generic Communications Branch. NRC-05-85-1 57-02. 87/ 
02/17. DEAN.R.S. Parameter, Inc. 2pp. 39725:021-39725:022. 

8702270053 Forwards listed documents prior to equipment qualification insp, per 870130 
request, including updated master equipment list, major administration procedures & 
latest QA audit rept on equipment qualification activities. W/o ends. 

HINTZ.D.C. Wisconsin Public Service Corp. 87/02/20. Document Control Branch 
(Document Control Desk). 2pp. 39759:119-39759:120. 

R. Periodic operating reports & related correspondence 

8702190107 Monthly operating rept for Jan 1987.W/870210 Itr. 

RUITER G H HINTzJD.C. Wisconsin Public Service Corp. 87/01/31. 5pp. 39679:147- 
39679:151. 


S. Reportable occurrences, LERs & related correspondence 

8702040230 LER 86-01 5-00:on 861 229, svc water inlet valve for radiation monitor R-1 6 
found closed. Caused by personnel error.Sight flow meter cleaned & operating proce- 
dure used to perform flushing process reviewed.W/870128 Itr. /9fl - 

SHEMBARGER.K.M., HINTZ.D.C. Wisconsin Public Service Corp. 87/01/28. 5pp. 
39495:029-39495:033. 

DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 
G. Adjudicatory correspondence 

8702200304 Order.* Staff directed to file w/Commission & serve on petitioners & licens- 
ees detailed explanation of health & safety basis for 861020 order re use of audio 
equipment in control rooms by 870306.Carr views encl.Seryed on 870217. 

CHILK.SJ. Office of the Secretary of ihe Commission. #187 2546. 87/02/13. Office 
of the General Counsel. 3pp. 39692:033-39692:035. 

P. Operating license ©tag® documents & correspondence 

8702040102 Forwards Rev 1 to "Prairie Island Inservice Insp & Testing Program for 
Second 10-Yr Interval." Requests for relief from ASME Code Section XI requirements 

MUSOLFA^orthern States Power Co. 87/01/20. Document Control Branch (Docu- 
ment Control Desk). 41pp. 39495:288-39496:169. 

-S7O204O112 Rev 1 to, “Inservice Insp & Testing Program Manual." 

MY.RJ. Northern States Power Co. 87/01/20. 200pp. 39495:329-39496:169. 

8702040213 Forwards safety evaluation re auxiliary feedwater sys reliability (Generic 

P Aut SON , W A r pVW l Project directorate 8. 87/01/21. ANDREWS, R.L. Omaha Public 
Power District. 2pp. 39509:225-39509:278. 

-8702040222 Safety evaluation re auxiliary feedwater sys reliability (Generic Issue 124) 
at Prairie Island Units 1 & 2,Util actively pursuing improvements in sys reliability & re- 

^Offfc^o^Nuclear Reactor Regulation, Director (post 851125). 87/01/21. 52pp. 
39509:227-39509:278. 

8702050332 Submits review & justification for changes in final SPDS displays & param- 
eters from displays & parameters initially identified in original SAR.Draft rept of emer- 

ffifflrXSKWS 1 * O. Nudear Reactor Regula- 
tion, Director (post 851125). 4pp. 39523:037-39523:084. 

—0702050343 Draft "Emergency Response Computer Sys Availability Study -" 

GEHLHAR.J.H. Northern States Power Co. 86/12/11. 44pp. 39523:041-39523:084. 

8702030363 Forwards Westinghouse WCAP-11343, “ An jM 8 9 a P s [J® jL ” * n 'i n 2 , 
Reactor Vessel Radiation Surveillance Program," per l0CFR50,App H. Notes re rept 
listed.No further Tech Spec changes required based on vessel mat! properties. 
MUSOLFD. Northern States Power Co. 87/01/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39490:132-39490:233. 

-8702030366 “Analysis of Capsule R From Prairie Island Unit 2, Reactor Vessel Radi- 

MEYE^T.a!* Westinghouse Electric Corp. WCAP-1 1343. 86/12/31. 100pp. 39490:134- 
39490:233. 

@702050361 Forwards Rev 1 to NSPNAD-8101-A, "Qualification of Reactor Physics 
Methods for Application...," approved per NRC 830217 SER.SEF I reprinted as part of 
rept & "A” added to rept number.Rept declassified since initial submittal. 

MUSOLF D. Northern States Power Co. 87/01/30. Office of Nuclear Reactor Regula- 
tion, Director (post 851125). Ip. 39520:264-39521:156. 

-8702050373 Rev 1 to "Qualification of Reactor Physics Methods for Application to 

•^Northern States Power Co. NSPNAD-8101-A R01. 83/12/31. 252pp. 39520:265- 
39521:156. 

8702060346 Forwards SER accepting util 831107 response to Generic _Ltr 83-28Jtem 
4.5.2, "Reactor Trip Sys Reliability, On-Une Testing/ Contractor rept EGG-NTA-7459 

NEIGHBORS, J.D. PWR Project Directorate 3. 87/02/02. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 3pp. 39546.230- 
39546:234. 

-8701290430 "Reactor Trip Sys Reliability Conformance to Item 4 - 5 -2 Goneric L^ 83- 
28 JM Farley Nuclear Plant Units 1 & 2, RE Ginna Nuclear Power Plant, Haddam Neck 
Plant, Indian Point Unit 2...," technical evaluation rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, !nc -)- EIN D-6002 EGG-NTA-7459. 
87/01/09. NRC - No Detailed Affiliation Given. 21pp. 39546:235-39546:255. 

8702130343 Notification of 870211 & 12 meetings wMil8,W^tin£»oug, Sandta & MPR 
Assoc in Bethesda,MD to discuss Westinghouse ECCS model per SECY-83-472 & Vol 

HSn ^. C Reac^ 2 Systems Branch (PWR-A). 87/02/05. BERLINGER.C.H. Reactor Sys- 
tems Branch (PWR-A). 3pp. 39639:246-39639:248. 

Q. inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of inspection & Enforcement, Director (Post 820201). $2/09/ 
02 Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 
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8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702040102 Forwards Rev 1 to “Prairie Island Inservice Insp & Testing Program for 
Second 10- Yr Interval." Requests for relief from ASME Code Section XI requirements 
also encl.Fee paid. 

MUSOLF.D. Northern States Power Co. 87/01/20. Document Control Branch (Docu- 
ment Control Desk). 41pp. 39495:288-39496:169. 

-8702040112 Rev 1 to, “Inservice Insp & Testing Program Manual.” 

MY.R.J. Northern States Power Co. 87/01/20. 200pp. 39495:329-39496:169. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
D, .ir:os Resu'trc From Loss of Siphon." Svc list end. 

jC^OAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break.” Svc list end. 
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


R. Periodic operating reports & related correspondence 

8702170577 Monthly operating repts for Jan 1 987.W/870209 Itr. 

DUGSTAD.D., MUSOLF.D. Northern States Power Co. 87/01/31. 9pp. 39650:343- 
39650:351. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency & fire protection plans 

8702110102 Informs that 870406-10 safeguards regulatory effectiveness review re- 
scheduled for wk of 8709 14-18. 

MARTIN, T.T. Region 1, Office of Director. 87/02/05. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 39591:051-39591:052. 

8702130330 Requests util submit objectives & scenario re emergency exercise sched- 
uled for 870610, for review.Guidelines for submittal & review of objectives & scenario 
prior to exercise listed. 

LAZARUS, W.J. Region 1, Office of Director. 87/02/06. RANDAZZA.J.B. Maine 
Yankee Atomic Power Co. 3pp. 39630:311-39630:313. 

8702240349 Revised emergency plan implementing procedures, including Rev 11 to 
2,50.1, "Notification of Unusual Event,” Rev 6 to 2.50.7, "Emergency On-Site Radi- 
ation Monitoring Procedure" & Rev 7 to 2.50.9, “Security Force Radiation Emergen- 
cy...." 

* Maine Yankee Atomic Power Co. 87/02/11. 50pp. 39719:294-39719:343. 

8702250057 Forwards Insp Rapt 50-309/86-20 on 861 229-8701 31. No violations 
noted.Minor release of 420 Ci noble gas from vol control tank cover gas on 861230 
discussed. 

WENZINGER.E.C. Region 1, Office of Director. 87/02/18. RANDAZZA.J.B. Maine 
Yankee Atomic Power Co. 2pp. 39727:311-39727:319. 

-8702250062 Insp Rept 50-309/86-20 on 861229-870202.No violations identified. Major 
areas inspected:control room, accessible parts of plant structures, plant 
operations, radiation protection, physical security & fire protection. 

TRIPP, L.E. Region 1, Office of Director. 87/02/1 2, 7pp. 39727:313-39727:319. 


P. Operating license stage documents & correspondence 

8702060240 Notification of 870205 meeting w/util & INEL in Bethesda.MD to discuss 
RELAP5YA code modeling for small break LOCA analysis. Tentative meeting agenda 
end. 

MCKENNA, E. PWR Project Directorate 1. 87/01/21. LEAR.G.E. PWR Project Director- 
ate 1. 4pp. 39528:001-39528:005. 

8702020643 Forwards addl info re inadequate core cooling instrumentation sys.per 
861126 request.Several questions require completion of design. Util proposes to pro- 
vide addl info following completion of detailed design. 

WHITTIER, G.D. Maine Yankee Atomic Power Co. 87/01/23. THADANI.A.C. PWR 
Project Directorate 8. 5pp. 39468:109-39468:113. 

8702040231 Requests addl info re Cycle 10 core performance analysis. Telcon will be 
arranged to expedite evaluation. Info must be confirmed in writing no more than 10 
days after telcon. 

SEARS.P.M. PWR Project Directorate 8. 87/01/29. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 3pp. 39509:326-39509:328. 

8702180687 Forwards Amend 92 to License DPR-36 & safety evaluation. Amend re- 
vises Tech Specs to increase fuel enrichment limit to 3.5 weight percent U-255 for 
Cycle 10 & beyond. 

SEARS.P.M. PWR Project Directorate 8. 87/02/09. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 39675:243-39675:253. 

-8702180700 Amend 92 to License DPR-36, revising Tech Specs to increase fuel en- 
richment limit to 3.5 weight percent U-255 for Cycle 10 & beyond. 

THADANI.A.C. PWR Project Directorate 8. 87/02/09. 4pp. 39675:245-39675:248. 

-8702180708 Safety evaluation supporting Amend 92 to License DPR-36. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/09. 5pp. 
39675:249-39675:253. 

8702190630 Summary of 870205 meeting w/util in Bethesda.MD re RELAP5YA comput- 
er code & use in small break LOCA analysis perTMl Action Plan Item II.K.3.30.List of 
attendees & presentation matl used by util end. 

MCKENNA.E.M. PWR Project Directorate 1. 87/02/09. PWR Project Directorate 1. 
105pp. 39689:260-39690:003. 

8702190335 Advises that consideration of 860203 proposed change to Tech Spec 
5.2, removing offsite & onsite organizational charts, will be deferred pending results of 
generic review under Tech Spec Improvement Program. 

THADANI.A.C. PWR Project Directorate 8. 87/02/10. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 3pp. 39688:073-39688:075. 

8702250373 Forwards safety evaluation & EGG-NTA-7463, "Reactor Trip Sys Reliabil- 
ity...," supporting response to Generic Ltr 83-28, Item 4.5.2 re periodic on-line testing 
of reactor trip sys. Plant designed to permit on-line testing. 

SEARS.P.M. PWR Project Directorate 8. 87/02/14. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 39744:001-39744:017. 

-8702250386 Safety evaluation supporting util 831110 response to Generic Ltr 83- 
28, Item 4.5.2 re on-line testing for reactor trip sys reliability. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/14. Ip. 
39744:003-39744:003. 

-8702170161 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28,Arkansas Nuclear One Unit 2, Calvert Cliffs Units 1 & 2, Fort Calhoun, Maine 
Yankee, Millstone Unit 2, Palisades, Palo Verde Units...,” technical evaluation rept. 
FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7463. 
87/01/09. NRC - No Detailed Affiliation Given. 14pp. 39744:004-39744:017. 

8702250562 Requests submittal of request to change Tech Specs to reflect current use 
of process control program for processing radwaste, within 60 days of receipt of 
Itr.Program implemented per 10CFR61 requirements. 

THADANI.A.C. PWR Project Directorate 8. 87/02/18. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 3pp. 39744:174-39744:176. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 
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8702060413 IE Info Notice 87-009, ‘‘Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702200009 Informs of status of IE Bulletins 83-01 & 83-04 for listed plants.Based on 
verbal confirmation that insp repts final, closeouts for Cook, Kewaunee & Point Beach 
may be closed. 

BAER.R.L. Engineering & Generic Communications Branch. NRC-05-85-1 57-02. 87/ 
02/17. DEAN.R.S. Parameter, Inc. 2pp. 39725:021-39725:022. 

8702250057 Forwards Insp Rept 50-309/86-20 on 861 229-8701 31. No violations 
noted. Minor release of 420 Ci noble gas from vol control tank cover gas on 861230 
discussed. 

WENZINGER.E.C. Region 1, Office of Director. 87/02/18. RANDAZZA.J.B. Maine 
Yankee Atomic Power Co. 2pp. 39727:311-39727:319. 

-8702250062 Insp Rept 50-309/86-20 on 861 229-870202. No violations identified.Major 
areas inspected:control room, accessible parts of plant structures, plant 
operations, radiation protection, physical security & fire protection. 

TRIPP, L.E. Region 1, Office of Director. 87/02/12. 7pp. 39727:313-39727:319. 


S. Reportable occurrences, LERa & related correspondence 


8702110008 Forwards results of investigation of 860718 low voltage incident. Voltage 
alarm was low voltage prealarm requiring no followup by operator.Surowiec 1 1 5 kV 
line capable of supplying plant auxiliary power requirements. 

WHITTIER, G.D. Maine Yankee Atomic Power Co. 87/02/02. Document Control 
Branch (Document Control Desk). 4pp. 39579:358-39579:361. 


DOCKET 50-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8702020690 Rev 9 to event classification guide.Revs to emergency plan procedures 
end. 

FAWCETT.D. Public Service Electric & Gas Co. of New Jersey. 87/01/15. 59pp. 
39464:162-39464:287. 


“8702030039 Revs to emergency plan procedures, including Rev 12 to EP 11-4, "Salem 
Emergency Response Support Callout," Rev 5 to EP 11-7, "Salem Callout Test Proce- 
dure" & Addendum 1 to Rev 13 to telephone list by facility. 

* Public Service Electric & Gas Co. of New Jersey. 86/12/31. 67pp. 39464:221- 
39464:287. 

8702100308 Discusses plans to implement compensatory security mgt program during 
security supervisor training.requiring temporary mod of shift coverage, detailed in 
encI.End withheld. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/01/30. 
MURLEY.T.E. Region 1, Office of Director. 2pp. 39578:219-39578:220. 

8702090404 Revised emergency plan procedures (Vol 1), including Rev 9 to EP 1-2, 
“Alert-Senior Shift Supervisor/ Emergency Duty Officer" & Rev 9 to EP I-3A, "Site 
Area Emergency-Senior Shift Supervisor." 

* Public Service Electric & Gas Co. of New Jersey. 87/02/15. 100pp. 39561:019- 
39561:103, 


I. Financial information 


8702100100 Forwards Philadelphia Electric Co & PSE&G 861229 & 31 Itrs, 
respectively.transmitting Atlantic City Electric Co Itr re proposed corporate reorganiza- 
tion by forming holding company, Atlantic Energy, Inc.Review requested.W/o ends. 
MULLER, D.R. BWR Project Directorate 2. 87/02/06. NASH.D.A. Assistant Director for 
State & Licensee Relations. 2pp. 39575:343-39575:344. 


J. insurance & indemnity information 


8702170660 Forwards Endorsements 90 & 75 to NELIA Policy NF-230 & MAELU Policy 
MF-90, respectively. 

HOFFMAN.J. Marsh & McLennan, Inc, 87/02/03. DINITZ.I. Assistant Director for 
State & Licensee Relations. 3pp. 39661:097-39661:099. 


P. Operating license stage documents & correspondence 

8702110151 Responds to NRC request for addl info re License Change Request 82-16 
concerning semiautomatic recirculation switchover.End info provides description of 
procedures used to address LOCA in Mode 4. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/01/05. 
NOONAN, V.S. PWR Project Directorate 5. 3pp. 39590:294-39590:296. 

8702260247 Forwards General Physics Corp, "NUREG-0737, Suppl 1 Emergency Re- 
sponse Capability-.PIan," per 860701 commitmentSchedule for implementing mods 
required to resolve DCRDR human engineering deficiencies also end. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/02/20. Document 
Control Branch (Document Control Desk). 5pp. 39745:102-39745:176. 

-8702260257 “NUREG-0737, Suppl 1 Emergency Response Capability Integrated 
Project Plan.” 

* General Physics Corp. 87/01/31. 70pp. 39745:107-39745:176. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, ‘‘Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020566 Forwards Exam Repts 50-272/86-270L & 50-31 1 /86-270L of exam admin- 
istered during wk of 861103. 

ESELGROTH.P.W. Region 1, Office of Director. 87/01/21. MCNEILL, C.A. Public Serv- 
ice Electric & Gas Co. of New Jersey. 2pp. 39466:224-39466:322. 

“8702020577 Exam Repts 50-272/86-27OL & 50-31 1/86-270L of exam administered 
on 861 1 05-07.Exam results:three of four senior reactor operator candidates received 

NORRIS, B.S. Region 1, Office of Director. 86/12/29. 97pp. 39466:226-39466:322. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end, 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251* 
39528:357. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190009 Forwards Safety Insp Rept 50-311/87-03 on 870112-23. Enforcement con- 
ference scheduled for 870227 to discuss concerns re RHR valve misalignments re- 
sulting in inoperability of ECCS on 870112-13. 

KANE.W.F. Region 1, Office of Director. 87/02/11. MCNEILL, CA Public Service 
Electric & Gas Co, of New Jersey. 2pp. 39680:017-39680:028. 

-8702190011 Insp Rept 50-311/87-03 on 870 11 2-23. Violation noted.RHR flow injected 
into only two of four RCS cold legs during LOCA. 

SUMMERS, R.J., NORRHOLM.L.J. Region 1, Office of Director. 87/02/06. 10pp. 
39680:019-39680:028. 

3702270320 Radiation Safety Insp 50-272/86-33 renumbered to include 50-311. New 
designation is combined Insps 50-272/86-33 & 50-311/86-33. 

MARTIN, T.T. Region 1, Office of Director. 87/02/11. Public Service Electric & Gas 
Co. of New Jersey. 2pp. 39773:356-39773:357. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co, of New York, Inc. 108pp. 39691:156- 
39691:265. 
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8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702260252 Responds to violations noted in !nsp Repts 50-272/86-23 & 50-311/86- 
23.Corrective actions:Attachment B-2 revised to correct misinterpretation of grease 
clcggod drains. Revised Attachment B-2 end. 

mCNEILL, C.. 4. Public Service E-'ectric & Gas Co. of New Jersey. 87/02/13. 
HEISHMAN.R.F. Vendor Program Branch. 7pp. 39739:346-39739:352. 

8702250133 Forwards Insp Repts 50-272/87-01 & 50-311/87-01 on 870101- 26.No vio- 
lations observed. 

GALLO, R.M. Region 1, Office of Director. 87/02/17. MCNEILL, C.A. Public Seivice 
Electric & Gas Co. of New Jersey. 2pp. 39728:032-39728:045. 

-8702250138 Insp Repts 50-272/87-01 & 50-311/87-01 on 870101-26.No violations 
noted.Major areas inspected.-followup on outstanding insp items, operational safety ver- 
ification, maint, surveillance & review of special repts. 

NORRHOLM.L.J. Region 1, Office of Director. 87/02/11. 12pp. 39728:034-39728:045. 


R. Periodic operating reports & related correspondence 


8702240234 Monthly operating rept for Jan 1987.W/870217 Itr. 

WHITE, P., ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 87/01/31. 
15pp. 39718:096-39718:110. 


S. Reportable occurrences, LERs & related correspondence 

8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702020540 LER 86-014-00:on 861 228, control room console alarm received due to clo- 
sure of feed regulating valve for steam generator 23.Caused by failure of steam/feed 
mismatch signal summator. Signal summator replaced. W/8701 22 Itr. 

HELLER.R.K., ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 87/01/ 
22. 4pp. 39468:148-39468:151. 

8702100295 Submits fifth monthly rept on status of corrective actions taken in response 
to 860826 reactor trip & false blackout signal at Salem Unit 2.fnterim evaluation indi- 
cates that configuration stable under most severe transient conditions. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/01/30. Document 
Control Branch (Document Control Desk). 4pp. 39570:357-39570:360. 

8702100293 Special Rept 86-1 1:on 861 01 5, ion exchange resin discovered in reactor 
cavity during refueling.Caused by resin release from prior resin slucing operation or 
backwashing during valve manipulations.Resin cleanup conducted. 

ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 87/02/05. Document 
Control Branch (Document Control Desk). 4pp. 39578:215-39578:218. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.List of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 

8702240020 LER 87-001-00:on 870113.RHR injection capability to two cold legs 
lost.Caused by inadequate Tech Specs.Surveillance procedure will be revised to re- 
flect injection requirements. W/870212 Itr. 

HELLER.R.K., ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 87/02/ 
12. 5pp. 39700:357-39700:361. 

6702260164 LER 87-002-00:on 8701 18, wile performing troubleshooting on nuclear in- 
strument sys intermediate-range Channel N36, reactor trip occurred.Caused by per- 
sonnel error.Signs placed to caution personnel re pulling fuses.W/870217 Itr. 
HELLER.R.K., ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 87/02/ 
12. 4pp. 39752:334-39752:337. 


V. Operator Examinations 


8702020566 Forwards Exam Repts 50-272/86-27OL & 50-31 1/86-270L of exam admin- 
istered during wk of 861 103. 

ESELGROTH.P.W. Region 1, Office of Director. 87/01/21. MCNEILL, C.A. Public Serv- 
ice Electric & Gas Co. of New Jersey. 2pp. 39466:224-39466:322. 

—8702020577 Exam Repts 50-272/86-27OL & 50-31 1/86-270L of exam administered 
on 861105-07.Exam re$ults:three of four senior reactor operator candidates received 

NORRIS.B.S., KELLER, R.M., COLLINS, S.J. Region 1, Office of Director. 86/12/29. 
97pp. 39466:226-39466:322. 
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F. Security, medical, emergency & fire protection plans 

8702090074 Forwards final “Offsite Exercise Evaluation Rept.Rancho Seco Nuclear 
Generating Station, Emergency Preparedness Exercise, 861008.” No deficiencies iden- 
tified during exercise. 

KRIMM.R.w. Federal Emergency Management Agency. 87/01 /23. JORDAN, E.L. Dtvi- 
39549°008 39549*068 Prepare<lness & Engineering Response (Post 830103). Ip. 

—8702090078 “Offsite Exercise Evaluation Rept, Emergency Preparedness 

Exercise.Rancho Seco Nuclear Generating Station.861008." 

• Federal Emergency Management Agency. 86/10/08. 60pp. 39549:009-39549:068. 


87 02250267 Responds to NRC 861028 Itr re violations noted in Insp Rept 50-312/86- 
14.Corrective actions.-emergency preparedness dept initiated new tracking sys based 
on IBM AT computer & Procedures AP.509 & AP.51 1 revised. 

WARD.J.E. Sacramento Municipal Utility District. 87/02/05. MARTIN, J.B. Region 5, 
Office of Director. 9pp. 39729:007-39729:015. 

8702260193 Forwards Insp Rept 50-312/87-01 on 870105-09 & 0206.No violations 
noted. Notice of violation from Insp Rept 50-312/86-07 also end. 

PATE.R.J. Region 5, Office of Director. 87/02/06. WARD.J. Sacramento Municipal 
Utility District. 2pp. 39745:041-39745:055. 

-8702260205 Notice of violation from insp on 851216-86041 1. Violations noted:failure to 
establish procedures for loss of 120-volt ac.loss of flux indication & dam failure. 
MILLER, L.F. Region 5, Office of Director. 87/02/06. 2pp. 39745:043-39745:044. 

-8702260224 Insp Rept 50-312/87-01 on 870105-09 & 0206. No violations noted.Major 
areas inspected: Part 21 repts, LERs, generic Itrs, outstanding enforcement & followup 
items.Three violations identified in Insp Rept 50-312/86-07 issued w/rept. 

MELFI.J.F., HON,A., SUH.G.Y. Region 5, Office of Director. 87/02/06, 11pp. 
39745:045-39745:055. 


G. Adjudicatory correspondence 


8702130133 Petition for immediate action to relieve undue risk posed by nuclear power 
plants designed by B&W Co.* OLs & CPs for facilities should be suspended until 
listed NRC actions taken. 

WEISS, E.R. Union of Concerned Scientists. #187 2490. 87/02/10. Commissioners. 
60pp. 39634:016-39634:077. 


H. General correspondence 


8702110045 Informs that RC Moore appointed acting director of sves & security replac- 
ing WJ Hammond. 

LATHAM, W.K. Sacramento Municipal Utility District. 87/01/27. Document Control 
Branch (Document Control Desk). Ip. 39580:068-39580:068. 

8702190365 Forwards target nuclear organization for restart (transition plan) for 
review. Plan provided to facilitate transition from interim (prestart) to ultimate nuclear 
organization. Organizational chart, resumes & position descriptions end. 

WARD.J.E. Sacramento Municipal Utility District. 87/02/11. MIRAGLIA.F.J. Division of 
Pressurized Water Reactor Licensing - B (post 851125). 69pp. 39686:002-39686:071. 


J. Insurance & indemnity information 


8702090479 Forwards Endorsement 84 to NELIA Policy NF-21 2, Endorsement 7 to 
NELIA & MAELU Certificates N-49 & M-49 & Endorsement 73 to MAELU Policy MF- 
75.Amendatory endorsement, renumbering MAELU Endorsements 60-73 to 59-72, also 
end. 

WARD.J.E. Sacramento Municipal Utility District. 87/01/22. SALTZMAN.J.B. NRC - 
No Detailed Affiliation Given. 7pp. 39560:053-39560:059. 


P. Operating license stage documents & correspondence 

8612290158 Forwards FR notice of consideration of issuance of amend to License 
DPR-54 & opportunity for prior hearing re main steam safety valve operability Tech 
Spec requirements. 

MINER, S. PWR Project Directorate 6. 86/12/11. WARD.J.E. Sacramento Municipal 
Utility District. 2pp. 39105:060-39105:065. 

-8612290161 Notice of consideration of issuance of amend to License DPR-54 & op- 
portunity for prior hearing re main steam safety valve operability Tech Spec require- 
ments. 

STOLZ.J.F. PWR Project Directorate 6. 86/12/11. 4pp. 39105:062-39105:065. 

8612290232 Application for amend to License DPR-54, consisting of Rev 1 to Proposed 
Amend 147, changing electrical distribution sys. Design basis repts, response to NRC 
question from 861125 telcon & summary of changes end. 

WARD.J.E. Sacramento Municipal Utility District. 86/12/19. MIRAGLIA.F.J. Division of 
Pressurized Water Reactor Licensing - B (post 851125). 53pp. 39098:006-39099:112. 

-8612290240 Proposed Tech Specs reflecting changes to electrical distribution sys & 
mods to inverter power supply sys & undervoltage/ overvoltage protection sys.W/five 
oversize diagrams. 

* Sacramento Municipal Utility District. 86/12/19. 414pp. 39098:059-39099:112. 

8702050284 Forwards listed documentation, including 47-1139815-01, "SPDS Safety 
Analysis for Rancho Seco Nuclear Generating Station Unit 1" & Rev 1 to BAW-1753, 
“Availability Evaluation for SPDS...,” per NRC request re 861 120 Itr. 

WARD.J.E. Sacramento Municipal Utility District. 87/01/12. MIRAGLIA.F.J. Division of 
Pressurized Water Reactor Licensing - B (post 851125). 3pp. 39519:123-39520:067. 

-8702050291 “SPDS Safety Analysis for Rancho Seco Nuclear Generating Station Unit 

‘ Babcock & Wilcox Co. 47-1139815-01. 86/12/31. 31pp. 39519:126-39519:156. 

-8702050295 Rev 1 to “Availability Evaluation for SPDS at Rancho Seco Plant.” 
ENZINNA.R.S., LEVINSON, S.H. Babcock & Wilcox Co. BAW-1753 R01. 86/12/31. 
150pp. 39519:157-39519:359. 

-8702050308 Rev 1 to “Final Rept, Qualification Test of Isolation Device for SPDS Multi- 
plexers Rancho Seco Nuclear Generating Station.” 

ESTES, T.E., DORFMAN.L.S., BROXSON.H.L. Eigen Engineering, Inc. SMD-1 000-04 
R01 . 86/12/05. 54pp. 39520:001-39520:053. 

-8702050311 "Preliminary Results of Central Control Unit Isolation Devices 
Test, Rancho Seco Plant." 

DORFMAN.L.S. Eigen Engineering, Inc. SMD-1 020-86-003. 86/12/30. 14pp. 

39520:054-39520:067. 


\ 
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8702040088 Forwards request for addl info re 860812 & 1016 proposed Rev 1 to 
Amend 138 to License DPR-54 concerning organizational revs & changes to responsi- 
bilities of plant review committee.Description of NRC concerns re changes also end. 
STOLZ.J.F. PWR Project Directorate 6. 87/01/15. WARD.J.E. Sacramento Municipal 
Utility District. 5pp. 39508:080-39508:084. 

8702100088 Advises of plans to take reactor out of cold shutdown & proceed through 
heatup to hot shutdown conditions. Reactor will continue to remain subcritical.Actions 
required in confirmatory action Itrs completed prior to return to power. 

WARD.J.E. Sacramento Municipal Utility District. 87/01/20. MIRAGLIA.F.J. Division of 
Pressurized Water Reactor Licensing - B (post 851125). MARTIN.J.B. Region 5, Office 
of Director. 2pp. 39566:334-39566:335. 

8702100045 Forwards "Safety & Performance Improvement Control Room Mods Audit 
for Rancho Seco Nuclear Generating Station Unit 1 technical evaluation rept.Action 
plan.DCRDR & upgrade of SPDS addressed. 

STOLZ.J.F. PWR Project Directorate 6. 87/02/02. WARD.J.E. Sacramento Municipal 
Utility District. 4pp. 39566:003-39566:088. 

-8611250242 "Safety & Performance Improvement Control Room Mods Audit for 
Rancho Seco Nuclear Generating Station, Unit 1." 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAIC-86/3087. 86/11/06. NRC - No Detailed Affiliation Given. 69pp. 
39566:007-39566:088. 

8702100009 Forwards Amend 83 to License DPR-54 & safety evaluation. Amend in- 
creases setpoint for reactor trip on high pressure to 2,355 psig & arming threshold for 
anticipatory reactor trip on turbine trip from 20% to 45% full power. 

KALMAN, G. PWR Project Directorate 6. 87/02/03. WARD.J.E. Sacramento Municipal 
Utility District. 2pp. 39565:090-39565:101. 

-8702100015 Amend 83 to License DPR-54, revising Tech Specs to increase setpoint 
for reactor trip on high pressure from 2,300 to 2,355 psig & arming threshold for antic- 
ipatory reactor trip on turbine trip from 20% to 45% full power. 

STOLZ.J.F. PWR Project Directorate 6. 87/02/03. 7pp. 39565:092-39565:098. 

-8702100018 Safety evaluation supporting issuance of Amend 83 to License DPR-54. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/03. 3pp. 
39565:099-39565:101. 

8702100243 Forwards request for addl info re 851114 application to amend Tech Specs 
concerning main steam safety valve operability. 

STOLZ.J.F. PWR Project Directorate 6. 87/02/03. WARD.J.E. Sacramento Municipal 
Utility District. 4pp. 39566:325-39566:328. 

8702100388 Extends invitation to participate in NRC Incident Investigation Program 
870311 workshop in Walnut Creek, CA. Statement of workshop purpose & agenda 
end. 

MARTIN.J.B. Region 5, Office of Director. 87/02/04. WARD.J.E. Sacramento Munici- 
pal Utility District. 3pp. 39574:272-39574:274. 


Q. Inspection reports, 9E Bulletins it correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702030075 Responds to SALP Rept 50-312/86-29 for June 1985 - 1986. Clarification 
of weakness identified in rept discussed, including operations functional area & mgt. 
WARD.J.E. Sacramento Municipal Utility District. 86/12/19. MARTIN.J.B. Region 5, 
Office of Director. 32pp. 39475:001-39475:032. 

8702020534 Responds to IE Bulletin 86-002, “Static-O-Ring Differential Pressure 
Switches." No Static-O-Ring Model 102 or 103 switches installed or planned as elec- 
trical equipment important to safety at facility. 

WARD.J.E. Sacramento Municipal Utility District. 87/01/09. MARTIN.J.B. Region 5, 
Office of Director. Ip. 39463:360-39463:360. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc, 110pp. 39446:138- 
39446:248. 

8702020338 Ack receipt of 870109 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-312/86-37. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/01/22. WARD.J.E. Sacramento 
Municipal Utility District. Ip. 39468:119-39468:123. 

-8702020352 Responds to NRC 861212 Itr re violations noted in Insp Rept 50-312/86- 
37.Corrective actions:Procedure AP.44 revised to programmatically control sys turnov- 
er & ensure that all plant procedures written & approved. 

WARD.J.E. Sacramento Municipal Utility District. 87/01/09. MARTIN.J.B. Region 5, 
Office of Director. 4pp. 39468:120-39468:123. 

8702120558 Forwards Insp Rept 50-312/86-38 on 871117-21 & 1208-23 & notice of 
violation. 

PATE.R.J. Region 5, Office of Director. 87/01/22. WARD.J.E. Sacramento Municipal 
Utility District. 2pp. 39629:281-39629:310. 

-8702120565 Notice of violation from insp on 861117-21 & 1208-23. 

RICHARDS, S. Region 5, Office of Director. 87/01/22. Ip. 39629:283-39629:283. 

-8702120575 Insp Rept 50-312/86-38 on 861117-21 & 1208-23. Violation noted:failure 
to include appropriate acceptance criteria for snubber lockup velocity. 

CLARK, C., MELFl.J., WAGNER, W. Region 5, Office of Director. 87/01/12. 26pp. 
39629:284-39629:310. 

8702060440 Ack receipt of 861219 Itr informing NRC of steps taken to correct violations 
noted in NRC 861114 Itr & forwards comments on util disagreement w/certain state- 
ments in rept. Liquid effluent mgt practices subj of ongoing investigation. 

CHAFFEE, A.E. Region 5, Office of Director. 87/01/23. WARD.J.E. Sacramento Munic- 
ipal Utility District. 3pp. 39536:357-39536:359. 


8702030222 Ack receipt of 870119 Itr informing NRC of steps taken to correct violations 
noted in insp.Corrective actions will be reviewed during future insp. 

MONTGOMERY, J.L. Region 5, Office of Director. 87/01/26. WARD.J.E. Sacramento 
Municipal Utility District. Ip. 39478:300-39478:300. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8702240186 Forwards Exam Rept 50-312/OL-87-01 of exam administered on 870107. 
ELIN.J.O. Region 5, Office of Director. 87/02/02. WARD.J. Sacramento Municipal Util- 
ity District. 2pp. 39718:078-39718:081. 

-8702240201 Exam Rept 50-31 2/OL-87-01 on 870107.Exam results:senior reactor op- 
erator passed operating exam.Written exam waived. 

JOHNSTON, G.W., ELIN.J.O. Region 5, Office of Director. 87/01/30. 2pp. 39718:080- 
39718:081. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702250267 Responds to NRC 861028 Itr re violations noted in Insp Rept 50-312/86- 
14.Corrective actions:emergency preparedness dept initiated new tracking sys based 
on IBM AT computer & Procedures AP.509 & AP.51 1 revised. 

WARD.J.E. Sacramento Municipal Utility District. 87/02/05. MARTIN.J.B. Region 5, 
Office of Director. 9pp. 39729:007-39729:015. 

8702170293 Ack receipt of 861223 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-312/86-08. 

K1RSCH.D.F. Region 5, Office of Director. 87/02/06. WARD.J.E. Sacramento Munici- 
pal Utility District. Ip. 39649:153-39649:156. 

8702260193 Forwards Insp Rept 50-312/87-01 on 870105-09 & 0206.No violations 
noted.Notice of violation from Insp Rept 50-312/86-07 also end. 

PATE.R.J. Region 5, Office of Director. 87/02/06. WARD.J. Sacramento Municipal 
Utility District. 2pp. 39745:041-39745:055. 

-8702260205 Notice of violation from insp on 851216-860411. Violations noted:failure to 
establish procedures for loss of 120-volt ac.loss of flux indication & dam failure, 
MILLER, L.F. Region 5, Office of Director. 87/02/06. 2pp. 39745:043-39745:044. 

-8702260224 Insp Rept 50-312/87-01 on 870105-09 & 0206.No violations noted.Major 
areas inspected: Part 21 repts.LERs, generic Itrs, outstanding enforcement & followup 
items.Three violations identified in Insp Rept 50-312/86-07 issued w/rept. 

MELFI.J.F., HON, A., SUH.G.Y. Region 5, Office of Director. 87/02/06. 11pp. 
39745:045-39745:055. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


R. Periodic operating reports & related correspondence 

8702020412 Monthly operating rept for Dec 1986.W/870115 Itr. 

COLOMBO, R. Sacramento Municipal Utility District. 86/12/31. MARTIN.J.B. Region 5, 
Office of Director. 8pp. 39467:279-39467:286. 

8702180316 Forwards "Discharger Self-Monitoring Rept for Jan 1987,” in response to 
830311 request. 

WARD.J.E. Sacramento Municipal Utility District. 87/02/03. STOLZ.J.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 4pp. 39667:090-39667:096. 
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-8702180401 “Discharger Seif-Monitoring Rept for Jan 1987." 

* Sacramento Municipal Utility District. 87/01/31. 3pp. 39667:094-39667:096. 

8702270373 Forwards "Discharger Self-Monitoring Rept” for Jan 1987, per J Stolz 
83031 1 Itr. 

WARD.J.E. Sacramento Municipal Utility District. 87/02/03. MARTIN, J.B. Region 5, 
Office of Director. 4pp. 39793:1 86-39793:1 92. 


S. Reportable occurrences, LER® & related correspondence 

8702020610 Special Rept 87-01 forwarding updated list of nonfunctional fire barriers not 
restored to functional status within 7 days. Since last special rept, 15 breaches re- 
paired, 86 stiff open & 95 added to list. 

WARD.J.E. Sacramento Municipal Utility District. 87/01/19. MARTIN.J.B. Region 5, 
Office of Director. 17pp. 39464:305-39464:321. 

8702020650 LER 85-001 -03:on 850 124, operations personnel found hydrogen monitor 
sys containment isolation valves open.Caused by tagging inconsistency. Cover panels 
added.Post-accicJcnt sampiinc sys operation procedure revised. VV/870 122 itr. 
COLOMBO.R.W., WARD.J.E. Sacramento Municipal Utility District. 87/01/22. 
MARTIN.J.B. Region 5, Office of Director. 4pp. 39468:214-39468:217. 

8702100331 PND-V-87-008:on 870202, valve opened which permitted less than 50 gal- 
lons of primary coolant to enter spray sys & flow out lower header ring.Caused by 
MOVATS maint personnel error while testing valve operator.Areas decontaminated. 
D'ANGELO, A., MILLER, L. Region 5, Office of Director. 87/02/03. Ip. 39574:225- 
39574:225. 


8702250390 LER 87-006-00:on 8701 15, identified listed problems w/motor- operated 
valves (MOV).Caused by lack of program to ensure proper MOV design & post-instal- 
lation configuration control. Control program being developed. W/8702 17 Itr. 
COLOMBO, R.W., WARD.J.E. Sacramento Municipal Utility District. 87/02/17. 11pp. 
39729:087-39729:100. 

8702260066 LER 87-01 1-00:on 8701 17, snubbers found inoperable.Caused by use of in- 
adequate temp acceptance criteria during previous testing.Surveillance procedure 
revised.W/870218 Itr. 

COLOMBO.R.W., WARD.J.E. Sacramento Municipal Utility District. 87/02/18. 
MARTIN.J.B. Region 5, Office of Director. 13pp. 39739:245-39739:257. 

8702260131 LER 87-010-00:on 870119,electrical configuration for RCS high point 
valves found in noncompliance w/10CFR50,App R. Caused by inadequate assess- 
ment of hot short effects. Design of valves will be modified, per 10CFR50,App R.W/ 
870218 Itr. 

COLOMBO, R.C., WARD.J.E. Sacramento Municipal Utility District. 87/02/18. 5pp. 
39753:208-39753:212. 


T. Rearing transcripts on non-antitrust matters 

8702050256 Transcript of Commission 870128 meeting in Washington, DC re status 
briefing on facility.Pp 1-86. Supporting documentation end. 

* Commissioners. 87/01/28. 158pp. 39524:233-39525:029. 


V. Operator Examinations 


8702180095 PNO-V-87-011:on 870204,all four channels of pressurizer level indication 
shared common section of raceway in single fire zone & on 870206,licensee reported 
five more misrouted cables.Caused by personnel errors.Corrective actions taken. 
MILLER, L., D’ANGELO, A. Region 5, Office of Director. 87/02/06. Ip. 39661:200- 
39661:200. 


8702180468 Rev 1 to RO 80-46:on 801104 & 21, overspeed trip lever on turbine for aux- 
iliary feedwater pump P-318 found in tripped position.Cause still undetermined.Start of 
turbine will be attempted prior to resetting device if condition reoccurs. 

WARD.J.E. Sacramento Municipal Utility District. 87/02/09. MARTIN.J.B. Region 5, 
Office of Director. 2pp. 39664:285-39664:286. 

8702180542 LER 87-002-00:on 870 108, determined that one area in existing plant elec- 
trical distribution sys in noncompliance w/ 10CFR50,App R.Caused by original design 
error.lnstructions written & corrective design mods initiated. W/870209 Itr. 
COLOMBO.R.W., WARD.J.E. Sacramento Municipal Utility District. 87/02/09. 
MARTIN.J.B. Region 5, Office of Director. 9pp. 39667:326-39667:334. 

8702180562 LER 87-009-0Q:on 870116 inoperable radiation monitors for reactor coolant 
leakage detection sys, since initial startup in 1974 discovered.Caused by procedural 
deficiency.Present radiation monitors R-15001A - E being replaced. W/870209 Itr. 
COLOMBO.R.W., WARD.J.E. Sacramento Municipal Utility District. 87/02/09. 6pp. 
39667:314-39667:319. 


8702270389 Part 21 & deficiency rept re warped geared limit switch rotors supplied by 
Limitorque Corp. Initially reported on 870205.lnternal occurrence description rept initiat- 
ed. Limitorque Corp will provide itemization of affected plants. 

WARD.J.E. Sacramento Municipal Utility District. 87/02/10. MARTIN.J.B. Reqion 5 
Office of Director. 2pp. 39793:184-39793:185. 


8702200330 LER 87-003-00:on 8701 20, welding work performed in Fire Zones 13 & 75 
required continuous fire watch post.but only hourly fire watch performed by fire protec- 
tion staff.Caused by personnel error. Personnel involved reprimanded.W/87021 2 Itr 

• WAF S' J - E - Sacramento Municipal Utility District. 87/02/12. 
MARTIN.J.B. Region 5, Office of Director. 10pp. 39696:315-39696:324 


8702200424 LER 87-005-00:on 8701 1 3, condensate storage tank level instrument used 
to determine auxiliary feedwater pump capacities during periodic surveillance testinq 
not adequately cafibr.Cause not stated. W/87021 2 Itr. 

Sacramento Municipal Utility District. 87/02/12. 6pp. 

39700:135-39700:140. 


8702240186 Forwards Exam Rept 50-31 2/OL-87-01 of exam administered on 870107. 
ELIN.J.O. Region 5, Office of Director. 87/02/02. WARD.J. Sacramento Municipal Util- 
ity District. 2pp. 39718:078-39718:081. 

-8702240201 Exam Rept 50-31 2/OL-87-01 on 870107.Exam results:senior reactor op- 
erator passed operating exam. Written exam waived. 

JOHNSTON, G.W., ELIN.J.O. Region 5, Office of Director. 87/01/30. 2pp. 39718:080- 
39718:081. 

8702090327 Concurs w/general approach to operator retraining outlined in 861203 
Itr.Operating staff should have had complete training on many revised operating pro- 
cedures which util has stated will be generated in next few months. 

MARTIN.J.B. Region 5, Office of Director. 87/02/03. WARD.J. Sacramento Municipal 
Utility District. Ip. 39558:077-39558:077. 

8702110098 Confirms telcon re arrangements for evaluation of requalification 
program. Evaluation visit scheduled for wk of 870504.Ref mat! requirements for pro- 
gram evaluation & requirements for administration of written exams end. 

PATE.R.J. Region 5, Office of Director. 87/02/03. WARD.J. Sacramento Municipal 
Utility District. 4pp. 39579:317-39579:320. 
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F. Security, medical, emergency & fire protection plan® 

8702020275 Temporary Procedure Change Request 1 for Rev 12 to Procedure 1903.30, 
“Evacuation.” 

* Arkansas Power & Light Co. 87/01/1 2. 2pp. 39453:339-39453:340. 

8702020460 Forwards Rev 3 to emergency plan, per 10CFR50,App E.PIan effectiveness 
not decreased per 1 0CFR5O.54(q).Due to page numbering error, renumbering of Rev 1 
Page xxix to xxixa & inclusion w/current rev requested. 

ENOS.J.T. Arkansas Power & Light Co. 87/01/16. Record Services Branch (Docu- 
ment Control Desk). 4pp. 39449:241-39450:020. 

-8702020470 Rev 3 to “Arkansas Nuclear One Emergency Plan.” 

* Arkansas Power & Light Co. 87/01/05. 127pp. 39449:245-39450:020. 


8702200435 LER 87-004-00:on 8701 14, fire watch prematurely removed in violation of 
Tech Specs.Caused by central alarm station operator error.Operator removed from 
Julies & assigned as field sergeant as disciplinary measure. W/8702 12 Itr. 

• WARD - J - E - Sacramento Municipal Utility District. 87/02/12. 
MARTIN.J.B. Region 5, Office of Director. 7pp. 39700:128-39700:134. 

8702190003 PNS-V-87-001 :on 87021 2, security officer found 18x24-inch drawing on 
ground next to centrally located roadway inside protected area, adjacent to gantry 
of ^A notified. Investigation continuing. 

39683 334 39683 335 ' M ' Re9i0 " °"" ° f 87/02/1 3 ' ^ 


8702120355 Forwards Insp Repts 50-313/86-39 & 50-368/86-39 on 861208-11. Enforce- 
ment conference scheduled on 870212 to discuss apparent violations, reasons for oc- 
currence & corrective actions, per 870107 telcon. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/03. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 39591:114-39591:116. 

-8702120377 Partially withheld Insp Repts 50-313/86-39 & 50-368/86-39 on 861208-11 
(ref 10CFR73.21).Major areas inspected: compensatory measures & security sys 
emergency power supply. Violations noted re adequate vital area barrier. 

CALDWELL, R.A., YANDELL.L.A. Region 4, Office of Director. 87/02/02. Ip. 
39591:116-39591:116. 


8702190354 LER 87-001-00:on 8701 17, fire zone detection & suppression sys disabled 
for grinding work & hourly fire watch instituted instead of continuous fire 
watches.Cau$ed by failure to follow procedure.W/870213 Itr. 

39685 • 321 - 39685 - 325 RD ^ E Sacramento Munici P al Utility District. 87/02/13. 5pp. 

87022(50097 LER 87-008-00:on 8701 1 S.discovered inadequate sequencing of diesel 
generator high pressure pumps during automatic loading.Caused by design 
ww-Dam control procedures implemented W/87021 3 Itr. 

^£•0^39694-022 RD,J,& Sacrament0 Munici P at Utility District. 87/02/13. 6pp. 

87021 3 * ca N f eceiv eP threatening direct attack on site in- 
®*f ecunt y ®y s \ personnel. Licensee declared security alert followed by 
crw AcccD°n u n °tified.!nvestigation continuing. 

fJ RAEEER ' D " SCHUSTER.M. Region 5, Office of Director. 87/02/17. Ip. 39724:064- 
49724:064. 

87 hnmSHa P c^ V l 87 ^ 001 A:0J ] 87021 4 .P r ®!iminary investigation by util determined that 
homemade secunty drawing found unattended on site on 870212 had been made by 
crufimn 6 f OT^Z a *£ ,vesti S atl0n by licensee continuing. 

39728^17^ ^ ’ SC ^USTER,M. Region 5, Office of Director. 87/02/17. Ip. 39728:217- 


8702120002 Notification of significant licensee meeting on 870212 in Region IV ofc to 
conduct enforcement conference on security issues. 

* Region 4, Office of Director. 87/02/05. Region 4, Office of Director. Ip. 39591:109- 
39591:109. 


8702260061 Revised emergency plan implementing procedures.including Rev 1 to 
1903.53, “Logistical Support,” Rev 2 to 1903.54, ^'Requests for Addl Personnel” & 
Rev 2 to 1903.55, "Security for Arkansas Power & Light Co Offsite Facilities." 

* Arkansas Power & Light Co. 87/02/18. 16pp. 39740:184-39740:199. 

8702260080 Rev 2 to Emergency Plan Implementing Procedure 1905.004, "Emergency 
Operations Facility Radiological Controls.” 

* Arkansas Power & Light Co. 87/02/18. 7pp. 39740:095-39740:101. 


8702260087 Revised emergency plan implementing procedures.including Rev 11 to 
1903.61, “Communications Equipment Tests" & Rev 3 to 1903.62, "Communications 
Sys Operating Procedure." 

* Arkansas Power & Light Co. 87/02/18. 24pp. 39740:059-39740:082. 


vi o < w i id unarraes to emergency pian.suDmraea p 
10CFR50.54 & App E to 1 0CFR50.Review findings will be forwarded under separa 


GAGLIARDO.J.E. Region 4, Office of Director. 87/02/23. CAMPBELL, G. Arkansas 
Power & Light Co. 2pp. 39751:180-39751:182. 
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-8702260595 Forwards Rev 3 to emergency plan per 10CFR50,App E, Section V.Rev 
reviewed in accordance w/10CFR50.54(q) & determined not to decrease effective- 
ness of plan. 

ENOS.J.T. Arkansas Power & Light Co. 87/01/16. MARTIN, R.D. Region 4, Office of 
Director. Ip. 39751:182-39751:182. 


8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 


G. Adjudicatory correspondence 

8702130133 Petition for immediate action to relieve undue risk posed by nuclear power 
plants designed by B&W Co.* OLs & CPs for facilities should be suspended until 
listed NRC actions taken. 

WEISS, E.R. Union of Concerned Scientists. #187 2490. 87/02/10. Commissioners. 
60pp. 39634:016-39634:077. 


P. Operating license stag® documents & correspondence 

8612040097 Forwards revised version of integrated implementation plan for tasks in re- 
sponse to NUREG-Q737,Suppl 1. Progress on CR DR, SPDS, emergency operating pro- 
cedures & Reg Guide 1.97 mods described.Next update scheduled for Apr 1987. 
ENOS.J.T. Arkansas Power & Light Co. 86/11/21. MIRAGLIA.F.J. Division of Pressur- 
ized Water Reactor Licensing - B (post 851125). 4pp. 38809:013-38809:017. 

8702050530 Submits response to Reg Guide 1.97 SER open item to resolve concerns 
re containment sump water temp instrumentation. Existing instrumentation adequate 
to monitor operation of containment cooling sys. 

ENOS.J.T. Arkansas Power & Light Co. 87/01/23. STOLZ.J.F. PWR Project Director- 
ate 6. 2pp. 39521:278-39521:279. 

8702090378 Advises that PORV PSV-1000 & Block Valve CV-1000 added to inservice 
testing program outline, per 860703 Itr. Procedures being revised to reflect 
additions. Revs expected to be completed by Mar 1987. 

ENOS.J.T. Arkansas Power & Light Co. 87/01/30. STOLZ.J.F. PWR Project Director- 
ate 6. Ip. 39556:207-39556:207. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 

g encv Escape Self-Contained Breathing Apparatus." W/o svc list. 
iEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702030252 Informs that response to Insp Repts 50-313/86-31 & 50-368/86-31 will be 
forwarded by 87021 3.Util unable to complete response & obtain necessary reviews 
within 30-day time period. 

ENOS.J.T. Arkansas Power & Light Co. 87/01/12. GAGLIARDO.J.E. Region 4, Office 
of Director. Ip. 39478:325-39478:325. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702100400 Forwards response to Violation B noted in Insp Repts 50-313/86-25 & 50- 
368/86-26.Violation A resolved.per App A of NRC 861006 Itr.Corrective 
actions:procedures for control of site contractors & contract administration revised. 
ENOS.J.T. Arkansas Power & Light Co. 87/01/21. GAGLIARDO.J.E. Region 4, Office 
of Director. 3pp. 39573:277-39573:279. 

8702100008 Forwards Insp Repts 50-313/86-40 & 50-368/86-40 on 861201-31.No vio- 
lations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/01/23. CAMPBELL, T.G. Arkansas 
Power & Light Co. 2pp. 39570:123-39570:137. 

—8702100027 Insp Repts 50-313/86-40 & 50-368/86-40 on 861 201-31. No violations or 
deviations noted.Major areas inspected: operational safety 

verification, maint.surveillance, followup on IE bulletins & followup on allegation. 
JOHNSON, W.D., HARBUCK.C.C., HUNTER, D.R. Region 4, Office of Director. 87/01/ 
27. 13pp. 39570:125-39570:137. 


8702090277 Ack receipt of 861226 Itr informing NRC of steps taken to correct violations 
noted in Safety Sys Functional Insp Rept 50-313/86-01 & proposed imposition of civil 
penalty (Enforcement Action 86-151).Results of review will be sent. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). 87/02/04. ENOS.J.T. 
Arkansas Power & Light Co. 2pp. 39565:046-39565:047. 

8702260022 “Steam Generator Tubing Inservice Insp Rept for Seventh Refueling 
Outage." W/870204 Itr. 

ENOS.J.T. Arkansas Power & Light Co. 87/02/04. 10pp. 39737:219-39737:228. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702110153 Insp Repts 50-313/86-35 & 50-368/86-35 canceled.Rept numbers will not 
be used. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/06. CAMPBELL, G. Arkansas 
Power & Light Co. Ip. 39579:321-39579:321. 

8702250119 Forwards response to violation noted in Insp Rept 50-313/86-22.Corrective 
actions:svc water procedure valve lineup revised & valve exception sheets forwarded 
to operations technical supervisor for review. 

ENuS.J.T. Arkansas Power & Light Co. 87/02/06. GAGLIARDO.J.E. Region 4, Office 
of Director. 4pp. 39724:103-39724:106. 

8702120267 Ack receipt of 861230 Itr informing NRC of delay experienced in correcting 
violations noted in Insp Repts 50-313/86-39 & 50-368/86-39.NRC will continue to 
monitor progress toward 870215 completion of items. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/09. CAMPBELL, G. Arkansas 
Power & Light Co. Ip. 39591:083-39591:084. 

8702170509 Ack receipt of 870121 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/86-25 & 50-368/86-26. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/02/10. CAMPBELL.G. Arkansas 
Power & Light Co. Ip. 39654:289-39654:292. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190473 Ack receipt of 861219 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/86-26 & 50-368/86-27. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/12. CAMPBELL.G. Arkansas 
Power & Light Co. Ip. 39678:277-39678:281. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas " Svc list end 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8702110350 Requests 30-day extension for response to 870109 request for addl info re 
Violations 50-313/86-18-02 & 50-368/86-19-02 noted in Insp Repts 50-313/86-18 & 
50-368/86-1 9.Resources will be dedicated to INPO plant audit from 870126-0207. 
ENOS.J.T. Arkansas Power & Light Co. 87/01/28. GAGLIARDO.J.E. Region 4, Office 
of Director. Ip. 39584:294-39584:294. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end, „ _ 4 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 


8702120355 Forwards Insp Repts 50-313/86-39 & 50-368/86-39 on 861208-11. Enforce- 
ment conference scheduled on 870212 to discuss apparent violations, reasons for oc- 
currence & corrective actions, per 870107 telcon. _ 

GAGLIARDO.J.E Region 4, Office of Director. 87/02/03. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 39591:114-39591:116. 

-8702120377 Partially withheld Insp Repts 50-313/86-39 & 50-368/86-39 on 861208-11 
(ref 10CFR 73.21). Major areas inspected: compensatory measures & security sys 
emergency power supply. Violations noted re adequate vital area barrier. 

CALDWELL, R.A., YANDELL.L.A. Region 4, Office of Director. 87/02/02. Ip. 
39591:116-39591:116. 


8702260297 Forwards Exam Rept 50-31 3/OL-87-01 of exams administered during wk of 
870209. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/20. CAMPBELL.T.G. Arkansas 
Power & Light Co. Ip. 39751:133-39751:179. 

-8702260309 Exam Rept 50-31 3/OL-87-01 on 870209-1 3.Exam results:all seven senior 
reactor operators passed exams.Exam end. 

PELLET, J.L., COOLEY, R.A. Region 4, Office of Director. 87/02/20. 46pp. 39751:134- 
39751:179. 


S. Reportable occurrences, LERa & related correspondence 

8702090083 LER 86-007-00:on 861 221 .set pressure verification tests showed pressuriz- 
er code safety valves PSV-1001 & PSV-1002 w/ incorrect settings. Root cause of 
event under investigation. Valve PSV-1001 adjusted & other valve replaced.W/870122 
Itr. 

ROGERS, P.C., ENOS.J.T. Arkansas Power & Light Co. 87/01/22. 5pp. 39550:333- 
39550:337. 

8702110270 LER 86-008-00:on 861 231, reactor tripped on high RCS pressure from 25% 
power.Caused by reduction of feedwater during troubleshooting of integrated control 
sys.Module in RCS average temp correction circuitry replaced. W/ 870202 Itr. 
ROGERS.P.C., ENOS.J.T. Arkansas Power & Light Co. 87/02/02. 5pp. 39585:024- 
39585:028. 


V. Operator Examinations 

8702260297 Forwards Exam Rept 50-313/OL-87-01 of exams administered during wk of 
870209. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/20. CAMPBELL, T.G. Arkansas 
Power & Light Co. Ip. 39751:133-39751:179. 
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r ®|.^o^ r ^^Pas^ 5 e' ) | 1 ms.Exa 8 m eno?" e70209 ' 13 - Exam resultsall seven senior 
39751M79 ’ C00LEYRA Re 9 ion 4 ' Office <=f Director. 87/02/20. 46pp. 39751:134- 

DOCKET 50-315 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 1 

F. Security, medical, emergency & fire protection plans 

util response ^83ii?? reS j n h ® vent { of fire - b assd on 

dorses technical evaluation rept bv BNL ^ safety evaluation. SER en- 

Indiana & Michi- 

39485:209. ’ ' Amencan Electric Power Service Corp. 2pp. 39485:193- 

MRC No Detailed Affiliation Given. 87/01/28. 2pp. 39485:195-39485:196. 

Reactor LicensSi^-Afrosfsll 1 Pressuriz ® d Wa, ®r 
8702050181 Forwards SALP Rapls 50-315/86-07 & 50-316/8M7 from Oct 1985 - Sep, 

Powefservice cS^&SRj E* iSasE *"•*»■" Electric 

39521:239. ina ‘ ana * Michigan Electric Co. 2pp. 39521:195- 

aa£rSaSKa.wjB 

HIND.J.A. Region 3, Office s, "f" 30 *** 

SSSwT" °* P - D0UNJ ' E lndia " a 4 Michigan^i^'lo^p^sS 

87 p^lt S ol F mc r 870m Itr addressing^revl^v^^Retffs^o^ASP^. 8 ^' 81 ^ initia,8d 
(Document Control Desk). 3pp. 39568:149-39568:151. 4 ' Document Control Branch 

Sm 1 " C f . han 9® n prcvidl°s mo V re°delJ’l^ P guidance re oonsiS^^ Radiological Assess- 
occct *• HKER.A. Indiana & Michigan Electric Co. 87/02/05. 5pp 


39661:253-39661:257.*' ER,A * !ndiana & Michigan Electric Co. 87/02/05. 5pp. 

” EPRlot^ProUfee' AcMon ] Pr0Cedure PMP 2081 
Indiana 4 Michigan Electoc Co. 877»2lpp^K n 3 d 9 ^ :14a 

equipmentAdvises that space wjlftreTreseived on S t?nth* 1 ° n ° f ,elecol ™™nication 
comm U nica,,on towers to? NRC 

(aSj'mem&ntroi" Ctesk). 3pp h l£680:ra2-3M80?034. 2/ ° 6 ' Document Control Branch 

planf^r DL w!ggiriton7equestTnfo n incIu(tes 9 |oratLi7nM 0r0l09i f al measur ' n 9 sys at 
SfSfflS** “ operational 5 characteristics °< inWmen- 

(Documeiit ControU3esk). 4^' 39644^^^9644 87 g7 2794 ‘ Secernent Control Branch 

(D^tumem (Srtrol MB&masJsg 02 ' 1 *' Document Control Branch 

^^'^? d ^^,|!F^ P ^ 8 r fl 'PP 0p, loo a< ^ ,h ^ < D > '" n Capab " ity Assessment, Proposed Mods 4 
Indtana 6 Mtohigan Electric Co. 87/12/31. , ,400pp. 39681:084-39683:259. 


8702130353 Grants util 870109 request to withdraw 84i om 0 nnr *• 

Licenses DPR-58 & DPR-74 re reactor coolant loops^f R?fi 0n , for . amends to 
application for amends to OL end. ps.uraft FR notice of withdrawal of 

WIGGINTON.D.L. PWR Project Directorate 4 87/02/0? noi am j 
KS g” C °- D0WNJ - American E, ® dWd Power^ServkS^Corp' 4^ 39639^ 

WIG^^oi°Sf *3F®F 3 °^ b ^ |S< °n cc™ d a96nda f0r meetin9 dUrin9 Wk 01 

WIGG NTON.D.L. PWR Project Directorate 4. 87/02/0Q nos am i i 
39644:?33. IC Ca D0LANJ ' America " “ Powe^Sento^; 3^39^ 

" S cafcommunic“on DR E '' alua,iona ' Phaa ® a W-V.DC Cook Units 1 4 2." informal teohni- 

lna) ER NR&03?82?096 A 87/M7 O 06 S RAM?REZR NRC (f ?to Del A PP lica,i °ns, 

11pp. 39644:123-39644:133. ’ • ' No Detailed Affiliation Given. 

8702170230 Notification of 870223-27 meetinas w/.it.i rv^ c 
Science Applications Inti Corp at util Columbus n£ ’ ,E * SS ? X ’ Westl 'nghouse & 

W?GGlNTn^1 Preimplementatioifaudit & at pant s,te to discuss 

Prc^t^Directorate ^Spp^SMSgiosMgKaoag 87702710 ' Y<3lJ NGBLOOD,B.J. PWR 

of surveillance 1 of ice bSkeTwelgWngs^ untnu^OTikio’^Suenn 1 3 T® ,0r P erfom ance 
quested bv 870507.Fee paid. 9 upcoming refueling outages. Response re- 

ALEXICH.MP. Indiana & Michigan Electric Co 87/n?/m ~ 

(Document Control Desk). 6pp. 39662:225-39662-241 Document Control Branch 

-8702180406 Proposed Tech Specs 4651b2 « 
veillance of ice basket weighings & flow* passaaein^n 51 b-3 re rec * u,rem ents for sur- 
Indiana 4 Michigan Beetle So. 

Q. Inspection reports, IE Bulletins & correspondence 

5 — 

02. Consolidated Edison Co° onsjew 1 York, n | w?3^p. n 3952&230-39525^^° * 82/09/ 
Fuel.’^Svc listened 0 *' 08 87 "° 04, Dlesel Generator Fails Test Because of Degraded 

.lORn/lW C i *.x r- _ w 


iniDn oiiui. - ui luwgrauea 


S7 |ractor 2 elnp 8 oyee before rtoming^l^wOTk^DTOun^ntTlion 8 ^?^ ° f a ' C ° ho1 by con ‘ 

«isfe*ssr of ,nves,, ‘ 

3 P 9 °sT 2 r : 2 S 9 r C8 °°^ D0LAN ’ J E ' lndiana 4 ^icNgan 0 ?,^ Co 

8702050181 Forwards SALP Repts 50-315/86-07 4 50-316/86-07 from Oct 1985 - Sep. 

1 98 2 6°Categor^ AL a P ssmed S fo^outa^es 6 ! Cafego^ tssra^d 'r™™ ° Ct 1985 ' S«Pt 
Region 3. Office of Director. 87/01 /28. 43pp 9 3952“ 1 9 9 7 § d 5 | 1 r .|®™ 0l,lances - 

o 2 |I?uritJ p?rfo?4ncf improved Sg 5 ®" 3 ® 11 4 T J MaOeOa re status 

fted ih end, should be continued until 870630 RA«rwAp evGra sec * ,ons PIP.as identi- 
HWD.J.A. Region 3, O«iceofSi;ector87/0?/?Sm?Z S 7^ W f 30 da 7 s - 

3%:3^ Ce COrp ' °° WN ' J - E - “hi & Mlchlgan^K lo.^TpISsS 

*^^3^ffi>wS?L^rt^pl2£rsStSaf , SS to Dow-Pressure Svc Water Sys 
39525i33^ 7/ ' 01788 ' O ^o a s° kda f®* d f ^' s ®f^^^? < of a Ntov? 

"ESS" C ln '° N °' iCe 87 -°° 5 ’ " Miswiri ®9 WesUnghouse Rod Control Sys." Svc 
8 10-yr interval inservico 

yW® relat6d - lY 

l^olfn^ C0 ' ^ American 
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87020201 35 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702180391 Application for amend to License DPR-58, extending time for performance 
of surveillance of ice basket weighings until upcoming refueling outages. Response re- 
quested by 870507. Fee paid. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 87/02/10. Document Control Branch 
(Document Control Desk). 6pp. 39662:225-39662:241 . 

-8702180406 Proposed Tech Specs 4.6.5.1.b.2 & 4.6.5.1.b.3 re requirements for sur- 
veillance of ice basket weighings & flow passage insp. 

* Indiana & Michigan Electric Co. 87/02/10. 11pp. 39662:231-39662:241. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end, 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702200009 Informs of status of IE Bulletins 83-01 & 83-04 for listed plants.Based on 
verbal confirmation that insp repts final, closeouts for Cook, Kewaunee & Point Beach 
may be closed. 

BAER.R.L. Engineering & Generic Communications Branch. NRC-05-85-1 57-02. 87/ 
02/17. DEAN.R.S. Parameter, Inc. 2pp. 39725:021-39725:022. 

8702260441 Forwards Safety Insp Repts 50-315/87-03 & 50-316/87-03 on 861216- 
870126 & notice of violation. 

GULDEMOND.W.G. Region 3, Office of Director. 87/02/19. DOLAN, J.E. American 
Electric Power Service Corp. DOLAN, J.E. Indiana & Michigan Electric Co. 2pp. 
39755:188-39755:205. 

-8702260449 Notice of violation from insp on 861216-870126. 

GULDEMOND.W.G. Region 3, Office of Director. 87/02/18. Ip. 39755:190-39755:190. 

-8702260456 Insp Repts 50-315/87-03 & 50-316/87-03 on 861216-870126. Violations 
noted:untimely return to svc testing & inappropriate surveillance test acceptance crite- 
ria. 

BURGESS, B.L. Region 3, Office of Director. 87/02/18. 15pp. 39755:191-39755:205. 


S. Reportable occurrences, LERs & related correspondence 

8702030171 Forwards “Potential Containment Airlock Window Failure Due to Radi- 
ation," engineering evaluation reptAcceptability of airlock windows re DBA should be 
rereviewed by NRh as part of Severe Accident Program. 

ISRAEL, S. Reactor Operations Analysis Branch. 87/01/21. RUBIN, S. Reactor Oper- 
ations Analysis Branch. 2pp. 39485:112-39485:122. 

-8702030195 Forwards "Potential Containment Airlock Window Failure Due to Radi- 
ation,” engineering evaluation repLAddl info should be obtained & reviewed & accept- 
ability of airlock windows re design basis & severe accidents should be verified. 
HEBDON.F.J. AEOD, Director’s Office. 87/01/21. VOLLMER.R. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 3pp. 39485:114-39485:122. 

-8702030206 “Potential Containment Airlock Window Failure Due to Radiation," engi- 
neering evaluation rept. 

ISRAELS. AEOD, Director’s Office. 87/01/21. 6pp. 39485:117-39485:122. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.List of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 

8702110142 LER 87-001 -00:on 8701 12, determined that calibr of radioactive liquid efflu- 
ent monitors did not literally comply w/Tech Spec Surveillance Requirement 
4.3.3.9.2.Caused by misinterpretation of ^measurement range." W/870206 Itr. 
KRIESEL,T.A., SMITH, W.G. Indiana & Michigan Electric Co. 87/02/06. 5pp. 
39590:316-39590:320. 

8702250466 Part 21 rept listing plants furnished w/penetration assemblies & noting 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J.C. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 


V. Operator Examinations 

8702050181 Forwards SALP Repts 50-315/86-07 & 50-316/86-07 from Oct 1985 - Sept 
1986. 

KEPPLER.J.G. Region 3, Office of Director. 87/01/28. DOLAN, J.E. American Electric 
Power Service Corp. 2pp. 39521:195-39521:239. 


-8702050188 SALP Repts 50-315/86-07 & 50-316/86-07 from Oct 1985 - Sept 
1 986.Category 1 assigned for outages & Category 2 assigned for surveillances. 

* Region 3, Office of Director. 87/01/28. 43pp. 39521:197-39521:239. 


DOCKET 50-316 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency it fir© protection plans 


8702030513 Forwards SER re alternative shutdown procedures in event of fire, based on 
util response to outstanding issues identified in 831122 safety evaluation.SER en- 
dorses technical evaluation rept by BNL. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 87/01/28. DOLAN, J. Indiana & Michi- 

§ an Electric Co. DOLAN, J. American Electric Power Service Corp. 2pp. 39485:193- 
9485:209. 

-8702030532 SER supporting util 860606 response to 831122 SER re procedures for 
post-fire remote emergency shutdown outside control room. 

* NRC - No Detailed Affiliation Given. 87/01/28. 2pp. 39485:195-39485:196. 

—8702030539 "Review of App R Procedures for Post-Fire Remote Emergency Shut- 
down Outside Control Room, DC Cook Nuclear Plant Units 1 & 2," technical evaluation 
rept. 

FRESCO, A. Brookhaven National Laboratory. 86/11/06. Division of Pressurized Water 
Reactor Licensing - A (post 851125). 13pp. 39485:197-39485:209. 

8702050181 Forwards SALP Repts 50-315/86-07 & 50-316/86-07 from Oct 1985 - Sept 
1986. 

KEPPLER,J.G. Region 3, Office of Director. 87/01/28. DOLAN.J.E. American Electric 
Power Service Corp. 2pp. 39521:195-39521:239. 

-8702050188 SALP Repts 50-315/86-07 & 50-316/86-07 from Oct 1985 - Sept 
1 986.Category 1 assigned for outages & Category 2 assigned for surveillances. 

* Region 3, Office of Director. 87/01/28. 43pp. 39521:197-39521:239. 

8702050264 Advises of 861224 discussion between F Arsenault & TJ Madeda re status 
of security performance improvement program (PIP). Several sections of PIP, as identi- 
fied in end, should be continued until 870630.Response requested within 30 days. 
HIND.J.A. Region 3, Office of Director. 87/01/28. DOLAN.J.E. American Electric 
Power Service Corp, DOLAN.J.E. Indiana & Michigan Electric Co. 3pp. 39513:355- 
39513:357. 


8702100076 Forwards Rev 14 to modified amended security plan (MASP).Rev initiated 
as result of NRC 870108 Itr addressing review of Rev 13 to MASP & identification of 
items unacceptable under 1QCFR50.54(p).Rev withheld (ref 10CFR73.21). 
ALEXICH.M.P. Indiana & Michigan Electric Co. 87/02/04. Document Control Branch 
(Document Control Desk). 3pp. 39568:149-39568:151. 

8702180024 Change 1 to Rev 0 to PMP 2081 EPP.303, “Offsite Radiological Assess- 
ment.” Change provides more detailed guidance re consideration of forecast meteor- 
ology in development of protective action recommendations. 

SIMMS, R., PTACEK.R., BARKER.A. Indiana & Michigan Electric Co. 87/02/05. 5pp. 
39661:253-39661:257. 


8702180489 Rev 1 to Plant Manager Procedure Emergency Plan Procedure PMP 2081 
EPP.305, "Protective Action Recommendations," W/ revised index. 

* Indiana & Michigan Electric Co. 87/02/05. 25pp. 39664:122-39664:146. 

8702110022 Forwards cost estimate for installation of telecommunication 
equipment.Advises that space will be reserved on both emergency operation facility 
communication towers for NRC telecommunication equipment per NrC 860909 re- 
quest. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 87/02/06. Document Control Branch 
(Document Control Desk). 3pp. 39580:032-39580:034. 

8702130420 Submits addl info re enhancement of meteorological measuring sys at 
plant, per DL Wigainton requestlnfo Includes location of towers, location of instrumen- 
tation on towers & operational characteristics of enhanced svs. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 87/02/06. Document Control Branch 
(Document Control Desk). 4pp. 39644:164-39644:167. 

8702180030 Rev 1 to PMP 2080 EPP.107, “Notification of Plant Personnel." 

SIMMS, R. Indiana & Michigan Electric Co. 87/02/11. 26pp. 39661:226-39661:251. 

8702190212 Forwards draft Rev 1 to “Safe Shutdown Capability Assessment, Proposed 
Mods & Evaluations, 10CFR50, App R, Section III.G." Submittal of final rept anticipated 
by 870320. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 87/02/12. Document Control Branch 
(Document Control Desk). Ip, 39681:082-39683:259. 

-8702190215 Draft Rev 1 to "Safe Shutdown Capability Assessment, Proposed Mods & 
Evaluations, 1 0CFR5O,App R, Section III.G." 

* Indiana & Michigan Electric Co. 87/12/31. 1,400pp. 39681:084-39683:259. 


P. Operating license stag® documents & correspondence 


8702060146 Partial response to FOIA request for SECY papers re environ 
qualification.App B documents available in PDR.App C & D documents partially & 
completely withheld, respectively (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/02. WIILIAMS.O.G. JRA As- 
sociates. 6pp. 39548:062-39548:077. 

-8702060191 Partially withheld SECY paper re extension of environ qualification 
851130 deadline.Recommends that Commission issue end order re deadline exten- 
sion for facility.W/o end. 

FITZGERALD, J.A. Office of the General Counsel. SECY-85-339A. 85/11/15. 2pp. 
39548:076-39548:077. 
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870206036 7 Forwards rept on control rooms, based on survey conducted on 860915-19 
to evaluate operation of control room ventilation sys. Listed conclusions include 
changes to Tech Specs to be consistent w/TMl Item III.D.3.4.JW Driscoll 861124 Itr 
end. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 87/02/0 2. DOLAN, J. Indiana & Michi- 
gan Electric Co. DOLAN, J. American Electric Power Service Corp. 17pp. 39546:270- 
39546:302. 

-8702060376 Trip rept of 860915-19 site visit re Generic Issue 83 concerning control 
room habitability. 

DRISCOLL.J.W. Argonne National Laboratory - Argonne West. FIN A-2328. 86/11/24. 
HAYES, J. Office of Nuclear Reactor Regulation, Director (post 851125). 16pp. 
39546:287-39546:302. 

8702130353 Grants util 870109 request to withdraw 841203 application for amends to 
Licenses DPR-58 & DPR-74 re reactor coolant loops.Draft FR notice of withdrawal of 
application for amends to OL encl. 

WIGGINTON.D.L. PWR Project Directorate 4. 87/02/02. DOLAN, J. Indiana & Michi- 
gan Electric Co. DOLAN, J. American Electric Power Service Corp. 4pp. 39639:249- 
39639:252. 

8702130341 Forwards preliminary findings & proposed agenda for meeting during wk of 
870223 to discuss util 861 230 submittal on DCRDR. 

WIGGINTON.D.L. PWR Project Directorate 4. 87/02/09. DOLAN, J. Indiana & Michi- 
gan Electric Co. DOLAN, J. American Electric Power Service Corp. 3pp. 39644:120- 
39644:133. 

-8702130357 "DCRDR Evaluations, Phases lll-V.DC Cook Units 1 & 2," informal techni- 
cal communication. 

LINER, R.T. Science Applications International Corp. (formerly Science Applications, 
Inc.). NRC-03-82-096. 87/02/06. RAMIREZ, R. NRC - No Detailed Affiliation Given. 
11pp. 39644:123-39644:133. 

8702170230 Notification of 870223-27 meetings w/ util, Comex, Essex, Westinghouse & 
Science Applications Inti Corp at util Columbus, OH ofc & at plant site to discuss 
DCRDR findings & to perform preimplementation audit. 

WIGGINTON.D.L. PWR Project Directorate 4. 87/02/10. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 3pp. 39659:080-39659:082. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Resoirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained 3reat"*ng Asca r atus." W/o svc list. 

DEYOUNG, R.C. Office of inspection & Enforcement, Director (Pcs: 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702050211 Forwards, for review & action, allegation re alleged use of alcohol by con- 
tractor employee before coming to work. Documentation supporting results of investi- 
gation should be maintained onsite. Encl withheld (ref 10CFR2. 790(a)(7)). 

HIND.J.A, Region 3, Office of Director. 87/01/27. DOLAN, J.E. American Electric 
Power Service Corp. DOLAN, J.E. Indiana & Michigan Electric Co. 2pp. 39512:296- 

OQCHO.OOT r 


8702050181 Forwards SALP Repts 50-315/86-07 & 50-316/86-07 from Oct 1985 - Sept 
1 986. 

KEPPLER.J.G. Region 3, Office of Director. 87/01/28. DOLAN, J.E. American Electric 
Power Service Corp. DOLAN, J.E. Indiana & Michigan Electric Co. 2pp. 39521:195- 

onco't.'iofi 


-8702050188 SALP Repts 50-315/86-07 & 50-316/86-07 from Oct 1985 - Sept 
1 986.Category 1 assigned for outages & Category 2 assigned for surveillances. 

* Region 3, Office of Director. 87/01/28. 43pp. 39521:197-39521:239. 


8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New Yon; sr.c. ioSoc 39575-032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list encl. s 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp 39528*251- 
39528:357. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702*134- 
39702:227. 

8702110131 IE Info Notice 87-011, "Encl of Vital Equipment Within Designated Vital 
Areas." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702*228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691*156- 
39691:265. H 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784*116- 
39784:224. 

8702200009 Informs of status of IE Bulletins 83-01 & 83-04 for listed plants.Based on 
verbal confirmation that insp repts final, closeouts for Cook, Kewaunee & Point Beach 
may be closed. 

BAER.R.L. Engineering & Generic Communications Branch. NRC-05-85-1 57-02. 87/ 
02/17. DEAN.R.S. Parameter, Inc. 2pp. 39725:021-39725:022. 

8702260441 Forwards Safety Insp Repts 50-315/87-03 & 50-316/87-03 on 861216- 
870126 & notice of violation. 

GULDEMOND.W.G. Region 3, Office of Director. 87/02/19. DOLAN, J.E. American 
Electric Power Service Corp. DOLAN, J.E. Indiana & Michigan Electric Co 2dd 
39755:188-39755:205. 

-8702260449 Notice of violation from insp on 861216-870126. 

GULDEMOND.W.G. Region 3, Office of Director. 87/02/18. Ip. 39755:190-39755:190. 

-8702260456 Insp Repts 50-315/87-03 & 50-316/87-03 on 861216-870126. Violations 
noted:untimely return to svc testing & inappropriate surveillance test acceptance crite- 
ria. 

BURGESS, B.L. Region 3, Office of Director. 87/02/18. 15pp. 39755:191-39755:205. 


S. Reportable occurrences, LERs & related correspondence 

8702030171 Forwards "Potential Containment Airlock Window Failure Due to Radi- 
ation," engineering evaluation rept. Acceptability of airlock windows re DBA should be 
rereviewed by NRR as part of Severe Accident Program. 

ISRAEL.S. Reactor Operations Analysis Branch. 87/01/21. RUBIN, S. Reactor Oper- 
ations Analysis Branch. 2pp. 39485:1 12-39485:122. 

-8702030195 Forwards “Potential Containment Airlock Window Failure Due to Radi- 
ation,” engineering evaluation rept.Addl info should be obtained & reviewed & accept- 
ability of airlock windows re design basis & severe accidents should be verified. 
HEBDON.F.J. AEOD, Director’s Office. 87/01/21. VOLLMER.R. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 3pp. 39485:114-39485:122. 


8702050264 Advises of 861224 discussion between F Arsenault & TJ Madeda re status 
of security performance improvement program (PIP). Several sections of PIP, as identi- 
fied in encl, should be continued until 870630-Response requested within 30 days 
HIND, J A. Region 3, Office of Director. 87/01/28. DOLAN.J.E. American Electric 
Power Service Corp. 3pp. 39513:355-39513:357. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525*233- 
39525:339. 

8701220053 IE info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8702040154 Forwards request for add! info re Rev 1 to second 10-yr interval inservice 
insp program plans to determine compliance w/l0CFR50.55a. Questions related only 
to inservice insp.Pump & valve testing not progressed to question staqe 
YOUNGBLOOD, B.J. PWR Project Directorate 4. 87/02/02. DOLAN, J. Indiana & Michi- 
gan Electric Co. DOLAN, J. American Electric Power Service Corp. 11pp. 39508:095- 
39508:105. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list encl. 

JORDAN.E.L Division of Emergency Preparedness & Engineerinq Response (Post 
^Th 87/02/03 - Conso,idat ^ Edison Co. of New York, Inc108pp 39548:212- 

8702090092 Responds to NRC 861224 Itr re violations noted in Insp Repts 50-315/86- 
4 ? ll & . 5 p- 31 6/86-43 on 861201-05.Corrective actions: QA program description in FSAR 
^ 9 > ra P hs ^Bty : reiated structures or components are safety-related. 

ALEXICH.MP. Indiana & Michigan Electric Co. 87/02/03. COOK.D.C. Document Con- 
trol Branch (Document Control uesk). 5pp. 39549:180-39549:184. 


-8702030206 "Potential Containment Airlock Window Failure Due to Radiation,” engi- 
neering evaluation rept. 

ISRAEL.S. AEOD, Director’s Office. 87/01/21. 6pp. 39485:117-39485:122. 

87021 10067 Summary of Operating Reactors Events Meeting 87-03 on 870202.List of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs encl. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. K 

8702260220 LER 86-029-01 :on 861024 review of overdue listing identified six degraded 
voltage relays associated w/4 kV buses delinqent in calibr by 8 months.Probably 
caused by program/ software error.Relays calibr. W/87021 7 Itr. 

BEILMAN.T.P., SMITH, W.G. Indiana & Michigan Electric Co. 87/02/12. 6pp. 
39745:085-39745:090. 

8702250466 Part 21 rept listing plants furnished w/penetration assemblies & noting 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J.C. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 

8702250430 Special rept:on 87021 2, fire protection sys inoperable for more than 14 days 
due to incomplete calibr procedure.Caused by scheduling methodology & personnel 

error. Fire detection sys returned to operation on 870212. 

SMITH, W.G. Indiana & Michigan Electric Co. SMITH, W.G. American Electric Power 
Service Corp. 87/02/19. Document Control Branch (Document Control Desk). 2pp. 


V. Operator Examinations 

87 p2p50181 Forwards SALP Repts 50-315/86-07 & 50-316/86-07 from Oct 1985 - Sept 
1986. 

KEPPLER.J.G. Region 3, Office of Director. 87/01/28. DOLAN.J.E. American Electric 
Power Service Corp. 2pp. 39521:195-39521:239. 
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-8702050188 SALP Repts 50-315/86-07 & 50-316/86-07 from Oct 1985 - Sept 
1986.Category 1 assigned for outages & Category 2 assigned for surveillances. 

* Region 3, Office of Director. 87/01/28. 43pp. 39521:197-39521:239. 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8702020596 Forwards revs to emergency plan implementing procedures, including Rev 
1 to EPIP 4.1. 3.3, “Core Damage Assessment Using Core Exit Thermocouples" I Rev 
1 to EPIP 4.1. 3.5, “Core Damage Assessment Using Radiological Analysis....” 

* Baltimore Gas & Electric Co. 87/01 /20. 32pp. 39464:042-39464:073. 

8702030028 Cancels Emergency Response Plan Implementing Procedures ERPIP 
4.4.2, ERPIP 4.4.5, ERPIP 4.4.6, ERPIP C.2 & ERPIP C.3. Procedures addressed 
elsewhere, as listed in end Itr. 

* Baltimore Gas & Electric Co. 87/01/20. Document Control Branch (Document Con- 
trol Desk). 2pp. 39472:357-39472:358. 

8702040135 Revised emergency response plan implementing procedures, including Rev 
9 to ERPIP 4.4.1 re dose calculations, Rev 10 to ERPIP 4.4.3 re radioactivity release 
calculations & Rev 9 to ERPIP 4.4.4 re meteorological data. 

* Baltimore Gas & Electric Co. 87/01/20. 67pp. 39495:095-39495:161. 

8702030455 Ack receipt of 861203 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-317/86-16 & 50-31 8/86-1 6.Second corrective action re rev to 
physical security plan being reviewed for acceptability. 

MARTIN.T.T. Region 1, Office of Director. 87/01/27. COSS.H.D. Baltimore Gas & 
Electric Co. 2pp. 39481:148-39481:149. 

8702060395 Forwards Insp Repts 50-317/86-19 & 50-318/86-19 on 861201- 
870112.No violations noted.Concerns re preservation of design requirements during 
svc water sys mods & possible weaknesses in component environ qualification ex- 
pressed. 

WENZINGER.E.C. Region 1, Office of Director. 87/01/27. TIERNAN.J.A. Baltimore 
Gas & Electric Co. 2pp. 39536:321-39536:345. 


-8702130199 Safety evaluation supporting CEN-161(B)-P,Suppl 1-P, "Improvements to 
Fuel Evaluation Model.” Mods to fission gas release & fuel thermal expansion models 
acceptable. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/04. 9pp. 
39644:024-39644:032. 

8702130285 Forwards safety evaluation of util 860123 & 1229 responses to 
10CFR50.61 re PTS.Util must submit reevaluation of resistance temp PTS & compari- 
son to predicted value w/future pressure-temp submittals.Matl properties acceptable. 
MCNEIL, S.A. PWR Project Directorate 8. 87/02/04. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 3pp. 39643:186-39643:193. 

-8702130296 Safety evaluation re projected values of matl properties for fracture tough- 
ness requirements for protection against PTS events.Util must submit reevaluation of 
resistance temp PTS. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/04. 5pp. 
39643:189-39643:193. 

8702130233 Forwards safety evaluation of inadequate core cooling sys. Sys proposed 
in compliance w/ltem II.F.2 of NUREG-0737 & acceptable contingent upon Commis- 
sion review of resolution of listed items. 

MCNEIL, S.A. PWR Project Directorate 8. 87/02/09. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 3pp. 39642:277-39642:283. 

-8702130254 Safety evaluation concluding that util vessel inventory sys, subcooling 
margin monitoring sys & core exit thermocouple sys acceptable, per Item tl.F.2 of 
NUREG-0737. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/09. 4pp. 
39642:280-39642:283. 

8702130255 Corrects NRC 870106 safety evaluation re conformance to Reg Guide 
1.97.lnstrumentation installation schedule not in agreement w/850716 confirmatory 
order.Unit 1 equipment must be operable by Spring 1988 startup & Unit 2 by Fall 
1 988. 

MCNEIL, S.A PWR Project Directorate 8. 87/02/09. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 3pp. 39643:161-39643:163. 


-8702060407 Insp Repts 50-317/86-19 & 50-318/86-19 on 861201-8701 12.No viola- 
tions noted.Major areas inspected:physical security & maint.Concerns re maint of sys 
design basis & possible “loop holes" in environ qualification significant. 

TRIPP, L.E. Region 1, Office of Director. 87/01/21. 23pp. 39536:323-39536:345. 

8702180006 Rev 11 to Emergency Response Plan Implementation Procedure ERPIP 
4.1.17, “Security." 

LEMONS, J.R. Baltimore Gas & Electric Co. 87/01/28. 11pp. 39661:294-39661:304. 

8702180007 Revised emergency response plan implementation procedures, including 
Rev 12, Change 9 to ERPIP 3.0, “Control Room Roster" & Rev 10, Change 3 to ERPIP 
4.1.3, “Technical Support Ctr Roster." 

LEMONS, J.R. Baltimore Gas & Electric Co. 87/01/28. 10pp. 39661:284-39661:293. 

8702180012 Rev 0 to Change 9 to Emergency Response Plan Implementation Proce- 
dure ERPIP 4.1. 8.2. 

LEMONS, J.R. Baltimore Gas & Electric Co. 87/01/28. 10pp. 39661:274-39661:283. 

8702180675 Advises that NRC employee listed on end requires unescorted access to 
protected area & control room at plant. Individual satisfactorily completed site-specific 
security training course on 86071 8.W/0 end. 

THADANI.A.C. PWR Project Directorate 8. 87/02/10. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 2pp. 39675:241-39675:242. 


H. General correspondence 

8702190217 Advises of IE info notice address change. 

ROSS.J.W. Baltimore Gas & Electric Co. 87/02/13. JORDAN, E.L. Division of Emer- 
gency Preparedness & Engineering Response (Post 830103). Ip. 39693:165- 


8702250335 Forwards Rev 2 to NRR Ofc Ltr 43, "Release of Draft Info - Policy on Con- 
trol of NRC & Other Documents," per 87021 1 discussion. 

MCNEIL, S.A. PWR Project Directorate 8. 87/02/18. BOWMAN, M.E. Baltimore Gas & 
Electric Co. 2pp. 39743:223-39743:232. 

-8702250189 Submits Rev 2 to NRR Ofc Ltr 43, "Release of Draft Info- Policy on Con- 
trol of NRC Repts & Other Documents." Draft SERs documenting staff review of pro- 

g rietary repts sent to vendors or utils should be sent to Central Files. 

€NTQN,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
09. Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 39743:225- 


-8412130239 Forwards policy statement on control of NRC repts & other documents 
for incorporation into appropriate NRC manual chapters.Procedures developed in re- 
sponse to statement should be consistent w/author 831 007 policy statement. 
DIRCKS.W.J. Office of the Executive Director for Operations. 84/12/03. NRC - No 
Detailed Affiliation Given. 6pp. 39743:227-39743:232. 


P. Operating license stage documents & correspondence 


8702180043 Grants licensee 861021 request to withhold proprietary CEN-345(B)-P, 
“Responses to NRC Questions on FATES3B," per 10CFR2.790.C-E reasons that info 
should be considered exempt from public disclosure listed. 

MCNEIL, S.A. PWR Project Directorate 8. 87/02/10. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 4pp. 39674:272-39674:275. 

8702180058 Informs that deadline for implementation of ATWS rule (10CFR50.62) 
changed to no later than third refueling outage after 840724.Response re implementa- 
tion schedule using listed guidance requested within 30 days. 

MCNEIL, S.A. PWR Project Directorate 8. 87/02/10. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 3pp. 39674:280-39674:282, 

8702250373 Forwards safety evaluation & EGG-NTA-7463, “Reactor Trip Sys Reliabil- 
ity...," supporting response to Generic Ltr 83-28, Item 4.5.2 re periodic on-line testing 
of reactor trip sys. Plant designed to permit on-line testing. 

SEARS.P.M. PWR Project Directorate 8. 87/02/14. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 39744:001-39744:017. 

-8702170161 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, Arkansas Nuclear One Unit 2, Calvert Cliffs Units 1 & 2, Fort Calhoun, Maine 
Yankee, Millstone Unit 2, Palisades, Palo Verde Units...," technical evaluation rept. 
FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7463. 
87/01/09. NRC - No Detailed Affiliation Given. 14pp. 39744:004-39744:017. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus." W/o svc list. 

•EYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702020245 Responds to NRC 861202 Itr re noncompliance noted in Insp Repts 50* 
317/86-20 & 50-31 8/86-20.Corrective actionsrQA section will perform audit of std test 
procedures in Jan 1 987 & listed procedures reviewed. 

TIERNAN.J.A. Baltimore Gas & Electric Co. 86/12/31. WENZINGER.E.C. Region 1, 
Office of Director. 4pp. 39450:132-39450:135. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702030455 Ack receipt of 861203 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-317/86-16 & 50-31 8/86-1 6,$econd corrective action re rev to 
physical security plan being reviewed for acceptability. 

MARTIN.T.T. Region 1, (Office of Director. 87/01/27. COSS.H.D. Baltimore Gas & 
Electric Co. 2pp. 39481:148-39481:149. 


8702040453 Summary of 870107 meeting w/util in Bethesda.MD re current & near 
future status of SPDS, ATWS, updated FSAR revs, Reg Guide 1.97, station black (USI A- 
44), seismic qualification (USI A-46) & 24-month operating cycle. List of attendees end. 
MCNEIL, S.A. PWR Project Directorate 8. 87/01/20. THADANI.A.C. PWR Project Di- 
rectorate 8. 5pp. 39509:313-39509:317. 

8702090149 Discusses results from snubber testing for review of 860731 application for 
amends to Licenses DPR-53 & DPR-69 re snubber insp interval & functional test 
requirements.Error in Tech %>ec numbering noted. 

SALYARDS.L.E. Baltimore Gas & Eledric Co. 87/02/03. Document Control Branch 
(Document Control Desk). 4pp. 39584:263-39584:266. 

8702130192 Forwards safety evaluation of CEN-161(B)-P,Suppl 1-P, “Improvements to 
Fuel Evaluation Model." Use of fuel evaluation model acceptable for licensing pur- 
poses. 

MCNEIL, S.A. PWR Project Directorate 8. 87/02/04. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 2pp. 39644:022-39644:032. 


8702060395 Forwards Insp Repts 50-317/86-19 & 50-318/86-19 on 861201- 
8701l2.No violations noted.Concerns re preservation of design requirements during 
svc water sys mods & possible weaknesses in component environ qualification ex- 
pressed. 

WENZINGER.E.C. Region 1, Office of Director. 87/01/27. TIERNAN.J.A. Baltimore 
Gas & Electric Co. 2pp. 39536:321-39536:345. 

-8702060407 Insp Repts 50-317/86-19 & 50-318/86-19 on 861201-8701 12.No viola- 
tions noted.Major areas inspected:physical security & maint.Concerns re maint of sys 
design basis & possible “loop holes" in environ qualification significant. 

TRIPP.L.E. Region 1, Office of Director. 87/01/21. 23pp. 39536:323-39536:345. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 

OQCOC-OOQ 



8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. . 4 

JORDAN ,E.L. Divisior of Emergency D reparedness & Engineering Response (Post 
830103). 87/02/02. Dc-sc na;o d Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
b»- Cutsidc Ccn '/actors ” Svc list end. 4 

JORDAN.E.L. □■'.'.si or o? Emergency Preparedness & Engineering Response (Post 
ji'-ao: catad Edison Co. of New York, Inc. 108pp. 39548:212- 


330103-.. 37.' 02 ■ , 03 Cnn- 
39548:318. 


8702090149 Discusses results from snubber testing for review of 860731 application for 
amends to Licenses DPR-53 & DPR-69 re snubber insp interval & functional test 
requirements.Error in Tech Spec numbering noted. 

SALYARDS.LE. Baltimore Gas & Electric Co. 87/02/03. Document Control Branch 
(Document Control Desk). 4pp. 39584:263-39584:266. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 


8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:35^ 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


8702110131 IE Info Notice 87-011, "End of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers.GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list encl. 
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


S. Reportable occurrences, LERs A related correspondence 

8702100363 Special rept.on 861231 .main vent wide range noble gas effluent monitor 
declared inoperable.Caused by sample flow measurement sys which shielded elec- 
tronics mounted at detection skid.Electronics replaced. 

LEMONS, J.R, Baltimore Gas A Electric Co. 87/01 /30. MURLEY.T.E. Region 1 , Office 
of Director. Ip. 39578:246-39570:247. 

8702100005 LER 87-001 -00:on 861 210, one shutdown cooling loop discovered operable 
while refueling poo! drained to level of less than 23 ft above top of reactor 
core.Caused by lack of procedural guidance.Procedures revised.W/870205 Itr. 
BIRNEY.W.P., LEMONS.J.R. Baltimore Gas & Electric Co. 87/02/05. 3pp. 39570:138- 
39570:140. 

8702100146 LER 87-002-00:on 861 203, discovered flaw in main steam line 
piping.Caused by grinding edge of pipe for proper welding during initial const.Analyses 
performed to ensure that requirements of ASME Code Section XI met.W/870205 Itr. 
GAHAN.M.J., LEMONS.J.R. Baltimore Gas & Electric Co. 87/02/05. 6pp. 39570:052- 
39570:057. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.List of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs encl. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON.H.R. Office of Nuclear Reactor Regulation Director fDost 8511251. 24dd. 
3J 


8702040135 Revised emergency response plan implementing procedures, including Rev 
9 to ERPIP 4.4.1 re dose calculations, Rev 10 to ERPIP 4.4.3 re radioactivity release 
calculations & Rev 9 to ERPIP 4.4.4 re meteorological data. 

* Baltimore Gas A Electric Co. 87/01/20. 67pp. 39495:095-39495:161. 


8702030455 Ack receipt of 861203 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-317/86-16 & 50-31 8/86- 16.Second corrective action re rev to 
physical security plan being reviewed for acceptability. 

MARTIN, T.T. Region 1, Office of Director. 87/01/27. COSS.H.D. Baltimore Gas & 
Electric Co. 2pp. 39481:148-39481:149. 


8702060395 Forwards Insp Repts 50-317/86-19 & 50-318/86-19 on 861201- 
870112.No violations noted.Concerns re preservation of design requirements aunng 
svc water sys mods & possible weaknesses in component environ qualification ex- 
pressed. n . 

WEN2INGER.E.C. Region 1, Office of Director. 87/01/27. TIERNAN.J.A. Baltimore 
Gas & Electric Co. 2pp. 39536:321-39536:345. 


-8702060407 Insp Repts 50-317/86-19 & 50-318/86-19 on 861201-8701 12.No viola- 
tions noted. Major areas inspected.-physical security A maint. Concerns re maint of sys 
design basis A possible "loop holes" in environ qualification significant. 

TRIPP, L.E. Region 1, Office of Director. 87/01/21. 23pp. 39536:323-39536:345. 


8702180006 Rev 11 to Emergency Response Plan Implementation Procedure ERPIP 
4.1.17, "Security.” . 

LEMONS.J.R. Baltimore Gas & Electric Co. 87/01/28. 11pp. 39661:294-39661:304. 


8702180007 Revised emergency response plan implementation procedures, including 
Rev 12, Change 9 to ERPIP 3.0, "Control Room Roster” & Rev 10, Change 3 to ERPIP 
4.1.3, "Technical Support Ctr Roster.” 

LEMONS, J.R. Baltimore Gas & Electric Co. 87/01/28. 10pp. 39661:284-39661:293. 


8702180012 Rev 0 to Change 9 to Emergency Response Plan Implementation Proce- 
dure ERPIP 4. 1.8.2. 

LEMONS.J.R. Baltimore Gas & Electric Co. 87/01/28. 10pp. 39661:274-39661:283. 


8702180675 Advises that NRC employee listed on encl requires unescorted access to 
protected area A control room at plant.lndividual satisfactorily completed site-specific 
security training course on 86071 8. W/o encl. _ _ 

THADANI.A.C. PWR Project Directorate 8. 87/02/10. TIERNAN.J.A. Baltimore Gas A 
Electric Co. 2pp. 39675:241-39675:242. 


H. General correspondence 

8702190217 Advises of IE info notice address change. , _ 

ROSS.J.W. Baltimore Gas & Electric Co. 87/02/13. JORDAN.E.L Division of Emer- 
gency Preparedness & Engineering Response (Post 830103). Ip. 39693:1 oo- 
39693:165. 

8702250335 Forwards Rev 2 to NRR Ofc Ltr 43, “Release of Draft Info - Policy on Con- 
trol of NRC A Other Documents,” per 87021 1 discussion. 

MCNEILS. A. PWR Project Directorate 8. 87/02/18. BOWMAN, M.E. Baltimore Gas A 
Electric Co. 2pp. 39743:223-39743:232. 


P. Operating license stage documents & correspondence 


8702040453 Summary of 870107 meeting w/util in Bethesda.MD re current A near 
future status of SPDS.ATWS, updated FSAR revs, Reg Guide 1 .97,station black (USi^A- 
44),seismic qualification (US! A-46) & 24-month 
MCNEIL.S.A. PWR Project Directorate 8. 87/0 
rectorate 8. 5pp. 39509:313-39509:317. 


operating cycie.ust ot anenoees. wm. 
1/20. THADANI.A.C. PWR Project Dr- 


8702090122 Informs that feed line break analysis presented in 860731 application to 
amend Ucenses DPR-53 & DPR-69 redone w/more limiting moderator temp coeffi- 
cient input, in effort to simplify upcoming Unit 2 Cycle 8 reload application. 

ELKINS, D.S. Baltimore Gas A Electric Co. 87/02/03. MCNEIL.S.A. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 39549:208-39549:209. 


8702090149 Discusses results from snubber testing for review of 860731 application for 
amends to Licenses DPR-53 A DPR-69 re snubber insp interval A functional test 
requirements.Error in Tech Spec numbering noted. _ 

SALYARDS.LE. Baltimore Gas & Electric Co. 87/02/03. Document Control Branch 
(Document Control Desk). 4pp. 39584:263-39584:266. 


8702130192 Forwards safety evaluation of CEN-1 61 (B)-P, Suppl 1-P, "Improvements to 
Fuel Evaluation Model.” Use of fuel evaluation model acceptable for licensing pur- 
poses. _ 

MCNEIL, S.A. PWR Project Directorate 8. 87/02/04. TIERNAN.J.A. Baltimore Gas A 
Electric Co. 2pp. 39644:022-39644:032. 


—8702130199 Safety evaluation supporting CEN-1 61 (8)-P, Suppl 1-P, "Improvements to 
Fuel Evaluation Model.” Mods to fission gas release & fuel thermal expansion models 
acceptable. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/04. 9pp. 
39644:024-39644:032. 


8702130285 Forwards safety evaluation of util 860123 & 1229 responses to 
10CFR50.61 re PTS.Util must submit reevaluation of resistance temp PTS A compan- 
son to predicted value w/future pressure-temp submittals.Matl properties acceptable. 
MCNEILS.A. PWR Project Directorate 8. 87/02/04. TIERNAN.J.A. Baltimore Gas A 
Electric Co. 3pp. 39643:186-39643:193. 

-8702130296 Safety evaluation re projected values of mat! properties for fracture tough- 
ness requirements for protection against PTS events. Util must submit reevaluation of 
resistance temp PTS. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/04. 5pp. 
39643:189-39643:193. 


8702180015 Application for amend to License DPR-69,changing Tech Specs to allow 
operation in Cycle S.Unit 2 refueling outage scheduled to begin on 870314 A criticality 
anticipated on 87051 2. Fee paid. 

TIERNAN.J.A. Baltimore Gas A Electric Co. 87/02/06. Document Control Branch 
(Document Control Desk). 64pp. 39663:083-39663:169. 
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-8702180017 Proposed Tech Specs supporting Cycle 8 operation. 

* Baltimore Gas & Electric Co. 87/02/06. 22pp. 39663:147-39663:169. 

8702130233 Forwards safety evaluation of inadequate core cooling sys. Sys proposed 
in compliance w/ltem II.F.2 of NUREG-0737 & acceptable contingent upon Commis- 
sion review of resolution of listed items. 

MCNEIL, S.A. PWR Project Directorate 8. 87/02/09. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 3pp. 39642:277-39642:283. 

-87021 30254 Safety evaluation concluding that util vessel inventory sys, subcooling 
margin monitoring sys & core exit thermocouple sys acceptable, per Item II.F.2 of 
NUREG-0737. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/09. 4pp. 
39642:280-39642:283. 

8702130255 Corrects NRC 870106 safety evaluation re conformance to Reg Guide 
1.97. Instrumentation installation schedule not in agreement w/850716 confirmatory 
order.Unit 1 equipment must be operable by Spring 1988 startup & Unit 2 by Fall 
1988. 

MCNEIL, S.A PWR Project Directorate 8. 87/02/09. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 3pp. 39643:161-39643:163. 

8702180043 Grants licensee 861021 request to withhold proprietary CEN-345(B)-P, 
“Responses to NRC Questions on FATES3B," per 10CFR2.790.C-E reasons that info 
should be considered exempt from public disclosure listed. 

MCNEIL, S.A. PWR Project Directorate 8. 87/02/10. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 4pp. 39674:272-39674:275. 

8702180058 Informs that deadline for implementation of ATWS rule (10CFR50.62) 
changed to no later than third refueling outage after 840724.Response re implementa- 
tion schedule using listed guidance requested within 30 days. 

MCNEIL, S.A. PWR Project Directorate 8. 87/02/10. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 3pp. 39674:280-39674:282. 

8702250373 Forwards safety evaluation & EGG-NTA-7463, “Reactor Trip Sys Reliabil- 
ity...,” supporting response to Generic Ltr 83-28,ltem 4.5.2 re periodic on-line testing 
of reactor trip sys.Plant designed to permit on-line testing. 

SEARS, P.M. PWR Project Directorate 8. 87/02/14. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 39744:001-39744:003. 

-8702170161 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, Arkansas Nuclear One Unit 2, Calvert Cliffs Units 1 & 2, Fort Calhoun, Maine 
Yankee, Millstone Unit 2, Palisades, Palo Verde Units...,’’ technical evaluation rept. 
FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7463. 
87/01/09. NRC - No Detailed Affiliation Given. 14pp. 39744:004-39744:017. 


Q„ Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702020245 Responds to NRC 861202 ltr re noncompliance noted in Insp Repts 50- 
317/86-20 & 50-318/86-20.Corrective actions:QA section will perform audit of std test 
procedures in Jan 1 987 & listed procedures reviewed. 

TIERNAN.J.A. Baltimore Gas & Electric Co. 86/12/31. WENZINGER.E.C. Region 1, 
Office of Director. 4pp. 39450:132-39450:135. 

870114022 4 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702030455 Ack receipt of 861203 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-317/86-16 & 50-31 8/86-1 6.Second corrective action re rev to 
physical security plan being reviewed for acceptability. 

MARTIN, T.T. Region 1, Office of Director. 87/01/27. COSS.H.D. Baltimore Gas & 
Electric Co. 2pp. 39481:148-39481:149. 

8702060395 Forwards Insp Repts 50-317/86-19 & 50-318/86-19 on 861201- 
870112.No violations noted.Concerns re preservation of design requirements during 
svc water sys mods & possible weaknesses in component environ qualification ex- 
pressed. 

WENZINGER.E.C. Region 1, Office of Director. 87/01/27. TIERNAN.J.A. Baltimore 
Gas & Electric Co. 2pp. 39536:321-39536:345. 

-8702060407 Insp Repts 50-317/86-19 & 50-318/86-19 on 861201-8701 12.No viola- 
tions noted.Major areas inspected.-physical security & maint.Concerns re maint of sys 
design basis & possible “loop holes" in environ qualification significant. 

TRIPP, L.E. Region 1, Office of Director. 87/01/21. 23pp. 39536:323-39536:345. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702090149 Discusses results from snubber testing for review of 860731 application for 
amends to Licenses DPR-53 & DPR-69 re snubber insp interval & functional test 
requirements.Error in Tech Spec numbering noted. 

SALYARDS.L.E. Baltimore Gas & Electric Co. 87/02/03. Document Control Branch 
(Document Control Desk). 4pp. 39584:263-39584:266. 


8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:22 7. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


S. Reportable occurrences, LERs & related correspondence 

8702100001 LER 86-006-01 :on 860905, reactor tripped on low reactor coolant flow trip 
signal & on 860906, auxiliary feedwater actuation signal generated.Caused by reactor 
pump surge capacitor failure.Surge capacitor replaced. W/870205 ltr. 
LARRAGOITE.L.S., LEMONS.J.R. Baltimore Gas & Electric Co. 87/02/05. 6pp. 
39570:146-39570:151. 

8702250039 PNS-l-87-002:on 87021 8, control room operator received telephone bomb 
treat.Site security notified & search procedures implemented.State police notified & re- 
sponded to site.Nothing suspicious found. 

FOLEY.T., TRIPP, L., KEIMIG.R. Region 1, Office of Director. 87/02/18. Ip. 
39724:060-39724:060. 
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D. NRC Draft/Final Environmental Statements, suppls & correspondence 

8701020128 Forwards draft Suppl 2 to programmatic EIS (NUREG-06S3) addressing en- 
viron considerations under NEPA re disposal of radioactively contaminated water 
stored at facility & FR notice.W/o end. 

TR AVERS, W.D. TMI-2 Cleanup Project. 86/12/29. HIRSCH.A. Environmental Protec- 
tion Agency. Ip. 39155:027-39155:027. 

3702030508 Errata to "Programmatic EIS re Decontamination & Disposal of Radwastes 
Resulting From 790328 Accident, TMi-2," changing Pages vi, 3.32, 5.1, 5.8, 5.10 & 6.2. 

* TMI-2 Cleanup Project. NUREG-0683 S02DRF ER. 87/01/14. 2pp. 39485:210- 
39485:211. 

8702100353 Advises that State of MD.Dept of Natural Resources will provide comments 
on draft Suppl 2 to programmatic EIS for disposal of radioactively contaminated water 
stored at facility. 

BROWN.T.C. Maryland, State of. 87/01/30. TRAVERS, W.D. TMI-2 Cleanup Project. 
Ip. 39570:217-39570:217. 

8702170035 Comments on draft Suppl 2 to programmatic EIS for disposal of radioac- 
tively contaminated water stored at site.No existing or proposed Corps of Engineers 
projects would be affected by work described in draft Suppl 2. 

JOHNSON, J.F. Army, Dept, of, Corps of Engineers. 87/02/06. TRAVERS, W.D. TMI-2 
Cleanup Project. 3pp. 39646:097-39646:099. 


F. Security, medical, emergency & fire protection plans 


8612080355 Forwards info re plant 1986 annual emergency exercise to be held on 
861 1 05.0bjective B.7 corrected to read post-accident sample & analysis. Procedure 
1501 -POL-1 540.01, “TMI Parking Policy" & exercise scenario end. 

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 86/09/18. 
LAZARUS, W.J. Region 1, Office of Director. 17pp. 38856:031-38858:326. 

-8612080364 Rev 0 to 1501 -POL-1 540.01, “TMI Parking Policy." 

* General Public Utilities Corp. - GPU Sen/ice Corp. 82/12/27. 999pp. 38856:048- 
38858:326. 


8702040074 Rev 1 to Emergency Plan Implementing Procedure 641 5-IMP-1 300.20, 
“Personnel/Vehicle Monitoring & Decontamination.” Table of contents included. 

* General Public Utilities Corp. - GPU Service Corp. 87/01/23. 14pp. 39498:254- 
39498:267. 

8702090249 Temporary change notices, including 6415-1300-86-361 to Rev 1 to Emer- 
gency Plan Implementing Procedure 641 5-MIP-1 300.20 re personnel /vehicle monitor- 
ing & decontamination. Notice 6420-1300-86-372 to 6420-IMP-1 300.04 canceled. 

* General Public Utilities Corp. - GPU Sen/ice Corp. 87/01/23. 13pp, 39553:268- 
39553:281 . 
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8702050310 Rev 1 to Emergency Plan Implementing Procedure 6420-IMP-1 300.04, 
“CcrtacVCal'c-t of Emergency Personnel.” 

* Sere's »u=l.c Utilities Corp. - GPU Service Corp. 87/01/27. 14pp. 39522:170- 
39522:183. 

8702240320 Rev 1 to TMI Emergency Plan implementing Procedure 641 5-IMP- 1300.36, 
“Emergency Assembly Area." Revised table of contents end. 

BROWN, N.D. Genera! Public Utilities Corp. - GPU Service Corp. 87/02/10. 14pp. 
39719:258-39719:271. 

8702180181 Informs that TMI-2 fire protection program acceptable, based on 861112-14 
audit & subsf?c , i , e n t discussions ?. dart “idts. Listed changes n ecess a •y Schedule for 
mo emc'-ta. o- or c-.a-ces r£g.j:is‘^c: . ■ *v 30 days of :: date S\c . .?-.:* 

TRAVERS, W.D. TMI-2 Cleanup Project. 87/02/11. STANDERFER.F.R. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 39673:301-39673:303. 


G. Adjudicatory correspondence 

8701140347 NRC staff fourth supplemental response to GPU Nuclear Corp first set of 
interrogatories & request for production of documents.* Certificate of Svc end. Related 
correspondence. 

YOUNG.M.A. Assistant General Counsel for Hearings. *187 2174. 87/01/09. General 
Public Utilities Corp. - GPU Service Corp. 28po 39264:112-39264:139. 


8702060123 Request & order (concerning briefing on certain issues in proceeding).* Re- 
quests comments & briefing on Parts V & VI of Numerous Employees 870123 memo- 
randum of law. Listed concerns should be addressed.Served on 870203. 

BRIGHT.G.O., CARPENTER, J.H., KELLEY.J.H. Atomic Safety and Licensing Board 
Panel. #187 2400. 87/02/02. Office of the General Counsel. 3pp. 39535*114- 
39535:116. 

8702090024 Aamodt proposed findings of fact (submitted to presiding board in form of 
recommended decision).* Universal knowledge of leak rate falsifications & subsequent 
coverup by entire operations mgt & corporate mgt evident.Svc list end. 

AAiviOD7,.vL.V3., AAMCDT.N.C. Aamodts. #187 2435. 87/02/02. 25pp. 39550*037- 
39550:061. 

8702060054 Informs that NRC determined not to file motion to compel production of 
certain notes & memoranda re investigative interviews in possession of KP 
Richardson, counsel for GPU. JP Hickey also informed. Related correspondence. 
JOHNSON, G.E. Assistant General Counsel for Hearings. #187 2417. 87/02/03. 
SMITH, I.W. Atomic Safety and Licensing Board Panel. Ip. 39534:027-39534:027. 

@702130131 Forwards errata to 870202 proposed findings of fact re leak rate data 
falsification, correcting dates.Copy also annotated to refer reader to documentation on 
record.Controi room logs for stated period will not be included.per 870203 telcon 
AAMODT, M.M. Aamodts. #187 2487. 87/02/03. KELLY, J.L. Atomic Safety and Li- 
censing Board Panel. Ip. 39634:081-39634:111. 


8702030043 Informs that recipient not included in svc lists for 870108 proposed findings 
& conclusions of law of GP Miller & Miller proposed transcript corrections. Both docu- 
ments delivered to recipient on 870109. 

HENSLEY, M.C. Hunton & Williams. #187 2329. 87/01/14. MOELLER, J.W. LeBoeuf, 
Lamb, Leiby & MacRae. 2pp. 39473:359-39473:360. 

8702060091 Summarizes 870120 conference call among parties & recipient re schedule 
for filing objections to discovery & for completing discovery in case.Both NRC & util 
will serve objections by 870202,by hand. 

JOHNSON, G.E. Assistant General Counsel for Hearings. #187 2420. 87/01/21. 
SMITH, I.W. Atomic Safety and Licensing Board Panel. 2pp. 39535:077-39535:078. 


-8702130322 Aamodt proposed findings of fact (submitted to presiding board in form of 
recommended decision).* Corrected findings of fact, reflecting intended dates & anno- 
tated to refer reader to documentation on record. 

AAMODT.M.M., AAMODT.N.O. Aamodts. 87/02/02. 30pp. 39634:082-39634:111. 

8702090034 Forwards GPU Nuclear Corp motion to compel NRC to produce documents 
& request for oral argument & issuance of subpoenas.Addl 2 days (until 870204) in 
which to file discovery motion approved by presiding officer. 

HICKEY, J.P. General Public Utilities Corp. - GPU Service Corp. HICKEY, J.P. Shaw 
Pittman, Potts & Trowbridge. #187 2444. 87/02/04. SMITH, I.W. Atomic Safety and 
Licensing Board Panel. 2pp. 39550:236-39550:312. 


8702030095 Notice of appearance.* R St John Roper will appear in proceeding on 
behalf of Numerous Employees of Met Ed during 1978-1979.Certificate of Svc end. 
ST JOHN ROPER General Public Utilities Corp. - GPU Service Corp. ST JOHN 
ROPER LeBoeuf, Lamb, Leiby & MacRae. #187 2345. 87/01/23. Atomic Safety and 
Licensing Board Panel. 3pp. 39474:229-39474:231. 

8702030410 Inquiry into TMI-2 leak rate data falsification, Docket Number LRP.* Con- 
firms 870121 telcon w/Aamodt following telcon w/Judge Kelley re modifying ASLB 
order to provide for in-hand svc on 870202 w/overnight delivery to other parties. 
MCBRIDE, M.F. General Public Utilities Corp. - GPU Service Corp. MCBRIDE, M.F. Le- 
Boeuf, Lamb, Leiby & MacRae. #187 2354. 87/01/23. KELLEY, J.L, BRIGHT.G.O., 
CARPENTER, J.H. Atomic Safety and Licensing Board Panel. 2pp. 39474*104- 

1CM*7 


8702030013 Forwards transcript of 870113 deposition. Review & signature requested W/ 
o end. Related correspondence. 

JOHNSON, G.E. Assistant General Counsel for Hearings. #187 2366 87/01/27 
KITLER.E.J. Affiliation Not Assigned. 2pp. 39472:337-39472:338. 

8702030022 Forwards transcripts of 870113-15 depositions of WE Austin, RE 
Gallagher.WJ Marshall, DR Buchanan & EH Gischel. Review & signature of deponents 
requested.W/o end. Related correspondence. 

Assistant General Counsel for Hearings. #187 2365. 87/01/27. 
HICKEY.J.P. Shaw, Pittman, Potts & Trowbridge. 2pp. 39472:354-39472:355. 

8702030024 GPU Nuclear Corp third request for production of documents.* W/Certifi- 
cate of Svc.Related correspondence. 

LEWIS, D.R. General Public Utilities Corp. - GPU Service Corp. LEWIS, D.R. Shaw Pitt- 
man, Potts & Trowbridge. #187 2316. 87/01/27. Atomic Safety and Licensing Board 
Panel. 31pp. 39473:144-39473:174. y 

®7®2030078 Notice of deposition of JS Wiebe.* JS Wiebe requested to appear in 
Washington, DC on 870205 to give testimony upon oral exam re allegations made bv 
P P^sconcermng TMI-2, util & Bechtel employees. Related correspondence. 

LEWIS, D.R. General Public Utilities Corp. - GPU Service Corp. LEWIS D P Shaw Pitt- 
man, Potts & Trowbridge. #187 2374. 87/01 /28. 3pp. 39474:355-39474:357. 

8702030038 NRC staff second set of interrogatories & request for documents to GPU 
Nuclear Corporatton.* Requests info on 830323 meeting w/Bechtel & transfer or re- 
[TOvalofR Parks. W/Certificate of Svc.Related correspondence. 

WOODHEAD.C.P. Assistant General Counsel for Hearings. #187 2361. 87/01/29 
Atomic Safety and Licensing Board Panel. 5pp. 39473:326-39473:330, 

8702030560 Inquiry into TMI Unit 2 leak rate data falsification.* Forwards Vol 2 of “Pro- 
posed Findings of Fact & Conclusions of Law of Numerous Employees,” “Errata to 
MnRninBSPc 8 ?? F «n d «ngs o f Fact..." & “Proposed Transcript Corrections...." 

P E,h i‘ F ; £ en t ra », Pu £ llc Ut,llties Cor P* * GPU Service Corp. MCBRIDE.M.F. Le- 
?M9481^3V L 3 e 9482 & 12i aCRae ' #18? 238 °’ 87/02/02 ' Docketin 9 & Services Branch. 

"* 8 Vol 2 2 *° 564 Proposed findin 9 s of fact & conclusions of law of Numerous Employees 

MCBRIDE.M.F. General Public Utilities Corp. - GPU Service Corp. MCBRIDE.M.F. Le- 
Boeuf, Lamb, Leiby & MacRae. 87/02/02. 200pp. 39481:232-39482:106. 

1° o 01 , 1 of P r °P° sed fin dings of fact & conclusions of law of nu- 
final tSle^? contorts fOT^Vi^a'encI pa ^ es ,or Vo1 1 table of contents, to conform w/ 

^%l S /o C 2 °Tpp. ^R.D E . M .F. Ue- 

"" 8 Sv°c en?f 67 Proposed transcri P t corrections of Numerous Employees.* Certificate of 

r£ B ?’P E ^ ,F ,- £ en f ra l Pu J? fic Cities Corp. - GPU Service Corp. MCBRIDE.M.F Le- 
Boeuf, Lamb, Leiby & MacRae. 87/02/02. 11pp. 39482:111-39482:121. 

87 of 2 Svcend GP M ' !ler proposed corrections to transcript of 870120 telcon.* Certificate 

Atomfr G,P ' H £ NS i Hunton & Williams. #187 2414. 87/02/02. 

Atomic Safety and Licensing Board Panel. 3pp. 39535:107-39535:109. 


-8702090042 GPU Nuclear Corp motion to compel NRC to produce documents & re- 
quest for oral argument.* NRC should be compelled to produce documents 
identified.Certificate of Svc end. 

HICKEY.J.P. General Public Utilities Corp. - GPU Service Corp. HICKEY.J.P. Shaw 
Pittman, Potts & Trowbridge. 87/02/04. Atomic Safety and Licensing Board Panel’ 
53pp. 39550:238-39550:290. 

-8702090069 GPU Nuclear Corp motion for issuance of subpoenas.* Requests issu- 
ance of subpoenas requiring RA Meeks & D Feinberg attendance w/documents at 
depositions & requiring production of DOL files on Park complaint.W/Certificate of 
Svc. 

HICKEY.J.P. General Public Utilities Corp. - GPU Service Corp. HICKEY.J.P, Shaw 
Pittman, Potts & Trowbridge. 87/02/04. Atomic Safety and Licensinq Board Panel’ 
22pp. 39550:291-39550:312. 

8702130147 Notice of deposition of TE Morris.* Notice of TE Morris 870210 deposition 
in Washington, DC re factual issues covered by end 860813 memorandum & order fol- 
lowing prehearing conference. Related correspondence. 

JOHNSON, G.F Assistant General Counsel for Hearings. #187 2499. 87/02/04 4dd 
39630:289-39630:292. 

-8702130152 Notice of deposition of M Kobi.* Notice of M Kobi 870210 deposition in 
Washington, DC re examining factual issues of end 860813 memorandum & order fol- 
lowing prehearing conference.Related correspondence. 

JOHNSON, G.E. Assistant General Counsel for Hearings. 87/02/04. 4pp. 39630:293- 

OCiRon-ooc 


-8702130157 Notice of deposition of RP Warren.* Notice of RP Warren 870211 deposi- 
tion in Washington, DC re examining factual issues covered by end 860813 memoran- 
dum & order following prehearing conference.Related correspondence. 

JOHNSON, G.E. Assistant General Counsel for Hearings. 87/02/04. 4pp. 39630:297- 

oocon.on-i 


8702190100 Order (granting in part Aamodt request for extension of time).* Parties may 
serve responses to 870202 order on Aamodts by 870217 or mail copies of responses 
after receipt of Aamodts response.Served on 870217. 

KELLEY, J.L. Atomic Safety and Licensing Board Panel. #187 2519. 87/02/13. Office 
of the General Counsel. 2pp. 39665:018-39665:019. 


8702190088 Advises that Herbein declines Board invitation in request & order to com- 
ment on Numerous Employees memorandum of law re inquiry into TMI-2 leak rate 
data falsification. 

FLYNN, C.W. Isham, Lincoln & Beale. #187 2508. 87/02/16. KELLEY, J.L, 
BRIGHT.G.O., CARPENTER, J.H. Atomic Safety and Licensing Board Panel. Ip. 
39665:110-39665:110. 


8702190190 Numerous Employees objections to transcript corrections proposed by 
other parties & by NRC staff.* Listed corrections should be adopted in lieu of correc- 
tions proposed by other parties. 

VOIGT, H.H. General Public Utilities Corp. - GPU Service Corp. VOIGT, H.H. LeBoeuf, 
Lamb, Leiby & MacRae. #187 2523. 87/02/16. Atomic Safety and Licensinq Board 
Panel. 2pp. 39665:1 1 1 -39665:1 12. /a 

-8702190228 Reply of Numerous Employees to proposed findings of fact & conclusions 
of law of GPU Nuclear Corp & Aamodts.* Util proposed findings of fact followed Stier 
rept rather than hearing record. 

VOIGT, H.H, Genera! Public Utilities Corp. - GPU Service Corp. VOIGT, H.H. LeBoeuf, 
Lamb, Leiby & MacRae. 87/02/16. 41pp. 39665:113-39665:153. 

-8702190265 Comments of Numerous Employees in response to ASLB 870202 request 
& order.* Defendant memorandum of law supporting motion to dismiss indictment & 
Certificate of Svc end. 

VOIGT, H.H. General Public Utilities Corp. - GPU Service Corp. VOIGT.H.H. LeBoeuf, 
Lamb, Leiby & MacRae. 87/02/16. 128pp. 39665:154-39665:281. 

8702200313 Forwards listed documents re inquiry into facility leak rate data 
falsification, including GP Miller reply to Aamodt proposed findings of fact & motion to 
disregard Attachment 1 to Aamodt proposed findings of fact 
HENSLEY, M.C. Miller, G.P. HENSLEY, M.C. Hunton & Williams. #187 2530. 87/02/16, 
Docketing a Services Branch. 2pp. 39692:005-39692:026. 
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>>8702200321 GP Miller reply to Aamodt proposed findings of fact (submitted to presid- 
ing Board in form of recommended decision).* 

HENSLEY.M.C. Miller, G.P. HENSLEY.M.C. Hunton & Williams. 87/02/16. 7pp 
39692:007-39692:013. 

-8702200338 Motion to disregard Attachment 1 to Aamodt proposed findings of fact 
(submitted to presiding Board in form of recommended decision) & any Aamodt find- 
ings based on Attachment 1.* 

HENSLEY.M.C. Miller, G.P. HENSLEY.M.C. Hunton & Williams. 87/02/16. Commis- 
sioners. 6pp. 39692:014-39692:019. 

-8702200342 Errata to proposed findings of fact & conclusions of law of GP Miller.* 
Listed corrections should be made to 870108 document re inquiry into facility leak 
rate data falsification. 

HENSLEY.M.C. Miller, G.P. HENSLEY.M.C. Hunton & Williams. 87/02/16. 2pp. 
39692:020-39692:021. 

-8702200357 Informs that GP Miller declines presiding Board offer to submit comments 
on Numerous Employees 870123 memorandum of law re inquiry into facility leak rate 
data falsification. W/Certificate of Svc. 

HENSLEY.M.C. Miller, G.P. HENSLEY.M.C. Hunton & Williams. 87/02/16. 
KELLEY, J.L., BRIGHT, G.O., CARPENTER, J.H. Atomic Safety and Licensing Board 
Panel. 5pp. 39692:022-39692:026. 

8702190097 Reply findings of fact of JG Herbein.* Rejects Aamodts assertion that JG 
Herbein aware of & covered up leak rate test data falsification & manipulation.Herbein 
had no info to discover leak rate testing problems.W/Certificate of Svc. 

FLYNN, C.W. Isham, Lincoln & Beale. #187 2507. 87/02/17. 5pp. 39666:022- 
39666:026. 

8702190106 GPU Nuclear Corp response to presiding board request & order of 
870202.* Util response to six concerns identified by ASLB addressing legal analysis & 
state of record Parts V & VI of Numerous Employees memorandum of Taw.W/Certifi- 
C£lt@ of Svc 

BLAKE, E.L. General Public Utilities Corp. - GPU Service Corp. BLAKE, E.L. Shaw, Pitt- 
man, Potts & Trowbridge. #187 2514. 87/02/17. Atomic Safety and Licensing Board 
Panel. 8pp. 39665:020-39665:056. 

8702190113 Forwards response to Numerous Employees & Aamodts findings of fact & 
response to ASLB 870207 request & order.Examples of hourly computer printouts that 
include control rod group positions also end. 

BLAKE, E.L. General Public Utilities .Corp. - GPU Service Corp. BLAKE, E.L. Shaw, Pitt- 
man, Potts & Trowbridge. #187 2513. 87/02/17. KELLEY, J.L., BRIGHT, G.O., 
CARPENTER, J.H. Atomic Safety and Licensing Board Panel. 8pp. 39666:005- 
39666:012. 


8702100351 Forwards Rev 6 to "Div Technical Evaluation Rept for Waste Handling & 
Packaging Facility." Rev establishes min negative pressure for disassembly & section- 
ing area & decontamination area of waste handling & packaging facility. 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/02/02. Doc- 
ument Control Branch (Document Control Desk). Ip. 39570:219-39570:223. 

-8702100356 Rev 6 to "Div Technical Evaluation Rept for Waste Handling & Packaging 
Facility." 

JENKINS, D.B. General Public Utilities Corp. - GPU Service Corp. 15737-2-G03-107 
R06. 87/01/30. 6pp. 39570:220-39570:223. 

8702100376 Forwards results of analyses performed by Westinghouse Advanced 
Energy Sys Div analytical labs re radionuclide content of selected processed water 
streams at facility.Data reported in Jul 1986 proposal remains valid. 

STANDERFER,F.R. General Public Utilities Corp. - GPU Service Corp. 87/02/03. Doc- 
ument Control Branch (Document Control Desk). 3pp. 39574:163-39574:165. 

8702170643 Forwards SER for core support assembly & lower head (CSA/LH) 
defueling.SER demonstrates that proposed activities associated w/CSA/LH defueling 
can be performed w/o presenting undue risk to health & safety of public.Fee paid. 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/02/06. Doc- 
ument Control Branch (Document Control Desk). Ip. 39653:316-39653:334. 

-8702170647 Rev 0 to "SER for Core Support Assembly & Lower Head Defueling." 
TURNER, D., GALLAGHER, R.C. General Public Utilities Corp. - GPU Service Corp. 
4710-3221-86-011 R00. 87/02/02. 18pp. 39653:317-39653:334. 

8702180087 Notifies of listed changes to radiological environ monitoring program.per 
Tech Spec 3.2.1. Changes will be incorporated into Rev 7 of offsite dose calculation 
manual. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/02/06. Doc- 
ument Control Branch (Document Control Desk). 2pp. 39661:201-39661:202. 

8702240289 Updates status of major cleanup issues at TMI-2.CY86 cleanup progress 
discussed. Licensee current schedule provided. Delays in refueling have not resulted in 
significant safety consequences.Related info end. 

STELLO.V. Office of the Executive Director for Operations. SECY-87-034. 87/02/06. 
23pp. 39726:065-39726:087. 

8702180067 Forwards exemption from 10CFR50,App A, GDC 17 & 19 requirements re 
provisions for onsite electrical power sys & control rooms, per 861210 request & envi- 
ron assessment.Svc list also end. 

TRAVERS, W.D. TMI-2 Cleanup Project. 87/02/09. STANDERFER.F.R. General Public 
Utilities Corp. - GPU Service Corp. 4pp. 39674:288-39674:304. 


8702200292 NRC staff response to presiding Board request & order.* Responds to 
ASLB 870202 request re six issues, including violation of procedural leak rate 
requirements.Numerous Employees arguments should be rejected.W/Certificate of 
Svc. 

WAGNER, M.E., GOLDBERG, J.R. Assistant General Counsel for Hearings. #187 2538. 
87/02/17. Atomic Safety and Licensing Board Panel. 20pp. 39692:073-39692:092. 

8702240095 NRC fifth supplemental response to GPU Nuclear Corp first set of interrog- 
atories & request for production of documents.* Affidavit of MT Masnik encI.Related 
correspondence. 

JOHNSON, G.E. Assistant General Counsel for Hearings. #187 2561. 87/02/19. Gen- 
eral Public Utilities Corp. - GPU Service Corp. 11pp. 39702:103-39702:116. 

-8702240113 Affidavit of MT Masnik certifying that statements & opinions given in re- 
sponse to GPU Nuclear Corp 860904 interrogatories true & correct to best of knowl- 
edge & belief .Certificate of Svc encI.Related correspondence. 

MASNIK, M.T. TMI-2 Cleanup Project. 87/02/13. 3pp. 39702:114-39702:116. 

8702250123 GPU Nuclear Corp response to NRC second set of interrogatories.* Per- 
sons attending 830323 meeting re R Parks public statement I i sted . Certificate of Svc 
end. Related correspondence. 

LEWIS, D.R. General Public Utilities Corp. - GPU Service Corp. LEWIS, D.R. Shaw, Pitt- 
man, Potts & Trowbridge. #187 2579. 87/02/19. Atomic Safety and Licensing Board 
Panel. 4pp. 39723:020-39723:023. 


P. Operating license stage documents & correspondence 

8702050354 Forwards Tech Spec Change Request 55 & Recovery Operations Plan 
Change Request 40 as application for amend to License DPR-73.W/Certificate of 
Svc.Fee paid. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/01/27. Doc- 
ument Control Branch (Document Control Desk). 3pp. 39520:229-39520:250. 


-8702180083 Exemption from 10CFR50,App A, GDC 17 & 19 requirements re electrical 

S ower sys & control room habitability. 

IIRAG’LIA.F.J. Division of Pressurized Water Reador Licensing - B (post 851125). 
87/02/09. General Public Utilities Corp. - GPU Service Corp. 8pp. 39674:292- 
39674:299. 

-8702180091 Environ assessment & notice of finding of no significant environ impact 
supporting exemptions to 10CFR50,App A, GDC 17 & 19 requirements re electric 
power sys & control rooms. 

MASNIK, M.T. TMI-2 Cleanup Project. 87/02/03. 5pp. 39674:300-39674:304. 

8702200075 Forwards Rev 2 to 4340-3233-85-088, "SER for Sediment Transfer & Proc- 
essing Operations." Rev increases operational flexibility by permitting supernatant 
liquid from process operations to be discharged into reactor bldg.Fee paid. 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/02/12. Doc- 
ument Control Branch (Document Control Desk). 2pp. 39694:120-39694:158. 

-8702200087 Rev 2 to "SER for Sediment Transfer & Processing Operations." 

* General Public Utilities Corp. - GPU Service Corp. 4340-3233-85-088 R02. 87/02/ 
12. 37pp. 39694:122-39694:158. 

8702260209 Provides results of util recent assessment of radionuclides which may be 
present in processed water.Offsite environ consequences remain well below regula- 
tory limits in 10CFR50, App f. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/02/18. Doc- 
ument Control Branch (Document Control Desk). 4pp. 39740:026-39740:029. 

8702260091 Forwards criticality safety evaluation for use of coagulants previously ad- 
dressed in util 861215 & 31 Itrs.for review & approval.Canisters containing coagulant 
can be dewatered & shipped safely via NuPac 125-B shipping casks.Fee paid. 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/02/20. Doc- 
ument Control Branch (Document Control Desk). 6pp. 39740:053-39740:058. 


-8702050371 Application for amend to License DPR-73,consisting of Tech Spec 
Change Request 55 & Recovery Operations Plan Change Request 40, providing crite- 
ria for determining which recovery mode procedures require prior NRC approval. 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/01/27. 8pp. 
39520:232-39520:239. 


-8702050380 Proposed Tech Specs, reducing scope of activities requiring prior NRC ap- 
proval on TMI-2 recovery program activities. 

* General Public Utilities Corp. - GPU Service Corp. 87/01/27. 11pp. 39520:240- 
39520:250, 

8702030056 Final response to FOIA request for documents re plant. Forwards App G 
document. Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/01/29. GANNIS.S. Affiliation Not 
Assigned. 2pp. 39485:157-39485:165. 


-8702030070 Undated statement entitled, "Status of Radiological Impact From Acci- 
dent at Three Mile Island." 

* NRC - No Detailed Affiliation Given. 87/01/29. 6pp. 39485:159-39485:165. 


8702260369 Notifies of plan to test effectiveness of deep-bed filter as canister dewater- 
ing filter.Action necessitated by low throughput from use of DS-F-1 filtration sys. 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp, 87/02/20. Doc- 
ument Control Branch (Document Control Desk). 2pp. 39749:229-39749:230. 

8702270379 Staff requirements memo re Commission 870213 briefing by GPU in 
Washington, DC on status of TMI-2 cleanup efforts, projection of future activities and 
status of TMI-1. 

CHILK.S.J. Office of the Secretary of the Commission. 87/02/20. STELLO.V. Office of 
the Executive Director for Operations. Ip. 39781:053-39781:053. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 


8702090102 Notifies of TLD station number changes, per Tech Spec 3.2.1, "Monitoring 
Program Requirement." Changes necessitated by erroneous assignment of sector 
identifiers. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/01/30. Doc- 
ument Control Branch (Document Control Desk). 2pp. 39555:013-39555:014. 


8702190485 FOIA request for documents re allegations, investigations, fines, convictions 
& other dispositions of cases in which operators of listed facilities charged w/violating 
federal whistle-blowing statutes. 

HIGHAM.S.J. Morning Call, Allentown. PA. 87/01/05. Office of Administration. Ip. 
39688:224-39688:224. 
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3701140224 SE Info Notice 37-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830 'i03). 87/01/16. Consolidated Edison Co. of New York, inc. 110pp. 38446:138- 
39443:248. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
“umns Res‘j't : rn C rcm Loss of Siphon." Svc list end. 

JCnc»‘i\.E.-„ D -.isicr. of Emergency Preparedness & Engineering Response (Post 
33C : C-3) o'/C- / 30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 

39525:339. 

8701220053 IE info Notice 87-005, "Miswiring in Wesiinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info WoticQ 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated edison Co. of New York, Inc. 108pp. 39548:212- 

OQK/IO.O-I Q 


8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 


8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. “ ' s 



T. Hearing transcripts on norj-antltrwst matters 


8702200329 Forwards transcript of JJ Chwastyk 861201 deposition for signature on 
Page 144.Re!ated correspondence. 

JOHNSON, G.E. Assistant General Counsel for Hearings. #187 2550. 87/01/05. 
CHWASTYK, J.J. General Physics Corp. Ip. 39692:114-39692:328. 

-8702200337 Deposition of JJ Chwastyk.* Deposition on 861201 in Washington, DC.Pp 
1-145.Supporting documentation encf. Related correspondence. 

CHWASTYK, JJ. General Public Utilities Corp. - GPU Service Corp. 86/12/01. 200pp. 
39692:115-39692:328. 

8702170055 Transcript of 870121 meeting in Lancaster, PA re decontamination of 
facility.Pp 1-1 21 .Supporting documentation & distribution list end. 

* Advisory Council for Decontamination of TMI Unit 2. 87/01/21. 156pp. 39658:281- 
39659:075. 

8702180740 Transcript of Advisory Panel For Decontamination of TMI, Unit 2 870121 
hearing in Lancaster, PA.Pp 1-1 21 .Supporting documentation end. 

* Commissioners. 87/01/21. 155pp. 39675:001-39675:157. 

8702030560 Inquiry into TMI Unit 2 leak rate data falsification.* Forwards Vol 2 of "Pro- 
posed Findings of Fact & Conclusions of Law of Numerous Employees,” "Errata to 
Vol 1 of Proposed Findings of Fact...” & “Proposed Transcript Corrections....” 
MCBRIDE.M.F. General Public Utilities Corp. - GPU Service Corp. MCBRIDE, M.F. Le- 
Boeuf, Lamb, Leiby & MacRae. #187 2380. 87/02/02. Docketing & Services Branch. 
Ip. 39481:231-39482:121. 

-8702030567 Proposed transcript corrections of Numerous Employees.* Certificate of 
Svc end. 

MCBRIDE.M.F. General Public Utilities Corp. - GPU Service Corp. MCBRIDE.M.F. Le- 
Boeuf, Lamb, Leiby & MacRae. 87/02/02. 11pp. 39482:111-39482:121. 


8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 


JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702*134- 
39702:227. 


8702240285 Transcript of util 870213 briefing in Washington, DC re status of TMI-2 
cleanup.Pp 1-75. * Radiation & Health Effects.Rept on TMI-2 Accident & Related 
Health Studies" & statements of util & RQ Marston end, 

* Commissioners. 87/02/13. 200pp. 39725:218-39726:054. 


8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702*228- 
39702:343. 


DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 
F. Security, medical, emergency & fire protection plans 


87O2110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 3969 T 156- 
39691:265. 


8701020147 Forwards revised End 1 to proposed amend to security plan, reflecting re- 
vised 10CFR73.55 requirements.EncI withheld (ref 10CFR2.790(d) & 73.21). 

O’REILLY, J.P. Georgia Power Co. 86/12/22. GRACE ,J.N. Region 2, Office of Director. 
2pp. 39142:003-39142:004. 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 11 Ipp 39784-1 16- 
39784:224. 


8702250248 Forwards Safety Insp Rept 50-320/86-15 on 861209-870109 & notice of 
violation. 


TRAVERS, W.D. TMI-2 Cleanup Project. 87/02/17. STANDERFER.F.R. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 39729:126-39729:145. 


—8702250252 Notice of violation from insp on 861209-870109 
* TMi-2 Cleanup Project. 87/02/17. Ip. 39729:128-39729:128. 


-8702250260 Safety Insp Rept 50-320/86-15 on 861 209-8701 09. Violation 

noted:radiation hazards associated w/entry to contaminated area not suitably evaiuat- 


MOSLAK.T. Region 1, Office of Director. BELL.J., COLLINS, D. NRC - No Detailed Af- 
filiation Given. 87/02/11. 17pp. 39729:129-39729:145. 


R. Periodic operating reports & related correspondence 

8702O60479 Results of groundwater monitoring program conducted to detect leakage of 
radioactive water to groundwater.Rept covers period through June 1986.W/two over- 
size drawings. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/01/31 Doc- 
ument Control Branch (Document Control Desk). 14pp. 39536:237-39536:251. 

8702060287 Submits TMI-2 Cleanup Project Directorate weekly status reot for wk of 
870126-0201. K 

TRAVERS.W.D. TMI-2 Cleanup Project. 87/02/02. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125), MIRAGLIA.FJ. Division of Pressurized 
Water Reactor Licensing - B (post 851125). 3pp. 39565:023-39565:025. 

8702170210 Submits TMI-2 Cleanup Project Directorate weekly status rept for 870202- 
08. 

TRAVERS.W.D. TMI-2 Cleanup Project. 87/02/09. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MIRAGLIA.FJ. Division of Pressurized 
Water Reactor Licensing - B (post 851 1 25). 3pp. 39659:076-39659:078. 

8702190581 Provides TMI-2 Cleanup Project Directorate weekly status rept for 870209- 

TRAVERS.W.D. TMI-2 Cleanup Project. 87/02/13. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MIRAGUA.F.J. Division of Pressurized 
Water Reactor Licensing - B (post 851125). 3pp. 39689:225-39689:227. 


S. Reportable occurrences, LERs & related correspondence 


8702040591 Forwards updated listing of outstanding submittals re licensing issues for 
which NRC written response requested. Expresses thanks on recent effort to com- 
plete licensing action on fracture mechanics analysis & App R exemptions. 

GUCWA.L.T. Georgia Power Co. 87/01/26. Document Control Branch (Document 
Control Desk). 4pp. 39503:148-39503:151. 

8702040566 Forwards response to 860528 notice of violation re Insp Repts 50-321/86- 
06 & 50-366/86-06 & 861223 request for addl info.lnfo re security improvements 
provided.Response withheld (ref 10CFR2.790 & 73.21). 

O’REILLY J.P. Georgia Power Co. 87/01/27. Document Control Branch (Document 
Control Desk). 2pp. 39503:152-39503:153. 

8702100060 Informs that commitment to revise security plan, per 870116 response to 
insp Repts 50-321/86-37 & 50-366/86-37, delayed from 870201 to 870331. 
GUCWA.LT. Georgia Power Co. 87/01/30. Document Control Branch (Document 
Control Desk). Ip. 39568:152-39568:152. 

8702060516 Summary of 870107 meeting w/util in Bethesda.MD re positive actions 
taken to improve operation of facilities prior to NRC preparation of SALP rept-Charts 
end. 

RIVENBARK.G. BWR Project Directorate 2. 87/02/03. MULLER, D.R. BWR Project Di- 
rectorate 2. 8pp. 39546:097-39546:1 04. 

8702180658 Forwards Insp Repts 50-321/86-38 & 50-366/86-38 on 861216-19.No vio- 
lations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/05. MILLER ,J.H. Georgia Power 
Co. 2pp. 39676:186-39676:228. 


-8702180684 Insp Repts 50-321/86-38 & 50-366/86-38 on 861216-19.No deviations or 
violations noted. Major areas inspected:fire protection & licensee actions re implemen- 
S! 0 l r l^ l r . e< ? uirements of 10CFR50,App R, Sections Ili.G.IIIJ & III.L. 

MLiBRAWL, MADDEN, P.M., HUNT.M.D. Region 2, Office of Director. 87/02/02. 
41pp. 39676:188-39676:228. 


P. Operating license stage documents & correspondence 

8702090335 Requests util participation in 870118 workshop on NRC Incident Investiga- 
tion Program.Forwards Rev 1 to “Incident Investigation Manual," for insight into NRC 
procedures. 

? RA S&±t L R ? 9ion 2> ° ffice of Director. 87/01/15. MILLER ,J.H. Georgia Power Co. 
4pp. 39555:166-39556:023. 

“®7?2JJ0338 Rev 1 to "Incident Investigation Manual.” 

NRC - No Detailed Affiliation Given. 86/12/31. 100pp. 39555:170-39556:023. 


8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor dnve mode.Two possible solutions noted. 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 


Summary of 860619 meeting w/util,GE & Carolina Power & Light Co in 
Bethesda.MD re program to improve Tech Specs, including use of SAFER/GESTR re- 
held t0 de enrrune rev * sec * setpoints. Proprietary portion of presentation slides with- 

RIVENBARK.G. BWR Project Directorate 2. 87/01/21. MULLER, D.R. BWR Project Di- 
rectorate 2. 21pp. 39524:198-39524:218. 
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8702040096 Submits addl info for 860825 application to amend Tech Specs re RWCU 
leakage detection sys.NRC requests & util responses listed .GE 830727 Itr responding 
to Item 6.A.1 of ref Itr & viewgraphs showing leakage detection response times end. 
GUCWA.l.T. Georgia Power Co. 87/01/23. Document Control Branch (Document 
Control Desk). 8pp. 39497:286-39497:293. 

8702040591 Forwards updated listing of outstanding submittals re licensing issues for 
which NRC written response requested. Expresses thanks on recent effort to com- 
plete licensing action on fracture mechanics analysis & App R exemptions. 
GUCWA.L.T. Georgia Power Co. 87/01/26. Document Control Branch (Document 
Control Desk). 4pp. 39503:148-39503:151. 

8702030460 Requests expedited issuance of 861120 proposed Tech Spec revs to snub- 
ber operability criteria to avoid unnecessary unit shutdown.per 10CFR50.91 (a)(5). 
GUCWA.L.T. Georgia Power Co. 87/01/27. Document Control Branch (Document 
Control Desk). 2pp. 39490:241-39490:242. 

@702040060 Corrects certain info submitted in 870127 request for expedited issuance of 
Tech Spec changes re snubber operability criteria.Snubber insp outage actually com- 
menced on 861 1 14 & unit returned to sve on 861 121. 

GUCWA.L.T. Georgia Power Co. 87/01/29. Document Control Branch (Document 
Control Desk). Ip. 39498:307-39498:307. 

8702040240 Requests addl info re discrepancies in seismic design of facilities. Requests 
written response within 30 days of Itr receipt. 

RIVENBARK.G.W. BWR Project Directorate 2. 87/01/29. O’REILLY, J.P. Georgia 
Power Co. 4pp. 39509:322-39509:325. 

8702040327 Forwards Amends 134 & 72 to Licenses DPR-57 & NPF-5, respectively & 
safety evaluation. Amends delete Tech Spec visual insp requirement that snubber be 
declared inoperable if visible signs of leakage present. 

RIVENBARK.G.W. BWR Project Directorate 2. 87/01/29. O’REILLY.J.P. Georgia 
Power Co. 2pp. 39509:350-39510:003. 

-8702040329 Amends 134 & 72 to Licenses DRP-57 & NPF-5, respectively, deleting 
Tech Spec visual insp requirement that snubber be declared inoperable if visible signs 
of leakage present. 

MULLER, D.R. BWR Project Directorate 2. 87/01/29. 9pp. 39509:352-39509:360. 

“8702040331 Safety evaluation supporting Amends 134 & 72 to Licenses DPR-57 & 
NPF-5, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/29. 3pp. 
39510:001-39510:003. 

8702060296 Notification of 870210 meeting w/util in Bethesda.MD to discuss util plans 
& status of licensing activities. Meeting originally scheduled on 870127. 
RIVENBARK.G.W. BWR Project Directorate 2. 87/02/03. MULLER, D.R. BWR Project 
Directorate 2. 2pp. 39528:240-39528:241. 

8702060397 Summary of 86091 1 meeting w/util in Bethesda.MD re details of util seis- 
mic reevaluation of Units 1 & 2.Meeting agenda, charts used in discussing agenda 
items & list of attendees end. 

RIVENBARK.G. BWR Project Directorate 2. 87/02/03. MULLER, D.R. BWR Project Di- 
rectorate 2. 40pp. 39547:179-39547:218. 

8702200109 Forwards updated listing of outstanding licensing issues. Efforts to com- 
plete licensing actions re snubber operability & standby sve water appreciated. 
GUCWA.L.T. Georgia Power Co. 87/02/06. Document Control Branch (Document 
Control Desk). 3pp. 39700:001-39700:003. 

8702250504 Application for amend to License DPR-57, revising Tech Specs re use of 
sodium pentaborate enriched w/B-10 in standby liquid control sys.Fee paid. 
O’REILLY.J.P. Georgia Power Co. 87/02/06. Document Control Branch (Document 
Control Desk). 11pp. 39735:067-39735:082. 

—8702250511 Proposed Tech Specs re use of sodium pentaborate enriched w/B-10 in 
standby liquid control sys. 

* Georgia Power Co. 87/02/06. 5pp. 39735:078-39735:082. 

8702130369 Discusses acceptability of performing pressure testing, on one time 
basis.using nuclear heat. Reaffirms NRC position in 860505 Itr that pressure tests be 
performed prior to pulling control rods. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 87/02/10. 
O’REILLY.J.P. Georgia Power Co. 3pp. 39644:134-39644:136. 

8702260041 Application for amend to Licenses DPR-57 & NPF-5, revising Tech Specs to 
achieve consistency w/GE transient analysis methodolgy re scram time 
testing.Documents supporting proposed change withheld (ref 10CFR2.790).Fee paid. 
O'REILLY, J.P. Georgia Power Co. 87/02/13. Document Control Branch (Document 
Control Desk). 18pp. 39740:316-39740:349. 

-8702260060 Proposed Tech Specs, revising scram time testing to achieve consistency 
w/GE transient analysis methodology & to allow insertion of four lead test assemblies 
into Unit 1 reactor. 

* Georgia Power Co. 87/02/13. 16pp. 39740:334-39740:349. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

S ency Escape Self-Contained Breathing Apparatus.” W/o sve list. 
lEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702090394 Responds to 830310 IE Bulletin 83-03, “Check Valve Failures in Raw 
Water Cooling Sys of Diesel Generators” & recipient 860807 Itr re subj bulletin.Rev to 
Inservice pump & valve testing program scheduled for implementation by 861111. 
BECKHAM, J.T. Georgia Power Co. 86/10/06. GRACE, J.N, Region 2, Office of Direc- 
tor. 2pp. 39561 :1 92-39561 :1 93. 

8702090371 Discusses analytical results of selected radiochemical analyses submitted 
by 861124 Itr, as suppl to Insp Repts 50-321/86-21 & 50-366/86-21 .All comparative 
results in agreement. 

BROWNLEE, V.L. Region 2, Office of Director. 87/01/06. MILLER, J.H. Georgia Power 
Co. 6pp. 39557:353-39557:358. 


8702090323 Confirms 861230 conversation re proposed enforcement conference on 
870122 to discuss design & procedural problems associated w/loss of water from 
spent fuel pools in early Dec. Proposed meeting agenda end. 

GRACE.J.N. Region 2, Office of Director. 87/01/12. MILLER, J.H. Georgia Power Co. 
2pp. 39570:212-39570:213. 

8702100285 Ack receipt 861212 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-321/86-28, 50-321/86-33.50-366/86-28 & 50-366/86-33.Addl 
info on Violation a re surveillance due dates requested in 30 days. 

GRACE.J.N. Region 2, Office of Director. 87/01/12. MILLER, J.H. Georgia Power Co. 
4pp. 39574:256-39574:259. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020431 Forwards AEOD SALP input re LERs for Jul 1985 - Dec 1986. Improve- 
ment found in LERs after outline format put into use. Principal weaknesses identified 
involve requirements to discuss safety consequences of event & personnel error. 
WALKER, R.D. Region 2, Office of Director. 87/01/20. O’REILLY.J.P. Georgia Power 
Co. 55pp. 39449:155-39449:209. 

8702040478 Responds to NRC 861222 Itr re violations noted in Insp Repts 50-321/86- 
36 & 50-366/86-36.Corrective actions:integrated leak rate test (ILRT) procedure 
stopped immediately & thorough review of ILRT Procedure 42SP-TET-003-2S per- 
formed. 

GUCWA.L.T. Georgia Power Co. 87/01/21. Document Control Branch (Document 
Control Desk). 3pp. 39503:173-39503:175. 

8702020542 Forwards Insp Repts 50-321/86-34 & 50-366/86-34 on 861026-31 & notice 
of violation.Violation A similar to violation noted in 860729 Itr.Response should include 
root cause & actions to prevent recurrence. 

REYES, L.A. Region 2, Office of Director. 87/01 /23. O’REILLY.J.P. Georgia Power Co. 
2pp. 39468:152-39468:165. 

“8702020554 Notice of violation from insp on 861026-31. 

REYES, L.A. Region 2, Office of Director. 87/01/23. 2pp. 39468:154-39468:155. 

“8702020572 Insp Repts 50-321/86-34 & 50-366/86-34 on 861026-31. Violations 
noted:failure to post radiation areas per 10CFR20.203(b) & establish, implement & 
maintain written procedures for radiation surveys & contamination control. 

COOPER, W.T., HOSEY.C.M. Region 2. Office of Director. 87/01/23. 10pp. 
39468:156-39468:165. 

8702030470 Advises of visual insp of cor© spray spargers (CSS) & associated piping 
during recently completed maint & refueling outage per IE Bulletin 80-1 3.No cracking 
of CSS or piping between inlet nozzle & vessel shroud observed. 

GUCWA.L.T. Georgia Power Co. 87/01/23. Document Control Branch (Document 
Control Desk). Ip. §9490:240-39490:240. 

8702040566 Forwards response to 860528 notice of violation re Insp Repts 50-321 /86- 
OS & 50-366/86-06 & 861223 request for add! info.lnfo re security improvements 
provided.Response withheld (ref 10CFR2.790 & 73.21). 

O'REILLY, J.P. Georgia Power Co. 87/01/27. Document Control Branch (Document 
Control Desk). 2pp. 39503:152-39503:153. 

8702040060 Corrects certain info submitted in 8701 27 request for expedited issuance of 
Tech Spec changes re snubber operability criteria.Snubber insp outage actually com- 
menced on 861 1 1 4 & unit returned to sve on 861 1 21 . 

GUCWA.L.T. Georgia Power Co. 87/01/29. Document Control Branch (Document- 
Control Desk). Ip. §9498:307-39498:307. 

8702040327 Forwards Amends 134 & 72 to Licenses DPR-57 & NPF-5, respectively & 
safety evaluation.Amends delete Tech Spec visual insp requirement that snubber be 
declared inoperable if visible signs of leakage present. 

RIVENBARK.G.W. BWR Project Directorate 2. 87/01/29. O'REILLY ,J.P. Georgia 
Power Co. 2pp. 39509:350-39510:003. 

“8702040329 Amends 134 & 72 to Licenses DRP-57 & NPF-5, respectively, deleting 
Tech Spec visual insp requirement that snubber be declared inoperable if visible signs 
of leakage present. 

MULLER, D.R. BWR Project Directorate 2. 87/01/29. 9pp. 39509:352-39509:360. 

“8702040331 Safety evaluation supporting Amends 134 & 72 to Licenses DPR-57 & 
NPF-5,respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/29. 3pp. 
39510:001-39510:003. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Sve Water Sys 
Pumps Resulting From Loss of Siphon.” Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233* 
39525:339. 

8702100060 Informs that commitment to revise security plan, per 870116 response to 
Insp Repts 50-321/86-37 & 50-366/86-37, delayed from 870201 to 870331. 
GUCWA.LT. Georgia Power Co. 87/01/30. Document Control Branch (Document 
Control Desk). Ip. §9568:152-39568:152. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Sve 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Sve list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 
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8702060516 Summary of 870107 meeting w/util in Bethesda.MD re positive actions 
taken to improve operation of facilities prior to NRC preparation of SALP rept.Charts 
end. 

RIVENBARK.G. BWR Project Directorate 2. 87/02/03. MULLER, D.R. BWR Project Di- 
rectorate 2. 8pp. 39546:097-39546:104. 

8702180313 Ack receipt of 861231 response to violations noted in Insp Repts 50-321/ 
86-30 & 50-366/86-30. 

GRACE, J.N. Region 2, Office of Director. 87/02/03. O’REILLY.J.P. Georgia Power Co. 
Ip. 39662:216-39662:216. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN.E.L. Divisior of Emercercy Preparedness & Engineering Response (Post 
830103). 87/02/05. C<r-s:-.c a:c:J Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702180658 Forwards Insp Repts 50-321/86-38 & 50-366/86-38 on 861216-19.No vio- 
lations or deviations noted. 

BROWNLEE.V.L. Region 2, Office of Director. 87/02/05. MILLER, J.H. Georgia Power 
Co. 2pp. 39676:186-39876:228. 

“8702180684 Insp Repts 50-321/86-38 & 50-366/86-38 on 861216-19.No deviations or 
violations noted.Major areas inspected:fire protection & licensee actions re implemen- 
tation of requirements of 10CFR50,App R, Sections III.G.III.J & III.L. 

MILLER, W.H., MADDEN, P.M., HUNT.M.D. Region 2, Office of Director. 87/02/02. 
41pp. 39676:188-39676:228. 

8702190026 Forwards Equipment Qualification Insp Repts 50-321/86-35 & 50-366/86- 
35 on 861103-07.Five deficiencies noted in program implementation, summarized in 
end App A.classified as potential enforcement/unresolved items. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/06. BECKHAM, J.T. Georgia 
Power Co. 5pp. 39679:160-39679:181. 

-8702190044 Equipment Qualification Insp Repts 50-321/86-35 & 50-366/86-35 on 
861 103-07. Major areas inspected: program for establishing & maintaining qualification 
of electric equipment per 10CFR50.49.Five deficiencies noted. 

WILSON, R.C. Office of Inspection & Enforcement, Director (Post 820201). 
POTAPOVS, U. Vendor Program Branch. 87/02/07. 17pp. 39679:165-39679:181. 

8702190122 Forwards Insp Repts 50-321/86-39 & 50-366/86-39 on 861115-21 & notice 
of violation. 

REYES, L.A. Region 2, Office of Director. 87/02/06. O’REILLY.J.P. Georgia Power Co. 
2pp. 39719:026-39719:039. 

“8702190127 Notice of violation from insp on 861 115-21. 

REYES, LA. Region 2, Office of Director. 87/02/06. 2pp. 39719:028-39719:029. 

“8702190139 Insp Repts 50-321/86-29 & 50-366/86-39 on 861115-21. Violation 
noted:overall integrated leak rate for as-found containment condition could not be de- 
termined due to failure to measure change in leakage rate. 

WITENER.H.L., JAPE.F. Region 2, Office of Director. 87/02/02. 8pp. 39719:030- 
39719:039. 

8702180320 Ack receipt of 870116 & 30 responses informing NRC of steps taken to 
correct violations noted in Insp Repts 50-321/86-37 & 50-366/86-37.Results of NRC 
evaluation will be forwarded by separate correspondence. 

BROWNLEE.V.L. Region 2, Office of Director. 87/02/09. O'REILLY, J.P. Georgia 
Power Co. ip. 39666:164-39666:166. 

8702180307 Ack receipt of 870127 supplemental response to violations noted in Insp 
Repts 50-321 /86-G6 & 50-366/86-06.Results of evaluation will be forwarded separate- 

&RACE.J.N Fedor 2. Office of Director. 87/02/10. O’REILLY.J.P. Georgia Power Co. 
"■p. 336e3.034-3S663-0D3. 

8702190197 Forwards Insp Repts 50-321/87-01 & 50-366/87-01 on 870120-23.No vio- 
lations or deviations noted. 

BROWNLEE.V.L. Region 2, Office of Director. 87/02/10. O’REILLY.J.P. Georgia 
Power Co. 2pp. 39685:1 1 3-39685:1 22. 

“8702190205 Insp Repts 50-321/87-01 & 50-366/87-01 on 870120-23.No violations or 
deviations noted.Major areas inspected: licensee action on previous enforcement 
matters, inservice testing of pumps & valves & inspector followup items. 

MENNING.J.E., BLAKE.J.J. Region 2, Office of Director. 87/02/06. 8pp. 39685:115- 
39685:122. 


8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppi 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702260204 Requests review of end program for mitigation of IGSCC & insp of main 
recirculation, per NRC 860424 Itr.Procjram will be implemented during 1 987 maint/refu- 
eling outage.Approval for addl operating cycle requested. Repts end. Fee paid. 
GUCWA.L.T. Georgia Power Co. 87/02/20. Document Control Branch (Document 
Control Desk). 3pp. 39754:289-39755:097. 

“8702260206 “Hatch Unit 1 IGSCC-Susceptible Primary Pressure Boundary Stainless 
Steel Piping & Components Insp/Mitigation Program, 1987 Maint/Refueling Outage." 

* Georgia Power Co. 87/02/20. 9pp. 39754:292-39754:300. 

“8702260216 Rev 0 to "Justification for Continued Operation W/Existing Weld Overlays 
at Hatch Unit 1.” 

GUSTIN.H.L, RICCARDELLA.P. Structural Integrity Associates. SIR-87-004 R00. 87/ 
02/28. 27pp. 39754:301-39754:327. 

“8702260222 Draft “Technical Justification for Extended Weld Overlay Design Life.” 

* Structural Integrity Associates. SIR-86-021 DRFT. 86/12/31. 130pp. 39754:328- 
39755:097. 


R. Periodic operating reports & related correspondence 


8702260344 "Annual Radiological Environ Surveillance Rept,CY85.” 

* Georgia Power Co. 85/12/31. 35pp. 39756:258-39756:292. 

8702260249 Monthly operating repts for Jan 1987.W/870213 Itr. 

RICHARDSON, J.H., GUCWA.LT. Georgia Power Co. 87/01/31. 10pp. 39754:159- 
39754:168. 


S. Reportable occurrences, LERs & related correspondence 


8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator dutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM.F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702090056 Documents commitments re 861203 loss of water from spent fuel pools, per 
861205 telcon.Fuel pool transfer canal bellows seals arrangement evaluated to assure 
generation of design changes to make assembly single failure proof. 

GUCWA.L.T. Georgia Power Co. 86/12/05. GRACE, J.N. Region 2, Office of Director. 
2pp. 39549:148-39549:149. 

8702100003 LER 86-022-01 :on 860514, RWCU sys isolated due to high temp conditions 
within RWCU HX pump room area.Caused by personnel using original design data in- 
stead of field operating conditions to establish Tech Specs setpoint. W/870 130 Itr. 
BAKER.R.D., GUCWA,L.T. Georgia Power Co. 87/01/30. 5pp. 39570:141-39570:145. 

8702090431 LER 87-001 -00:on 8701 01, main turbine tripped causing full reactor 
scram. Caused by spurious ground fault signal or spurious electrical noise from welding 
operations. Engineering evaluation performed.W/870202 Itr. 

BAKER.R.D., GUCWA.L.T. Georgia Power Co. 87/02/02. 6pp. 39561:213-39561:218. 

8702180589 Forwards summary of 870122 enforcement conference w/util to discuss 
design & procedural problems associated w/loss of water from spent fuel pools at 
facilities.Attendees list & util meeting outline end. 

GRACE, J.N. Region 2, Office of Director. 87/02/04. O'REILLY.J.P. Georgia Power Co. 
19pp. 39668:141-39668:159. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 87G202,List of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 


8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190551 Forwards Insp Rept 50-321/87-03 & 50-366/87-03 on 870126-30.No viola- 
tions or deviations noted. 

BROWNLEE.V.L Region 2, Office of Director. 87/02/11. O’REILLY.J.P. Georgia 
Power Co. 2pp. 39679: 1 1 8-39679: 130. 

“8702190590 Insp Repts 50-321/87-03 & 50-366/87-03 on 870126-30.No violations or 
deviations noted.Major areas inspected:plans & procedures developed for perform- 
ance of hydrogen water chemistry tests & water chemistry program. 

ROSS.WJ., KAHLE.J.B. Region 2, Office of Director. 87/02/11. 11pp. 39679:120- 


8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas,” Svc list end. 


JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702200333 LER 87-003-00:on 8701 09, personnel in procedure upgrade program per- 
formed validation review of plant procedures & did not fully satisfy all surveillance 
requirements.Caused by personnel error.Procedures modified.W/870209 Itr. 
BAKER.R.D., GUCWA.LT. Georgia Power Co. 87/02/09. 8pp. 39700:144-39700:151. 

8702250448 LER 87-002-00:on 8701 15, main generator & main turbine tripped on clo- 
sure of main turbine stop valves. Caused by trip of main generator ground fault detec- 
tor due to loose wire.Engineering analysis performed.W/870216 Itr. 

BAKER.R.D., GUCWA.LT. Georgia Power Co. 87/02/16. 7pp. 39734:352-39734:358. 


V. Operator Examinations 


8702060516 Summary of 870107 meeting w/util in Bethesda,MD re positive actions 
taken to improve operation of facilities prior to NRC preparation of SALP rept.Charts 
end. 

RIVENBARK.G. BWR Project Directorate 2. 87/02/03. MULLER, D.R. BWR Project Di- 
rectorate 2. 8pp. 39546:097-39546:104. 
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F. Security, medical, emergency & fire protection plans 

8702120220 "Nuclear Regulation, Unique Features of Shoreham Nuclear Plant Emergen- 
cy Barmina ” Related correspondence. 

* General Accounting Office. #187 2170. GAO/RCED-87-50. 86/12/31. 26pp. 
39594:071-39594:096. 

8702120583 "Emergency Planning Federal Involvement in Preparedness Exercise at 
Shoreham Nuclear Plant." Related correspondence. 

* General Accounting Office. #187 2063. GAO/RCED-87-45. 86/12/31. 37pp. 
39003:323-39603:361. 

8702250449 Reauests that decontamination site plan be abolished.Plan cannot be ac- 
comolished in 100% safe & responsible manner. Also requests to be included in any 
further communications that site review plan may generate. Served on 870128. 
VaCInTINe“pIERCE,D.W., CALO.J New York State ot #187 2330. 87/01/08. 

NRG - No Detailed Affiliation Given. 2pp. 39744:077-39744:078. 

8701160027 Forwards Revs 12 & 13 to security plan .resolving finding from Aug 1986 
QA audit & clarifying concerns expressed in end to NRC 8oll2B irrespectively. Revs 

LEON%D 6 j.D 0< Longisland Lighting Co. 87/01/12. Record Services Branch (Docu- 
merit Control Desk), ip. 39294:353-§9294:353. 

8702250442 Informs of two misstatements made by NRC & reported in end 870104 
newspaper article re emergency planning.Emphasizes that authority & resources of 
Suffolk County will not be used to implement util emergency 'plan Related l info end. 
LOGRANDE.M.A. Suffolk County, NY. #187 2322. 87/01/16 STEl-LO.V. Office of the 
Executive Director for Operations. 21pp. 39741:001-39741.021. 

87022501 SB Reauest for exemption from 10CFR50,App E.Section IV.F requirements for 
full participation offsite emergency preparedness exercise to be conducted within 1 yr 
nriftc tn onAmtion above 5% of full power. Certificate of Svc end. ,,, 

in Lona Island Lighting Co. CHRISTMAN, J.N. Hunton & Williams. 
#187 2297. 87/01/22. Office of Nuclear Reactor Regulation, Director (post 851125). 

1 0pp. 39743:059-39743:008. 

e7 ot 2 walk 

emergency broadcast station not required for onsite emergency plan, per NUREG- 

LEONARD.J.D. Long Island Lighting Co. 87/01/29. Document Control Branch (Docu- 
merit Control Desk), ip. 39477:001-394 78:013. 

-“©702030 1S6 Rev 7 to emergency preparedness plan 

* Long Island Lighting Co. 86/10/31. 350pp. 39477.002-39478.013. 

- Nucl - Re - 

actor Regulation, Director (post 851125). 4pp. 39579.28b J9b/9.4t*y. 

87 u Td 3 ^ 

S5STSS “ector 9 Sw^fiONARWA Long Island 
Lighting Co. 5pp. 39630:314-39630:318. 

87 mentfr 3 eS™y a p1ln S pr g a r2ph n ^ 

merit Control bosk)- 2pp. 39728.247-39728.248. 

G, Adjudicatory correspondence 

87 r»s 

r P lR?O d O.R 0e Xsais«ant General Counsel for Hearings. #187 2384. 86/10/29. Suffolk 
County, NY. 6pp. 39473:353-39473:358. 

■'ssssurira % isnssstissss 

ZAHNLEUTERR.J. New York, State of. #187 2332. 87/01/20. Long Island Ughttng 
CO. 15pp. 39473:180-39473:194. 

©702030052 Advises Board & parties of ^ff^Dloduction^of documente.AgrSments 
39475:085. 

87 M^ 

1p ' 39472;304 ’ 

39472:304. 

8702030042 Order (setting expedited schedule S r B 7% , §o^ewed°on 87 f 01 28. 

ation).* All parties, except staff, ordered to reply by 870 * ? 2317 87/01/23. 

WARGULIES.M.B. Atomic Sam 0 ^^'“^L 9 39474 OO5 
Office of the General Counsel. 2pp. 39474.004-394 /a.uuo. 

8702060106 Forwards three apps inadv ®5 en ?^^)RRAY 0 C NM§Xpatriel< & Lockhart. 
MCMURRAY.C.M. Suffolk County, NY “fMURRAY.UM ■ V MARGUUES MB 

s'af ety°and Licensing Panel. 9pp. 39535:097- 

39536:105. 


8702030021 Ack receipt of FEMA 8701 IS ’.tr & discusses schedules for C»-3 1 Cv-5 
Boards.FEMA request to conserve !irrt.ted resources supported. foint cor*© fence 

should be held in Bethesda on 870210. 

BORDENICK.B.M, Assistant General Counsel tor Hearngs #1S7 2375 ©7 '.CVS? 
MARGUL1ES.M.B., KLINE, J.R., SHON.F.J. Atomic Safety and Licensing Beard Panel 

2pp. 39472:352-39472:353. 

8702030046 LILCO reply to State of NY response to LiLCC metier requesTr- issuance 

of subpoenas & motion for leave to file.* ReiecLon of motor for rea- 

sons listed. Certificate of Svc end 

IRWIN, D.P. Long Island Lighting Co. *RW1N ,D.P. Hunton & WiiUms, #787 2343, 37, 

01/27. Atomic Safety and Jce.osr.g Soar; Panel. 5pp. 33475:1 44-33475,143 

8702030160 FEMA amended answers to Suffolk County' first request for adm$s.,ofis * 
Amend revises 861118 answers based or, info obtained since Lung & discovery con- 
ducted to date. Certificate cf Svc sr.ci.Related correspondence. 

CUMMINS, ‘A'.R. Feders. Er.e'ger.c- Management Agency. #1S7 236 S 37/01/ 27, 

11pp. 33474:202-35474.212. 

S702Q3C4S7 State of NY response to "LiLCC .Motion ^ecuesfrg of Subpoe- 
nas."* Depositions of two of JD PapiSe subordinates -l: . waste of 

resources. Motion should be denied.JD Pa:, e =" da/.t :• Z ; . lt/ v c 

ZAHNLEUTER.R.J. New York, State cC. r 57 23=* r I" Z~ A a me li- 
censing Board Panel. 10pp. 39481:136-33431:145. 

8702030027 Informs of 870205 presentation of oral argument on 'bet mi? of 
intervenors.per ASLAB 870121 order.Zahnieuter, representing State of NY.wai tiso be 

present. Related correspondence. 

LANPHER.LC. Suffolk County, NY -AN'HER.L.C 'tew York, Slats of 
LANPHER.L.C. Southampton, MY. #18" 2233. .8?.^ * J2s_ jSHQEMAKrR.C.- Atonic 
Safety and Licensing Appeal Panel. Ip. S5-s72.3£S-334"5.35t 

8702030069 Suffolk County, State of NY & Town cf Sc-1 v amp1:n od. of ;nt«rogato» 
ries & request for production cf documents to = EMA. 3 NR - * Dcc-men!* re ©miff-* 
qenev planning recuestac. Certf.sr.s m Svc enelReiaied correspondenca. 
mCmURRAY.C.M. Suffolk ecu my \Y. MCMC'RRAY.CV Ki^afock & UMXtofl 
PALOMINO, F.G. New York, State o’. -7187 2371 37 2z. Federal Emergency Man- 

agement Agency. Spp. 39474:347-39474:354. 

8702100310 Advises that LILCO plan for expanded use c* R.-cVa. 7e ‘a: ‘ '" i asjacsrTr* 
ctr.dsscribed :r. Rev 7 to omer;e.-=y rcr.wu re«-_ rSSfiSfmn *64 ” ' * ' 

attempt to use laxity w=u,c v.ciateji=a. ==^ » iLStfr 


sis”' 5 sT- East Norwich Central School 
" " * ' Long island Lsghteg Co. ip. 


COLBY,]., DIAMOND. K.S.. 

District, NY. #187 2452. 87--'3'/2c. 

33574:238-39574:238. 

8702030442 LILCO answer to intervener motion of 870122 for reconsk^itiw ctf 
SI - No obj^tton raised to expedited treatment ot .ntetvenor motor: =er.-fxata ot 

CHRKTMAN.J.N. Lortg Island Lighting Ob. ="^:‘i: 

#187 2383. 87/01/29. Atomic Safety and Uc=r>. 3 =- - - jpp 

39473:352. 

8702030439 Notice of deposition.* Notice cf cZCtCaz *?? A 'Tl.Y‘5 
York State Radiological Emergency rreps's-. .=ss • ■— ; 

DONEGA.KI 3 ' Snf Co. DONEGA.K.L. Hunton & Mm #127 236S 
87/01 /30'. 3pp. 39^74:00 1 -G34 7i:CC-o 

8702030512 Response of Suffolk ^ 
ries & request for production of documents re recep^on 

Svc.Related correspondence srr AY C M Kirkpatnck & bDeteart. 

# « 2 AY 87 C / 01 / 3 oTn S .-and Lrgh«g 

Co. 13pp. 39481:159-39481:171. 

8702060045 LILCO response to W«venofmotoh<« 
tions of intervenors second set of interrogatones. . -v-- - 

nor 870*20 motion tc compel. Cerlif'cete of ©nel Himton & #«? 

39633:336- 

39533:348. 

PALOMINO, F.G. New York, State of 


ny be filed on rolling basis. Certificate of SvcencL ufok & LocWwl 

LANPHER.LC. Suffolk County ^Y. UNWtn art ( i> 

PALOMINO.F.G. New York Stete of #187 2405. 

censing Board Panel. 12pp. 39534.333-39534.j44. 

8702060068 Opposition of c^S vr ercl 

motion for reconsideration of A^LB - - - • , ,~s, u =q-AY cm. - 

MCMURR AY. C.M. 37/C', 33. Atpr.p Safer. «- - 



8702060090 Order * Bdends time ‘or &OT^^^g' 


rmmw MAB-®55^d mm2 & 


run J Office of the Secretary - 

SS.t? 39535:076-39535:076. 


S-SSl. #187 2402. 87/02/02. CM- 



LETSCHE.K.J. Suffoik Coun-/- , i, g “ 2 433. S7 

censing* Boanj^aneT 25ppl'39^0:00i -39550:025. 
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8702060097 Memorandum & order/ Order denying intervenors 870120 motion for util to 
answer listed questions from secona set of interrogatories re emergency planning 
exercise. Served on 870204. 

.‘/iVE.J.H. Atomic Safety and Licensing Board Panel. #187 2421. 87/02/03. 2pp. 
39535:084-39535:085. 

8702090028 NRC staff response to both LILCO motion for reconsideration of Board 
870114 order (setting discovery & hearing schedule) & intervenors joint motion for re- 
consideration of that order/ W/Certificate of Svc. 

PIRFO.O.R. Assistant General Counsel for Hearings. #187 2432. 87/02/03. Atomic 
Safety and Licensing Board Panel. 12pp. 39550:206-39550:217. 

8702090058 Responds to 870202 Itr re conference of counsel.ASLP has not determined 
that conference of counsel necessary.Staff response not due until end of day.Served 
on 870205. 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #187 2441. 87/02/03. 
MCMURRAY.C.M. Suffolk County, NY. MCMURRAY.C.M. Kirkpatrick & Lockhart. 
MCMURRAY.C.M. New York, State of. Ip. 39549:154-39549:154. 


8702190085 Forwards notices of deposition for five witnesses identified in response to 
first set of interrogatories. Request for site visit at three reception ctrs also 
end. Related correspondence. 

MCMURRAY.C.M. Suffolk County, NY. MCMURRAY.C.M. Kirkpatrick & Lockhart. 
#187 2521. 87/02/12. CHRISTMAN, J.N. Hunton & Williams. Ip. 39665:335- 
39665:335. 

-8702190118 Notice of deposition/ RE Linnemann will provide deposition on 870305 in 
Washington, DC re reception ctrs designated in util plan, radiological health & safety & 
other pertinent matters re use of reception ctrs.Related correspondence. 

CASE.D.T. Suffolk County, NY. CASE.D.T. Kirkpatrick & Lockhart. 87/02/12. 2pp. 
39665:336-39665:337. 

-8702190134 Notice of Deposition/ DE Donaldson will provide deposition on 870304 in 
Washington, DC re monitoring & decontamination at reception ctrs designated by util 
plan, procedures, equipment & staffing at ctrs.Related correspondence. 

CASE.D.T. Suffolk County, NY. CASE.D.T. Kirkpatrick & Lockhart. 87/02/12. 2pp. 
39665:338-39665:339. 


8702100322 Suffolk County, State of NY & town of Southampton motion for leave to file 
reply to LILCO response to intervenor motion for order compelling response to por- 
tions of intervenor second set of interrogatories.* 

LETSCHE.K.J. Suffolk County, NY. LETSCHE.K.J. Kirkpatrick & Lockhart. 

PALOMINO, F.G. New York, State of, #187 2463. 87/02/03. Atomic Safety and Li- 
censing Board Panel. 2pp. 39574:226-39574:233. 

-8702100335 Suffolk County, State of NY & town of Southampton reply to LILCO re- 
sponse to intervenor motion for order compelling response to portions of intervenor 
second set of interrogatories/ Certificate of Svc end. 

LETSCHE.K.J. Suffolk County, NY. LETSCHE.K.J. Kirkpatrick & Lockhart. 

PALOMINO.F.G. New York, State of. 87/02/03. Atomic Safety and Licensinq Board 
Panel. 6pp. 39574:228-39574:233. 

8702090017 LILCO response & objections to intervenors first set of interrogatories & 
request for production of documents re reception ctr issues dtd 870121/ Certificate of 
Svc end. Related correspondence. 

CHRISTMAN, J.N. Long Island Lighting Co. CHRISTMAN, J.N. Hunton & Williams. 
#187 2450. 87/02/04. Suffolk County, NY. 29pp. 39550:154-39550:182. 

8702090018 Ord" f'dirc or motions for reconsideration of scheduling). * Intervenor & 
staff prefiled test mcry.motiors tc strike testimony & responses to motions due 
870406,13 & 20. mspod -.m y So A-od or. 870205. 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #187 2427 87/02/04 
Office of the General Counsel. 2pp. 39550:183-39550:184. 

8792030018 Order fm'lrg cr motions fc* reconsideration of scheduling). * Intervenor & 
s:n? ; p-d.'-r: test ncry.mcticr.s to srike testimony & responses to motions due 
8 7 j -!35 1 3 & PC mspectivCi/ Served on 870205. 

M A R G U .. ! If. S . \ ! . 3 . Arcrnc Safety arc licensing Board Panel. #187 2427 87/02/04 
2pp 39553. 183-39550:184. 


8702090025 LILCO second set of interrogatories & requests for production of docu- 
ments re reception ctrs to Suffolk County & State of NY/ Certificate of Svc end Re- 
lated correspondence. 

CHRISTMAN, J.N. Long Island Lighting Co. CHRISTMAN, J.N. Hunton & Williams 
#187 2451. 87/02/04. Suffolk County, NY. 8pp. 39550:185-39550:192. 


8702100299 Suffolk County, State of NY & town of Southhampton second set of inter- 
rogatories & requests for production of documents to LILCO.* Certificate of Svc 
encI.Related correspondence. 

CASE.D.T. Suffolk County, NY. PALOMiNO, F.G. New York, State of LATHAM S B 
Southampton. NY. "187 2'i6l. 87/02/06. Atomic Safety and Licensing Board Panel! 
13pp. 39570:337-3957C:3-t9. 


8702100300 Memorandum & order (ruling om LILCO motion for reconsideration of & 
staff motion for clarification of 861119 memorandum & order)* LILCO motion 
denied.Staff motion granted. Served on 870206. 

SHON.F.J., PARIS, O.H., FRYE.J.H. Atomic Safety and Licensing Board Panel. #187 
2457. 87/02/06. Long Island Lighting Co. 5pp. 39570:332-39570:336. 


8702130123 Advises that J Paprle.J Baranski & L Czech will testify in facility proceeding 
re emergency preparedness (EP) exercise. Subj matter will be issues raised in Con- 
tentions Ex 15 & 16, including essential elements of EP.W/Certificate of Svc 
PALOMINO.F.G. New York, State of. #167 2496. 87/02/06. FRYE.J.H., PARIS, O.H. 
SHON.F.J. Atomic Safety and Licensing Board Panel. 7pp. 39630:349-39630:355. 


8702130120 Memorandum & Order/ Denies util motion to compel admissions Served 
on 870210. 


PARIS, O.H., SHON.F.J.. FRYE.J.H. Atomic Safety and Licensing Board Panel 87/02/ 
09. Long Island Lighting Co. 4pp. 39631:171-39631:174. 


8702130135 Memorandum & Order (ruling on LILCO & intervenors motion for reconsid- 
eration of schedule)/ Scheduling order will remain in effect, subi to listed revs Served 


MARGULIES.M.B., KLINE, J.R., SHON.F.J. Atomic Safety and Licensinq Board Panel 
#187 2482. 87/02/09. Long Island Lighting Co. 15pp. 39634:001-39634:015. 


8702200286 Forwards list of proposed agenda items for 860210 conference of 
counsel.State of NY & town of Southampton agree w/ proposed items.including wit- 
ness designations & depositions, outstanding matters & hearinq-related issues. 
MILLER, M.S. Suffolk County, NY. MILLER.M.S. Kirkpatrick & Lockhart #187 2545 
87/02/09. FRYE.J.H., PARIS, O.H.. SHON.F. 1. Atomic Safety and Licensing Board 
Panel. 3pp, 39692:099-39692:101. y y 


-8702190146 Notice of deposition/ CA Daverio will provide deposition on 870302 in 
Hauppauge.NY re monitoring & decontamination procedures at reception 
ctrs, personnel & equipment & other pertinent matters. Related correspondence. 
CASE.D.T. Suffolk County, NY. CASE.D.T. Kirkpatrick & Lockhart. 87/02/1 2. 2pp. 
39665:340-39665:341. 

-8702190156 Notice of deposition.® EB Lieberman will provide deposition on 870224 in 
Hauppauge.NY re number of vehicles brought into reception ctrs & transportation & 
traffic within & surrounding reception ctr.Related correspondence. 

CASE.D.T. Suffolk County, NY. CASE.D.T. Kirkpatrick & Lockhart. 87/02/12. 2pp. 
39665:342-39665:343. 

-8702190166 Notice of deposition/ RJ Watts will provide deposition on 870303 in 
Hauppauge.NY re monitoring & decontamination at reception ctrs & containment of 
washwater from decontamination process. Related correspondence. 

CASE.D.T. Suffolk County, NY. CASE.D.T. Kirkpatrick & Lockhart. 87/02/12. 2pp. 
39665:344-39665:345. 

—8702190236 Suffolk County, State of NY & town of Southampton request for site visit/ 
Requests visit to Bellmore.Roslyn & Hicksville facilities currently designated as recep- 
tion ctrs under util plan.W/Certificate of Svc.Related correspondence. 

CASE.D.T. Suffolk County, NY. CASE.D.T. Kirkpatrick & Lockhart. ZAHNLEUTER.R.J. 
New York, State of. 87/02/12. Atomic Safety and Licensing Board Panel. 5pp. 
39665:346-39665:350. 

8702190101 LILCO supplemental response to Suffolk County, State of NY & town of 
Southampton first request for admissions. Answers to interrogatories.* W/Certificate of 
Svc.Related correspondence. 

DONEGAN.K.L. Long Island Lighting Co. #187 2509. 87/02/12. Suffolk County, NY. 
6pp. 39666:016-39666:021. 

8702190086 Memorandum & order (memorializing prehearing conference)/ All parties 
except FEMA directed to file written testimony re emergency preparedness 
exercise, as scheduled. Served on 870217. 

PARIS, O.H., SHON.F.J., FRYE.J.H. Atomic Safety and Licensing Board Panel. #187 
2504. 87/02/13. Office of the General Counsel. 9pp. 39665:351-39665:359. 

8702190187 Supplemental response of Suffolk County to LILCO first set of interrogato- 
ries & request for production of documents re reception ctrs." Certificate of Svc end. 
MCMURRAY.C.M. Suffolk County, NY. MCMURRAY.C.M. Kirkpatrick & Lockhart. 
#187 2502. 87/02/13. Long Island Lighting Co. 10pp. 39665:282-39665:291. 

8702190094 Notice of deposition.* S Saegert will provide deposition on 870302 in 
Washington, DC re suitability of three reception ctrs for evacuees designated in emer- 
gency plan. Related correspondence. 

CHRISTMAN.J.N. Long Island Lighting Co. CHRISTMAN, J.N. Hunton & Williams. 
#187 2522. 87/02/14. 2pp. 39666:033-39666:042. 

-8702190120 Notice of deposition.* M Mayer will provide deposition on 870303 in 
Washington, DC re suitability of three reception ctrs for evacuees designated in emer- 
gency plan. Related correspondence. 

CHRISTMAN.J.N. Long Island Lighting Co. CHRISTMAN.J.N. Hunton & Williams. 87/ 
02/14. 2pp. 39666:035-39666:036. 

-8702190138 Notice of deposition.* D Harris will provide deposition on 870304 in 
Washington, DC re suitability of three reception ctrs for evacuees designated in emer- 
gency plan.Related correspondence. 

CHRISTMAN.J.N. Long island Lighting Co. CHRISTMAN.J.N. Hunton & Williams. 87/ 
02/14. 2pp. 39666:037-39666:038. 

-8702190167 Notice of deposition.* GC Minor will provide deposition on 870305 in 
Washington, DC re suitability of three reception ctrs for evacuees designated in emer- 

g ency plan.Certificate of Svc encI.Related correspondence. 

HRISTMAN.J.N. Long Island Lighting Co. CHRISTMAN.J.N. Hunton & Williams. 87/ 
02/14. 4pp. 39666:039-39666:042. 

8702250101 Notice of deposition/ J Papile deposition on Contentions EX 15 & 16 re 
emergency preparedness exercise scheduled for 870225,Related correspondence. 
DONEGAN.K.L Long Island Lighting Co. DONEGAN.K.L Hunton & Williams. #187 
2564. 87/02/18. Ip. 39722:335-39722:339. 

-8702250105 Notice of deposition/ J Baranski deposition on Contentions EX 15 & 16 
re emergency preparedness exercise scheduled for 870225. Related correspondence. 
DONEGAN.K.L Long Island Lighting Co. DONEGAN.K.L Hunton & Williams. 87/02/ 
18. ip. 39722:336-39722:336. 


8702130203 Forwards SECY-87-035 re consideration of emergency planning rule 
changes to deal w/Iack of govt cooperation in offsite emerqencv plannina Related 
correspondence. 3 

REIS.t.J. Assistant General Counsel for Hearings. #187 2493 87/02/10 

MARGULIES.M.B., FRYE.J.H., KLINE, J.R. Atomic Safety and Licensing Board Panel. 
29pp> 39634:1 52-39634:1 80. 


-8702250110 Notice of deposition/ L Czech deposition on Contentions EX 15 & 16 re 
emergency preparedness exercise scheduled for 870225.Certificate of Svc.Related 
correspondence. 

DONEGAN.K.L. Long Island Lighting Co. DONEGAN.K.L Hunton & Williams. 87/02/ 
18. 3pp. 39722:337-39722:339. 


8702250183 List of Licensing Board orders re discovery against FEMA. List of Appeal 
Board orders re discovery against FEMA/ Related correspondence 
* Atomic Safety and Licensing Board Panel. #187 2574. 87/02/10. 28pp 39723 200- 


8702240086 NRC first set of interrogatories & requests to produce of Suffolk 
County.State of NY & town of Southampton/ Certificate of Svc encI.Related corre- 
spondence. 

BACHMANN.R.G,, JOHNSON, G.E. Assistant General Counsel for Hearings. #187 
2560. 87/02/19. New York, State of. 7pp. 39702:094-39702:100. 



DOCKETED ITEMS 105 


8702250100 Order (revising discovery & hearing schedule).* Problem brought about by 
notification of 16 addl witnesses to be deposed. Dispute involved how addl wk needed 
for deposing witnesses would affect existing schedules.Served on 870224. 
MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #187 2575. 87/02/20. 
2pp. 39722:333-39722:334. 

8702250120 LILCO responses & objections to intervenor second set of interrogatories 
dtd 870206.* W/Certificate of Svc.Related correspondence. 

CHRISTMAN, J.N. Long Island Lighting Co. CHRISTMAN.J.N. Hunton & Williams. 
#187 2565. 87/02/20. Suffolk County, NY. 11pp. 39723:009-39723:019. 

8702250125 FEMA response to Suffolk County, State of NY & town of Southampton first 
set of interrogatories & request for production of documents to FEMA & NRC staff.* 
W/Certificate of Svc.Related correspondence. 

GUMMING, W.R. Federal Emergency Management Agency. #187 2573. 87/02/20. 
Suffolk County, NY. 23pp. 39723:024-39723:046. 


H. General correspondence 

8702110148 Requests to be placed on list of individuals to receive documents re licens- 
ing of facility. 

NEWMAN, B. Coalition for Safe Living. 87/01/25. NRC - No Detailed Affiliation Given. 
2pp. 39580:308-39580:309. 


P. Operating license stage documents & correspondence 

8701270478 Final response to FOIA request.App F documents re Marviken II project 
end & available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/01/20. MORROW, D.C. Fried, 
Frank, Harris, Shriver & Jacobson. 19pp. 39540:001-39543:062. 

-8702040209 Summary of 801008 meeting w/Mark II Owners to discuss long term pro- 
gram chugging load spec.Load reduction due to either spatial averaging or desynch- 
ronization justified w/adequate documentation of methodology. 

ANDERSON, C.J. Generic Issues Branch. 80/10/28. KNIEL.K. Generic Issues Branch. 
14pp. 39543:240-39543:253. 

8702090434 Forwards application for amend to License NPF-36, consisting of License 
Change Application 7, changing discharge pressure in Tech Spec Section 4.1.5c from 
1,190 to 1,220 psig.Fee paid. 

LEONARD, J.D. Long Island Lighting Co. 87/02/04. Document Control Branch (Docu- 
ment Control Desk). 1 p. 39559:039-39559:051 . 

-8702090447 Application for amend to License NPF-36, consisting of License Change 
Application 7, changing discharge pressure in Tech Spec Section 4.1.5c from 1,190 to 
1,220 psig for standby liquid control sys. W/Certificate of Svc. 

LEONARD, J.D. Long Island Lighting Co. 87/02/04. 7pp. 39559:040-39559:046. 

-8702090456 Proposed Tech Specs, implementing design change that will equip stand- 
by liquid control sys w/slightly more than twice "equivalent control capacity" required 
by 1 0CFR5O.62(c)(4). 

* Long Island Lighting Co. 87/02/04. 5pp. 39559:047-39559:051. 

8702120521 Forwards NRR monthly status rept, including info available as of 
870131.Rept identifies potential or actual licensing delay for Shoreham.Comanche 
Peak Unit 1 .Braidwood Unit 1 & Seabrook Unit 1 . 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
05. STELLO.V. Office of the Executive Director for Operations. 21pp. 68773:241- 
68773:261. 

8702200037 Forwards Suppl 5 to “Startup Rept for 861115-870201," per Tech Spec 
Paragraphs 6.9. 1.1 -6.9. 1.3 & Rev 4 to Reg Guide I.I 6 .N 0 startup activities performed 
during reporting period. 

LEONARD, J.D. Long Island Lighting Co. 87/02/17. Document Control Branch (Docu- 
ment Control Desk). Ip. 39695:211-39695:223. 

-8702200043 Suppl 5 to "Startup Rept for 861115-870201." 

STEIGER, W.E. Long Island Lighting Co. 87/02/06. 12pp. 39695:212-39695:223. 

8702250013 Notification of 870219 meeting w/util in Bethesda.MD to discuss status of 
listed issues, including Tech Spec change request on standby liquid control sys & on 
lowering water level before MSIV isolation. 

LO,R. BWR Project Directorate 4. 87/02/17. BUTLER, W.R. BWR Project Directorate 
4. 4pp. 39727:258-39727:261. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702080417 Forwards Safety Insp Rept 50-322/86-19 on 861 116-1231. 

BLOUGH.A.R. Region 1, Office of Director. 87/01/30. LEONARD, J.D. Long Island 
Lighting Co. 2pp. 39537:002-39537:009. 

-8702060422 Insp Rept 50-322/86-19 on 861 1 16-861 231. Major areas 

inspected’.conduct of surveillance & maint activities along w/other routine resident 
insp activities. 

WIGGINS, J.T. Region 1, Office of Director. 87/01/28. 6pp. 39537:004-39537:009. 


8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 


8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702110132 IE Info Notice 87-012, "Potential Problems W/M©tal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Lin© Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


R. Periodic operating reports & related correspondence 


8702030335 Rept of changes, tests & experiments completed during 1985, per 
10CFR50.4 & 50.59.W/870129 Itr. 

LEONARD, J.D. Long Island Lighting Co. 85/12/31. 60pp. 39483:161-39483:220. 


S. Reportable occurrences, LERs & related correspondence 


8603180324 Forwards LERs 86-007,86-008 & 86-009. 

STEIGER, W.E. Long Island Lighting Co. 86/03/14. Record Services Branch (Docu- 
ment Control Desk), ip. 35128:130-35128:137. 

“8603180330 LER 86-007-00:on 86021 2, split of reactor bldg closed loop cooling water 
(RBCLCW) into accident configuration occurred due to lo-lo RBCLCW head tank A 
level. Caused by inadequate station procedure for filling HXs.Procedure being revised. 
GRUNSEICH.R.W. Long Island Lighting Co. 86/03/14. 2pp. 35128:131-35128:132. 

“8603180332 LER 86-008-00:on 86021 4,during surveillance procedure.split of reactor 
bldg closed loop cooling water (RBCLCW) sys occurred.Caused by technician acci- 
dentally bumping RBCLCW head tank B lo-lo level switch.Procedure revised. 
GRUNSEICKR.W. Long Island Lighting Co. 86/03/14. 2pp. 35128:133-35128:134. 

“8603180334 LER 86-009-00:on 86021 7, during APRM functional test, full reactor trip 
occurred.Caused by technician failure to reset reactor protection sys trip signal A 
before initiating test of Logic Train B.Procedures being reviewed. 

GRUNSEICH.R.W. Long Island Lighting Co. 86/03/14. 3pp. 35128:135-35128:137. 

8702090049 LER 86-038-01 :on 861 004, reactor bldg standby ventilation sys A side initi- 
ation occurred during instrumentation & control surveillance testCaused by difficult 
accessibility to terminals.Procedures will be revised.W/870129 Itr. 

GRUNSEICH.R.W., STEIGER, W.E. Long Island Lighting Co. 87/01/29. 5pp. 
39549:137-39549:141. 

8702170612 Part 21 rept re cracking in O-ring on latch mechanism on contactors in nu- 
clear exciters. Initially reported on 861216. Sprecher & Schuh changed O-ring matl to 
Viton E60C. Contactors will be returned to vendor & rebuilt. 

SCHWELLENSATTL Basler Electric. 87/02/04. PELKE.P. Region 3, Office of Director. 
Ip. 39661:108-39661:108. 

8702180486 LER 87-001 -00:on 8701 13, reactor bldg standby ventilation sys A side initi- 
ation occurred during health physics surveillance test.Caused by personnel 
error.Technician reprimanded & instructed on procedures.W/870211 Itr. 
GRUNSEICH.R.W., STEIGER.W.E. Long Island Lighting Co. 87/02/11. 4pp. 

39664:147-39664:150. 

87022S0523 LER 87-002-00:on 870113,seismic monitoring instruments in reactor & con- 
trol bldgs taken out of svc for more than 30 days for surveillance testing.Caused by 
inadequate Procedure 44.655.03.Procedure rewritten.W/870220 Itr. 

GRUNSEICH.R.W., STEIGER.W.E. Long Island Lighting Co. 87/02/20. 2pp. 

39729:073-39729:074. 
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T. Hearing transcripts on non-antltrust matters 

8702250151 Deposition of WF Wilm.* Transcript of 870108 deposition in Hauppauge.NY 
re 870213 exercise.Pp 1-166.Supporting documentation end. 

WILM.W.F. Long Island Lighting Co. #187 2587. 87/01/08. 200pp. 39730:005- 
39730:245. 

8702200340 Deposition of SA Schwartz & BH Weiss.* Pp 1-73.Supporting documenta- 
tion end. Related correspondence. 

SCHWARTZ, S.A. Division of Emergency Preparedness & Engineering Response (Post 
830103). WEISS, B.H. Office of Inspection & Enforcement, Director (Post 820201). 
#187 2551. 87/01/14. 126pp. 39692:329-39693:095. 

8702250154 Deposition of M Goodkind.* Related documentation end. 

* Atomic Safety and Licensing Board Panel. GOODKIND.M. Long Island Lighting Co. 
#187 2586. 87/01/30. 122pp. 39726:188-39726:310. 

8702120154 Transcript of 870205 oral argument in Bethesda.MD re emergency planning 
exercise.Pp 1-100. 

* Atomic Safety and Licensing Appeal Panel. 87/02/05. 100pp. 39631:051-39631:152. 

8702120334 Transcript of 870210 prehearing conference in Bethesda.MD. Pp 184-247. 

* Atomic Safety and Licensing Board Panel. 87/02/10. 66pp. 39593:101-39593:166. 

8702250244 Transcript of 870220 telcon in Washington, DC. Pp 17,284- 17,294. 

* Atomic Safety and Licensing Board Panel. 87/02/20. 13pp. 39724:074-39724:086. 


U. Congressional/Executive Correspondence 

8702200120 Discusses NRC analysis of licensing schedules for facility, per util 870202 
request for NRC statement to State of CA. NRC Sept 1981 - Feb 1982 monthly repts 
to Congress re licensing projections for pending OL applications end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
06. HULETT.S.W. California, State of. 4pp. 39703:001-39703:028. 

-8203150015 Forwards NRC 16th monthly status rept for 820115-0215, discussing ac- 
tions taken on operating reactors & licensing reviews of new facilities, per House Rept 
96-1093.Licensing schedules for perding OL & CP/ML applications end. 
PALLADINO.N.J. Commissioners. 82/02/26. BEVILL.T. House of Rep., Appropriations. 
17pp. 39703:104-39703:120. 
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A. Application/ construction stage documents & correspondence 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. 1 p. 39781 :1 21 -39784:008. 

“8111250435 Confirms 81 1029 request for transcript of 811103 meeting. 

BUCKLEY.B.C. Licensing Branch 3. 81/10/29. SULLIVAN, P. Office of the Secretary of 
the Commission. Ip. 39781:164-39781:165. 

“8111300524 Forwards Commission paper recommending transmittal of formal request 
for info re recent plant seismic issues to util as discussed during 811103 meeting. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 81/11/05. 
DIRCKS.WJ. Office of the Executive Director for Operations. Ip 3978T166- 


“8112020073 Submits weekly status of facilities for period 811030-1106 
TEDESCO.R.L. Assistant Director for Licensing. 81/11/06. EISENHUT.D.G. Division of 
Licensing (800428-85 1124). 2pp. 3978 1 : 1 67-3978 1 : 1 68. 


“8112180102 Discusses efforts re facility design verification programs. Util response to 
811119 order & request for addl info will provide first opportunity to determine util ef- 
forts. 

MIRAGLIA.F.J. Licensing Branch 3. 81/12/04. EISENHUT.D.G. Division of Licensina 
(800428-851124). 2pp. 39781:178-39781:180. 


-8201120089 Recommends development of plant independent review committee char- 
ter which leaves acceptable latitude for exercise of prof judgment yet definitive 
enough to produce striking final rept.BNL 811209 list of tentative members end. 
KNIGHT.J.P. Assistant Director for Comp. & Structures Engineering (Pre 830201). 81/ 
12/11. MIRAGUA.F.J. Office of Nuclear Reactor Regulation, Director (pre-851125). 
2pp. 39781:181-39781:182. ' 


-8201140203 Submits comments re preliminary Cloud rept & PG&E biweekly Status 
Repts 1 & 2.Rept does not address adequacy of QA controls governing info flow or 
venfication of correctness. 


HAASS.W.P. Quality Assurance Branch. 81/12/03. VOLLMER.R.H. Division of Enqi- 
r^enng (pre-851125). Ip. 39781:177-39781:177. y 


“8201150019 Discusses 811215 memo re board notification reporting facility investiga- 
% '; RC Region S.Board notification not required.lnvestigation will be conductec 
811 216-18- 

TEDESCO.R.L. Assistant Director for Licensing. 81/12/15. EISENHUT.D.G. Division ol 
Licensing (800428-851124). Ip. 39781:183-39781 :185. 

“ 8 oS, 1 ?52??^, e . qu ® sts Preparation of transcript for scheduled 820119 meeting. 

SCHIERI ING.H Licensing Branch 3. 82/01/12. SULLIVAN.P. Office of the Secretary 
of the Commission. 1 p. 39781 :21 6-39781 :225. y 


“8206110393 Forwards anonymous undated Itr from engineer received by IE on 820518 
re integrity of ongoing independent design verification program. Recommends end 
memo be forwarded to IE. 

EISENHUT.D.G. Division of Licensing (800428-851124). 82/05/28. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 39782:130- 
39782:132. 

“8206140350 Requests finalization of criteria for determining financial independence of 
individuals & companies engaged in plant independent design verification program & 
evaluation of Teledyne proposal, by 820528. 

EISENHUT.D.G. Division of Licensing (800428-851124). 82/05/27. VOLLMER.R.H. Di- 
vision of Engineering (pre-851125). Ip. 66110:136-66110:159. 

“8206280035 Requests comments on end "Addl Verification & Addl Sampling," first in- 
terim technical rept for independent design verification program.Comments requested 
by 820622. 

EISENHUT.D.G. Division of Licensing (800428-851124). 82/06/16. VOLLMER.R.H. Di- 
vision of Engineering (pre-851125). Ip. 39782:095-39782:123. 

-8207130030 Forwards request for addl info re QA program. 

JOHNSTON.W.V. Assistant Director for Matls & Qual Engineering (Pre 830201). 82/ 
07/07. TEDESCO.R.L. Assistant Director for Licensing. 2pp. 39782:137-39782:138. 

“8208040485 Forwards status & event rept of facility design verification program activi- 
ties during wk ending 82071 7, including info re NRC/util 820709 discussion on current 
issues & Bechtel QA program. 

MIRAGLIA.F.J. Licensing Branch 3. 82/07/23. EISENHUT.D.G. Division of Licensinq 
(800428-851124). 6pp. 39782:155-39782:161. 

“8208230457 Forwards Control Data Corp Part 21 rept re error in PIPESD computer 
program, used for piping analysis. Program used at Diablo Canyon, but should not affect 
current seismic analysis work. 

BAER.R.L. Engineering & Technical Support Branch. 82/07/27. MIRAGLIA.F.J. Li- 
censing Branch 3. Ip. 39782:162-39782:175. 

“8209150161 Requests review of util 820813 response to NRC request for addl info on 
QA program.Comments should be provided by 820820. 

NOVAK.T.M. Assistant Director for Licensing. 82/08/24. JOHNSTON.W.V. Assistant 
Director for Matls & Qual. Engineering (Pre 830201). Ip. 39782:199-39782:199. 

—8209210455 Responds to util 820813 Itr submitting QA program description for inte- 
grated project organization to bring facility to commercial operation.QA program ac- 
ceptable. 

JOHNSTON.W.V. Assistant Director for Matls & Qual. Engineering (Pre 830201). 82/ 
09/01. NOVAK, T. Assistant Director for Licensing. Ip. 39782:207-39782:207. 

—8209290285 Advises that ASLBs for Diablo Canyon, floating nuclear 
plants, Summer, Callaway 1 & Comanche Peak will be informed of control rod drive 
guide tube support pin failures at Westinghouse plants. 

NOVAK, T.M. Assistant Director for Licensing. 82/08/16. Assistant Director for Licens- 
ing. Ip. 39782:189-39782:198. 

—8210060468 Forwards evaluation of first interim technical rept for independent design 
verification program. 

VOLLMER.R.H. Division of Engineering (pre-851125). 82/09/24. EISENHUT.D.G. Divi- 
sion of Licensing (800428-851124). 34pp. 39782:216-39782:249. 

—8210190033 Comments on Teledyne Engineering Svcs Phase II program plan for 
Diablo Canyon Independent Design Verification Program. Restoration of license 
should await sufficient completion of both Phase I & Phase II activities. 

VOLLMER.R.H. Division of Engineering (pre-851125). 82/09/30. EISENHUT.D.G. Divi- 
sion of Licensing (800428-851124). 4pp. 39782:250-39782:258. 

“8211090579 Trip rept of 820920-23 visit to site & Escondido, CA re NRC & US Coastal 
Engineering Research Hydrologic engineering review comments on breakwater/intake 
structure repts for Jul 1 982. 

JACHOWSKI.R.A. Hydrologic & Geotechnical Engineering Branch. 82/10/28. 
LEAR.G.E. Hydrologic & Geotechnical Engineering Branch. 2pp. 39782:259- 

OQ7DO.OO ' 


—8211180423 Advises that semiscale test results close out Board Notification 82- 
93.Substance of Board Notification 82-1 07 should be addressed in SER & supplemen- 
tal SER for plants contested or for plants not started.Summary of rept end. 
NOVAK.T.M. Assistant Director for Licensing. 82/11/10. Division of Licensing 
(800428-851124). Ip. 39782:261-39782:263. 

—8212130049 Trip rept for 821112 info exchange meeting between Teledyne Engineer- 
ing Svcs & util in Waltham, MA to review corrective action plans for annulus structure, 
POLK.H.E. Structural Engineering Branch. 82/11/30. SCHAUER.F.P. Structural Engi- 
neering Branch. 3pp. 39782:284-39782:290. 

“8301110680 Requests review & comment on Teledyne draft interim technical rept, prior 
to 830111 meeting w/util & S&W in San Francisco, CA. 

NOVAK.T.M. Assistant Director for Licensing. 83/01/03. KNIGHT, J.P. Assistant Direc- 
tor for Comp. & Structures Engineering (Pre 830201). PARR.O.D. Auxiliary Systems 
Branch. Ip. 39782:312-39782:312. 

-8301260083 Forwards requests for addl info re structural & piping details for transmit- 
tal to util. 

POLK.H Structural Engineering Branch. 83/01/21. SCHIERLING.H. Licensing Branch 
3. Ip. 39783:001-39783:001. 


~ 8 ??J?« 60086 Re d uests addl info, including full-size Isometric Drawings 437985 & 
446484. 

BEZIER, P. Brookhaven National Laboratory. 83/01/13. POLK.H.E. Structural Engi- 
neering Branch. 1 p. 39783:002-39783:002. 


Forwards request for addl info to expedite BNL verification efforts. 

REICH, M. Brookhaven National Laboratory. 83/01/06. KUO.P.T. Structural Engineer- 
ing Branch. 2pp. 39783:003-39783:004. 


“8304070451 Board Notification 83-48:forwards DS Fleischaker 830328 Itr re allega- 
EP s '9 nificant unresolved safety problems at facilities. 

of Licensing (800428-851124). 83/04/04. PALLADINO.N.. 
GILINSKY, AHEARNE Commissioners. Ip. 39783:069-39783:073. 



—8304260005 Summary of 830408 meeting w/Ofc of State of CA atty general & Seismic 
Safety Commission & representatives from Univs of IL & TX in Los Angeles, CA re as- 
sumptions used in deriving facility reanalysis spectrum. 

REITER, L. Geosciences Branch. 83/04/20. JACKSON, R.E. Geosciences Branch. Ip. 
39783:091-39783:091. 

-8305040719 Trip rept of 830425 visit to Bechtel in Gaithersburg, MD to review Grand 
Gulf cable tray support calculations for use in resolution of allegation concerning Su- 
perstrut spot welds at Diablo Canyon. 

ROMNEY.N.D. Structural & Geotechnical Engineering Branch. 83/04/29. LEAR.G. 
Structural & Geotechnical Engineering Branch. 2pp. 39783:100-39783:101. 

“8305240289 Discusses 830502 earthquake near Coalinga.CA which occurred 25 kilo- 
meters from San Andreas fault.Non-Tech Spec seismic recorders triggered on low 
level ground shaking at Diablo Canyon but not at Rancho Seco. 

JACKSON.R.E. Geosciences Branch. 83/05/04. KNIGHT, J.P. Assistant Director for 
Comp. & Structures Engineering (Pre 830201). 2pp. 39783:102-39783:124. 

“8306240173 Advises that Rev 2 of QA program description for integrated project orga- 
nization to bring plants to commercial operation acceptable. Util should be notified. 
HARPSTER.T.L. QA Branch. 83/01/24. NOVAK, T.M. Assistant Director for Licensing. 
Ip. 39783:007-39783:007. 

-8307110781 Trip rept of attendance at 830512 technical interchange meeting w/util & 
independent verification program staff re containment & turbine bldgs & control 
room.Attendee list end. 

POLK.H. Structural & Geotechnical Engineering Branch. 83/06/30. LEAR.G. Structural 
& Geotechnical Engineering Branch. 4pp. 39783:143-39783:146. 

“8307190061 Forwards, for concurrence, Suppl 16 to SER re component cooling water 
sys.Concurrence should be submitted by 830706. W/o end. 

NOVAK, T.M. Assistant Director for Licensing. 83/06/29. CHANDLER, L.J. Hearings Di- 
vision. Ip. 39783:141-39783:142. 

“8307190315 Forwards addl info to help in preparation of Section 5.0 to SER suppl re 
verification program.lnput should be based on S&W interim technical repts.util Phase II 
final rept & independent design verification program final rept. 

NOVAK, T.M. Assistant Director for Licensing. 83/06/23. RUBENSTEIN.L.R. Assistant 
Director for Core & Plant Systems. 7pp. 39783:134-39783:140. 

“8307290448 Trip rept of 830607 visit to San Francisco.CA to observe test program 
developed by util & Bechtel.Program was to determine statistically spot weld capacity 
of Superstrut matl installed at plant. 

ROMNEY.N.D. Structural & Geotechnical Engineering Branch. 83/07/25. LEAR.G. 
Structural & Geotechnical Engineering Branch. 2pp. 39783:158-39783:178. 

“8308160017 Trip rept of attendance at 830727 meeting in San Francisco, CA between 
IDVP & util re status of closure efforts on open items in IDVP final rept.Projected date 
for issuance of IDVP final rept suppl is mid-Sept 1983. 

POLK.H. Structural & Geotechnical Engineering Branch. 83/08/08. LEAR.G. Structural 
& Geotechnical Engineering Branch. 4pp. 39783:179-39783:182. 

—8308260233 Advises of issuance of SSER 1 8,presenting results of NRC review of veri- 
fication effortSSER serves as basis for NRC recommendation that authority to load 
fuel & conduct low power testing be reinstated.W/o end. 

KNIGHTON, G.W. Licensing Branch 3. 83/08/18. FRALEY.R.F. ACRS - Advisory Com- 
mittee on Reactor Safeguards. Ip. 39783:183-39783:183. 

“8308260236 Forwards status rept on plant & excerpts from SSER 18 issued on 
830805, per 830816 request. 

FUNCHES.J.L Planning & Program Analysis Staff (pre-851 125). 83/08/19. REHM.T. 
Office of the Executive Director for Operations. 9pp. 39783:184-39783:192. 

“8309090021 Requests info re scientific & engineering basis for use of tau effect in es- 
tablishing seismic design stds for nuclear power plants.Response should be provided 
within 2 months. 

GILINSKY.V. Office of the Executive Director for Operations. 83/07/08. RAY,J. ACRS 
- Advisory Committee on Reactor Safeguards. Ip. 39783:149-39783:157. 

“8309120479 Submits list of documents transmitted in response to CD Calsoyas FOIA 
Request 83-483 re BNL-issued repts on seismic design of facilities. 

KNIGHTON, G.W. Licensing Branch 3. 83/08/25. WILSON, V. Management Analysis 
Branch. Ip. 39783:193-39783:231. 

“8310030617 Forwards staff response, since 83091 3, to first set of interrogatories from 
governor of CA re facilities hearing. W/o end. 

SCHIERLING.H. Licensing Branch 3. 83/09/20. NOVAK, T.M. Assistant Director for Li- 
censing. Ip. 39783:238-39783:250. 

—8311160240 Informs that NRC requested util provide test repts reviewed during 
810831-0904 audit, for use in developing computerized data bank of equipment test 
repts.List of equipment for which test repts requested end. 

NOONAN.V.S. Equipment Qualification Branch. 83/11/09. KNIGHTON, G.W. Licensing 
Branch 3. 4pp, 39783:296-39783:299. 

“8311220572 Forwards comments re util program plan for detailed control room design 
reviewper Suppl 1 to NUREG-0737. 

RUSSELL, W.T. Division of Human Factors Safety (800428-851124). 83/11/10. Assist- 
ant Director for Licensing. 9pp. 39783:303-39783:316. 

—8312190417 Requests completion of audit of status of util actions responding to fol- 
lowup Items 1,2,9 & 12 in SSER 18, to allow inclusion of results in next SER suppl. 
EISENHUT.D.G. Division of Licensing (800428-851124). 83/12/06. MARTIN, J.B. 
Region 5, Office of Director. 2pp. 39783:346-39783:352. 

—8702240065 Discusses Gilinsky 811109 memo suggesting meeting to discuss 
reverification. Due consideration should be given to points raised by Governor Brown & 
others.Suggests meeting on Monday afternoon. 

PALLADINO, N.J. Commissioners. 81/11/10. GILINSKY, BRADFORD, AHEARNE 
Commissioners. 1 p. 39781 :1 69-39781 :1 76. 

—8702240096 Discusses investigation into facility seismic analysis concern.Advises that 
activity & Board Notification 81-54 should be complete & ready for author signature by 
811216. 

EISENHUT.D.G. Division of Licensing (800428-851124). 81/12/15. TEDESCO.R.L. As- 
sistant Director for Licensing. Ip. 39781:186-39781:193. 


-8702240102 Requests meeting w/parties involved in facility reverification to discuss 
scope & technical aspects of plan, sampling criteria, benchmarking of results, QA audit 
methods & size & technical qualifications of review teams. 

VOLLMER.R.H. Division of Engineering (pre-851 125). 81/12/30. TEDESCO.R.L As- 
sistant Director for Licensing. 4pp. 39781:194-39781:201. 

“8702240139 Discusses staff posture w/respect to independence question. Staff did 
not “require” independence until 811103. 

EISENHUT.D.G. Division of Licensing (800428-851124). 82/01/18. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851 125). Ip. 39781:249- 
39781:271. 


—8702240153 Forwards first draft facility program plan for seismic issue.Recommends 
end memo be issued to solicit comments on program plan.incorporate comments 
received, finalize plan & provide weekly updates to plan, coordinated by H Schieriing. 
TEDESCO.R.L Assistant Director for Licensing. 82/01/18. EISENHUT.D.G. Division of 
Licensing (800428-851124). Ip. 39781:272-39781:329. 

“8702240253 Submits review of Teledyne Engineering Svcs 820402 submittal for IDVP 
plan & util 820406 rept describing technical program of PG&E per NRR 820412 & 13 
request. Recommends documents be approved. 

VOLLMER.R.H. Division of Engineering (pre-851 125). 82/04/20. EISENHUT.D.G. Divi- 
sion of Licensing (800428-851124). 2pp. 39782:038-39782:044. 

“8702240287 Forwards comments pertaining to 820616 Itr re design adequacy. 
FITZGERALD, J. Office of Investigations. 81/10/02. EISENHUT.D.G. Division of Li- 
censing (800428-851124). 2pp. 39782:125-39782:128. 

-8702240297 Forwards undated anonymous Itr re allegations challenging integrity of on- 
going IDVP effort. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 81/10/02. 
DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 
FITZGERALD.J. Office of Investigations. 2pp. 39782:133-39782:136. 

-8702240360 Advises end info should be issued to appropriate Boards & parties as 
Board Notification 82-72. Info discusses results of Region IV investigation at Teledyne. 
EISENHUT.D.G. Division of Licensing (800428-851124). 82/07/08. TEDESCO.R. As- 
sistant Director for Licensing. NOVAK.T. Assistant Director for Operating Reactors. 
LAINAS.G. Assistant Director for Safety Assessment. Ip. 39782:139-39782:141. 

-8702240377 Forwards background info for Commissioner Gilinsky re trip to CA. 
TRINER.E.G. Division of Budget & Analysis. 82/07/14. SHOWMAN, S. Commissioners. 
3pp. 39782:142-39782:144. 

“8702240410 Requests assessment of Teledyne Engineering Svcs Interim Technical 
Rept 2 by 820729. 

VOLLMER.R.H. Division of Engineering (pre-851 125). 82/07/22. JOHNSTON, W.V. As- 
sistant Director for Matls & Qual. Engineering (Pre 830201). Ip. 39782:153-39782:153. 

-8702240424 Requests draft of IDVP work plan per 820623 memo. Also requests com- 
ments on aspect of end interim technical rept of IDVP dealing w/tanks,by 820730. 
VOLLMER.R.H. Division of Engineering (pre-851 125). 82/07/22. KNIGHT.J.P. Assist- 
ant Director for Comp. & Structures Engineering (Pre 830201). Ip. 39782:154- 
39782:154. 


“8702240441 Submits daily highlight.Notification of 820806 meeting w/ util in 
Bethesda.MD to discuss details to reverify seismic design project.Article from 820730 
San Francisco Chronicle end. 

SCHIERLING.H.S. Licensing Branch 3. 82/07/30. DENTON.H., CASE.E. Office of Nu- 
clear Reactor Regulation, Director (pre-851 125). EISENHUT.D. Division of Licensing 
(800428-851124). 2pp. 39782:176-39782:177. 

-8702240458 Summarizes 820727 meeting w/util, BNL & Teledyne Engineering Svcs in 
Upton, NY re BNL rept on independent seismic- structural analysis of annulus 

ctrt inti iro AftARrlAAC lief Anr*( 

SCHIERLING.H. Licensing Branch 3. 82/08/06. MIRAGLIA.F.J. Licensing Branch 3. 
4pp. 39782:185-39782:188. 

-8702240516 Forwards background info for Chairman Palladino re trip to State of CA. 
TRINER.E.G. Division of Budget & Analysis. 82/11/12. REHM.T. Office of the Execu- 
tive Director for Operations. 5pp. 39782:264-39782:277. 

-8702240527 Designates recipient as team leader of Small Bore Piping Review 
Team.Plans should be made to visit site, Region V, PG&E/Bechtel & IDVP Ofcs of R 
Cloud. Activities should be concluded by 840114. 

BOSNAK.R.J. Mechanical Engineering Branch. 82/12/28. HARTZMAN.M. Mechanical 
Engineering Branch. 2pp. 39782:304-39782:311. 

-8702240532 Advises that Commission (w/o Commissioner Gilinsky) has agreed not to 
review DD-82-10. 

CHILK.S.J. Office of the Secretary of the Commission. 83/01/03. BICKWIT,L. Office 
of the General Counsel. Ip. 39782:313-39782:313. 

“8702250024 Forwards suppl to SER input re resolution of followup actions resulting 
from IDVP.Addl action required to confirm completion of certain items. 
RUBENSTEIN.L.S. Assistant Director for Core & Plant Systems. 83/01/04. 
NOVAK, T.M. Assistant Director for Licensing. 2pp. 39782:314-39782:315. 

“8702250029 SSER re resolution of IDVP followup items. 

* Assistant Director for Core & Plant Systems. 83/01/04. 32pp. 39782:316-39782:348, 

“8702250071 Board Notification 83-1 4 A:f onwards PG&E 830225 submittal discussing 
addl info re apparent deficiencies in Midland- Ross "superstrut” matl used for Class 
1 E cable tray & conduit support.W/o end. 

EISENHUT.D.G. Division of Licensing (800428-851124). 83/04/06. PALLADINO Com- 
missioners. Ip. 39783:074-39783:090. 

“8702260236 Discusses review of IDVP.App G submitted on 820405 by Teledyne Engi- 
neering Svcs. Criteria avoids any conflicts of interests for project team w/one excep- 
tion that would allow anyone previously working at plant be on project team. 

MESSIER, M. Antitrust & Economic Analysis Branch (Utility Finance). 82/04/16. 
SULLIVAN, T. Division of Engineering (pre-851 125). Ip. 39782:075-39782:075. 
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ITEMS 


-8702260575 Forwards Denton note giving concurrence to proceed in review.Requests 
priority attention and initiation of development criteria for selection of audit items & 
carers! work dan for review. 

VOLLi/ER.R.H. Division of Engineering (pre-851125). 82/06/23. KNIGHT, J.P. Assist- 
ant Director for Comp. & Structures Engineering (Post 830201). Ip. 39782:124- 
39782:124. 


-8702240068 Contradicts testimonies of V Tennyson & R Roam ro statements by 
PG&E to QA manager that util had option of complying w/ rulos.Suggosts that sworn 
statements be thoroughly investigated. 

TOWNSEND, C.C. Affiliation Not Assigned. 03/04/16. Commissioners. 2pp. 
39730:360-39731:008. 


F. Security* medical, emergency & fire protection plans 

8702100390 Forwards Safeguards Insp Repts 50-275/87-02 & 50-323/87-02 on 
870112-16 & notice of violation.lnsp repts & notice of violation withheld (ref 
10CFR2.790). 

MONTGOMERY J L Req'or 5 Office of Director. 87/02/04. SNIFFER, J.D. Pacific 
Gas D E cc;-::: C:,-. G.v5''4:j5G-33574:3£C - . 


J. Insurance & Indemnity Information 

8702090482 Forwards Endorsement 109 to NELIA Policy NF-1 13. 

CRANE, P.A. Pacific Gas & Electric Co. 87/01/29. SAL.TZMAN.J. Assistant Director for 
State & Licensee Relations. 2pp. 39561:151-39561:152. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 


8702240011 Partial response to FOIA request. Forwards App M documents. Apps L & M 
documents available in PDR. 

* Division of Rules and Records. 87/02/12. HOLMES.G.A. MHB Technical Associ- 
ates. 9pp. 39730:246-39731:272. 

—8702240209 Reouesto removal & storage of security mails stored in Willste Bldg in 
Silver 5c .nck.D.. : stable arrangements not made by 830715,matls will be de- 
stroyed. 

CHANDLER, L.-;. Honrtocs Bi’toton 83/06/29. STRUMWASSER.M. Affiliation Not As- 
signed 4pp. :■ : .'2 : :i- ■ 3-3 : . : 02 

-8702240361 Forwards proposed fir providing written confirmation of 831101-04 site 
visit by LA.SL to cells :t info fer vital area analysis program sponsored by NMSS. 
BURNETT, F..F. Division of Safeguards. 83/10/07. MARTIN, J.B. Region 5, Office of Di- 
rector. 2pp. 3972 1:21 3-2=73 1:227. 


G. Adjudicatory correspondence 

8702030032 Licensee PG&E response to ASLB memorandum & order dtd 861201.* Re- 
sponse includes lists of witnesses who will testify on behalf of util.exhibits to be intro- 
duced & documents witnesses will rely on.Certificate of Svc end. 

NORTON, B. Pacific Gas & Electric Co. #187 2328. 86/12/22. 66pp. 39473:202- 
39473:262. 

8702030049 Answer of PG&E in opposition to motion for summary disposition.* Motion 
should be denied based on failure of intervenors to show any basis to orant 
motion.KP Singh affidavit c-r.cL 

LOCKE.R.F. r?.c-.iz Gas & Electric Co. #187 2325. 87/01/14. Atomic Safety and Li- 
censing Boa to Fan; ! . 12pp. 29475:1 10-39475:126. 

— 870203006S Affidavit of KP Singh re Mothers for Peace & Sierra Club 861215 motion 
for summary dtocos'tton ccr.ccrr.ing design of high-density spent fuel racks.Racks de- 
srr.a ccrrv:':=n:a '-/applicable NRC & SRP requirements.Certificate of Svc end. 
SlNoHY.;-. Hcfis.: imamationsl. 37/01/13. 5pp. 39475:122-39475:126. 


8702030035 Memorandum & order." Order denying motion of Mothers for Peace & 

Sierra Club for Stimmaru ro failure nf MDr <il~ CIO x:i I 


#187 2373. 87/01/28. Mother to- Pc 


:sing Board Panel. 
C- 73:267-36-: 73 27?. 


8702250114 informs that LT Gesinsky has become seriously ill & will not be able to 
testify.as witness, on behalf of util.EE DeMario will replace LT Gesinskv as 
witness, Prof quantisations arc 1 . 

i i a£ £ Electric Co. #187 2576. 87/02/11. COTTER, B.P. 
39723°06.39V2lcM 1 ' ,GO ' Atomi0 Sa ' at/ 3nd UcenSing Board PaneL 3 PP- 


8702190078 Forwards H Ashar 870127 memo re analysis of facility high density spent 
fuel racks & two proposals from Sargent & Lundy dtd 870106 & 13.Related corre- 

General Counsel for Hearings. #187 2506. 87/02/12 
c! JH . D. iV! . Grueneich & Lowry. 6pp. 39665:104-39665:109. 

8 ?0219Q104 Roquests a!! documents in possession of PG&E, consultants, contractors or 
P^remeiriC studies conducted for facility high density racks.Related cor- 
respondence. 

2516 - 87/02/12 ' NORTON3 - Pacific Gas & 

87 ??;l C to j .: c l £ ? G ™ t0 F0!A rec l uest - Forwards App M documents. Apps L & M 

kS1?p%l730:2l6 S 39?3 a 272 dS ' 87/02/1 H0LM ES,G.A. MHB Technical Associ- 

_ 1 7 “ 2 f° 828 |iiJ°!j® s ^ SE Turk withdraw 3l as counsel (or NRC in proceeding.AII svc 
TJRX.S.c. r..;. ; Ev to 83/02/25. Ip. 39730:284-39730:338. 

8i'J2d£!0284 Informs that H Asbar will replace F Rinaldi as witness to testify w/H Fish- 

Club « g 0 p {9n J i0n s KA)3,4;l(B)2,8;II(A)1,2,3,4; y & li(B)1 & 
: ' ! . k * ili0r,s ©ncI.Refated correspondence. 

W-W !f r 2537. 87/02/18. 

5pp. 3S6S2: 1 02-33592:1 06* ' ' “ find Licensing Board Panel. 


H. General correspondence 

87 Se|>«TeS4 h cUdr?i " amS b6 rem ° Ved fr ° m " St 01 individuals receiving 
menfoc.r-c! £ ■■■'■ Documenl Control Branch (Docu- 


87 d«u™rts?vateb7eTnTDR ° F °' A request|:o ™' ar ' is A PP M documents. Apps L & I 
iWwSMJMwSw? - 87/02/12 ' H0LMES ' GA MHB Technical Assoc 


8702030227 Summarizes ACRS Extreme External Phenomena Subcommittee 861120 
meeting re Diablo Canyon long-term seismic program, 

MAXWELL, J.C. Maxwell, J.C. MAXWELL, J.C. ACRS - Advisory Cjminittu** on Reactor 
Safeguards. 85/11/25. SIESS, C.P. ACRS - Advisory Committee on Reactor Safe- 
guards. 2pp. 39487:229-39487:230. 

8702030236 Summarizes 861120 meeting in Washington, DC ro facility long-term seismic 

program. 

PAGE.B.M. Stanford Univ., Stanford, CA. PAGE.B.M. ACRS - Advisory Committee* on 
Reactor Safeguards. 86/11/28. SIESS, C.P. Illinois, Univ. of, Urbane, 31. . Sll'SS,G.f\ 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 39487:231-39407:232. 

8702030256 Summarizes ACRS Subcommittee on Extreme* External Phenomena 
861120 meeting re facility long-term seismic program.Studios necessary & conducted 

in excellent manner. 

THOMPSON, G.A. Affiliation Not Assigned. THOMPSON, G.A. ACRS - Advisory Com- 
mittee on Reactor Safeguards. 86/11/30. ACRS - Advisory Committee on Reactor 
Safeguards. Ip. 39487:233-39487:233. 


P. Operating license stage documents & correspondence 

8702020642 Notification of 870217-18 meetings w/util.Sandia & BNL.in Bothosda.MD to 
discuss seismic risk aspects of PRA. 

SCHIERLING.H. PWR Project Directorate 3. 87/01/14. VARGA, S.A. PWR Project Di- 
rectorate 3. 7pp. 39469:350-39469:356. 

8702040187 Requests summary & results of confirmatory rack to rack interaction analy- 
sis for high-density reracking for facility spent fuel pools, per 870115 telcon w/ 
Tressler. Analysis requested by 870129. 

VARGA, S.A. PWR Project Directorate 3. 87/01/22. SNIFFER, J.D. Pacific Gas & Elec- 
tric Co. 4pp. 39509:346-39509:349. 

8702130183 Forwards safety evaluation supporting util 860819 results of i CCS analysts 
using revised BART evaluation model. Exemption from requirements of lOCf H50.46 & 
App K lifted. 

VARGA, S.A. PWR Project Directorate 3. 87/01/22. SNIFFER, J.D. Pacific Gas & Elec- 
tric Co. 3pp. 39644:016-39644:021. 


-8702130189 SER supporting util 860819 results of ECCS analysis tor facility using re- 
vised BART evaluation model.Exemption from requirements of 10CFR50.46 & App K 
lifted. 

* NRC - No Detailed Affiliation Given. 87/01/22. 3pp. 39644:019-39644:021. 


8702040176 Requests approval for issuance of end board notification re spent fuel 
reracking. Info to be provided to board includes, consequences of rack-to-rack interac- 
tions raised by staff in Byron reracking rev iew.W/o board notification. 

SCHIERLING.H. PWR Project Directorate 3. 87/01/23. NOVAK, T M. biv::,ion of Pros- 
sunzed Water Reactor Licensing - A (post 851 125). Ip. 39609. 228- 3b5()'.? to. *4. 


“o/uzu^udo^ nequesis approval lor issuance of end board notification ro spent fool 
reracking. Info to be provided to board includes, consequences of rack-to-rack interac- 
tions raised by staff in Byron reracking review & Sierra Club often 
SCHIERLING.H. PWR Project Directorate 3. 87/01/21. NOVAK.T.M Dwteion of Pres* 
sunzed Water Reactor Licensing - A (post 851125). ip. 39509:224 -39*. 09:224. 

8702130004 FOIA request for transcript of Commissioner 831017 briefing re Diablo 
oanyon IDVP. 47 

BUCKLES, R.K. LN Technologies Corp. (formerly NUS Corp.}. 87/01/26. Division of 

Rules and Records. Ip. 39642:289-39642:289. 


cS n™ , comments t>y J Maxwell, B Pago & G Thompson on util long-term 
meetirf program ' or ,n fo.Comments based on PG&E presentation at ACRS $61120 

l^tri<^Ca < 10pp f: ^9509^33^:395c^:34 r 5 te 3 ' 87/01/27 ' SHIFF ER.J.D. Pacific Gas & 

8 S& d870122 r e, i n9 w-'util.Bechle) & Nuclear Cor^ulUnls 

def s & m d ^gnoto ei;cl. a!!Pe ° ** maM " 9 °' 8pen ' ,uo1 
7pp H 39547:?4l39M7:1 P 56 |eCl Direc,orate 3 ’ 87/ 0V28. PWH Project Directorate 3. 


wryawvtw owiu iwviiiwhiuii o/ -w i iiui waros tjrui 12 summarv of NRC 

m , uo1 ^ expansion & var ®« 

87 ?. 2 (i? 0313 , Fo .™ ar . ds Amends 12 & 10 to Licenses DPfi-80 & DPR-82 rnsoartivetu X 

S u f °r An ! ends chan 9® Tech s P flc Section 3/4.2.1 "Axial Fiw Dmerenco" 

to implement relaxed axial nffRAt rnntmi >722 « r,ux u,nef0nC0 * 


rr ;i toto,: T ,,n "' 0| t ua wwnye i ecn opec section 3 / * 

Electric Co. 4pp. 39643:310-39643:330. 


SNIFFER, J.D, Pacific Gas & 


“ T^h S^ 9 Se™on dS 3/!l 2 2 1 pKmerencVMo ' ■' D^-^-'espoct »voly, revising 

control methMloloav after Unit^rLnhLT,™" c S r ?. laxed offset 


VARr after Unit 2 caches burnup of S.OOtTfiwD/MTU 

VARGA, S.A. PWR Project Directorate 3. 87/01/30, 14pp 39^3:314:: 


-39643:327, 
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-8702130350 Safety evaluation supporting Amends 12 & 10 to Licenses DPR-80 & 
DPR-82, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/30. 3pp. 
39643:328-39643:330. 

8702090001 Forwards addl info re wet reracking.for completion of evaluation review, per 
870115 request.EncI suppls info presented at 870122 public meeting & in 861218 
Itr.lnfo preliminary in nature. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/02/02. Document Control Branch (Docu- 
ment Control Desk). 7pp. 39550:109-39550:115. 

8702100212 Responds to O Chopra request for addl info re 851224 Rev 1 to License 
Amend Request 85-12 to Licenses DPR-80 & DPR-82 concerning actions to improve 
& maintain diesel generator reliability.per Generic Ltr 84-l5.Proposed Tech Specs 
end. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/02/03. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39571:289-39571:291. 

-8702100227 Proposed Tech Specs re electrical power sys, allowing performance of 
surveillance requirments on third (common) diesel generator w/only one unit shut 
down. 

* Pacific Gas & Electric Co. 87/02/03. Ip. 39571:291-39571:291. 

8702130319 Partial response to FOIA request for records re Diablo Canyon. Forwards 
App J documents.App I & J documents available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/03. HOLMES, G.A. MHB Tech- 
nical Associates. 4pp. 39640:118-39641:085. 

-8702130405 Forwards briefs in support of exceptions filed by Governor Brown & Joint 
Intervenors in plant proceeding.Comments requested by 821206. 

HASSELL, D.F. Office of the General Counsel. 82/11/18. PERRY, S.W. Federal Emer- 
gency Management Agency. 35pp. 39640:225-39640:258. 

8702100409 Advises of 870311 workshop on NRC Incident Investigation Program (IIP) 
in Walnut Creek, CA to provide info re NRC process for investigating potential signifi- 
cant incidents. Agenda enci.W/o IIP procedures. 

MARTIN, J.B. Region 5, Office of Director. 87/02/04. SHIFFER.J.D. Pacific Gas & 
Electric Co. 3pp. 39577:351-39577:353. 

8702190056 Forwards Rev 1 to "Best Mgt Practices Plan for Diablo Canvon Power 
Plant," per Amended Order 85-101, “Waste Discharge Requirements for PG&E Diablo 
Canyon Nuclear Power Plants Units 1 & 2, San Luis Obispo County," Attachment D. 
THORNBERRY.R.C. Pacific Gas & Electric Co. 87/02/05. JONES, K.R. California, 
State of. 2pp. 39679:308-39679:333. 

-8702190068 Rev 1 to "Best Mgt Pratices Plan for Diablo Canyon Power Plant.” 
THORNBERRY.R.C. Pacific Gas & Electric Co. 87/01/31. 24pp. 39679:310- 
39679:333. 

8702110279 Forwards description of addl parametric studies re rack-to- rack interac- 
tions for high density spent fuel racks.Studies performed in preparation for reracking 
hearing scheduled for 870309. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/02/06. Document Control Branch (Docu- 
ment Control Desk). 7pp. 39591:013-39591:019. 

8702250229 Notice of 870306 significant meeting w/util in San Luis Obispo County, CA 
to discuss mgt issues & licensee followup from previous mgt meeting. 

* NRC - No Detailed Affiliation Given. 87/02/09. NRC - No Detailed Affiliation Given. 
2pp. 39728:106-39728:107. 

8702180419 Forwards application for amends to Licenses DPR-80 & DPR-82, consisting 
of Amend Request 87-01, revising Tech Spec 5.3.1 to allow for replacement of fuel 
rods w/filler rods or vacancies.Fee paid. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/02/10. Document Control Branch (Docu- 
ment Control Desk). 1 p. 39668:23 1 -39668:237. 

-8702180435 Application for amends to Licenses DPR-80 & DPR-82, consisting of 
Amend Request 87-01, revising Tech Spec 5.3.1 to allow for replacement of fuel rods 
w/filler rods or vacancies. 

SHIFFER.J.D., CRANE, P.A. Pacific Gas & Electric Co. 87/02/10. 4pp. 39668:232- 
39668:235. 

-8702180447 Proposed Tech Spec 5.3.1, allowing replacement of fuel rods w/filler rods 
or vacancies, if replacement acceptable based on results of cycle-specific reload anal- 
ysis. 

‘ Pacific Gas & Electric Co. 87/02/10. 2pp. 39668:236-39668:237. 

8702240011 Partial response to FOIA request.Forwards App M documents. Apps L & M 
documents available in PDR. 

* Division of Rules and Records. 87/02/12. HOLMES.G.A. MHB Technical Associ- 
ates. 9pp. 39730:246-39731:272. 

-8305270504 Summarizes results of plant annulus structure horizontal response to 
Hosgri seismic input analysis discussed w/NRC in Mar 1983.Drawing list, drawings & 
envelope spectra for each of four floors end. 

REICH, M. Brookhaven National Laboratory. 83/05/17. KUO.P.T. Structural & Geo- 
technical Engineering Branch. 9pp. 39731:009-39731:017. 

-8702240088 Notifies of 830204 meeting w/util, IDVP, NRC & BNL in San Francisco, CA 
to discuss status of containment annulus steelwork & status of auxiliary bldg. 
COOPER.W.E. Teledyne Engineering Services. 87/02/12. NRC - No Detailed Affili- 
ation Given. Ip. 39731:018-39731:018. 

-8702240101 Notifies of 830209 meeting in San Francisco, CA to discuss shake table 
tests of electrical equipment. 

COOPER.W.E., CRAGIN.J.Q. Teledyne Engineering Services. 87/02/12. NRC - No 
Detailed Affiliation Given. Ip. 39731:019-39731:019. 

“8702240112 Notifies of 830517 meeting in San Francisco, CA to discuss development 
of piping stress intensification factor. 

COOPER.W.E. Teledyne Engineering Services. 87/02/12. DENTON, H.R., 
MARTIN, J.B. NRC - No Detailed Affiliation Given. MANEATIS.G.A. Affiliation Not As- 
signed. 2pp. 39731:020-39731:021. 

“8702240121 Notifies of 830421 meeting w/util, NRC & IDVP in Boston, MA to discuss 
Hosgri response analysis topic & non-Hosgri RLCA verifications. 

COOPER.W.E., CRAGIN.J.Q. Tetedyne Engineering Services. 83/04/21. 
DENTON, H.R., ENGELKEN.R.H. NRC - No Detailed Affiliation Given. MANEATIS.G.A. 
Affiliation Not Assigned. 2pp. 39731:022-39731:023. 


“8702240129 Notifies of 830426 meeting in San Francisco, CA to discuss status of all 
structures. 

COOPER.W.E., CRAGIN.J.Q. Teledyne Engineering Services. 83/04/26. 

DENTON, H.R. NRC - No Detailed Affiliation Given. MANEATIS.G.A. Affiliation Not As- 
signed. 4pp. 39731:024-39731:027. 

“S702240138 Notifies of 830512 meeting w/NRC, util & IDVP in Boston, MA to discuss 
containment & turbine bldgs. 

COOPER.W.E., CRAGIN.J.Q. Teledyne Engineering Services. 83/05/12. 

DENTON, G.A., MARTIN, J.B. NRC - No Detailed Affiliation Given. MANEATIS.G.A. Af- 
filiation Not Assigned. 2pp. 39731:028-39731:029. 

“8702240145 Discusses proposed change to procedures allowing NRC to attend IDVP- 
DCP meetings for exchange of background info. 

COOPER.W.E. Teledyne Engineering Services. 83/05/18. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). MANEATIS.G.A. Pacific Gas & Elec- 
tric Co. MARTIN, J.B. Region 5, Office of Director. 2pp. 39731:030-39731:031. 

~8702240160 Notifies that location of 830602 meeting changed to Boston, MA.Agenda 
items listed for meeting. 

COOPER.W.E., CRAGIN.J.Q. Teledyne Engineering Services. 83/06/02. 

DENTON, H.R., MARTIN, J.B. NRC - No Detailed Affiliation Given. MANEATIS.G.A. Pa- 
cific Gas & Electric Co. 2pp. 39731:032-39731:038. 

-8702240170 Notifies of 830602 meeting in San Francisco, CA to review requests for 
info on rupture restraints. 

COOPER.W.E., CRAGIN.J.Q. Teledyne Engineering Services. 83/06/20. 

DENTON.H.R., MARTIN, J.B. NRC - No Detailed Affiliation Given. MANEATIS.G.A. Pa- 
cific Gas & Electric Co. 2pp. 39731:039-39731:048. 

“8702240312 Forwards Revs 0 to interim technical repts.including ITR-57, "Review of 
Diablo Canyon Plant Activities Fuel Handling Bldg,” ITR-58, "Verification of Diablo 
Canyon Plant Activities Intake Structure" & ITR-60.W/O ends. 

COOPER.W.E. Teledyne Engineering Services. 83/08/25. MOORE, T.S., 
JOHNSON, W.R., BUCK.J.H. Atomic Safety and Licensing Appeal Panel. Ip. 
39731:109-39731:109. 


-8702240329 Forwards 830819 rev package & 839822 Errata Package 5 to suppl facili- 
ty IDVP final rept. 

COOPER.W.E. Teledyne Engineering Services. 83/08/24. MOORE, T.S., 
JOHNSON, W.R., BUCK.J.H. Atomic Safety and Licensing Appeal Panel. Ip. 
39731:110-39731:110. 

-8702240342 Notifies of change in date & location of 830810 meeting in Waltham.MA 
re auxiliary bldg & interior structure horizontal spectra.New date & location not indicat- 
ed. 

COOPER.W.E., CRAGIN.J.Q. Teledyne Engineering Services. 83/08/10. 
DENTON.H.R., MARTIN, J.B. NRC - No Detailed Affiliation Given. MANEATIS.G.A. Pa- 
cific Gas & Electric Co. Ip. 39731:111-39731:111. 

“8702240347 Notifies of IDVP 830805 meeting in Boston, MA re auxiliary bldg & interior 
structure horizontal spectra. 

COOPER.W.E. Teledyne Engineering Services. 83/08/05. DENTON.H.R. NRC - No 
Detailed Affiliation Given. 2pp. 39731:112-39731:212. 

8702190330 Advises that Bolt SAE J429K, Grades 8 & 8.2 did not satisfy Vendor Pro- 
gram Branch Fastener Evaluation Program.Bolt did not pass tensile strength 
requirement.lnfo re actions on nonconforming condition & bolt insp practices request- 
ed. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/13. THORNBERRY.R.C. Public 
Service Electric & Gas Co. of New Jersey. 3pp. 39684:087-39684:089. 

8702200164 Forwards documents received on 870210 from util re long-term seismic 
program.Documents should be placed in docket file & copies sent to PDR & LPDR. 
SCHIERLING.H. PWR Project Directorate 3. 87/02/17. Document Control Branch 
(Document Control Desk). 148pp. 39697:001-39698:209. 


O. Inspection reports, IE Bulletins & correspondence 


8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 

“8702240177 Staff requirements memo re Phase II of insp rept of seismic reverification 
program. Commission agreed to take no action re eligibility of RL Cloud Assoc, Inc to 
be independent auditor for reverification program & to release Phase II. 

CHILK.S.J, Office of the Secretary of the Commission. 82/02/17. DIRCKS.W.J. Office 
of the Executive Director for Operations. BICKWIT.L. Office of the General Counsel. 
KAMMERER.C. Office of Congressional Affairs. 2pp. 39781:345-39782:014. 

“8702240274 Responds to 820517 memo re facilities design verification program & 
Region V insp activities.Agrees items identified needed & appropriate. 

VOLLMER.R.H. Division of Engineering (pre-851125). 82/06/07. EISENHUT.D.G. Divi- 
sion of Licensing (800428-851124). Ip. 39782:087-39782:094. 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702090127 Forwards Exam Rept 50-275/OL-86-02 of exams administered on 861202- 
04.Exam & answer key & power plant exam results summary also end. 

PATE.R.J. Region 5, Office of Director. 87/01/22. SHIFFER.J.D. Pacific Gas & Elec- 
tric Co, 2pp. 39554:148-39554:221. 
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-8702090137 Exam Rept 50-275/OL-86-02 on 861 202-04. Exam resultsiall five candi- 
dates passed oral & written exams. 

MORRILL, P., ELIN.J. Region 5, Office of Director. 87/01/22. 72pp. 39554:150- 
39554:221. 

8702020049 Forwards Revs 2 & 5 to inservice insp & testing program plans, per 861112 
request.Summary of changes incorporated in revised plans & addl info also end. 
SHIFFER.J.D. Pacific Gas & Electric Co. 87/01/26. Document Control Branch (Docu- 
ment Control Desk). 350pp. 39446:249-39448:224. 

-8702020057 Rev 2 to “Inservice Insp & Testing Program Plan First 10-Yr Insp Inter- 
val." 

HILL.J.E., HJALMARSON.J.I., FRANKS.O.K. Pacific Gas & Electric Co. 87/01/15. 
200pp. 39447:355-39448:216. 

8702170542 Forwards Insp Repts 50-275/87-05 & 50-323/87-05 on 8701 12- 16.No vio- 
lations noted. 

KIRSCH.D.F. Region 5, Office of Director. 87/01/29. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 39650:135-39650:142. 


8702190330 Advises that Bolt SAE J429K,Grades 8 & 8.2 did not satisfy Vendor Pro- 
gram Branch Fastener Evaluation Program.Bolt did not pass tensile strength 
requirement.lnfo re actions on nonconforming condition & bolt insp practices request- 
ed. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/13. THORNBERRY.R.C. Public 
Service Electric & Gas Co. of New Jersey. 3pp. 39684:087-39684:089. 


R. Periodic operating reports & related correspondence 


8702060255 “Annual Summary Rept on Discharge Monitoring at Diablo Canyon Power 
Plant During 1986.” W/870130 Itr. 

THORNBERRY.R.C. Pacific Gas & Electric Co. 86/12/31. JONES, K.R. California, 
State of. 80pp. 39533:182-39533:261. 

8702200217 Monthly operating repts for Jan 1987.W/870213 Itr. 

KELLER, A.T., HUG.M.T., THORNBERRY.R.C. Pacific Gas & Electric Co. 87/01/31. 
10pp. 39700:087-39700:096. 


-8702170554 Insp Repts 50-275/87-05 & 50-323/87-05 on 87011 2-1 6.No noncompli- 
ance or deviations noted. Major areas inspected: followup of NRC Technical Audit 
Branch rept on allegation re flat spot on reactor coolant pbmq in Unit 1 containment. 
BURDOIN.J.F., MENDONCA.M.M. Region 5, Ghee of D factor 87/01/28. 6pp. 
39650:137-39650:142. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702170314 Forwards Insp Repts 50-275/86-3 2 & 50-323/86-30 on 861109- 1227 & 
870116.No violations noted. 

KIRSCH.D.F. Region 5, Office of Director. 87/01/30. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 39651:032-39651:052. 

-8702170328 Insp Repts 50-275/86-32 & 50-323/86-30 on 861109-1227 & 870116.No 
violations or deviations noted.Major areas inspected:plant operations.maint & surveil- 
lance activities, followup of onsite events & allegations. 

PADOVAN.L.M., JOHNSTON, K.E., NARBUT.P.P. Region 5, Office of Director. 87/01/ 
30. 1 9pp. 39651 :034-39651 :052. 

8702170358 Forwards Insp Repts 50-275/87-03 & 50-323/87-03 on 870112- 16.No vio- 
lations noted. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/01/30. SHIFFER.J.D. Pacific Gas 
& Electric Co. 2pp. 39650:316-39650:327. 

-8702170369 Insp Repts 50-275/87-03 & 50-323/87-03 on 870112-16.No violations or 
deviations noted.Major areas inspected: previous insp items, transportation, solid 
waste, licensee identified violation & facility tours. 

HOOKER, C.A., YUHAS.G.P. Region 5, Office of Director. 87/01/30. 10pp. 39650:318- 
39650:327. 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702100390 Forwards Safeguards Insp Repts 50-275/87-02 & 50-323/87-02 on 
870112-16 & notice of violation. Insp repts & notice of violation withheld (ref 
10CFR2.790). 

MONTGOMERY, J.L. Region 5, Office of Director. 87/02/04. SHIFFER.J.D. Pacific 
Gas & Electric Co. 2pp. 39574:359-39574:360. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps,” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 


8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


S. Reportable occurrences, LERs & related correspondence 


8702190065 Special Rept 87-01 :on 870126, plant action request initiated after intermit- 
tent sys failure alarms received on Train B of reactor vessel level indication sys 
(RVLIS).Cause under investigation.Effort to restore Train B of RVLIS continuing. 
SHIFFER.J.D. Pacific Gas & Electric Co. 87/02/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39679:358-39679:359. 

8702250104 PNO-V-87-014:on 87021 7, slow shutdown from 100% power initiated to in- 
vestigate & repair main generator hydrogen coolant leak.Caused by cracking in stator 
water cooling vent line due to vibration.Outage expected to last approx 1 wk. 
MENDONCA.M., NARBUT.P. Region 5, Office of Director. 87/02/18. Ip. 39728:029- 
39728:029. 


V. Operator Examinations 


8702090127 Forwards Exam Rept 50-275/OL-86-02 of exams administered on 861202- 
04.Exam & answer key & power plant exam results summary also end. 

PATE.R.J. Region 5, Office of Director. 87/01/22. SHIFFER.J.D. Pacific Gas & Elec- 
tric Co. 2pp. 39554:148-39554:221. 

-8702090137 Exam Rept 50-275/OL-86-02 on 861 202-04. Exam results:all five candi- 
dates passed oral & written exams. 

MORRILL.P., O’BRIEN, J., ROYACK.M.J. Region 5, Office of Director. 87/01/22. 72pp. 
39554:150-39554:221. 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8702050346 Forwards App II to “Writers Guide for Emergency Operating Procedures,” 
per 870112 telcon re facilities procedure generation package currently under review. 
ZIMMERMAN, S.R. Carolina Power & Light Co. 87/01/28. Document Control Branch 
(Document Control Desk). 2pp. 39520:172-39520:219. 

-8702050349 "Writers Guide for Emergency Operating Procedures.” 

* Carolina Power & Light Co. 87/01/28. 46pp. 39520:174-39520:219. 

8702120276 Forwards change to industrial security plan.Change withheld (ref 
10CFR73.21). 

ZIMMERMAN, S.R. Carolina Power & Light Co. 87/02/02. Document Control Branch 
(Document Control Desk). Ip. 39630:260-39630:260. 

8702200073 Requests fee for 861231 application re review of fire barrier penetration 
seals at facilities.Util will be billed for any addl costs for review of application, per 
1 0CFR 170.1 2(c) & 170.21. 

DIGGS.R.M. License Fee Management Branch (Post 861123). 87/02/12. UTLEY, E.E. 
Carolina Power & Light Co. Ip. 39707:256-39707:256. 

8702260154 Suppls 861203 request for exemption re emergency lighting for control 
room as required by Section III.J of App R.Cost estimate for installing 8 h, battery-pow- 
ered emergency lighting units in control room end, per 870107 telcon. 

CUTTER, A.B. Carolina Power & Light Co. 87/02/20. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39753:005-39753:006. 


P. Operating license stage documents & correspondence 


8702030077 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/16. UTLEY, E.E. Carolina Power & 
Light Co. 3pp. 39482:137-39482:139. 

8702040089 Submits supplemental info to 861113 request for amends to Licenses DPR- 
71 & DPR-62 re temp sensor response time testing.Updated FSAR does not take 
credit for temp sensor response in any accident analysis. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 87/01/28. Document Control Branch 
(Document Control Desk). Ip. 39497:098-39497:098. 

8702040100 Application for amends to Licenses DPR-71 & DPR-62,revising Tech Specs 
to incorporate requirements for detection & suppression of core thermal hydraulic 
instabitities.Fee paid. 

CUTTER, A.B. Carolina Power & Light Co. 87/01/28. Document Control Branch (Docu- 
ment Control Desk). 3pp. 39497:296-39497:310. 

-8702040103 Proposed Tech Specs revising requirements for detection & suppression 
of core thermal hydraulic instabilities. 

* Carolina Power & Light Co. 87/01/28. 12pp. 39497:299-39497:310. 
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8702060146 Partial response to FOIA request for SECY papers re environ 
quaiification.App B documents available in PDR.App C & D documents partially & 
completely withheld, respectively (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/02. WILLIAMS, O.G. JRA As- 
sociates. 6pp. 39548:062-39548:077. 

-8702060158 Partially withheld SECY paper re extension of environ qualification 
851130 deadline.Recommends that Commission issue end order re extension of 
deadline for facility.W/o end. 

FITZGERALD, J.A. Office of the General Counsel. SECY-85-321 A. 85/11/12. Ip. 
39548:069-39548:069. 

8702060316 Requests fee for review of 860716 application for approval of inservice 
testing of pumps & valves. 

DIGGS, R.M. License Fee Management Branch (Post 861123). 87/02/03. UTLEY.E.E. 
Carolina Power & Light Co. Ip. 39546:229-39546:229. 

8702130239 Notification of 870217 meeting w/util in Bethesda.MD to discuss util App J 
containment leak rate testing program. 

SYLVESTER, E. BWR Project Directorate 2. 87/02/09. MULLER, D.R. BWR Project Di- 
rectorate 2. 3pp. 39639:144-39639:146. 

8702190010 Notification of cancellation of 870217 meeting w/util in Bethesda.MD to 
discuss util App J containment leak rate testing program. 

SYLVESTER, E. BWR Project Directorate 2. 87/02/09. MULLER, D.R. BWR Project Di- 
rectorate 2. 3pp. 39691:149-39691:151. 

8702260136 Forwards completed nuclear fuel cycle industry future activity survey, in re- 
sponse to 870102 request. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 87/02/20. Document Control Branch 
(Document Control Desk). 2pp. 39753:190-39753:191. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

EYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702100244 Forwards results of liquid effluent discharge sample testing, per oral com- 
mitment during exit interview re Insp Repts 50-324/86-27 & 50-325/86-26. 

DIETZ, C.R. Carolina Power & Light Co. 86/12/15. GRACE.J.N. Region 2, Office of 
Director. 2pp. 39571 :276-39571 :277. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020325 Forwards Insp Repts 50-325/87-01 & 50-324/87-01 on 870105-08.No vio- 
lations or deviations identified. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/21. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 39469:128-39469:136. 

-8702020330 Insp Repts 50-325/87-01 & 50-324/87-01 on 870105-08.No violations or 
deviations identified.Major areas inspected: assessment of licensee preparation for & 
performance of hydrogen water chemistry tests. 

ROSS.W.J., KAHLE.J.B. Region 2, Office of Director. 87/01/21. 7pp. 39469:130- 
39469:136. 

8702100072 Discusses confirmatory measurements results suppl to Insp Repts 50-324/ 
86-27 & 50-325/86-26.Resu!ts for H-3,Sr-90 & Fe-55 analyses in agreement.Results 
for Sr-89 analysis in disagreement. 

REYES, L.A. Region 2, Office of Director. 87/01/29. UTLEY.E.E. Carolina Power & 
Light Co. 4pp. 39566:354-39566:357. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8702090416 Ack receipt of 870102 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-325/86-29 & 50-324/86-30. 

REYES,L,A. Region 2, Office of Director. 87/02/02. UTLEY.E.E, Carolina Power & 
Light Co. Ip. 39557:227-39557:227. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:130. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702180410 Forwards Insp Repts 50-324/86-34 & 50-325/86-33 on 861201-31 & 
870114 & notice of violation. 

REYES, L. A. Region 2, Office of Director. 87/02/06, UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 39662:1 73-39662:1 86. 


-8702180413 Notice of violation from insp on 861201-31. 

REYES, LA. Region 2, Office of Director. 87/02/06. 2pp. 39662:175-39662:176. 

-8702180425 Safety Insp Repts 50-324/86-34 & 50-325/86-33 on 861201-31 & 
870114.Violation noted:failure to provide adequate instructions for sealing pressure 
switches 

RULAND.W.H., GARNER, L.W., FREDRICKSON, P. Region 2, Office of Director. 87/ 
02/06. 10pp. 39662:177-39662:186. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


8702110131 IE info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702260118 Remits fee for util 860716 request that previous approval to commence 
second 120-month inservice insp interval on 860710 be expanded to include inservice 
testing program for pumps & valves, per NRC 870203 request. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 87/02/18. DIGGS, R.M. License Fee 
Management Branch (Post 861123). Ip. 39753:228-39753:228. 


S. Reportable occurrences, LERs & related correspondence 

8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM,F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702180163 Summary of Operating Reactors Events Meeting 87-02 on 870112 re 
events which occurred since 870105.List of attendees.events discussed & summary of 
events end. 

HOLAHAN.G.M, Operating Reactors Assessment Staff (post 851125). 87/01/16. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 
39673:231-39673:248. 

-8702180176 Summary of Operating Reactors Events Meeting 87-02 on 870112 of 
events which occurred since 870105.List of attendees.events discussed & summary of 
events end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/01/28. 
DENTON.H.R, Office of Nuclear Reactor Regulation, Director (post 851125). 16pp. 
39673:233-39673:248. 

8702180303 LER 87-002-00:on 8701 08, automatic closure of RWCU sys inlet primary 
containment isolation valve G31-F004 occurred due to reversed thermocouple 
leads.Caused by personnel error.lnput lead reversal corrected.W/870206 Itr. 
PASTVA.M.J., DIETZ, C.R. Carolina Power & Light Co. 87/02/06. 5pp. 39664:109- 
39664:113. 

8702180575 LER 86-025-01 :on 861 1 1 9, determined that surveillance testing for reactor 
jet pump not performed.Caused by personnel error.Personnel involved 
diseplined.Real-time training completed.W/87021 1 Itr. 

PASTVA.M.J., DIETZ, C.R. Carolina Power & Light Co. 87/02/11. 3pp. 39677:196- 
39677:198. 
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F. Security, medical, emergency & fire protection plans 


8702050346 Forwards App II to “Writers Guide for Emergency Operating Procedures," 
per 870112 telcon re facilities procedure generation package currently under review. 
ZIMMERMAN, S.R. Carolina Power & Light Co. 87/01/28. Document Control Branch 
(Document Control Desk). 2pp, 39520:172-39520:219. 

-8702050349 “Writers Guide for Emergency Operating Procedures." 

* Carolina Power & Light Co. 87/01/28. 46pp. 39520:174-39520:219. 

8702120276 Forwards change to industrial security plan.Change withheld (ref 
10CFR73.21). 

ZIMMERMAN, S.R. Carolina Power & Light Co. 87/02/02. Document Control Branch 
(Document Control Desk). Ip. 39630:260-39630:260. 

8702200073 Requests fee for 861231 application re review of fire barrier penetration 
seals at facilities. Util will be billed for any addl costs for review of application, per 
1 0CFR 170.1 2(c) & 170.21. 

DIGGS, R.M. License Fee Management Branch (Post 861123). 87/02/12. UTLEY.E.E. 
Carolina Power & Light Co. Ip. 39707:256-39707:256. 

8702260154 Suppls 861203 request for exemption re emergency lighting for control 
room as required by Section III .J of App R.Cost estimate for installing 8 h.battery-pow- 
ered emergency lighting units in control room encl.per 870107 telcon. 

CUTTER, A, B. Carolina Power & Light Co. 87/02/20. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39753:005-39753:006. 
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p. Operating license stage documents & correspondence 


8702030077 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta,GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 

^RACE J N Region 2, Office of Director. 87/01/16. UTLEY.E.E. Carolina Power & 
Light Co. 3pp. 33432:137-39482:139. 


8702040089 Submits supplemental info to 861113 request for amends to Licenses DPR- 
71 & DPR-62 re temp sensor response time testing. Updated FSAR does not take 
credit for temp sensor response in any accident analysis. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 87/01 /28. Document Control Branch 
(Document Control Desk). Ip. 39497:098-39497:098. 

8702040100 Application for amends to Licenses DPR-71 & DPR-62, revising Tech Specs 
to inccroorste requirements for detection & suppression of core thermal hydraulic 
.''StaxV/es.Fee oa.c. 

C - J”TE“.A.5. Cs'ci r.s Fowr- r & Light Co. 87/01/28. Document Control Branch (Docu- 
ment Control Desk). 3pp. 39497:296-39497:310. 

-8702040103 Proposed Tech Specs revising requirements for detection & suppression 
of core thermal hydraulic instabilities. 

* Carolina Power & Light Co. 87/01/28. 12pp. 39497:299-39497:310. 


8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators Svc list and 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702180410 Forwards Insp Repts 50-324/86-34 & 50-325/86-33 on 861201-31 & 
870114 & notice of violation. 

REYES.L.A. Region 2, Office of Director. 87/02/06. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 39662:173-39662:186. 


8702060316 Requests fee for review of 860716 application for approval of inservice 
testing of pumps & valves. 

DIGGS.R.M. License Fee Management Branch (Post 861123). 87/02/03. UTLEY.E.E. 
Carolina Power & Light Co. Ip. 39546:229-39546:229. 

8702130239 Notification of 870217 meeting w/util in Bethesda,MD to discuss util App J 
containment leak rate testing program. 

SYLVESTER.E. BWR Project Directorate 2. 87/02/09. MULLER, D.R. BWR Project Di- 
rectorate 2. 3pp. 39639:144-39639:146. 

8702190010 Notification of cancellation of 870217 meeting w/util in Bethesda.MD to 
discuss util App J containment leak rate testing program. 

SYLVESTER.E. BWR Protect Directorate 2. 87/02/09. MULLER, D.R. BWR Project Di- 
r ar.:cra:e 2. 3pp. 3969 1 : 1 43-3969 1:15*. 

8702190441 Forwards O’Donnell & Assoc, Inc analysis of representative reactor pres- 
sure vessel nozzie-to-safe-end pipelock.per 861103 meeting.Application for withhold- 
ing analysis (ref 10CFR2.790) also encl.W/o analysis. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 87/02/13. Document Control Branch 
(Document Control Desk). 2pp. 39767:144-39767:146. 

-8702190450 Requests withholding of subj info discussed in end affidavit, per 
10CFR2.790.W/O stated end. 

O’DONNELL, W.J. O’Donnel & Associates, Inc. 84/03/14. NRC - No Detailed Affili- 
ation Given. Ip. 39767:146-39767:146. 

8702260136 Forwards completed nuclear fuel cycle industry future activity survey, in re- 
sponse to 870102 request. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 87/02/20. Document Control Branch 
(Document Control Desk). 2pp. 39753:190-39753:191. 


G. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG.R.C. Office of Inspection A Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 


—8702180425 Safety Insp Repts 50-324/86-34 & 50-325/86-33 on 861201-31 A 
8701 14. Violation noted:failure to provide adequate instructions for sealing pressure 
switches 

RULAND.W.H., GARNER, L.W., FREDRICKSON, P. Region 2, Office of Director. 87/ 
02/06. 10pp. 39662:177-39662:186. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness A Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702260118 Remits fee for util 860716 request that previous approval to commence 
second 120-month insen/ice insp interval on 860710 be expanded to include inservice 
testing program for pumps & valves, per NRC 870203 request. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 87/02/18. DIGGS.R.M. License Fee 
Management Branch (Post 861123). Ip. 39753:228-39753:228. 


S. Reportable occurrences, LERs A related correspondence 


8702100244 Forwards results of liquid effluent discharge sample testing, per oral com 
mitment during exit interview re Insp Repts 50-324/86-27 & 50-325/86-26 
DIETZ.C.R. Carolina Power & Light Co. 86/12/15. GRACE, J.N. Region 2, Office o 
Director. 2pp. 39571:276-39571:277. y 

87 ? t 1 , 4 .?i 24 *. E lnfo Notice 87-004, "Diesel Generator Fails Test Because of Degradec 
Fuel. Svc list end. 

of Emergency Preparedness & Engineering Response (Pos 
39446248 87/ 0 Consoi,ciatecf Edison Co. of New York, Inc. 110pp. 39446:138 


)-324/87-01 on 870105-08.No vie 


8702020325 Forwards Insp Repts 50-325/87-01 & 50- 
lations or deviations identified. 

87/01/21 - UTLEy ' EE - Carolina powar 1 

^S^J^^- 50 - 325787 - 01 & 50-324/87-01 on 870105-08.No violations c 
oeviatwns identified.Maior areas inspected: assessment of licensee preparation for , 
parfocmance of hydrogen water chemistry tests. 

394^*136 KAHLE,J B ‘ Re S'on 2, Office of Director. 87/01/21. 7pp. 39469:1 3( 

® nfim |f t0 1 ry measurements results suppl to Insp Repts 50-324 
H ' 3 ' Sr ' 90 & Fe ' 55 analyses in 

Ktp p SI 5 fe 0, 3 5 ^ rec,or 87/01/29 - UTLEy ' E - E - Caroiina Power 

87 pum^RLlnt,wI°c:r^ ti f e 87 *9 < S* " L °ss Of Suction to Low-Pressure Svc Water Sy 
tr® 2?V ,t,n rl From Loss of Siphon." Svc list end. 

mi031fl77n?nn°r ° f Pre Paredness & Engineering Response (Poi 

39525r339 87/0 /3 °" Consol,dated Edison Co - New York, Inc. 107pp 39525:231 

^Sst^nd, 53 lE ,nf ° Notice 87 “° t °5, “Miswiring in Westinghouse Rod Control Sys." Sv 

°* S,6PS tak6n *° Vi ° la,i0n 

light & °i7“ rSC,0r - 87/02/ ° 2 - UTLEY ' E -E- Carolina Power 


8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of Inspection A Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702030454 LER 86-031-00:on 861 231, distribution panel main power supply breaker 
tripped, causing automatic isolation of reactor bldg ventilation sys A automatic start of 
standby gas treatment sys.Cause unknown. W/870 130 Itr. 

PASTVA.M.J., DIETZ.C.R. Carolina Power & Light Co. 87/01/30. 6pp. 39483:349- 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


88121 o 60304 forwards proprietary Insp Repts 50-327/86-63 A 50-328/86-63 on 861029- 
°L n ° t 'S e ° f violatioaRept & notice of violation withheld (ref 10CFR2.790 A 73.21). 

thority^2pp. 39^ IP 7:350^390 P 7:35i reC *° r ' 86 ' 12/ ° 9 - WH,TEEA Tenna8See Vallay Au ‘ 

87 | 0 afonsor 7 deSiXnlnme P d ReP,S 5 °- 3Z7/86 - 72 & 50-328/86-72 on 661215- 18.No vie 
^Iodty'. < ^2pp. , 394'7a:(^27/394^8029 reC,Or 87 '° 1/26 ' WHITE ' SA Tennessoo Valley Au- 


f ef inrFRP X i 7 ? oi\Ki ep • ?0;327/86-72 & 50-328/86-72 on 861215-18 
nSLJe iSr.V 9 ° 4 (c !i & 73.21 ).No violations noted. Major areas inspected:IE 
TOBlt?W l P Mrr? RF U n 2 e D S ’ ? ecu S ty , 'mgt, records, maint, barriers, power A lights. 
39478-029 ” MCGUIRE,DR - Re 9'on 2, Office of Director. 87/01/26. Ip. 39478:029- 

II'S iniM 

SSSSSSSSarfA DS3T?5S^aSS5«StS^ Dooumen ' Con,ro1 Branch 

~ 8 ?^ I °^^ 7 ^ B ^" E ^ etEr °^l'on 1 Deskyi,Unde P s!ze(^C^st(iL6 r m r Hea^s l ^ :,yah 

Tennessee Valley Authority. 231.1(B) R02. 87/01/22. 14pp. 39479:208-39479:221. 
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—8702030276 Rev 4 to TVA Employee Concerns Special Program Sequoyah Element 
Rept 231.5(B), “Fire Protection Design, Adequacy of Battery Room Ventilation Sys 
Design." 

* Tennessee Valley Authority. 231.5(B) R04. 87/01/22. 15pp. 39479:222-39479:236. 

8702040054 Forwards info re employee concerns, including one initial element rept con- 
cerning QA category & 14 element repts concerning const, engineering, S&W & QA. 
MCDONALD, J.A. Tennessee Valley Authority. 87/01/29. Document Control Branch 
(Document Control Desk). DENTON.H.R. Office of Nuclear Reactor Regulation, Direc- 
tor (post 851 1 25). 1 1 pp. 39493:286-39494:31 7. 

—8702040588 Rev 2 to element rept, "Fire Protection Sys.QA Documentation." 
RUSSELL, J.R. Tennessee Valley Authority. 231.6(B) R02. 87/01/27. 15pp. 

39494:249-39494:263. 

8702110161 Forwards 2 initial & 13 final element repts addressing employee 
concerns, including const, engineering, welding.QA & operations. List of rept numbers & 
comparison w/Writers Guild recommended rept format end. 

MCDONALD, J.A. Tennessee Valley Authority. 87/02/05. DENTON, H. Office of Nucle- 
ar Reactor Regulation, Director (post 851125). 15pp. 39582:214-39584:128. 

-8702110254 Rev 1 to 312.08-SQN, “Security at Plant Entrances," employee concerns 
special program rept. 

JONES, R.E, STEWART, D.W. Tennessee Valley Authority. 312.08-SQN R01. 87/02/ 
02. 5pp. 39583:084-39583:088. 

8702170611 Forwards 861215 revs to physical security/contingency plans & instructions 
for updating NRC copies.Revs withheld (ref 10CFR73.21). 

GRIDLEY.R.L Tennessee Valley Authority. 87/02/06. GRACE, J.N, Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 39653:359-39653:360. 

8702190204 Advises that allegation documented in Employee Concerns Element Rept 
OP311.04 re various health physics problems at fcility referred to TVA for 
resolution.Subj issues in case file should be closed. 

COLLINS, D.M. Region 2, Office of Director. 87/02/06. DEMIRANDA.O. NRC - No De- 
tailed Affiliation Given. Ip. 39693:188-39693:198. 

-8702190221 Forwards SERs for listed TVA employee concerns element repts re oper- 
ations category.Remaining element repts not addressed in partial SER should be re- 
assigned to appropriate technical program manager.SER for Rept OP 31 1 .04 end. 
COLLINS, D.M! Region 2, Office of Director. 87/01/20. BARR.K.P. Region 2, Office of 
Director. 2pp. 39693:1 89-39693:1 98. 

-8702190230 SER re Employee Concerns Element Rept OP 311.04, “Health Physics 
Policies, Practices & Mgt Control.” TVA investigation of concerns adequate & resolu- 
tion of concerns as described in rept acceptable. 

* NRC - No Detailed Affiliation Given. 87/01/20. 8pp. 39693:191-39693:198, 

8702200123 Revs to emergency plan implementing procedures, consisting of Rev 3 to 
IP-9, "Accountability & Evacuation of Power Operations Training Ctr” & Rev 8 to IP- 

11, “Security & Access Control." W/870212 Itr. 

KITTS.R.J., YOUNGBLOOD, T.H., GRIDLEY.R.L. Tennessee Valley Authority. 87/02/ 

12. GRACE.J.N. Document Control Branch (Document Control Desk). 48pp. 
39696:142-39696:159. 

8702260016 Responds to NRC 870116 Itr re violations noted in Insp Repts 50-327/86- 
66 & 50-328/86-66.Corrective actions:discrepancy between fire brigade membership 
status list & training records corrected & damper returned to functional status. 
GRIDLEY.R. Tennessee Valley Authority. 87/02/17. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 7pp. 39740:350-39740:356. 


P. Operating license stage documents & correspondence 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting. Meeting notice encl. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN.P. Office of the Secretary of 
the Commission. Ip. 39781:121-39784:008. 

-8112020073 Submits weekly status of facilities for period 811030-1106. 

TEDESCO.R.L. Assistant Director for Licensing. 81/11/06. EISENHUT.D.G. Division of 
Licensing (800428-851124). 2pp. 39781:167-39781:168. 

8702090405 Forwards outline of plans for conducting operability review for safety-relat- 
ed equipment, per 861110 commitmentEffort will focus on identification of operability 
concerns & evaluation of adequacy of prescribed corrective actions. 

GRIDLEY.R. Tennessee Valley Authority. 86/12/12. GRACE.J.N. Region 2, Office of 
Director. 36pp. 39561:236-39561:271. 

8612230422 Forwards manager review group rept re maint,addl suppl to App B of rept 
& corrective assignments. 

GRIDLEY.R.L Tennessee Valley Authority. 86/12/17. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 17pp, 39080:142-39080:225. 

8702090298 Forwards minutes of 861211 mgt meetings w/util onsite r© status of ongo- 
ing Improvement programs, restart issues & licensing activities.List of attendees also 
encl.W/o minutes, 

ZECH.G.G. Region 2, Office of Director. 87/01/12. WHITE, S.A. Tennessee Valley Au- 
thority. 3pp. 39553:146-39553:148. 

8702090310 Confirms telcon re mgt meetings to be conducted at plant on 870122 & 23 
to discuss restart program & update of scheduling issues. Proposed agenda for each 
meeting encl. 

ZECH.G.G. Region 2, Office of Director. 87/01/14. WHITE.SA Tennessee Valley Au- 
thority. 3pp. 39561 :1 67-39561 :1 69. 

8702030122 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 

GRACE, J.N. Region 2. Office of Director. 87/01/20. WHITE, S.A. Tennessee Valley 
Authority. 3pp. 39482:350-39482:352. 

8702030154 Reschedules mgt meetings w/util to 870205 & 0123 at plant site to discuss 
restart program & to update summary of facility scheduling issues, respectively. Meeting 
agenda encl. 

ZECH.G.G. Region 2, Office of Director. 87/01/21. WHITE, S.A. Tennessee Valley Au- 
thority. 4pp. 39481:094-39481:098. 


8702050404 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 78, deleting Limiting Condition for Operation 3.3.3.6, Surveillance Re- 
quirement 4.3.3.6 & associated bases.Fee paid. 

DOM ER, J.A. Tennessee Valley Authority. 87/01/21. YOUNGBLOOD, B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD, B.J. Document Con- 
trol Branch (Document Control Desk). 2pp. 39512:129-39512:183. 

-8702050412 Proposed Tech Spec Change 78, deleting Limiting Condition for Operation 
3.3.3.6, Surveillance Requirement 4.3.3.6 & associated bases.based on analysis which 
indicates that detectors provide no significant margin of safety. 

* Tennessee Valley Authority. 87/01/21. 54pp. 39512:131-39512:183. 

8702020573 Requests exemption from requirements of 10CFR50,App A, GDC 55 for 
Penetrations X-43A.X-43B.X-43C & X-43D for reactor coolant pump seal water injec- 
tion lines.Feepaid. 

DOMER.J.A. Tennessee Valley Authority. 87/01/23. Document Control Branch (Docu- 
ment Control Desk). YOUNGBLOOD, B.J. Office of Nuclear Reactor Regulation, Direc- 
tor (post 85 1 1 25) . 1 2pp. 39466:323-39466:334. 

8702030223 Forwards repts from employee concerns task group, including one initial 
element rept, final element repts for 1 1 elements & comparison of rept formats. 
MACDONALD, J.A. Tennessee Valley Authority. 87/01/26. Document Control Branch 
(Document Control Desk). DENTON, H. Office of Nuclear Reactor Regulation, Director 
(post 851125). 10pp. 39479:01 1-39479:353. 

-8702030233 Rev 3 to TVA Employee Concerns Special Program Element Rept 80201 - 
SON, “Insp Criteria." 

* Tennessee Valley Authority. 80201 -SON R03. 87/01/14. 36pp. 39479:021- 
39479:081. 

-8702030240 Rev 1 to TVA Employee Concerns Special Program Sequoyah Element 
Rept 210.1(B), "Environ Qualification.Sensitive Instruments/Harsh Environs." 

* Tennessee Valley Authority. 210.1(B) R01. 87/01/22. 8pp. 39479:082-39479:089. 

-8702030248 Rev 2 to TVA Employee Concerns Special Program Sequoyah Element 
Rept 229.1 (B), “Instrumentation & Control Design, Questionable Calculation of Orifice 
Hole Design." 

* Tennessee Valley Authority. 229.1(B) R02. 87/01/20. 31pp. 39479:090-39479:120. 

-8702030259 Rev 2 to TVA Employee Concerns Special Program Sequoyah Element 
Rept 229.1 1 (B), “Radiation Monitoring Sys (RMS), Insufficient RMS Detection Equip- 
ment." 

DAMON, D.L. Tennessee Valley Authority. 229.11(B) R02. 87/01/22. 72pp. 39479:121- 
39479:192. 

-8702030266 Rev 1 to TVA Employee Concerns Special Program Sequoyah Element 
Rept 230.5(B), “HVAC Design, Airborne Radioactivity in CDWE Bldg." 

* Tennessee Valley Authority. 230.5(B) R01. 87/01/20. 15pp. 39479:193-39479:207. 

-8702030270 Rev 2 to TVA Employee Concerns Special Program Sequoyah Element 
Rept 231.1(B), "Fire Protection Design, Undersized Distribution Headers." 

* Tennessee Valley Authority. 231.1(B) R02. 87/01/22. 14pp. 39479:208-39479:221. 

-8702030276 Rev 4 to TVA Employee Concerns Special Program Sequoyah Element 
Rept 231.5(B), “Fire Protection Design.Adequacy of Battery Room Ventilation Sys 
Design." 

* Tennessee Valley Authority, 231.5(B) R04. 87/01/22. 15pp. 39479:222-39479:236. 

-8702030281 Rev 1 to TVA Employee Concerns Special Program Sequoyah Element 
Rept 201.1(B), “Incorporation of Requirements & Commitments in Design, Regulatory 
Requirements (Reg Guides, NUREG, Bulletins....)" 

* Tennessee Valley Authority. 201.1(B) R01. 87/01/23. 31 pp, 39479:237-39479:267. 

-8702030284 Rev 1 to TVA Employee Concerns Special Program Sequoyah Element 
Rept 201.5(B), “Incorporation of Requirements & commitments in Design, Tracking of 
Commitments & Design Changes Dissemination Sys." 

* Tennessee Valley Authority. 201.5(B) R01. 87/01/23. 28pp. 39479:268-39479:295. 

-8702030285 Rev 1 to TVA Employee Concerns Special Program Sequoyah Element 
Rept 207.2(B), “Deviation Documentation.Safety & Licensing Evaluations." 

* Tennessee Valley Authority. 207.2(B) R01. 87/01/23. 34pp. 39479:296-39479:329. 

-8702030288 Rev 2 to TVA Employee Concerns Special Program Sequoyah Element 
Rept 222.5(B), “Pipe Support Weld Design, Bolts Replaced by Weld.” 

* Tennessee Valley Authority. 222.5(B) R02. 87/01/23. 13pp. 39479:330-39479:343. 

-8702030292 Rev 3 to TVA Employee Concerns Special Program Welding Project Rept 
WP-22-SQN, “Inadequate Weld Procedure.” 

JAMES, LB. Tennessee Valley Authority. WP-22-SQN R03. 87/01/20. 10pp. 
39479:344-39479:353. 

8702030250 Forwards list of vague employee concerns previously provided to NRC per 
RL Gridley 860515 request for prioritization of expurgation process.Confirmation that 
no addl info available requested. 

MCDONALD, J f A. Tennessee Valley Authority. 87/01 /27. Document Control Branch 
(Document Control Desk). DENTON.H.R. Office of Nuclear Reactor Regulation, Direc- 
tor (post 851 1 25). 3pp. 39474:1 31 -39474:1 33. 

8702040191 Forwards final element repts for 10 elements addressing engineering & 
welding.Alt employee concerns re facility addressed for Engineering Subcategory 
20300 re experience feedback & Engineering Subcategory 20900 re Q-lists. 
MCDONALD, J.A. Tennessee Valley Authority. 87/01/27. Document Control Branch 
(Document Control Desk). 1 1 pp. 39502:090-39503:021 . 

-8702040244 Rev 1 to “TVA Employee Concerns Special Program ,Q-List: G-List Differ- 
ences.” 

* Tennessee Valley Authority. 209.1(B) R01. 87/01/23. 20pp. 39502:102-39502:120. 

-8702040253 Rev 1 to “TVA Employee Concerns Special Program, Instrument Support 
Design:Local Instrument Seismic Qualification.” 

* Tennessee Valley Authority. 223.3 (B) R01. 87/01/23. 21pp. 39502:121-39502:142. 

-8702040261 Rev 1 to “TVA Employee Concerns Special Program, Q-List: Impact & Sig- 
nificance of Q-List Differences.’ 

* Tennessee Valley Authority. 209.2(B) R01. 87/01/23. 16pp. 39502:143-39502:158. 
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-8702040274 Rev 3 to “TVA Employee Concerns Special Program:Welders Perform- 
ance Qualification Continuity.” 

BATEMAN, R.M., ROSE.J.E., JOYCE.J.W. Tennessee Valley Authority. WP-03-SQN 
R03. 87/01 /23. 86pp. 39502:1 59-39502:244. 

-8702040283 Rev 3 to “TVA Employee Concerns Special Program.-Painting Require- 
ments re Welds.” 

ROSE.J.E., BATEMAN, R.M., JOYCE.J.W. Tennessee Valley Authority. WP-08-SQN 
R03. 87/01 /23. 22pp. 39502:245-39502:281 . 

-8702040291 Rev 1 to “TVA Employee Concerns Special Program:We!der Certification 
Update W/o Meeting Requirements.” 

BATEMAN, R.M., ROSE.J.E., RUSSELL, J.R. Tennessee Valley Authority. 1-85-135-SQN 
R01. 87/01 /23. 30pp. 39502:282-39502:31 1 . 

-8702040298 Rev 2 to “TVA Employee Concerns Special Program.Box Hanger Weld 
Design Deficiency.” 

BATEMAN, R.M., ROSE.J.E., RUSSELL, J.R. Tennessee Valley Authority. 1-85-560-SQN 
R02. 87/01/23. 24pp. 39502:312-39502:335. 

-8702040307 Rev 2 to “TVA Employee Concerns Special Program:Acceptance of Pre- 
viously Rejected NDE Items." 

BATEMAN, R.M., ROSE.J.E., RUSSELL, J.R. Tennessee Valley Authority. 1-85-738-SQN 
R02. 87/01 12 3. 25pp. 39502:336-39502:360. 

-8702040312 Rev 2 to “TVA Employee Concerns Special Program:Craft Welder Incapa- 
ble of Making Proper Welds.” 

BATEMAN, R.M., ROSE.J.E., RUSSELL.J.R. Tennessee Valley Authority. 1-86-1 15-SQN 
R02. 87/01/23. 21pp. 39503:001-39503:021. 

8702030474 Requests addl info on Generic Ltr 83-28, Item 2.1 (Part 2), “Vendor Inter- 
face Program,” including description of NSSS vendor interface program & confirma- 
tion that program will remain functional throughout plant life. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 87/01/28. WHITE.S.A. Tennessee 
Valley Authority. 3pp. 39485:320-39485:322. 

8702030525 Notification of 870129-30 meetings w/util & Franklin Research Ctr in 
Bethesda,MD to discuss resolution of technical issues, including cable 
pulling, superheat, ampacity & employee concerns. 

KENYON, T.J. PWR Project Directorate 4. 87/01/28. YOUNGBLOOD.B.J. PWR 
Project Directorate 4. 3pp. 39485:190-39485:192. 

8702040041 Forwards comments on draft SER on plant interim acceptance criteria for 
small bore piping.Recommends inclusion of amends w/final issuance of NRC rept. 
GRIDLEY.R. Tennessee Valley Authority. 87/01/28. YOUNGBLOOD.B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 5pp. 39498:127-39498:131. 

8702040097 Requests publication of FR notice of consideration of issuance of amends 
to Licenses DPR-77 & DPR-79 & proposed NSHC determination & opportunity for 
hearing re 870120 request to demonstrate operability of shunt trip attachment. 
YOUNGBLOOD, B.J, PWR Project Directorate 4. 87/01/28. NRC - No Detailed Affili- 
ation Given. 2pp. 39508:085-39508:086. 

8702040142 Forwards list of issues w/corresponding util points of contact & schedule 
for submittal of employee concerns program (ECP) element rept re matl 
traceability.ECP element rept will be submitted by 870206. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/01/28. THOMPSON, H.L. Document 
Control Branch (Document Control Desk). 7pp. 39505:345-39505:351. 

8702040208 Forwards request for addl info re inoperable status of bypass indication 
sys.Util should provide safety evaluation verifying that use of administrative 
procedures.in lieu of automatic means, does not involve unreviewed safety question. 
YOUNGBLOOD, B.J. PWR Project Directorate 4. 87/01/28. WHITE.S.A. Tennessee 
Valley Authority. 3pp. 39509:333-39509:335. 

8702040054 Forwards info re employee concerns.including one initial element rept con- 
cerning QA category & 14 element repts concerning const,engineering,S&W & QA. 
MCDONALD, J.A. Tennessee Valley Authority. 87/01/29. Document Control Branch 
(Document Control Desk). DENTON, H.R. Office of Nuclear Reactor Regulation. Direc- 
tor (post 851 1 25). 1 1 pp. 39493:286-39494:31 7. 

-8702040429 Rev 2 to element rept, “Document Distribution Control." 

COLLINS, GA Tennessee Valley Authority. 80503-SQN R02. 87/01/16. 16pp. 
39493:297-39493:312. 

—8702040436 Nuclear safety review staff investigation rept, "Drawing Control Master 
Index Sys." 

SIMONDS.W.R., MCCLURE, R.E., SAUER, R.C. Tennessee Valley Authority. 1-85-472- 
NPS. 85/12/26. 9pp. 39493:313-39493:328. 

-8702040467 Nuclear safety review staff rept, "Investigation of Concerns re Quality En- 
gineering Branch Records." 

SMITH.R.D., TRAVIS, R.W., WHITT, K.W. Tennessee Valley Authority. 1-83-1 3-NPS. 83/ 
06/17. 46pp. 39493:329-39494:014. 

-8702040473 Nuclear safety review staff rept, “Followup Review of Quality Engineering 
Branch Records Investigation 1-83-1 3-NPS." 

* Tennessee Valley Authority. R-85-07-NPS. 85/04/15. 17pp. 39494:015-39494:042. 

—8702040485 Rev 1 to “Drawing Mat Sys Program Plan." 

* Tennessee Valley Authority. 86/06/30. 23pp. 39494:043-39494:065. 

-8702040494 Rev 5 to final nuclear plant element rept, “Cable.” 

BROWN.R.M., GIBBS, R.R, Tennessee Valley Authority. C010900-SQN R05. 87/01/ 
26. 51 pp, 39494:066-39494:1 1 7. 

-8702040514 Rev 1 to final element rept, “Pipe/Fittings re Const” 

BRYANT.J.B. Tennessee Valley Authority. C017105-SQN R01. 87/01/28. 11pp. 
39494:1 1 8-39494:1 28. 

—8702040523 Rev 1 to element rept, "Experience Feedback Tracking Sys for Commit- 
ment Inadequate." 

* Tennessee Valley Authority, 203.3(B) R01. 87/01/27. 25pp. 39494:129-39494:153. 

-8702040535 Rev 1 to element rept, “Electrical Procedures, Inadequate Electrical 
Design Criteria.lnadequate Consideration Given to Electrical Stds & Guides." 

* -r v/-,,-.. Authority. 213.3(B) R01. 87/01/27. 16pp. 39494:154-39494:169. 


-8702040546 Rev 1 to element rept, “Civil/Structural Design, Cut Rebar Control." 

* Tennessee Valley Authority. 215.2(B) R01. 87/01/27. 17pp. 39494:170-39494:186. 

-8702040558 Rev 1 to element rept, “Civil/Structural Design.Hanger Loads on Struc- 
tures." 

RUSSELL, J.R. Tennessee Valley Authority. 215.6(B) R01. 87/01/27. 16pp. 

39494:187-39494:202. 

-8702040569 Rev 1 to element rept, “Pipe Support Weld Design, Box Anchors W/ Ex- 
cessive Welding.” 

RUSSELL, J.R. Tennessee Valley Authority. 222.2(B) R01. 87/01/27. 13pp. 

39494:203-39494:215. 

-8702040574 Rev 2 to element rept, “Unistrut Support Design.” 

* Tennessee Valley Authority. 228.0(B) R02. 87/01/26. 19pp. 39494:216-39494:234. 

-8702040580 Rev 2 to element rept, "HVAC Design, Fire Damper Latching Test.” 
RUSSELL.J.R. Tennessee Valley Authority. 230.1(B) R02. 87/01/27. 14pp. 

39494:235-39494:248. 

-8702040588 Rev 2 to element rept, "Fire Protection Sys.QA Documentation.” 
RUSSELL.J.R. Tennessee Valley Authority. 231.6(B) R02. 87/01/27. 15pp. 

39494:249-39494:263. 

-8702040596 Rev 2 to element rept, “Electrical Protection Design;400 to 500 Breakers 
Unacceptably Set.Natl Electrical Code & Good Engineering Practices 
Violated.Limitorque Valve Operators Inadequately Fused.” 

RUSSELL, J.R. Tennessee Valley Authority. 237.2(B) R02. 87/01/27. 18pp. 

39494:264-39494:281. 

-8702040601 Rev 2 to element rept, “Electrical Protection Design, Bypass of Over- 
Torque Limit Switches.” 

GIBBS.R.R. Tennessee Valley Authority. 237.4(B) R02. 87/01/26. 13pp. 39494:282- 
39494:294. 

“8702040605 Rev 4 to element rept, “Engineering Document Quality." 

* Tennessee Valley Authority. 80501 -SQN R04. 87/01/26. 7pp. 39494:295- 
39494:301 . 

-8702040617 Rev 1 to, “Typical Drawings for Instrumentation.” 

ENGELHARDT.J.E., LAGERGREN.W.R. Tennessee Valley Authority. 86/06/27. 10pp. 
39494:302-39494:311. 

“8702040626 Rev 2 to element rept, “Piping Design Analysis." 

KNIGHTLY, J. Tennessee Valley Authority. SWEC-SQN-06 R02. 87/01/27. 6pp. 
39494:312-39494:317. 

8702040151 Forwards Rev 2 to "Review of Nuclear Safety Review Staff Open Items 
Requiring Corrective Action at Sequoyah,” final rept.Listing of rept numbers.related 
nuclear safety review staff items & previous submittal dates also end. 

MCDONALD, J.A. Tennessee Valley Authority. 87/01/30. Document Control Branch 
(Document Control Desk). DENTON.H. Office of Nuclear Reactor Regulation, Director 
(post 851 1 25). 6pp. 39495:050-39495:094. 

“8702040163 Rev 2 to "Review of Nuclear Safety Review Staff Open Items Requiring 
Corrective Action at Sequoyah.” 

DEBBAGE.A.G., GASS.K.R., KNIGHTLY.J.J. Tennessee Valley Authority. ECTG- 
NSRS-01 R02. 87/01/21. 39pp. 39495:056-39495:094. 

8702100036 Forwards response to open issues identified in 861114 draft safety evalua- 
tion re welding review. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/01/30. YOUNGBLOOD.B.J. Office of 
Nuclear Reactor Regulation, Director (post 851125). YOUNGBLOOD.B.J. Document 
Control Branch (Document Control Desk). 13pp. 39570:016-39570:028. 

8702060146 Partial response to FOIA request for SECY papers re environ 
qualification.App B documents available in PDR.App C & D documents partially & 
completely withheld, respectively (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/02. WILLIAMS, O.G. JRA As- 
sociates. 6pp. 39548:062-39548:077. 

-8702060176 Partially withheld SECY paper re extension of environ qualification 
851130 deadline.Recommends that Commission issue end order re deadline exten- 
sion for plant.W/o end. 

FITZGERALD, J.A. Office of the General Counsel. SECY-85-335A. 85/11/15. 2pp. 
39548:072-39548:073. 

8702060292 Summary of 870129 meeting w/util & Franklin Research Ctr re 
superheat. List of attendees & util viewgraphs end. 

ALEXION.T.W. PWR Project Directorate 4. 87/02/02. PWR Project Directorate 4. 
18pp. 39564:347-39565:004. 

8702060336 Summary of 870130 meeting w/util & S&W re util cable ampacity sampling 
prqgram.List of attendees & viewgraphs end. 

ALEXION.T.W. PWR Project Directorate 4. 87/02/02. PWR Project Directorate 4. 
17pp. 39547:125-39547:142. 

@702060508 Summary of 870121 meeting w/TVA re outstanding engineering 
issues, including ampacity, superheat, cable pulling, instrument sensing lines, bypass in- 
operable status indication sys & Generic Ltr 83-28.Attendee list & TVA handouts end. 
ALEXION.T.W. PWR Project Directorate 4. 87/02/02. PWR Project Directorate 4. 6pp. 
39546:091-39546:096. 

8702090089 Forwards ends erroneously omitted from 861223 & 29 & 870120 
Itrs, including Figure 7, "ASCO Solenoid Valve Equipment Qualification Test Chamber 
Temp." Measures to prevent recurrence of problems taken. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/03. YOUNGBLOOD.B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD.B.J. Document Con- 
trol Branch (Document Control Desk). 9pp. 39548:351-39548:359. 

8702090331 Application for amends to Licenses DPR-77 & DPR-79, revising Tech Specs 
to clarify Table 3.3-9, “Remote Shutdown Monitoring Instrumentation.” Fee paid. 
DOMER.J.A. Tennessee Valley Authority. 87/02/03. YOUNGBLOOD, B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 39558:089-39558:097. 
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-“8702090336 Proposed Tech Specs, clarifying Table 3.3-9, "Remote Shutdown Monitor- 
ing Instrumentation;’ Description & justification for proposed change & NSHC determi- 
nation end. 

* Tennessee Valley Authority. 87/02/03. 7pp. 39558:091-39558:097. 

8702090350 Provides new employee concern program rept for Dec 1 986 as committed 
in 860627 Itr.Llst of closed concerns & updated summary sheets by site, new concerns 
& data trend charts from new concerns during Feb-Dec 1 986 end. 

GRIDLEV.R.L. Tennessee Valley Authority. 87/02/03. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 60pp. 39559:191-39559:251. 

8702090357 Forwards schedule & justification for not requiring completion of engineer- 
ing change notice closeout project & review & correction FSAR discrepancy described 
in SQ-CAR-86-04-21 before unit restart, per GG Zech 861218 Itr. 

DOMFR.J.A. Tennessee Valley Authority. 87/02/03. GRACE, J.N. Office of Nuclear 
H* 'actor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 7pp. 39549:286-39549:292. 

8702130413 Forwards Amends 52 & 44 to Licenses DPR-77 & DPR-79, respectively & 
safety evaiuation.Amends revise Tech Specs to delete surveillance requirement & add 
footnote to allow reduction in fast start/fast load surveillance testing. 

HOL.ONICH.J.J. PWR Project Directorate 4. 87/02/03. WHITE, S.A. Tennessee Valley 
Authority. 2pp. 39640:056-39640:081, 

-8702130418 Amends 52 & 44 to Licenses DPR-77 & DPR-79, respectively, revising 
Tech Specs to delete surveillance requirement & add footnote to allow reduction in 
fast start/fast load surveillance testing. 0 _. rt0//vs 

YOUNGtH OOD.R.J. PWR Project Directorate 4. 87/02/03. 19pp. 39640:058- 
:i:)040:t)/0, 

-8702130422 Safety evaluation supporting Amends 52 & 44 to Licenses DPR-77 & 

^Ofllc/^of^Nuctear Reactor Regulation, Director (post 851125). 87/02/03. 5pp. 
:i«hV40:07 7- 39640:081, 

8702100079 Notifies of 870205 & 06 meetings w/NRR & Region II at site to discuss 
restart Issues, imp program & program mllesfones Proposed agenda encL 
l iRlDl I Y R Tennessee Valley Authority. 87/02/04. ZECH, G.G., THOMPSON, h.l. 
Office' of Nuclear Reactor Regulation, Director (post 851125 . ZECH.G.G. Document 
Control Desk). 4pp. 39571:299-39571:302. 

8702110009 Request® placement of end list of commitments w/ Do mer 870203 Itr to 
Grace re engineering change notice closeout & FSAR updates.Encl inadvertently omit- 

PARKLR !U). Tennessee Valley Authority. 87/02/04. Document Control Branch (Doc- 
ument control Desk). 2pp. 39680:016-39580:017. 

120046 Forwards response to Confirmatory Item 8 in draft safety evaluation re in- 
cable tray supports Results of util study of eccentric 

K“"^^W^^ VOUNQBLOOD.BJ. Office otNu- 

trol Branch (Document UOmrel Desk). 26pp. 39591:057-39591.082. 

8702170022 Forwards licensee 870120 Itr describing TVA Div of Nuclear Engineering 

Design Calculation fflnrts.Subi Itr Inadvertently speIIarD R L Division 

YOUNGMl OOD.RJ PWR Project Directorate 4. f 3J/02/04. SPESSARD,h.l. Division 
of inspection Programs (Post 850212). 2pp. 39660:190-39660:207. 

iir (functor Rngulatlon, Director (post 851125). 15pp. 39582.214 39584.12 . 
-8702110184 Rev 2 to WP-24-SQN. “Improper Welding Certification;’ employee con- 

WSFlifnSS LEWIS, J.P. Tennessee Valley Authority. WP-24-SQN R02. 
6//0 i/27. 8pp. 30582:229*39582:236, 

-87021 10194 Rov 2 to XX-86-101-006, “Welder Certification," employee concerns spe- 

Sat'c® X'BOSE,J.E.. LEWIS, J.F. Tennessee Valley Authority. XX-85-101-006 
H02, 80/1 i/25. 67pp. 39682:237-39582:303. 

-0702110198 Rev 3 to CO17303-SQN, "Instrument Line Clamps," employee concerns 
r °SELEWSKI,M.E., STEWART, D.W. Tennessee Valley Authority. 
0017303-SON R03 87/01/28. 7pp. 39582:304-39582:310. 

-8702110202 Rev 6 to CO19201-SQN, “Conduit," employee concerns special program 

sTeWART.D.W. Tennessee Valley Authority. CO19201-SQN R06. 87/02/02. 50pp. 

39582:31 1 -39583:001 . 

-8702110223 Rev 2 to 210.2(B), "Environ fl, u ®™®,® t ^ l ™ncems e s^Sa°^ program rept. 
DAMOn’d^J ^VlOLETTE.j’.B 0 ,’ 1 ^TEWA^r.D.W^Tennesseo Valley Authority. 210.2(B) 
R02. 87/02/02. 19pp. 39583:027-39583:045. Overload 

237.1(B) 

R02. 87/02/02. 15pp. 39583:046-39583.060. - Pro- 

""(ramSuaTe Authority ' 

-8702110254 Rev 1 to 312 . 06 -SQN, "Security at Plant Entrances. 

^® a s m T^ART.D.W. Tennessee Valley Authority. 312.08-SQN R01. 

02, 5pp. 39583:084*39583:088. 


-8702110266 Rev 3 to 80000-SGN, "General Mgt & Policy;’ employee concerns spe- 
cial program rept 

AKELEY.W.M., STEWART.D.W., JOYCE.J.W. Tennessee Valley Authority. 80000-SCN 

R03. 87/02/02. 20pp. 39583:089-39583:108. 

-8702110380 Rev 5 to 8Q101-SGN, “QA Program Adequacy;’ employee concerns spe- 
cial program rept. 

STEWART,D.W., JOYCE, J.W. Tennessee Valley Authority, 80101 -SGN R05. 87/02/ 

02. 112pp. 39583:109-39583:221. 

-8702110394 Rev 4 to 80201 -SON, "Srtsp Criteria/’ employee concerns special pro- 
gram rept. 

HALVERSON.R., STEWART.D.W., JOYCE.J. Tennessee Valley Authority . 80201 -SON 

R04. 87/02/02. 65pp. 39583:222-39583:289. 

-8702110402 Rev 3 to 80203-SQN, "frtsp Performance,” employee concerns special 

program rept 

BARLOW.D.G., HALVERSON.R.D.. AKELEY.W.M. Tennessee Valley Authority. 80203- 

SQN R03. 87/02/02. 45pp. 39583:290-39583:334. 

-8702110417 Rev 3 to 8Q5Q4-SQN, "QA Records," employee concerns special pro- 

§ARLOWAG., DEANGELSS.J.J. Tennessee Valley Authority. 805G4-SQM R03. 37/ 

02/02. 53pp. 39583:335-39584:027. 

-8702110437 Rev 1 to 1-85-373-NPS, "Documentation of Required On-The-Job Trawng 

for NDE Personnel Certification/* emdc.ee ccrcem.s szszlz! rrrerr- me* 

BATEMAN, R.M., ROSE.J.E.. S“EWA?.T,D.W. 1*85*373- 

NPS R01. 87/02/03. 101pp. 3555AC 25-3955 A* 25. 

8702130315 Requests fee for review of inservlce test program for pumps & valves ad- 
mitted by util 820303,1104 & 840416 ttrs,per 10CFR17Q.22 & revised menace test 

S.A, 


Tennessee Valley Authority. 2pp. 

8702110179 Forwards list of rept numbers, related employee concerns & previous #i> 
mittal dates, comoarision between employee concerns, task group feawwwJ 
format & transmitted repts & three final element repts for 
MCDONALD, J.A. Tennessee Valley Authority. 87/C2.-36 DsN-wV-. -7 » =1 
ar Reactor Regulation, Director (post 851 125). Spp. *i=xd . :-u .-jjm 

-8702110181 Rev 2 to “Pipe Stress Calculat»ons:.Acceptance Criteria for Overfap frnm 

M ALXAkf MAL," STEWART.D.W., MCNUTT.G.R. Tennessee VaSey Authority. 218.7 (B) 
R02. 87/02/05. 15pp. 39581:009-39581:023. 

-8702110187 Rev 2 to "Raceway Overfills & Cable PuIingiCabi© Tray Dverfits & Wall & 

STEW/FrT ^ W ° MCN UTT.G . R . , RUSSELL, J.R. Tennessee Valley Authority. 238.3(8) 
R02. 87/02/05. 39pp. 39581:024-39581:062. 

-8702110190 Rev 2 to “Cable Termination & SpStcesrCnmp COTnectons " 

STEWART D.W.. MCNUTT.G.R.. RUSSELU.R. Tennessee Valley Authority. 241.2(B) 
R02. 87/02/05. 1 8pp. 39581:063-39581:080. 

8702110286 Fonvards update to 

&/or final element repts for plant to assis. NR^ - »w.-ec-s... s • 

concern effort. *»7 ■ns -«dv»SCN r. - D’f of 

KonI&H^ YOUNGBLOOO.BJ. PWR 

Project Directorate 4. 4pp. 39459:313-39459.316. 

■^UU.CCK 5 aE C r Tennessee Va»ey Authori*. CEB 874)2. 87/01/27. 

10pp. 39653: 1 1 5-39653:1 24. 

8702110154 Forwards 

element repts applicable to each concern. ”*"**?* hntwrmn SERs & etewant repts- 
cerns task groups wiliv^ 87 ^ 2 i Sd§!TON > H. Office of Nude- 

3^86:316-39538,322 

facility. ^ 4 ©7/02/09. YOUN&BLOCOBJ. .PWR 

8702170653 Nodhcabon of 870213 meedng w/utt In Berihesd^MD to tkscuss resubs of 

“ l00D ' BJ "" 

. ... caw sl prarsklln Research Ctr re staff 

of specie cable pufdng 
* 67/02/09 WR ?r0!eC! 4 

4pp. 39673:192-39673:195. Bement Repts M040301- 
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8702190497 Forwards draft safety evaluation on electical design calculations for incor- 
poration in SER on Vol 2 of nuclear performance plan.Calculation documentation ade- 
quate & provides reasonable degree of confidence for restart. 

YOUNGBLOOD, 8.J. PWR Project Directorate 4. 87/02/10. WHITE,S.A. Tennessee 
Valley Authority. 3pp. 39689:230-39689:257. 

-8702190510 Draft safety evaluation based on review of six of nine areas of electrical 
design calculations.Documentation for calculations adequate & provides reasonable 
degree of confidence for restart. 

* NRC - No Detailed Affiliation Given. 87/02/10. 25pp. 39689:233-39689:257. 


-8702200032 Rev 3 to “Questionable Design & Const Practices,” TVA employee con- 
cerns special program element rept. 

MURPHY.M.W., GIBBS, R.R., RUSSELL.J.R. Tennessee Valley Authority. 301.05-SQN 
R03. 87/02/10. 8pp. 39694:283-39694:290. 

-8702200039 Rev 3 to “Storage & Handling re Matl Control," TVA employee concerns 
special program element rept. 

HOWARD, J., STEWART, D.W., RUSSELL.J.R. Tennessee Valley Authority. MC-40400- 
SQN R03. 87/02/11. 21pp. 39694:291-39694:311. 


8702190439 Forwards response to 861218 request for addl info re Generic Ltr 83- 
28, Items 3.2.1 & 3.2.2.Confirms compliance w/ Action Item 3.2.1 & provides schedule 
for completion of Action Item 3.2.2. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/11. YOUNGBLOOD.B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD.B.J. Document Con- 
trol Branch (Document Control Desk). 5pp. 39686:206-39686:210. 

8702190489 Forwards minutes of 870129-30 meetings between util, NRC, S&W, Franklin 
Research Ctr.WA Thue & JB Gardner in Bethesda.MD re cable 
pulling, superheat, ampacity, air return fans & employee concerns.Attendees lists also 
end. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/11. YOUNGBLOOD.B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD.B.J. Document Con- 
trol Branch (Document Control Desk). 11pp. 39686:219-39686:229. 

8702190637 Forwards status of review efforts of util responses to selected items in Ge- 
neric Ltr 83-28. 

YOUNGBLOOD.B.J. PWR Project Directorate 4. 87/02/11. WHITE, S.A. Tennessee 
Valley Authority. 17pp. 39690:004-39690:020. 


8702240305 Confirms results of 870130 meeting re evaluation of NRC 870120 com- 
ments on seven operations category repts & 870121 comments on five engineering 
category repts.Brief synopsis of assessment of NRC specific comments end. 
MCDONALD, J.A. Tennessee Valley Authority. 87/02/17. YOUNGBLOOD, J. PWR 
Project Directorate 4. 14pp. 39722:014-39722:027. 

8702260140 Forwards description of sys alignment that will be used for post-accident 
containment atmosphere cleanup & list of commitments re method, per 870129 meet- 
ing. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/17. YOUNGBLOOD.B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD.B.J. Document Con- 
trol Branch (Document Control Desk). 5pp. 39752:353-39752:35 7. 

8702260192 Forwards detailed responses to 14 plant-specific questions re Westing- 
house Owners Group WCAP-10858, “Mitigating Sys Actuation Circuitry Genenc 
Design Package," per 861031 ltr. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/17. YOUNGBLOOD.B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD.B.J. Document Con- 
trol Branch (Document Control Desk). 8pp. 39754:122-39754:152. 


8702250097 Forwards five pages missing from NRC copy of 861223 ltr re cable ampa- 
city info, per 870203 telcon. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/11. YOUNGBLOOD.B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD.B.J. Document Con- 
trol Branch (Document Control Desk). 7pp. 39728:022-39728:028. 

8702190378 Forwards revised issues summary, incorporating scheduling changes result- 
ing from 870123 telcon & 870205 & 06 restart meetings w/util in 

Chattanooga, TN.Criticality date of 870428 would not allow sufficient NRC review time 
& optimistic. 

YOUNGBLOOD.B.J. PWR Project Directorate 4. 87/02/12. PWR Project Directorate 4. 
46pp. 39688:308-39688:353. 

8702190408 Forwards Amends 53 & 45 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amends change license conditions re implementation of Reg Guide 
1.97, Rev 2. 

HOLONICH.J.J. PWR Project Directorate 4. 87/02/12. WHITE, S.A. Tennessee Valley 
Authority. 2pp. 39689:081-39689:089. 

-8702190421 Amends 53 & 45 to Licenses DPR-77 & DPR-79 respectively, changing 
license conditions re implementation of Reg Guide 1.97,Rev 2. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 87/02/12. 4pp. 39689:083- 
39689:086. 

—8702190424 Safety evaluation supporting Amends 53 & 45 to Licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/12. 3pp. 
39689:087-39689:089. 


8702240276 Notification of contract execution.Mod 10,to “Use of TVA Reactor Simula- 
tor Facilities at Chattanooga, TN for Training on Browns Ferry.Sequoyah & Bellefonte 
Simulators." ContractonTvA. 

COLEMAN, R. Contract Administration Branch (Post 860421). FIN B-8717. 87/02/13. 
SHOWE.S. Office of Inspection & Enforcement, Director (Post 820201). Ip. 
39715:023-39715:026. 

—8702240281 Mod 10, providing addl work entailing training for NRC inspectors & 
supervisors, to “Use of TVA Reactor Simulator Facilities at Chattanooga, TN for Train- 
ing on Browns Ferry, Sequoyah & Bellefonte Simulators." 

JOHNSON ,R.J. Tennessee Valley Authority. FIN B-8717. 87/02/13. 3pp. 39715:024- 
39715:026. 


8702260260 Documents that modified diesel generator load sequence timers resulting 
from diesel generator load analysis corrective action will be included in FSAR update 
& plant surveillance instructions, per 870121 meeting w/NRC. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/13. YOUNGBLOOD.B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD.B.J. Document Con- 
trol Branch (Document Control Desk). 2pp. 39751:226-39751:227. 


8702190353 Notification of 870220 meeting w/util in Bethesda.MD to discuss matl tra- 
ceability & piece parts replacement issues. 

HOLONICH.J.J. PWR Project Directorate 4. 87/02/17. YOUNGBLOOD.B.J. PWR 
Project Directorate 4. 3pp. 39688:091-39688:093. 

8702190640 Forwards environ assessment & findings of no significant impact re 870123 
request for exemption from 10CFR50,App J, GDC 55-reactor coolant pump seal injec- 
tion lines. 

YOUNGBLOOD.B.J, PWR Project Directorate 4. 87/02/17. WHITE, S.A. Tennessee 
Valley Authority. Ip. 39690:021-39690:026. 

-8702190647 EIA supporting 870123 proposed exemption from 10CFR50,App J GDC 
55 requirments re reactor coolant pump seal injection lines. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 87/02/12. 5pp. 39690:022- 
39690:026. 


8702200006 Forwards employee concerns task group final element repts re 
operations,engineering & matl control.listing of rept numbers & comparison between 
Writers Guide recommended rept format & element repts. 

MCDONALD,J.A. Tennessee Valley Authority. 87/02/17. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 11pp. 39694:260-39694:282. 


-8702200022 Rev 0 to “Cable Termination & Splices:Wire Corrosion & Deterioration c 
Sealant Matl, 1 " TVA comployee concerns special program element rept. 

PARKINSON, VIOLETTE,J., STEWART, D W, Tennlssee Valley Authority. 241 .5(E 
R00. 87/02/13. 8pp. 39694:275-39694:282. 


-8702260503 Rev 1 to Std Practice SQA172, “QA Requirements For ATWS Equipment 
Not Safety-Related.” 

* Tennessee Valley Authority. 87/02/17. 5pp. 39754:130-39754:134. 

-8702260548 Rev 2 to Detailed Design Criteria SQN-DC-V-20.0, “ATWS Mitigating Sys 
Actuation Circuitry (AMSAC)." 

* Tennessee Valley Authority. 86/02/20. 18pp. 39754:135-39754:152. 

8702270031 Forwards addl info re equipment qualification under superheat 
conditions, including response to seven NRC questions & discussion of modeling 
methodology & heat transfer coefficient used, per 8701 20 request. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/17. YOUNGBLOOD.B.J. Commission- 
ers. YOUNGBLOOD.B.J. Document Control Branch (Document Control Desk). 52pp. 
39759:056-39759:107. 

8702240478 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-77 & DPR-79 & proposed NSHC determination & opportunity for 
hearing on 870203 request re remote shutdown monitoring instrumentation. 
YOUNGBLOOD.B.J. PWR Project Directorate 4. 87/02/18. NRC - No Detailed Affili- 
ation Given. 2pp. 39726:181-39726:182. 

8702260181 Advises that plan of action developed to adequately address & close out 
open issues re hydrogen rule & impact at facilities.List of commitments, identifying 
tasks & expected completion dates, encI.Review & concurrence requested. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/19. YOUNGBLOOD.B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD.B.J. Document Con- 
trol Branch (Document Control Desk). 3pp. 39751:258-39751:260. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list 
DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8612160304 Forwards proprietary Insp Repts 50-327/86-63 & 50-328/86-63 on 861029- 
30 & notice of violation.Rept & notice of violation withheld (ref 10CFR2.790 & 73.21). 
2ECH.G.G. Region 2, Office of Director. 86/12/09. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 39017:350-39017:351. 

8701070508 Forwards addl info re containment isolation design/chemical & vol control 
sys, per NRC 861016,1105 & 10 requests & unresolved items noted in Insp Repts 50- 
327/86-20 & 50-328/86-20. 

GRIDLEY.R. Tennessee Valley Authority. 87/01/02. YOUNGBLOOD, B. PWR Project 
Directorate 4. 75pp. 39203:173-39203:247. 

8702090375 Ack receipt of 861205 response to NRC 861105 ltr re violations noted in 
Insp Repts 50-327/86-46 & 50-328/86-46. Understands that supplemental response 
addressing actions re Std Practice SQA-21 will be submitted by 870123. 

GRACE, J.N. Region 2, Office of Director. 87/01/12. WHITE, S.A. Tennessee Valley 
Authority. 3pp. 39556:208-39556:210. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. flOpp. 39446:138- 
39446:248. 


8702050130 Forwards draft SER input on design baseline & verification program for in- 
corporation into SER on Vol 2 of Nuclear Performance Plan.Program conditionally 
acceptable. Items to be addressed prior to restart listed. 

YOUNGBLOOD.B.J. PWR Project Directorate 4. 87/01/20. WHITE, S.A. Tennessee 
Valley Authority. 14pp. 39525:030-39525:043. 

8702020543 Forwards suppl to 861205 response to violations noted in Insp Repts 50- 
327/86-46 & 50-328/86-46,Corrective actions: Std Practice SQA-21 revised to list 
plant operating review committee & rev to Tech Specs will be submitted to NRC. 
DOMER.J.A. Tennessee Valley Authority. 87/01/23. GRACE.J.N. Document Control 
Branch (Document Control Desk). GRACE, J.N. Office of Nuclear Reactor Regulation, 
Director (post 851125). 3pp. 39468:166-39468:168. 
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from Jn»P Repts 50-327/86-59 & 50-328/86-59 on 861020. identified AS ME Code 

Document co " w Branch 

(Documont Control Desk). 6pp. 39463:349-39463.354. 

•702030197 Forwards Insp Repts 50-327/86-72 & 50-328/86-72 on 661215- 18.No vio- 
m-HGG^qto^Otiteo of Director. 87/01/26. WHITE.S.A. Tennessee Valley Au- 
inority. 2pp. 39478:027-39478:029. 

^rfoCFRM 

tobinW^ 

39478:029. 

•702030223 Forwards ““ 

olemant rept.flnal el ement rept s tor 11 ««™nui £ 7/01 f 26 . Document Control Branch 

^ Reactor n ^ iafcn ' Director 

(post 651125). 10pp. 39479:011-39479.353. 

-.702030233 Rev 3 to TVA Employee Concerns Special Program Element Rept 80201- 
^Tinne»^ rlt V rt aliey Authority. 80201-SQN R03. 87/01/14. 36pp. 39479:021- 
39479:081. 

"8 7/o1 /a3 - 3ipp - 394?9:237 ‘ 39479;267 ' 
28pp - 3w9:268 - 39479:295 ' 

•702030183 Foiwa^dalnBpReg^^0-259/8^M5^50^26CV66^3S,50-296/8^35^50-327/ 

Director (Post I 820201). 87/01/28. 

39484:227 ' 39485:107 - h , ., t0 
—•702030219 Notice ofvlolrttowjrom *JJ^^° | !J^ia r Iise*Rept'KINCEB8W9 iTntemal 

-.TaoTr^ 

fetew ~ 

u ' • cn ooft/nfi-65 on 


Director (Post 820201). 87/01/18. 2 uu PP . 8 notice 

#7 o°, 2 rr° Ward8 ,n ‘ P R ° Pte 5 °‘ 327/ Tl!r wm,t E .S.A. Tennessee Valley Au- 



... m j* aeiwu •■p-'.ec 1 *— >*c re tarn insp Rapt® §03275 : S§» 
47 ?S/ra^7»8^S5£^^.3n rewew 8 ~ — 

quate to ensure function«yol^lrrw«eo«^^nj. - p.. 

DOMER.J.A. Tennessee Vafcy Ajtfwffi- f"?, 2 iSr, 5 

actor Requlation. Director (post 851125). — J " ' 

SmenuSnirToWk). 17pp^39557:046-39557:C362. 


troi 3rar.cn pocurarc wyw« 

8702020135 IE Into Notice 874)06. “Degraded Motor Leads « Undergo. 0C Moor Op- 
erators.” Svc list end. _ pnwaredrsess & Enasneering 

Yc£ *. ^ :sv, 

39575:138. 


ro2100147 Forwards Insp Repts ov-o<- 

ZECHGG' Region 2. Office of Director. 87/01/26. WHITE.S.A. enne 

pKvity. 2pp. 39^72:053-39572:061 . 


tnomy, *pr. **»“'*■ 

-8702100150 Notice of ^“VSr^W/OVM. Ip. '395 72:055-39572:055. 

ZECH.G.G. Region 2, Office of Director. on 861117-20. Violation 

nnetR.nAI ... 



'■sr'/i.'* ts 


10CFR2.201. 87/02/04. WMTE.SA Tennessee Vrtey Au- 

S: G 2PP.3^:1 2 :«*79°l“- 

8702060413 IE Into Notice 87-009, “Eme^ency Diesel Genera* *a»C«** ^ 
Deficiency” Svc hst end Preparedness & Erww^ 

Vo * !nc ,06W 3652829 

39528:357. 

8702110161 ^ ards n |^Sehng 1 ^eS,GAT^^- ! ^®^"^® 

. . onod -SON "Insp Criteria," employes concerns specs! pr» 

"’SnT^aTt 

.8702110402 Rev 3 to 80203-SON. “ffisp Pedcro^^- ^ ^ 
program rept v f RS ON R O., AKELEY.W.M- Tennessee Vaiey 

S L ffi D 87^^^-39583:334. ^ 




^g-5S63a«S5» _ . ^. 6KX 

8702100126 IE Wo Notice 87-010. "Potent*. =or W-* Response (Post 

39702:227. 



39699:263-39699:207. imW)* Vittl 

. fl7J )i1 “End of Vita! Equ*ment W»*n 



8702l30293SuPP^}-^ 

39784:224. 
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8702260364 ? crwards revised commitment to amend FSAR Section 6.2 4 & Table 6 2 4- 
1 re containment isolation sys design, by S30415. Sys description revised in response 
to *jr: esc'vad "terns noted > .nsp Septs £0-32' S5-2C £ 5C-3P3 ■ 55-20. 

2--3-E: -. “sr.r.sssee v'a.ley Actbcnry. B7 02 v C^\33LSOS.3J Off.cs o' Nu- 
oea: =eac:;: Regj.at.cn Directs: iocs: 85" * 2£ V D’J.N 35.CCD.3 J. Document Con- 
tra s'anc.n ..ocumer.: Centro! Des<). 3pp. -227^3'3 j9. 

8702260016 Responds to NRC 870116 Itr re violations noted in Insp Repts 50-327/86- 


Reacto f Regulation, Director (post 851125). GRACE, j.N Cocjmc-n: 'confne! Branch 
-ocumer: Centro. Des*,-. 7pp. 39740:350-39740:356. 

8702260094 Responds to NRC 870116 itr re violations noted in Insp Repts 50-327/86- 
60 & =-*j« sc-oj. correct.-, e acticns.-Procedure SQEP-13, “Traditional Design Con- 
tra '-recess issued as suppi to design oasis drawing. 

CCMrP^A. Tennessee .alley Authority. 37/C2/17. GRACE, J.N. Office of Nuclear 
reac.cr -evader sector {post 851125). GRACE, J.N. Document Control Branch 
recurrent -cr.trc, Des< . 3pp. 39737:305-39737:307. 

8702260360 Forwards Exam Rept 50-327 /OL-S6-03 of exams administered on 861215- 

“ f ,2 :ec,or - S7' , 02/18. WHITE, S.A. Tennessee Valley. Au- 
thorny. 2pp. jj,' ou: c3-3975C:2S1. 3 

-8702260423 Exam Rept 50-327/CL-86-03 on 8612l5-18.Exam results:one of four re- 
mc?L 0 5 *f[? 4C [?. u.o e ^ e Pr- 0f ^ ,sht senior reactor operators passed. 

337=G : 26^"’ MUNROw ‘ F ’ Re S ion 2, Office of Director. 87/02/13. 106pp. 39750:155- 


R. Periodic operating reports & related correspondence 

87022^8^Monthly operating repts for Jan 1987.W/870213 Itr. 

_ V ~§ LES - LM - Tennessee Valley Author: 




Valley Authority. 87/01/31. 64pp. 

* 7 86123?Sr S BS7 l )tlS!^ ly , r ? pl re . status of ' nves < i 9aUons of allegations through 
encPw^repte. 627 comm,tment - Investigation repts for concerns dosed in Dec also 

?fE^t“;9.* 8 S nes " e Vate / ^-^henty. 87/02/04. ZECH.G. Office of Nuclear Re- 
=-o. n*. car. u .-actor :pcs: 851 125). 2cp. 29529:260.39629:260 

update of TVA activities for wks of 870209 4 16 

™OMPSON.H. NRC - No De- 

8 * (SAL) .including 

dea- fea~~ if””'" Office of Nu- 
trc. Erancr. Deepen: Con " 

S. Reportable occurrences. LERs * related correspondence 

8702110363 Part 21 rept re failir* o* no . 

speeds cornered w/^pet-vo '‘tm a tvrt Sea ^^ n certain critical 

ftom manual 

tor {Post' 82Q2C?)! ’ 6pp1fs^233%9590?29^ Ce ° f lnspection & Enforcement, Direc- 



becaus 3 etf^ declared inoperable 

request issued forin ‘ 

39506:190’. * -R “ Tennessee Va 2iey Authority. 87/01/29. 5pp. 39506:186- 

87 sp 2 J!r^ ?£> *«» %T S ° f coolant 

BRAf^S&^fe^f 5}« su^onvaivIstoRCS 0 0U, ‘ 

39673:360. wS ‘° - ' 2 ‘ ^ ce of D,r ®ctor. 87/02/02. Ip. 39679:360- 

#eed MrtroPi ACRs on shutdown boards that 

"f* correctedW/SZOsSs ^ ,ncorrectCaused * design 
39580:095: ‘ " Tennes «®» ^lley Authority'. 87/02/05. 4pp. 39580:092- 

dose cassation 8 i^ ^ um contribution to monthly 

39662:172. ’ " T essee Va,le V Authority. 87/02/05. 4pp. 39662:169- 



8702250305 LER 87-004-00:on 8701 13, discovered that determination of charcoal ad- 
sorber bank efficiency by Technical Instruction TI-9 performed improperly. Caused by 
personnel error.TI-9 revised to ensure accurate adsorber efficiency.W/870213 Itr. 
PHIFER, T.K., NOBLES, L.M. Tennessee Valley Authority. 87/02/13. 7pp. 39724:109- 
39724:115. 

8702250466 Part 21 rept listing plants furnished w/penetration assemblies & noting 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J.C. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 


8702250547 LER 87-005-00:on 8701 21 .while performing post-maint response time 
test, inadvertent reactor trip breaker trip occurred. Caused by personnel 
error .Technician counseled on importance of following written instructions.W/870220 
Itr. 

LONG.J.L, NOBLES, L.M. Tennessee Valley Authority. 87/02/19. 4pp. 39735:102- 


V. Operator Examinations 


8702260360 Forwards Exam Rept 50-327/OL-86-03 of exams administered on 861215- 
S 2PP. ®:1 2 53 , i39“o° , 2 6 D !: eC,0r - 87/ ° 2/18 ' WH ' TE ' S ' A Tenn8ss8e Va " 8y A » 






nepi ou-d*//uL-B6-03 on 861 21 5-18.Exam results; 
nc? ®'9 ht senior reactor operators passed. 

39750-261 ’ MUNR0,J,F - Re 9 'on 2, Office of Director. 87/02/13. 106pp. 39750:1 55- 
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r. «vumy, meaicai, emergency & fire protection plans 

8€ ‘in A 6 °n^i : T ar ? S *- pr0 R rleta ^ lns P Re P ts 50-327/86-63 & 50-328/86-63 on 861029- 
ZFCH G r nin^°n a o IO ?^ ept n° t,ce of violation withheld (ref 10CFR2.790 & 73.21), 
fhoriU 2 pp. 39?T7 350^“ 7 35| reCt0r - 86/12/ ° 9 ' WHITE -^ A - Tennessee Valley Au- 

87 Sr"dSions S n n 4 P d RePtS 5 °- 327/86 ' 72 * 50-328/86-72 on 861215- 18.No vio- 
Uiority.^2^), sg^Tg^Tigg^yglogg^ 60 * 0 ^ 87/01/26 - ^HITE.S.A. Tennessee Valley Au- 

_8 /e 0 f 2 °iS 4 R? 7 qnMi W 'i hh8 ^ i nap „ Repts 50-327/86-72 4 50-328/86-72 on 861215-18 

aSSMSiLiSiiir 

iutJiN,w.J. Region 2, Office of Director. 87/01/26. Ip. 39478:029-39478:029 

8 ”S^S2 S eZ^V f "!? l0 Jf ee “ nc 0 erns task group, Including one initial 
WACDONALnTA e Trin^lLl ptS \/ f0 N 11 A 6 e .! 7ients & comaprison of rept formats. 

jsssssfstti Documen * c ° ntro1 Branch 

"?S 8 v¥ e H eAct - g8 ^ Element 

Tennessee Valley Authonty. 231.1(B) R02. 87/01/22. 14pp. 39479f208-39479:221. 

Rept ^1 7 |(B) eV,, Fjre > ^tecrion l ^eSn?AH emS Spe ? ia J Pro 9 r arn Sequoyah Element 
Design." ’ Protection Design, Adequacy of Battery Room Ventilation Sys 

* Tennessee Valley Authority. 231.5(B) R04. 87/01/22. 15pp. 39479:222-39479:236. 

cerning S\ F catego!y ^^element^^ one initial ele ment rept con- 

MCDONALD,J.A 9< Termesse^ r Va^ev e AtJth^riKf r A l 7’?n1^oo t ’ e r^® ineenn ^ , ^^ & QA- 
(Document Control Desk^ 1 1 pp. 39493-286^39494:31 7L^ 9 Document Contro1 Branch 

^RUSSELUJ ■R eV TeroiS2 nt vSiiJ ,Fi A Prot .® ction Sys.QA Documentation.*' 
39494:249-39494:263. V& Gy Authont y- 231.6(B) R02. 87/01/27. 15pp. 

87 »rrcernsJnch?ding r Mn st e'ng^neerina'weldina oa 8 * ,en * '.r~ u ».. royOT 

McffiALD*/* t 8 ' ^ G “l |d reoo| Tm^ rl^1omTend 0n8 ' L ^ °' ^ nUmSerS & 
ar Reactor R^uiafon? KwtOT^'^st^esi i 2 §), Ispp 2 p ' Nude- 

s^cal prMram rep? 312 08 " S ® N ' Security at Plant Entrances," employee concerns 
02 . 5pp , . f 39583:084!39583:088 T8nr ’ eSSee Vall8y Au,hofit y. 312.08-SQN R01. 87/02/ 
87 ”!^L F ^!« 612 J 5 revsto 


initlal *,n 1 ll!f i ™ l n1 le r?:L:S pts addressing employe 

mbers i 


GRinTpvSrx 0 coP'^-nevs withheld (ref 10CFR73Pi’" aw " uy H 


plans & instructions 


Office of Nuclear 
:360. 


fSS a °ph^S m SS l 9 S fi Em P'W Concerns Element Rept 

cffl.aM'R 3 ^ 1 ^^ re,err8d WA ,or 


.. pur ^ ciosea. 

tailed Affiliation G^em 1 p.^ela^l 88^39693® DEMIRAN DA.O. NRC - No De- 

a2S^l e90ry ' Rem * i ^9 * eternent 6 re^ A noraci^r^^ nPGrns e,emerrt re P te re oper- 

CniWci n ,TC^ e j4hnical prS mlnagt ^ fo r ?? e pf op^I f.O^end^ 

01/20. BARR.kCP. Region 2, Office of 
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-8702190230 SER re Employee Concerns Element Rept OP 311.04, “Health Physics 
Policies, Practices & Mgt Control." TVA investigation of concerns adequate & resolu- 
tion of concerns as described in rept acceptable. 

* NRC - No Detailed Affiliation Given. 87/01/20. 8pp. 39693:191-39693:198. 

8702200123 Revs to emergency plan implementing procedures, consisting of Rev 3 to 
IP-9, “Accountability & Evacuation of Power Operations Training Ctr” & Rev 8 to IP- 

1 1 , “Security & Access Control.” W/87021 2 Itr. 

KITTS, R.J., YOUNGBLOOD, T.H., GRIDLEY.R.L. Tennessee Valley Authority. 87/02/ 

12. GRACE, J.N. Document Control Branch (Document Control Desk). 48pp. 
39696:142-39696:159. 

8702260016 Responds to NRC 870116 Itr re violations noted in insp Repts 50-327/86- 
66 & 50-328/86-66.Corrective actions:discrepancy between fire brigade membership 
status list & training records corrected & damper returned to functional status. 
GRIDLEY.R. Tennessee Valley Authority. 87/02/17. GRACE, J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). 7pp. 39740:350-39740:356. 


P. Operating license stage documents & correspondence 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN,?. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 

-8112020073 Submits weekly status of facilities for period 811030-1106. 

TEDESCO.R.L. Assistant Director for Licensing. 81/11/06. EISENHUT.D.G. Division of 
Licensing (800428-851124). 2pp. 39781:167-39781:168. 

8702090405 Forwards outline of plans for conducting operability review for safety-relat- 
ed equipment, per 861110 commitmentEffort will focus on identification of operability 
concerns & evaluation of adequacy of prescribed corrective actions. 

GRIDLEY.R. Tennessee Valley Authority. 86/12/12. GRACE, J.N. Region 2, Office of 
Director. 36pp. 39561 :236-39561 :271 . 

8702100093 Provides list of drawings used for plant operational activities which must be 
updated prior to restart, per 861023 agreement. Update will include review & restoration 
of designated control room drawings re legibility concerns. 

GRIDLEY.R. Tennessee Valley Authority. 86/12/12. GRACE, J.N. Region 2, Office of 
Director. 2pp. 39570:079-39570:080. 

8612230422 Forwards manager review group rept re maint.addl suppl to App B of rept 
& corrective assignments. 

GRIDLEY.R.L Tennessee Valley Authority. 86/12/17. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 17pp. 39080:142-39080:225. 

8702090298 Forwards minutes of 861211 mgt meetings w/util onsite re status of ongo- 
ing improvement programs, restart issues & licensing activities.List of attendees also 
encl.W/o minutes. 

ZECH.G.G. Region 2, Office of Director. 87/01/12. WHITE.S.A. Tennessee Valley Au- 
thority. 3pp. 39553:146-39553:148. 

8702090310 Confirms telcon re mgt meetings to be conducted at plant on 870122 & 23 
to discuss restart program & update of scheduling issues.Proposed agenda for each 
meeting end. 

ZECH.GI.G. Region 2, Office of Director. 87/01/14. WHITE.S.A. Tennessee Valley Au- 
thority. 3pp. 39561:167-39561:169. 

8702030122 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/20. WHITE.S.A. Tennessee Valley 
Authority. 3pp. 39482:350-39482:352. 

8702030154 Reschedules mgt meetings w/util to 870205 & 0123 at plant site to discuss 
restart program & to update summary of facility scheduling issues, respectively.Meeting 
sQQndfl one) 

ZECH.G.G. Region 2, Office of Director. 87/01/21. WHITE.S.A. Tennessee Valley Au- 
thority. 4pp. 39481:094-39481:098. 

8702050404 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 78,deleting Limiting Condition for Operation 3.3.3.6, Surveillance Re- 
quirement 4.3.3.6 & associated bases.Fee paid. 

DOMER.J.A. Tennessee Valley Authority. 87/01/21. YOUNGBLOOD, B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD.B.J. Document Con- 
trol Branch (Document Control Desk). 2pp. 39512:129-39512:183. 

-8702050412 Proposed Tech Spec Change 78, deleting Limiting Condition for Operation 
3.3.3.6, Surveillance Requirement 4.3 .3.6 & associated bases^based on analysis which 
indicates that detectors provide no significant margin of safety. 

* Tennessee Valley Authority. 87/01/21. 54pp. 39512:131-39512:183. 

8702020573 Requests exemption from requirements of 10CFR5Q,App A, GDC 55 for 
Penetrations X-43A.X-43B.X-43C & X-43D for reactor coolant pump seal water injec- 
tion lines.Fee paid. 

DOMER.JA Tennessee Valley Authority. 87/01/23. Document Control Branch (Docu- 
ment Control Desk). YOUNGBLOOD.B.J. Office of Nuclear Reactor Regulation, Direc- 
tor (post 851125). 12pp. 39466:323-39466:334. 

8702030223 Forwards repts from employee concerns task group.including one initial 
element rept, final element repts for 1 1 elements & comparison of rept formats. 
MACDONALD, J.A. Tennessee Valley Authority. 87/01/26. Document Control Branch 
(Document Control Desk). DENTON, H. Office of Nuclear Reactor Regulation, Director 
(post 851125). 10pp. 39479:011-39479:353. 

-8702030240 Rev 1 to TVA Employee Concerns Special Program Sequoyah Element 
Rept 210.1(B), “Environ Qualification.Sensitive Instruments/Harsh Environs." 

* Tennessee Valley Authority. 210.1(B) R01. 87/01/22. 8pp. 39479:082-39479:089. 

-8702030248 Rev 2 to TVA Employee Concerns Special Program Sequoyah Element 
Rept 229.1(B), “Instrumentation & Control Design, Questionable Calculation of Orifice 
Hole Design." 

* Tennessee Valley Authority. 229.1(B) R02. 87/01/20. 31pp. 39479:090-39479:120. 


-8702030259 Rev 2 to TVA Employee Concerns Special Program Sequoyah Element 
Rept 229.11(B), “Radiation Monitoring Sys (RMS), Insufficient RMS Detection Equip- 
ment." 

DAMON, D.L. Tennessee Valley Authority. 229.11(B) R02. 87/01/22. 72pp. 39479:121- 
39479:192. 

-8702030266 Rev 1 to TVA Employee Concerns Special Program Sequoyah Element 
Rept 230.5(B), “HVAC Design, Airborne Radioactivity in CDWt Bldg." 

* Tennessee Valley Authority. 230.5(B) R01. 87/01/20. 15pp. 39479:193-39479:207. 

-8702030285 Rev 1 to TVA Employee Concerns Special Program Sequoyah Element 
Rept 207.2(B), “Deviation Documentation, Safety & Licensing Evaluations." 

* Tennessee Valley Authority. 207.2(B) R01. 87/01/23. 34pp. 39479:296-39479:329. 

-8702030288 Rev 2 to TVA Employee Concerns Special Program Sequoyah Element 
Rept 222.5(B), “Pipe Support Weld Design, Bolts Replaced by Weld." 

* Tennessee Valley Authority. 222.5(B) R02. 87/01/23. 13pp. 39479:330-39479:343. 

-8702030292 Rev 3 to TVA Employee Concerns Special Program Welding Project Rept 
WP-22-SQN, “Inadequate Weld Procedure." 

JAMES, LB. Tennessee Valley Authority. WP-22-SQN R03. 87/01/20. 10pp. 
39479:344-39479:353. 

8702030250 Forwards list of vague employee concerns previously provided to NRC per 
RL Gridley 860515 request for prioritization of expurgation process.Confirmation that 
no addl info available requested. 

MCDONALD, J.A. Tennessee Valley Authority. 87/01/27. Document Control Branch 
(Document Control Desk). DENTON, H.R. Office of Nuclear Reactor Regulation, Direc- 
tor (post 851125). 3pp. 39474:131-39474:133. 

8702040191 Forwards final element repts for 10 elements addressing engineering & 
weiding.AII employee concerns re facility addressed for Engineering subcategory 
20300 re experience feedback & Engineering Subcategory 20900 re Q-lists. 
MCDONALD, J.A. Tennessee Valley Authonty. 87/01/27. Document Control Branch 
(Document Control Desk). 11pp. 39502:090-39503:021. 

-8702040244 Rev 1 to “TVA Employee Concerns Special Program, Q-List: Q-list Differ- 
ences." 

* Tennessee Valley Authority. 209.1(B) R01. 87/01/23. 20pp. 39502:102-39502:120. 

-8702040253 Rev 1 to “TVA Employee Concerns Special Program.lnstrument Support 
Design: Local Instrument Seismic Qualification.” 

* Tennessee Valley Authority. 223.3 (B) R01. 87/01/23. 21pp. 39502:121-39502:142. 

-8702040261 Rev 1 to "TVA Employee Concerns Special Program, Q-List: Impact & Sig- 
nificance of Q-List Differences." 

* Tennessee Valley Authority. 209.2(B) R01. 87/01/23. 16pp. 39502:143-39502:158. 

-8702040274 Rev 3 to “TVA Employee Concerns Special Prograrrv.Welders Perform- 
ance Qualification Continuity." 

BATEMAN, R.M., ROSE.J.E., JOYCE, J.W. Tennessee Valley Authority. WP-03-SQN 
R03. 87/01/23. 86pp. 39502:159-39502:244. 

-8702040283 Rev 3 to "TVA Employee Concerns Special Program:Painting Require- 
ments re Welds.” 

ROSE.J.E., BATEMAN.R.M., JOYCE, J.W. Tennessee Valley Authority. WP-08-SQN 
R03. 87/01/23. 22pp. 39502:245-39502:281. 

-8702040291 Rev 1 to "TVA Employee Concerns Special Progranrv.Welder Certification 
Update W/o Meeting Requirements." 

BATEMAN.R.M., ROSE.J.E., RUSSELL.J.R. Tennessee Valley Authority. 1-85-1 35-SQN 
R01. 87/01/23. 30pp. 39502:282-39502:311. 

-8702040298 Rev 2 to “TVA Employee Concerns Special Progranv.Box Hanger Weld 
Design Deficiency." 

BATEMAN.R.M., ROSE.J.E., RUSSELL.J.R. Tennessee Valley Authority. 1-85-560-SQN 
R02. 87/01/23. 24pp. 39502:312-39502:335. 

-8702040307 Rev 2 to “TVA Employee Concerns Special Program:Acceptance of Pre- 
viously Rejected NDE Items." 

BATEMAN.R.M., ROSE.J.E., RUSSELL.J.R. Tennessee Valley Authority. 1-85-738-SQN 
R02. 87/01/23. 25pp. 39502:336-39502:360. 

-8702040312 Rev 2 to “TVA Employee Concerns Special Program:Craft Welder Incapa- 
ble of Making Proper Welds." 

BATEMAN.R.M., ROSE.J.E., RUSSELL.J.R. Tennessee Valley Authority. 1-86-1 15-SQN 
R02. 87/01/23. 21pp. 39503:001-39503:021. 

8702030474 Requests addl info on Generic Ltr 83-28, Item 2.1 (Part 2), “Vendor Inter- 
face Program,’ including description of NSSS vendor interface program & confirma- 
tion that program will remain functional throughout plant life. 

YOUNGBLOOD.B.J. PWR Project Directorate 4. 87/01/28. WHITE, S.A. Tennessee 
Valley Authority. 3pp. 39485:320-39485:322. 

8702030525 Notification of 870129-30 meetings w/util & Franklin Research Ctr in 
Bethesda.MD to discuss resolution of technical issues, including cable 

pulling, superheat, ampacity & employee concerns. 

KENYON, T.J, PWR Project Directorate 4. 87/01/28. YOUNGBLOOD.B.J, PWR 
Project Directorate 4. 3pp. 39485:190-39485:192. 

8702040041 Forwards comments on draft SER on plant Interim acceptance criteria for 
small bore piping.Recommends inclusion of amends w/final Issuance of NRC rept. 
GRIDLEY.R. Tennessee Valley Authority. 87/01/28. YOUNGBLOOD.B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 5pp. 39498:127-39498:131. 

8702040097 Requests publication of FR notice of consideration of issuance of amends 
to Licenses DPR-77 & DPR-79 & proposed NSHC determination & opportunity for 
hearing re 870120 request to demonstrate operability of shunt trip attachment. 
YOUNGBLOOD.B.J. PWR Project Directorate 4. 87/01/28. NRC - No Detailed Affili- 
ation Given. 2pp. 39508:085-39508:086. 

8702040142 Forwards list of issues w/corresponding util points of contact & schedule 
for submittal of employee concerns program (ECP) element rept re mat 
traceability. ECP element rept will be submitted by 870206. 

GRIDLEY.R.L Tennessee Valley Authority. 87/01/28, THOMPSON.H.L. Documen 
Control Branch (Document Control Desk). 7pp. 39505:345-39505:351, 
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8702040208 Forwards request for addl Info re inoperable status of bypass indication 
sys.Util should provide safety evaluation verifying that use of administrative 
procedures, in lieu of automatic means.does not involve unreviewed safety question. 
YOUNGBLOOD.B.J. PWR Project Directorate 4. 87/01/28. WHITE, S.A. Tennessee 
Valley Authority. 3pp. 39509:333-39509:335. 

8702040054 Forwards info re employee concerns.including one initial element rept con- 
cerning QA category & 14 element repts concerning const, engineering.S&W & QA. 
MCDONALD.J.A. Tennessee Valley Authority. 87/01/29. Document Control Branch 
(Document Control Desk). DENTON, H.R. Office of Nuclear Reactor Regulation, Direc- 
tor (post 851 125). 11pp. 39493:286-39494:317. 

-8702040429 Rev 2 to element rept, "Document Distribution Control." 

COLLINS, G.A. Tennessee Valley Authority. 80503-SQN R02. 87/01/16. 16pp. 
39493:297-39493:312. 

-8702040436 Nuclear safety review staff investigation rept, "Drawing Control Master 
Index Sys.” 

SIMONDS,W.R., MCCLURE.R.E., SAUER, R.C. Tennessee Valley Authority. 1-85-472- 
NPS. 85/12/26. 9pp. 39493:313-39493:328. 

-8702040467 Nuclear safety review staff rept, "Investigation of Concerns re Quality En- 

§ ineering Branch Records." 

MITH.R.D., TRAVIS, R.W., WHITT, K.W. Tennessee Valley Authority. 1-83-13-NPS. 83/ 
06/17. 46pp. 39493:329-39494:014. 

-8702040473 Nuclear safety review staff rept, "Followup Review of Quality Engineering 
Branch Records investigation 1-83-13-NPS." 

* Tennessee Valley Authority. R-85-07-NPS. 85/04/15. 17pp. 39494:015-39494:042. 

-8702040485 Rev 1 to "Drawing Mgt Sys Program Plan.” 

* Tennessee Valley Authority. 86/06/30. 23pp. 39494:043-39494:065. 

-8702040494 Rev 5 to final nuclear plant element rept, "Cable." 

BROWN.R.M., GIBBS, R.R. Tennessee Valley Authority. C010900-SQN R05. 87/01/ 
26. 51pp. 39494:066-39494:117. 


8702060146 Partial response to FOIA request for SECY papers re environ 
quaiification.App B documents available in PDR.App C & D documents partially & 
completely withheld, respectively (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/0 2. WILLIAMS, O.G. JRA As- 
sociates. 6pp. 39548:062-39548:077. 

-8702060176 Partially withheld SECY paper re extension of environ qualification 
851130 deadline. Recommends that Commission issue end order re deadline exten- 
sion for plant. W/o end. 

FITZGERALD, J. A. Office of the General Counsel. SECY-85-335A. 85/11/15. 2pp. 
39548:072-39548:073. 

8702060292 Summary of 870129 meeting w/util & Franklin Research Ctr re 

superheat. List of attendees & util viewgraphs end. 

ALEXION.T.W. PWR Project Directorate 4. 87/02/02. PWR Project Directorate 4. 
18pp. 39564:347-39565:004. 

8702060336 Summary of 870130 meeting w/util & S&W re util cable ampacity sampling 
program. List of attendees & viewgraphs end. 

ALEXION.T.W. PWR Project Directorate 4. 87/02/02. PWR Project Directorate 4. 
17pp. 39547:125-39547:142. 

8702060508 Summary of 870121 meeting w/TVA re r r*.*-- - — -..--ring 

issues, including ampacity.superheat, cable pulling, instrument ■ ■■■ ■ ' :■ J -., in- 

operable status indication sys & Generic Ltr 83-28.Attendee ' . *• I '*.! :« !■: ,*ncl. 
ALEXION.T.W. PWR Project Directorate 4. 87/02/02. PWR Project Directorate 4. 6pp. 
39546:091-39546:096. 

8702090089 Forwards ends erroneously omitted from 861223 & 29 & 870120 
Itrs, including Figure 7, “ASCO Solenoid Valve Equipment Qualification Test Chamber 
Temp.” Measures to prevent recurrence of problems taken. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/03. YOUNGBLOOD, B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD, B.J. Document Con- 
trol Branch (Document Control Desk). 9pp. 39548:351-39548:359. 


-8702040514 Rev 1 to final element rept, "Pipe/Fittings re Const." 

BRYANT.J.B. Tennessee Valley Authority. C017105-SQN R01. 87/01/2 8. 11pp. 
39494:118-39494:128. 

-8702040523 Rev 1 to element rept, "Experience Feedback Tracking Sys for Commit- 
ment Inadequate." 

* Tennessee Valley Authority. 203.3(B) R01. 87/01/27. 25pp. 39494:129-39494:153. 

-8702040535 Rev 1 to element rept, "Electrical Procedures, Inadequate Electrical 
Cy , -r'\‘ ,m r. C:- F.V' to Electrical Stds & Guides." 

1 -r 5* ■ ;i :s. : a; , *7/01/27. 16pp. 39494:154-39494:169. 

-8702040546 Rev 1 to element rept, "Civil/Structural Design, Cut Rebar Control.” 

* Tennessee Valley Authority. 215.2(B) R01. 87/01/27. 17pp. 39494:170-39494:186. 

-8702040558 Rev 1 to element rept, "Civil/Structural Design, Hanger Loads on Struc- 
tures," 

RUSSELL, J.R. Tennessee Valley Authority. 215.6(B) R01. 87/01/27. 16pp. 
39494:187-39494:202. 

-8702040569 Rev 1 to element rept, "Pipe Support Weld Design, Box Anchors W/Ex- 
cessive Welding." 

RUSSELL.J.R. Tennessee Valley Authority. 222.2(B) R01. 87/01/27. 13pp. 

39494:203-39494:215, 

-8702040574 Rev 2 to element rept, "Unistrut Support Design." 

* Tennessee Valley Authority, 228.0(B) R02. 87/01/26. 19pp. 39494:216-39494:234. 

-8702040580 Rev 2 to element rept, "HVAC Design, Fire Damper Latching Test." 
RUSSELL.J.R. Tennessee Valley Authority. 230.1(B) R02. 87/01/27. 14pp. 

39494:235-39494:248. 

-8702040596 Rev 2 to element rept, "Electrical Protection Design;4Q0 to 500 Breakers 
Unacceptably Set, Natl Electrical Coda & Good Engineering Practices 

Violated, Limitorque Valve Operators Inadequately Fused." 

RUSSELL, J.R. Tennessee Valley Authority. 237.2(B) R02. 87/01/27. 18pp. 

39494:264-39494:281. K 

-8702040601 Rev 2 to element rept, "Electrical Protection Design.Bypass of Over- 
Torque Limit Switches." 

GIBBS, R.R. Tennessee Valley Authority. 237.4(B) R02. 87/01/26. 13pp. 39494:282- 
39494:294. 

—8702040605 Rev 4 to element rept, "Engineering Document Quality." 

* Tennessee Valley Authority. 80501-SQN R04. 87/01/26. 7pp. 39494:295- 


—8702040617 Rev 1_ to, "Typical Drawings for Instrumentation." 

■ — j ' ^GERGREN.W.R. Tennessee Valley Authority. 86/06/27. 10pp. 

—8702040626 Rev 2 to element rept, "Piping Design Analysis.” 

KNIGHTLY.J. Tennessee Valley Authority. SWEC-SQN-06 R02. 87/01/27. 6pp. 
39494:312-39494:317. 

8702040151 Forwards Rev 2 to "Review of Nuclear Safety Review Staff Open Items 
Requiring Corrective Action at Seqjcyah," final 'fpt.L'st^c o 1 'ept numbers .related 
nuclear safety review sraft items A previous subm rial dives a.s-n unci. 

MCDONALD.J.A. Tennessee Valle/ Authority. 87/C1 '3:. Document Control Branch 
(Document Control Desk). DENTON.H. Office c? Njc’-car u e«cto' Regulation. Director 
(post 051125). 6pp. 39495:050-39495:094. 


8702090331 Application for amends to Licenses DPR-77 & DPR-79, revising Tech Specs 
to clarify Table 3.3-9, “Remote Shutdown Monitoring Instrumentation." Fee paid. 
DOMER.J.A. Tennessee Valley Authority. 87/02/03. YOUNGBLOOD.B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 39558:089-39558:097. 

-8702090336 Proposed Tech Specs.clarifying Table 3.3-9, "Remote Shutdown Monitor- 
ing Instrumentation." Description & justification for proposed change & NSHC determi- 
nation end. 

* Tennessee Valley Authority. 87/02/03. 7pp. 39558:091-39558:097. 

8702090350 Provides new employee concern program rept for Dec 1986 as committed 
in 860627 Itr.List of closed concerns & updated summary sheets by site, new concerns 
& data trend charts from new concerns during Feb-Dec 1 986 end. 

GRIDLEY.R. L. Tennessee Vailey Authority. 87/02/03. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 60pp. 39559:191-39559:251. 

8702090357 Forwards schedule & justification for not requiring completion of engineer- 
ing change notice closeout project & review & correction FSAR discrepancy described 
in SQ-CAR-86-04-21 before unit restart, per GG Zech 861218 ltr. 

DOMER.J.A. Tennessee Valley Authority. 87/02/03. GRACE, J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE, J.N. Document Control Branch 
(Document Control Desk). 7pp. 39549:286-39549:292. 

8702130413 Forwards Amends 52 & 44 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation. Amends revise Tech Specs to delete surveillance requirement & add 
footnote to aflow reduction in fast start/fast load surveillance testing. 

HOLONiCH.J.J. PWR Project Directorate 4. 87/02/03. WHITE, S.A. Tennessee Valley 
Authority. 2pp. 39640:056-39640:081. 

-8702130418 Amends 52 & 44 to Licenses DPR-77 & DPR-79,respectively, revising 
Tech Specs to delete surveillance requirement A add footnote to allow reduction in 
fast start/fast load surveillance testing. 

YOUNGBLOOD.B.J. PWR Project Directorate 4. 87/02/03. 19pp. 39640:058- 
39640:076. 

-8702130422 Safety evaluation supporting Amends 52 & 44 to Licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/03. 5pp, 
39640:077-39640:081. 

8702100079 Notifies of 870205 & 06 meetings w/NRR & Region il at site to discuss 
' , ' r . ' I ”::;:' " s A :■<: ; : - "estones. Proposed agenda end. 

I-**'. ■■ :y. 87/02/04. ZECH.G.G., THOMPSON.H.L. 

■Vv ■ : ■*. h < • : :■ Erector (post 851125). ZECH.G.G. Document 

J'.: .1 "i.:l 4pp. 39571:299-39571:302. 

8702110009 Requests placement of end list of commitments w/Domer 870203 ltr to 
Grace re engineering change notice closeout & FSAR updates.EncI inadvertently omit- 
ted. 

PARKER, S.C. Tennessee Valley Authority. 87/02/04. Document Control Branch (Doc- 
ument Control Desk). 2pp. 39580:016-39580:017. 

8702120046 Forwards response to Confirmatory Item 8 in draft safety evaluation re in- 
terim acceptance criteria for cable tray supports.Results of util study of eccentric 
mass effects on cable tray support qualification end. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/04. YOUNGBLOOD.B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD.B.J. Document Con- 
trol Branch (Document Control Desk). 26pp. 39591:057-39591:082. 


—8702040163 Rev 2 to “Review of Nuclear Safety Review Staff Open Items Requiring 
Corrective Action at Sequoyah." 

GAS S«K.R., KNIGHTLY, J.J. Tennessee Valley Authority. ECTG- 
NSRS-01 R02, 87/01/21. 39pp. 39495:056-39495:094. 


8702170022 Forwards licensee 870120 ltr describing TVA Div of Nuclear Engineering 
Design Calculation Efforts.Subj ltr inadvertently omitted from 870129 memo. 
YOUNGBLOOD.B.J. PWR Project Directorate 4. 87/02/04. SPESSARD.R.L. Division 
of Inspection Programs (Post 850212). 2pp. 39660:190-39660:207. 


8702100036 Forwards response to open issues identified in 861114 draft safety evaluj 
tk>n re welding review. 

GRIDLEY.R!. Tennessee Valley Authority, r "i: CTC “ J. Office < 

Nuclear Reactor Regulation, Director (post »2r ■ ■(, , V -n. re:,- ■ Documei 
Control Branch (Document Control Desk). 13:.: 1 v b v 


8702110161 Forwards 2 initial A 13 final element repts addressing employee 
: v “ , 11 i‘f v q nr , -' T \r ~c ‘‘ r QA & operations.List of rept numbers & 
y: ■ h, /«■ vn«, (i. : \» ti i ■ ot format end. 

M-XiNA, ■' .. ■if.ssrtv / i'is . ■ \ 87/02/05. DENTON, H. Office of Nucle- 
ar ■ l - l S: a - : < .:v» ■) n- ‘if ■ 15pp. 39582:214-39584:128. 
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-8702110184 Rev 2 to WP-24-SQN, “Improper Welding Certification,” employee con- 
cerns special program rept. 

SCHOFIELD, R., ROSE.J.E., LEWIS.J.F. Tennessee Valley Authority. WP-24-SQN R02 
87/01/27. 8pp. 39582:229-39582:236. 

—8702110194 Rev 2 to XX-85-101-006, "Welder Certification," employee concerns spe- 
cialprogram rept. 

BATEMAN, R.M., ROSE.J.E., LEWIS.J.F. Tennessee Valley Authority. XX-85-101-006 
R02. 86/1 1 /25, 67pp. 39582:237-39582:303. 

-8702110198 Rev 3 to CO17303-SQN, "Instrument Line Clamps,” employee concerns 
special program rept. 

CLEMMERJJ.M., SELEWSKI.M.E., STEWART, D.W. Tennessee Valley Authority. 
CO17303-SQN R03. 87/01 /28. 7pp. 39582:304-39582:310. 

-8702110202 Rev 6 to CO19201-SQN, "Conduit,” employee concerns special program 
ropt. 

STEWART, D.W. Tennessee Valley Authority. COI 9201 -SON R06. 87/02/02. 50pp. 
39582:311-39583:001. 

-8702110213 Rev 1 to 205.4(B), "Control of Design Calculations, Verification/Docu- 
mentation of Quality Related Design Computer Codes,” employee concerns special 

' ■ ' . " TTE.J.B., STEWART.D.W. Tennessee Valley Authority. 

;• . ■. :: 25pp. 39583:002-39583:026. 

-8702110223 Rev 2 to 210.2(B), "Environ Qualification, Inadequate Environ Qualification 
of Electrical & Instrumentation & Control,” employee concerns special program rept. 
DAMON, D.J., VIOLETTE.J.B,, STEWART.D.W. Tennessee Valley Authority. 210.2(B) 
R02. 87/02/02. 19pp. 39583:027-39583:045. 


8702110154 Forwards list of concerns re issues noted in NRC SECY Flan, per request & 
element repts applicable to each concern. When draft SERs received, employee con- 
cerns task groups will verify that no conflict exists between SERs & element repts. 
MCDONALD, J.A. Tennessee Valley Authority. 87/02/09. DENTON.H. Office of Nucle- 
ar Reactor Regulation, Director (post 851125). 17pp. 39588:316-39588:332. 

8702130087 Notification of time change for 870213 meeting w/util in Bethesda.MD for 
NRC presentation of preliminary discussion on results of NUREG-1150 as applied to 
facility. 

HOLONICH.J.J. PWR Project Directorate 4. 87/02/09. YOUNGBLOOD.BJ. PWR 
Project Directorate 4. 2pp. 39639:091-39639:092. 

8702170655 Notification of 870213 meeting w/util in Bethesda.MD to discuss results of 
NUREG-1150 as applied to facility. 

HOLONICH.J.J. PWR Project Directorate 4. 87/02/09. YOUNGBLOOD.BJ. PWR 
Project Directorate 4. 3pp. 39670:359-39670:361. 

8702180108 Summary of 870129 meeting w/util, S&W & Franklin Research Ctr re staff 
870115 Itr concerning recommended actions for resolution of specific cable pulling 
concerns for plant. Attendance list end. 

YOUNGBLOOD.BJ. PWR Project Directorate 4. 87/02/09. PWR Project Directorate 4. 
4pp. 39673:192-39673:195. 

8702180548 Forwards draft SER sections for Sequoyah Element Repts MC-40301- 
SQN,M<p-40302-SQN,MC-40307-SQN & MC-40705-SQN. Allegations that may impinge 
r !\ ‘'andled by separate allegations sys. 

.... ’■*. :: j: yr. 87/02/10. HOLONICH.J.J. Region 2, Office 


-8702110229 Rev 2 to 237.1(B), “Electrical Protection Design, Thermal Overload 
Bypass & Indication Problems,” employee concerns special program rept. 
JORDAN.C.W., PARKINSON, VIOLETTE.J.B. Tennessee Valley Authority. 237.1(B) 
R02. 87/02/02. 15pp. 39583:046-39583:060. 

-8702110239 Rev 1 to 239.0(B), "Cable & Raceway Program, Cable & Raceway Pro- 
gram Inadequate (Routing),” employee concerns special program rept. 

JORDAN.C.W., PARKINSON, G., STEWART.D.W. Tennessee Valley Authority. 
239.0(B) R01. 87/02/03. 23pp. 39583:061-39583:083. 

-8702110266 Rev 3 to 80000-SQN, "General Mgt & Policy,” employee concerns spe- 

"1' v i Tennessee Valley Authority. 80000-SQN 


-8702110380 Rev 5 to B0101-SQN, ”QA Program Adequacy,” employee concerns spe- 
cial program rept. 

STEWART.D.W., JOYCE.J.W. Tennessee Valley Authority. 80101-SQN R05. 87/02/ 
02. 112pp. 39583:109-39583:221. 


-8702110417 Rev 3 to 8Q504-SQN, "QA Records,” employee concerns special pro- 

SaRLOW,*D.G., DEANGEUS.JJ. Tennessee Valley Authority. 80504-SQN R03. 87/ 
02/02. 53pp. 39583:335-39584:027. 


-8702110437 Rev 1 to I-8S-37' ‘ ‘ i r 

for NDE Personnel Cortfflcatl* ■ -r ■ . 
BATEMAN, R.M., ROSE.J.E., :: 

NFS R01. 87/02/03. 101pp. ■ \‘.r ! ‘ -JM 


,'.t f C" /“h Training 
1-85-373- 


87021 3031 S Requests fee for review of insorvice test program for pumps & valves sub- 
mitted by util 820303,1104 & 840416 ltrsjjer 10CFR170.22 & revised Inservice test 
program submitted by 860606 Itr, per 10CFR1 70. 12(c) & 170.21. _ 

DIGGS, R.M. License Fee Management Branch (Post 861123). 87/02/05. WHITE, S.A. 
Tennessee Valley Authority. 2pp. 39644:081-39644:082. 


8702110179 Forwards list of rept numbera.reiated employee concerns & previous sub- 
mittal dates, comparislon between employee concerns task group recommended 

: | ■ ■ ■ ■ * 'V 

■* , ■' . ■ , f Nude- 

i| ■ i-. r ■ l.'i V r 


-8702110181 Rev 2 to "Pipe Stress CalculationsiAcceptance Criteria for Overlap Areas 


KttR STEWART.D.W., MCNUTT.G.R. Tennessee Valley Authority. 218.7 (B) 
R02. 87/02/05. 15pp. 39581:009-39581:023. 


8702190497 Forwards draft safety evaluation on eiectica! design calculations for incor- 
poration In SER on Vol 2 of nuclear performance plan.Calculation documentation ade- 
«, . ■vimr ..: j .;■■■ : ■■■' * restart. 

•V.w.s ■; ■■ f '■ V02/10. WHITE,S.A. Tennessee 

Valley Authority. 3pp. 39689:230-39689:257. 

-8702190510 Draft safety evaluation based on review of six of nine areas of electrical 
design calculations.Documentation for calculations adequate & provides reasonable 
degree of confidence for restart. 

* NRC - No Detailed Affiliation Given. 87/02/10. 25pp. 39689:233-39689:257. 


8702190439 Forwards response to 861218 request for addl info re Generic Ltr 83- 
28, Items 3.2.1 & 3.2.2.Confirms compliance w/ Action Item 3.2.1 & provides schedule 
for completion of Action Item 3.2.2. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/11. YOUNGBLOOD.BJ. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD.BJ. Document Con- 
trol Branch (Document Control Desk). 5pp. 39686:206-39686:210. 


8702190489 Forwards minutes of 870129-30 meetings between utii,NRC,S&W, Franklin 
Research Ctr.WA Thue & JB Gardner in Bethesda.MD re cable 
pulling, superheat, ampacity, air return fans & employee concerns.Attendees lists also 

GRIDLEY.R. Tennessee Valley Authority. 87/02/11. YOUNGBLOOD.BJ. Office of Nu- 
clear Reactor Regulation. Director (post 851125). YOUNGBLOOD.BJ. Document Con- 
trol Branch (Document Control Desk). 11pp. 39686:219-39686:229. 


8702190637 Forwards status of review efforts of util responses to -selected items in Ge- 

YOUNGB 8 LCK)D,BJ. PWR Project Directorate 4. 87/02/11. WHITE, S. A. Tennessee 
Valley Authority. 17pp. 39690:004-39690:020. 


8702250097 Forwards five pages missing from NRC copy of 861223 Itr re cable ampa- 

G$!DLE??R 8 Te nnessee Valley Authority. 87/02/11. YOUNGBLOOD.BJ. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD.BJ. Document Con- 
trol Branch (Document Control Desk). 7pp. 39728:022-39728:028. 

8702190378 Forwards revised issues summary.incorporating scheduling changes result- 
ing from 870123 telcon & 870205 & 06 restart meetings w/util in 
Chattanooga, TN.Criticality date of 870428 would not allow sufficient NRC review time 

:: . , A :i :- 0 ject Directorate 4. 87/02/12. PWR Project Directorate 4. 


—8702110187 Rev 2 to "Raceway Overfills & Cable Pulllng:Cable Tray Overfills & Wall & 

STEWART, aW.? MCNUTT, G.R., RUSSELL, J.R. Tennessee Valley Authority. 238.3(B) 
R02, 87/02/05. 39pp. 39581:024-39581:062. 

-8702110190 Rev 2 to "'."s. -V ~ < -r: * w ""■* T''-t 
STEWART.D.W., MCN. * ‘ :L : ■ tv, '.<? * . '■ ■ hority. 241.2(B) 

R02, 87/02/06. 18pp. :« \*. > « V-v- ■ 

8702110288 Forwards update to internal status rept,providing submittal ,£ at ® s J° r 
&/or final element repts for plant to assist NRC In scheduling completion of employee 

»"v ^ '02/06. THOMPSON, H.L. Office of 
V.rJft- * -iyua :: s- •:■■■- 22pp. 39580:314-39580:335. 

.7t, 2 «o448 *#:**■* X- 

.. -u pwr 

l ■' j* ■«» •}:>■ «. 't::." „■■■-;:» “ ' " ■■•■V 6 

8702170696 Foiwards Rev 1 to Exhibit F of 861113 concrete evaluation rept-mflecting 
results of util reevaluation of generic applicability of concrete Issue, per request.CEB 

87-02, "Concrete NOT” also encl, for info. iti ■ y Nu _ 

GR 1 DLEY.R. Tennessee Valley Authority. .87 / -i** - i \,y ; 3 ^. 

clear Reactor Regulation, Director (post 861 

trol Branch (Document Control Desk). 15pp. ■> 

-8702170705 "Concrete NOT.” re r a? 02 87/01/27 

BULLOCK, R.E., CONES.M.A. Tennessee Valley Authority, CEB 87-02. b//ui/*r. 

10pp. 39653:115-39653:124, 


8702190408 Forwards Amends 53 & 45 to Licenses DPR : 77 & DPR-79, respe^eiv & 
safety evaluation.Amends change license conditions re implementation of Reg Guide 

HOLONICH J J. PWR Project Directorate 4. 87/02/12. WHITE, S.A. Tennessee Valley 
Authority. 2pp. 39689:081-39689:089. 

-8702190421 Amends 53 & 45 to Licenses DPR-77 & DPR-79 respectively, changing 
license conditions re implementation of Reg Guide £ ^9689 083- 

YOUNGBLOOD.BJ. PWR Project Directorate 4. 87/02/12. 4pp. 39689.083 

39689:086. 

-8702190424 Safety evaluation supporting Amends 53 & 45 to Licenses DPR-77 & 

* Reactor Regulation, Director (post 851125). 87/02/12. 3pp. 

39689:087-39689:089. 

8702240276 Notification of contract execution, Mod 110, to "Use of TVA React^ Simuta- 
^ ' v for Training on Browns Fenry, Sequoyah & Bellefonte 

' r (ration Branch (Post 860421). RNB- 8717 . 87/02/13. 
» “i* ■' , » i ion & Enforcement, Director (Post 820201), Ip. 

It'S on Browns .Ferry, , n.v li Sc . 87/02/13 . 3 p p. 39715:024- 


JOHNSON, RJ. Tannest- 
39715:026. 
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a- -T2" ' ■ ■■ ‘ ■" <„ 1 ■■ ■ *“‘ J sequence timers resulting 

I’,./' included in FSAR update 

■ : ' ■ : 1 ■" . BLOOD, BJ. Office of Nu- 

h. . ■ . . ■ ■■ ., ■ ■ ■ . OOD.B.J. Document Con- 

v :■■■''■ : ■ 1 227. 

0702190353 Notification of 870220 meeting w/util in Bethesda,MD to discuss matl tra- 
ceability & piece parts replacement issues. 

KOLONSCHJJ PWR Project Directorate 4. 87/02/17. YOUNGBLOOD3.J. PWR 
Project Directorate 4. 3pp. 39688:091-39688:093. 

8702190640 Forwards environ assessment & findings of no significant impact re 870123 
request for exemption from 10CFR50,App J, GDC 55-reactor coolant pump seal injec- 
tion lines. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 87/02/17. WHITE, S.A. Tennessee 
Valley Authority. Ip. 39690:021-39690:026. 


8701070508 Forwards addl info re containment isolation design/chemical & vol control 
sys,per NRC 861016,1105 & 10 requests & unresolved items noted in Insp Repts 50- 
327/86-20 & 50-328/86-20. 

GRIDLEY.R. Tennessee Valley Authority. 87/01/02. YOUNGBLOOD, B. PWR Project 
Directorate 4. 75pp. 39203:173-39203:247. 

8702090375 Ack receipt of 861205 response to NRC 861105 Itr re violations noted in 
Insp Repts 50-327/86-46 & 50-328/86-46. Understands that supplemental response 
r.:*':': p**; SQA-21 will be submitted by 870123. 

\ j- .,<■ ,'i : - ector. 87/01/12. WHITE, S.A. Tennessee Valley 


8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 


—8702190647 EIA supporting 870123 proposed exemption from 10CFR50,App J GDC 
55 requirments re reactor coolant pump seal injection lines. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 87/02/12. 5pp. 39690:022- 
39690:026. 

8702200006 Forwards employee concerns task group final element repts re 
operations, engineering & matl control.listing of rept numbers & comparison between 
Writers Guide recommended rept format & element repts. 

MCDONALD, J. A. Tennessee Valley Authority. 87/02/17. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 11pp. 39694:260-39694:282, 

-8702200022 Rev 0 to “Cable Termination & Splices:Wire Corrosion & Deterioration of 
Sealant Mat!," TVA comployee concerns special program element rept 
PARKINSON, VIOLETTE.J., STEWART, D.W. Tennessee Valley Authority. 241.5(B) 
RO0. 87/02/13. 8pp. 39694:275*39694:282. 


-8702200032 Rev 3 to “Questionable Design & Const Practices," TVA employee con- 
cerns special program element rept. 

MURPHY, M.W., GIBBS, R.R., RUSSELL, J.R. Tennessee Valley Authority. 301.05-SQN 
R03. 87/02/10. 8pp. 39694:283-39694:290. 


—8702200039 Rev 3 to "Storage & Handling re Matl Control," TVA employee concerns 
special program e’emerf rest 

HOWAFO.J SYs-Wa”” V... H.;SSELL,J.R. Tennessee Valley Authority. MC-40400- 
SC.v R:3. 57/02. ::. ?-pp SinW-?a:-39694:311. 

8702240305 Confirms results of 870130 meeting re evaluation of NRC 870120 com- 
ments on seven operations category repts & 870121 comments on five engineering 
category repts.Brief synopsis of assessment of NRC specific comments end. 
MCDONALD, J .A. Tennessee Valley Authority. 87/02/17. YOUNGBLOOD, J PWR 
Project Directorate 4. 14pp. 39722:014-39722:027. 

8702260.140 Forwards description of sys alignment that will be used for post-accident 
containment atmosphere cleanup & list of commitments re method, per 870129 meet- 
ing. 

GRIDLEY.R. Tennessee Valiev Aiithnniv R7/rjo/i7 vnn^rsm pnn n i m u , 

dear Reactor Regulation, ;■■■ 11 ,■ : ‘ 

trol Branch (Document Cc- ■ , ■' ■ . 


8702260192 Forwards detailed responses to 14 plant-specific questions re Westinq- 

DSnSS.'^ P 86TOm° 858 ' “ Miti9a “ n9 SyS A °' Ua “ 0n Cireuit,y Generlc 

GRIDLEY.R. Tennessee -*y v~- s 

clear Reactor Regulation, 1 v* Vi ' 

trol Branch (Document Cor 1 ■: n ?■. ■ n ' 


8702050130 Forwards draft SER input on design baseline & verification program for in- 
corporation into SER on Vol 2 of Nuclear Performance Plan.Program conditionally 
acceptable.ltems to be addressed prior to restart listed. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 87/01/20. WHITE, S.A. Tennessee 
Valley Authority. 14pp. 39525:030-39525:043. 

8702020543 Forwards suppl to 861205 response to violations noted in Insp Repts 50- 
327/86-46 & 50-328/86-46,Corrective actions: Std Practice SQA-21 revised to list 
plant operating review committee & rev to Tech Specs v*/* i ■„* :i : v ■ 
DOMER.J.A. Tennessee Valley Authority. 87/01/23. CirV.i . N . . : ■ ■, ■ i ;:■> :-i,i| 
Branch (Document Control Desk). GRACE, J.N. Office c m ■ i r 

Director (post 851125). 3pp. 39468:166-39468:168. 

8702020621 Fonvards response to Violations 50-327/86-59-01 & 50-328/86- 59-01 
from Insp Repts 50-327/86-59 & 50-328/86-59 on 861020. Identified ASME Code 
Class 1,2 & 3 valves verified to be within required frequency for stroke testing. 
DOMER.J.A. Tennessee Valley Authority. 87/01/23. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 6pp. 39463:349-39463:354. 

8702030197 Forwards Insp Repts 50-327/86-72 & 50-328/86-72 on 861215- 18.No vio- 
lations or deviations noted. 

ZECH.G.G. Region 2, Office of Director. 87/01/26. WHITE, S.A. Tennessee Valiev Au- 
thority. 2pp. 39478:027-39478:029. y 

-8702030204 Partially withheld Insp Repts 50-327/86-72 & 50-328/86-72 on 861215-18 
(ref 10CFR2.790(d) & 73.21 ).No violations noted. Major areas inspected:!E 
rr- - * .: ’* mis, security mat, records, malnt, barriers, power ft lights 
. A .. V.::-, -u ; ; s: Region 2, Office of Director. 87/01/26. Ip. 39478:029- 


8702030223 Forwards repts from employee concerns task 
element rept.final element repts for 11 -p'rr-f -!«i ft ■> ■, 

MACDONALD.J.A. Tennessee Valley ■*.,.■ •: ■ ■ 

(Document Control Desk). 10pp. 39479 :r ■ , >.s m } 


group, including one initial 
of rept formats. 
\>cument Control Branch 


~ 8 J5?P 3 ? 233 J?® v ? *.? ™ A Employee Concerns Special Program Element Rept 80201- 
SQNp Insp Criteria, 

‘Tennessee Valley Authority. 80201-SQN R03. 87/01/14. 36pp. 39479:021- 


PontS t0 v Emp ‘° r y ee Concerns Special Program Sequoyah Element 

Hept 201.1(B), Incorporation of Requirements & Commitments in Design, Reaulatorv 
Requirements (Reg Guides, NUREG, Bulletins....)" a.yn.nuyuimory 

* Tennessee Valley Authority. 201.1(B) R01. 87/01/23. 31pp. 39479:237-39479:267. 


^Noflaf^^eteted' " SW Practice SQA172 > “ QA Requirements For ATWS Equipment 
* Tennessee Valley Authority. 87/02/17. 5pp. 39754:130-39754:134. 

"^■\? 2 :r°- S4 ,v P 7- ; Criteria SQN-DC-V-20.0, “ATWS Mitigating Sys 

*"ii " * ■■■ :; i ■■ /■ 1 8pp. 39754:135-39754:152. 

forwards add! info re equipment qualification under suoerheat 

hSt SeV f N ? C questions & discussion of modeling 1 

rSKcvTi heat tran ?! er coefficient used, per 870120 request y 

G ™ D ^Al e 2 n . 6 “ 8e Vatey Authority 87/02/17. YOUNGBLOOD, B.J. Commission- 
■I j l.- V"r/, .' ’ Document Control Branch (Document Control Desk). 52pp. 

hearing on 870203 re, ***■■■. ■ 1 0 ■ * ■ : 'Or 

YOUNGBLOOD, B J. W- V „ : ''.'"V 

abonGiven. 2pp. 39726: id 1-39/26:182.' ' ' 

^^is^sTa^drSen^rule 1 & C impacra1°facHitiL e ' Y ad t eSS & . close out 

ci^r Reactor Regulation, Direc- V.: :v;- ■rfNu- 

trot Branch (Document Control :■ v. ■■■ ' . I'.." - 1 < Con- 

' ■ *■ ■ * ■■ ■ 

a bwpeetten reports, IE Bulletins 4 correspondence 

5 Minu,e Emer - 

02. Consolidated Btot 0=: d ^ 82/09/ 


n.Ts; «Di”i 1 lu ,v ? employee concerns special Program Sequoyah Element 
n ’ ,ni v * T-Tr*?:!! *. '~il<n»nts In Design, Tracking ot 


■ ■ ■ ■■■ > • .■ r. : 

‘ »ennesse« vaiiey Aut: : ■ : : 
8702030183 Forwards Insp Repts ;i : : 

rr *■* :: :r ■; '' f: !, 2 . 

L-v v..- v- 


' ■ 28pp. 39479:268-39479:295. 
;■ m 1 rri ; / 327/ 

. -.-M - c ft ! for 


„ - ■ ■ ■ ■ ■ =■ I :s ■ - ,i 20201). 87/01/28. 

r: ■ ■ J *!■ ■« ■ ■ ■■ fi. :r. y* --is:--:-::. • ■/ 

“’ 8 rIn?o? 0219 N ° tice .?/. violations from insps on 86021 1-0523. Violations noted:failure to 

procedures to SONOEBBalw S Non «’" ,ol ; nlan < :B Rept SQNCEB8409 & internal 
??vi rS e i ij Or ^? NCE s B . 0409 f ® il0d t0 meet design procedures. 

3pp. 39484!233^39484*235 P8C 100 & Enforcenient ' Director (Post 820201). 87/01/28. 

-8702030272 Insp Repts T rrr'fiF r-r.-,- Sil . , 07/R 

328/86-56,50-390/86-22-, : ,>• -»<; j-y ^ : ft J./ 

SHEWmTkfrr'f"?^^^ co "L ro! mechanlsms/mat sys. 

^ Enforcement, 

87 o 0 f 2 vloMo 7 n FO ™' ardS lnSP R8ptS 50 ' 327/86 - 65 & 50-328/86-65 on 861117-20 S notice 

3??72 n : 0 2 53^ C 572^ reC,Or - 87/01 1 ' 28 ' WHITE ' S ' A - Tennessee Valley Au- 

~ 8782 ' 081 5 0 Notice of violation from insp on 861117-20. 
ztUH.G.G. Region 2, Office of Director. 87/01/28. Ip. 39572:055-39572:055. 

"noISS R dron 5 °-“ 7 , / T' e8 ( Violation 


39572:061. 


:056- 


8? by Fu°manitelnc e foMeak <: ™nnto E aint hi ^°, ry 8ear0h to ,urthsr identify svos provided 
DOMFR 2 // T °' 3 8/86 ' 27 -^^aK e rw riori' trf^n-'rle' l0 , ° v* 98 ' nSP ^ S °' 

Document Control 
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8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
" r 'T r~ r ~ ' i Loss of Siphon.” Svc list enci. 

J * ■ of Emergency Preparedness & Engineering Response (Post 
Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 

39525:339. 

8702100004 Suppis response to violations noted in Insp Repts 50-327/86-27 & 50-328/ 
86-27.Corrective actions:FSAR will be amended to provide clarification of existing pro- 
grams to ensure safe design of safety-related components & piping. 

OOMER.J.A. Tennessee Valley Authority. 87/01 /30. TAYLOR, X Office of Nuclear Re- 
actor Regulation, Director (post 851125). TAYLOR, J. Document Control Branch (Doc- 
ument Control Desk). 9pp. 39572:024-39572:032. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
8301 03). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 


8702200204 Forwards revised supplemental response to Violations 50-327/86-43-02 & 
50-328/86-43-02 noted in Insp Repts 50-327/86-43 & 50-328/86-43 on 86091 ^sub- 
mitted per 870121 telcon.Listed procedures will be revised. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/11. GRACE, J.N. Region 2, Office of 
Director. GRACE.J.N. Document Control Branch (Document Control Desk). 5pp. 
39699:203-39699:207. 


8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers.GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8702060313 Forwards Design Baseline & Verification Program (DBVP) Insp Repts 50- 
327/86-55 & 50-328/86-55 on 86tsf03-07’A 1117-21 & 1201-04.DBVP being conduct- 
ed per program plan, Listed deficiencies noted. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 87/02/03. 
WHITE, S. A. Tennessee Valley Authority. 6 pp. 39546:138-39546:209. 

-8702060326 Design Baseline & Verification Program insp Repts 50-327/86-55 50-328/ 
86-55 on 861103-07 A 1117-21 A 1201-04. Deficiencies noted:inadequate drawing 
control A missing, erroneous or unconsarvative calculations. 

ARCHITZEL.R.E., IMBRO.E.V. Division of QA, Vendor A Technical Training Center 
Programs (Post 850212). 87/01/29. 71pp. 39546:144-39546:209. 

8702090143 Responds to 861204 request for info re items from Insp Repts 50-327/86- 
38,50-328/86-38,50-327/86-45 A 50-328/86-45. Workplan review & test review ade- 
quate to ensure functionality of all modified equipment. 

DOMER.J.A, Tennessee Valley Authority. 87/02/03. TAYLOR, J. Office of Nuclear Re- 
actor Regulation, Director (post 851125). TAYLOR, J. Document Control Branch (Doc- 
ument Control Desk). 17pp. 39557:046-39557:062. 

8702100340 Requests exemption from 10CFR50,App A GDC 55 for RHR supply line to 
Loop 1 & 3 hot legs & GDC 56 for containment vacuum relief lines. Exemption re- 

S uired to resolve unresolved Items 50-327/86-20-09 > r Z "7- 7-v rT-T- r « ■ 
iOMER,J.A. Tennessee Valley Authority. 87/02/03. NC !. i, v* Nu- 

clear Reactor Regulation, Director (post 851125). YOUNGBLOOD, B.J. Document Con- 
trol Branch (Document Control Desk). 11pp. 39574:285-39574:295. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 


8702100079 Notifies of 870205 A 06 meetings w/NRR A Region II at site to discuss 
restart Issues, insp m-nr A rrrv~ -‘lestones. Proposed agenda end. 
GRIDLEY.R. Tenr- '■.•■■■■ 87/02/04. ZECH.G.G. Office of Nuclear Re- 
actor Regulation, fr ' ■ 4pp. 39571:299-39571:302. 


8702190108 Ack receipt of 870109 Itr Informing NRC of steps taken to correct violations 
noted In Insp Repts 50-327/86-63 A 50-328/86-63.Response meets requirements of 

?; ^ ; ;;»■ r -ector. 87/02/04. WHITE, S.A. Tennessee Valley Au- 


8702060413 IE Info Notice 87*009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. „ , , 

JORDAN, EL, Division of Emergency Preparedness A Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39520:357. 


8702110161 Forwards 2 initial A 13 final element repts addressing employee 
;.w.r"‘ r . '■"d.-frg o-gineering.welding.QA A operations, List of rept numbers A 
r‘.» s;:- a ""recommended rept format end. 

::v\ :: . ■■■«***■ Valley Authority. 87/02/05. DENTON.H. Office of Nucle- 

a* tor (post 851125). 15pp. 39582:214-39584:128. 


-8702110394 Rev 4 to 80201 -SON, "Insp Criteria," employee concerns special pro- 

SaLVEI?SON,R., STEWART, D.W., JOYCE, J. Tennessee Valley Authority, 80201-SQN 
R04. 87/02/02. 65pp. 39583:222-39583:289, 

-8702110402 Rev 3 to 80203-SQN, "Insp Performance," employee concerns special 

nrnm>am rani 

c A Z ■ -A. /ERSON.R.D., AKELEY.W.M. Tennessee Valley Authority. 80203- 
SCN -O H v 45 pp, 39583:290-39583:334. 


8702190126 Ack receipt of 870123 itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-327/86-59 A 50-328/86-59. ^ A 

ZECH,G.G. Region 2, Office of Director. 87/02/05. WHITE.S.A. Tennessee Valley Au- 
thority. Ip. 39683:358-39683:358, 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 

JOR&AN.EL " Division of Emergency Preparedness A Engineering Response (Post 
830103), 87/02/11. Consolidated Edison Co, of New York, Inc. 96pp. 39702.134- 
39702:227. 


6702200174 Forwards supplemental response to Violations 50-327/86-4 6-08 A 50-328/ 
86-46-08, per 870112 Itr, Previous visual insp program results will be evaluated to iden- 
tify components requiring repetitive corrective maint. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/11. GRACE.J.N. Otfico of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N, Document Control Branch 
(Document Control Desk), 5pp. 39700:101-39700:105. 


8702260364 Forwards revised commitment to amend FSAR Section 6.2.4 A Table 6.2.4- 
1 re containment isolation sys design, by 880415. Sys description revised in response 
to unresolved items noted in Insp Repts 50-327/86-20 A 50-328/86-20. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/13. YOUNGBLOOD.B.J. Office of Nu- 
■ ■■ .s- “ „ ■ „ i ctor (post 851125). YOUNGBLOOD.B.J. Document Con- 

v: ;\Y . Desk). 3pp. 39749:337-39749:339. 

8702260016 Responds to NRC 870116 Itr re violations noted in insp Repts 50-327/86- 
66 & 50-328/86-66.Corrective actions:discrepancy between fire brigade membership 
■■ ‘ 5 . A returned to functional status. 

V ' ,)2/1 7. GRACE.J.N. Office of Nuclear 

■■■■ '.-RACE, J.N. Document Control Branch 

ro: 356. 


8702260094 Responds to NRC 870116 Itr re violations noted in Insp Repts 50-327/86- 
60 A 50-328/ 86-60.Corrective actions: Procedure SQEP-13, "Traditional Design Con- 
trol Process," issued as suppl to design basis drawing. 

DOMER.J.A. Tennessee Valley Authority. 87/02/17. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 3pp. 39737:305-39737:307. 


R. Periodic operating reports & related correspondence 


8702250387 Monthly operating repts for Jan 1987.W/870213 Itr. 

DUPREE, D.C., NOBLES, L.M. Tennessee Valley Authority. 87/01/31. 64pp. 
39728:153-39728:216. 


8702110325 Submits Dec monthly rept re status of investigations of allegations through 
861231,j)er 860627 commitment. Investigation repts for concerns dosed in Dec also 

GRIDLEY.FLL Tennessee Valley Authority. 87/02/04. ZECH.G. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 2pp. 39629:260-39629:260. 


8702170004 Forwards update of TVA activities * i». »”.V 

GRIDLEY.R.L. Tennessee Valley Authority, ri ' 3(5 S ■■ 

tailed Affiliation Given. 17pp. 39660:173-39660:189. 


NRC - No De- 


8702250070 Forwards fourth update of Sequoyah startup activities list (SAL), including 
<i v '♦r* «!tn*::s % entries completed since 861229. 

: . ■. . alley Authority. 87/02/11. YOUNGBLOOD, BJ. Office of Nu- 

.... :»■ :■..!» Director (post 851125). YOUNGBLOOD.B.J. Document Con- 

trol Branch (Document Control Desk). 49pp. 39727:320-39728:007. 


S. Reportable occurrences, LERs A related correspondence 


8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor dnve mode.Two possible solutions noted, 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of Inspection A Enforcement, Direc- 
tor (Post 820201). 6 pp. 39590:288-39590:293. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.Ust of 
attendees, events discussed, summary of events for input into performance indicator 

HoKlTAN,G e M 9 r O^%Tn C g Reactors Assessment Staff (post 8511 25). 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 

8702180449 LER 87-001 - 00 :on 8701 10, discovered that fire breach permit not written 
when damaged Kaowool found.Caused by personnel ***** ® Ck nt ° 
place & clamp used to hold fire protection matl in 

MEADE, K.E., NOBLES, L.M. Tennessee Valley Authority. 87/02/06. 4pp. 39668.246- 
39668:249, 

8702250466 Part 21 rept listing plants furnished w/penetratk>n assemblies A noting 

VITATOE ^ 1 Tube yd ™ns! K iS; y 87 / 02 / 1 6 . HARPER.J.C. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 

8702250571 LER 87-002-00:on 8701 21 .discovered that local leak rate test vent for sam- 
pling sys containment isolation flow control waives msjaHedinoog^Uyj^aused by per- 
sonnel error.Work request Initiated to correct co J^“ on ^ ®J ? 1 2 | 0 !L, 39728 - 230 . 
SM1TH.J.D., NOBLES, L.M. Tennessee Valley Authority. 87/02/19. 4pp. 397ZB.Z30- 

39728:233, 
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DOCKET 50*329 MIDLAND PLANT, UNIT 1 


f. Security, medical, emergency & fire protection plans 

rj rv n o— — r» Q‘~ e—n«;ri«^v Dianninn pr ocedure GEN-1, “Overview,’’ 
."i “ :v 'i- ■ 1 / ■■■.": i: \ tab for Procedure GORT-1. 

■C -t-..:- :Yv/ ■■ "V:: 1 - -:7:276. 


G. Adjudicatory correspondence 

£f j<2j..;r ;±r, . . .. .. ^ r* withdrawal 

VlVsCv" ■ ■ ” ■ - ' :• 86/12/03. 


J. Insurance & Indemnity Information 

870219026$ Advises that financial info submitted for 1987 in util 870107 Itr satisfies re- 
..... -i -:rr * .»„ ■ ■■■ i— *— -• payment of de- 

': ■ ■■ - ■ .■ : 

NASH, DA Assistant Director for State & Licensee Relations. 87/02/13. 
GRISWOLD, R.M. Consumers Power Co. 1 p. 39691 :1 55-39691 :1 55. # 


Q. Inspection reports, IE Bulletins & correspondence 

$204210416 IE Info Notice 87 ?,C \>r.7 Certain 5 Minute Emer- 

.7 : ;, ost 820201) . 82/09/ 

02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

$701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end, 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 


G. Adjudicatory correspondence 

86lZ0ii0'3fl V ■■■ ... • * 1 — •«?- tr rv-criite completion of withdrawal 

I Av:'' V / ‘ : ' - " 'Vr *I. #486 1752. 86/12/03. 


J. Insurance & Indemnity Information 


8702190268 Advises that financial info submitted for 1987 in util 870107 Jjj ’ rff* 

quirements of 10CFR140.21 that each licensee maintain guarantee of payment of de- 


■ rvr- 100 MWe. 

F: ■ ate & Licensee Relations. 
■:>. 39691:155-39691:155. 


87/02/13. 


Q. Inspection reports, JE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
■ Pv Apparatus.” W/o svc list. 

’■ ' ::■ ■■ ■■■ :: r, A Enforcement, Director (Post 820201). 82/09/ 

rk, Inc. 3pp. 39525:230-39525:232. 


8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 


Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 1 
39446:248. 


Response (Post 
0pp. 39446:138- 


8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
P , :"'r*' Cr om Loss of Siphon.” Svc list end. 

r: . :i of Emergency Preparedness & Engineering Response (Post 
Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 

39525:339. 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list encf. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 


8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 


8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc fist end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 


8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. fOflpp, 39528:251- 
39528:357. 


8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 


8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.’' Svc list end. 

JORDAN, E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

B702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134* 
39702:227. 


8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13, Consolidated Edison Co. of New York, Inc, 107pp. 39702:226- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702110131 l£ Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc fist end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN, E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 11 1pp. 39784:116- 
39784:224. K 


8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

of ^ r 9fncy Preparedness & Endneering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 
F. Security, medical, emergency & fire protection plane 


•TOHJgJ&SuB* - 1 . 10 ,E J? 0 Nofca "Feedwater Line Break.” Svc list end. 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New YoS.Inc1 1 1pa 39784* 1 ?6- 
39784:224. r 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 
F. Security, medical, emergency & fire protection plans 

8702280054 Rev 3 to General Ofc Emergency Planning Procedure GEN-1 "Overview ” 
Ftev9 to cardhoidersJisLRev 9 to index.Rev 3 to App G A tab for Procedure GOR"M 
Consumers Power Co. 87/02/1 8. 31 pp. 39737:246-39737:276. 


security plan & guard training & qualification 


8612150054 ^•wa-ris 4 P 4 

f J : . i" . ?. Power Co - 86/12/05. KEPPLER,J.G. Region 

•• ■ 1 - ■-.;::: , 80:154. 

87 E°???t 0 Ack recei P t of 861125 Itr, transmitting Rev 6 to emergency plan, effective on 
861 121. Rev unacceptable. Resubmittal of Rev 6 requested, including previously omitted 
emergency action levels in Table D-2 of Section D w h y 

SHAFER, W D. Region 3, Office of Director. 87/01/21. LIU.L Iowa Electric Light A 
Power Co. 2pp. 39473:331-39473:332. ^ a ' u 

8702020676 Partial response to FOIA request for documents re alcohol & drug use by 
const workers at nuclear reactor plant sites. App E & F documents partially & com- 
pletely withheld (ref FOIA Exemptions 5 & 6). H y 

GRJMSLEYD.H. Division of Rules and Records. 87/01/29, HEATH, S.J. Washington 
Legal Foundation. 4pp. 39469:333-39469:349. a 
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-8702020705 Partially withheld response to 830210 Itr re allegation concerning 
'-vor 4, 'nt *' to determine lapses in security of operations underway.Rept 
\ t : - .. ■ forwarded.Resumes of involved persons encl.W/o resumes. 

. . . A,! ■ , ; -It & Power Co. 83/03/08. HIND.J.A. Region 3, Office of Direc- 

tor. 3pp. 39469:338-3^469:340. 

-8702020713 Partially withheld Itr transmitting confidential info. Investigation shows no 
evidence that security compromised by subjs of investigation at time of employment or 

ffit Iowa Electric Light & Power Co. 83/04/07. HIND.JA Region 3, Office of Direc- 
tor. 7pp. 39469:341-39469:349. 

8702060512 Forwards Safety Insp Rept 50-331/87-03 on 8701 05-09.No violation noted 
SHAFER, W.D. Region 3, Office of Director. 87/02/03. LIU.L. Iowa Electnc Light & 
Power Co. 2pp. 39536:346-39536:356. 

-8702060520 Insp Rept 50-331/87-03 on 870105-09.No violation or deviation 
noted.Major areas inspected:changes to emergency preparedness 
program, emergency facilities & equipment, organization & mgt control “fining. 
PATTERSON, J„ SMITH, M., SNELL.W.G. Region 3, Office of Director. 87/02/02. 9pp. 
39536:348-39536:356. 

8702180239 Forwards Insp Rept 50-331/86-20 on 861117-21 of emergency response 
faclllties.No violations noted.List of open items identified dunng appraisal 
end. Requests written response within 45 days of Itr date. t mm a 

SHAFER, W.D. Region 3, Office of Director. 87/02/06. LIU.L. Iowa Electnc Light & 
Power Co. 4pp. 39662:031-39662:077. 

-8702180247 Insp Rept 50-331/86-20 on 861117-21.No violations, deficiencies or devi- 
ations noted.Major areas inspected: emergency response facilities, related equipment 

PlSsW j![ 0 FOSTER,J., SNELL, W. Region 3, Office of Director. 87/02/06. 43pp. 
39662:035-39662:077. 

8702260197 Forwards Safeguards Insp Rept 50-331/87-05 on 8701 26-0204.No viola- 

AXELSON^W.L. Region 3, Office of Director. 87/02/20. UU,L. Iowa Electric Light & 
Power Co. 2pp. 39/51:243-39751:245. 

87/02/ 

20. Ip. 39751:245-39751:245. 

p. operating license stage documents 8* correspondence 

8702040031 Responds to request for add! info re reliability of mechanical level Indica- 
tion equipment discussed in Generic Ltr 84-23, per IE Bulletin 86-002. Procedures used 

f^TriTghTrPoW Co. 87/01/30. DENTON, H. Office of 
'V r vector (post 851125). 2pp. 39498:156-39498:157. 

8702050076 Forwards exemption from certain 10CFR50,App J.Type ® J £ httifarS* 
niTirfimanta for r~tr w hl r h m^nin containment integrity at design basis acci- 

dent ?ond?tS sn ‘ ■ :H . t: - ■- <r.. ron assessment & finding. 
qIlBERtIrA - ■ • 1 ‘ 2. 87/01/30. LIU.L. Iowa Electric Light & 

Power Co. 3pp. ' ’ v -?' 

-8702050083 Exemption from certain 10CFR50,App J,Type B & C testing requirements 
for components which maintain containment integrity at design basis accident condi- 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 87/01/30. Iowa 
Electric Light & Power Co, 4pp. 39525:058-39525:061. 

-8702050090 Safety evaluation supporting exemption from certain 10CFR50, App J re- 
quirepents. Reaotor Regu|atloni D | reotor (po8t 851125). 87/01/30. 4pp. 


-8702050094 Environ, MPPsament & finding 



8702080365 Application to renew Amend 125 to Lloense DPR-49, approving plan for in- 

MSsAUSHYtR^^wa ErecUlo^UghtS a powe?£o! C !'”'7‘ ^ -;?” 06 

Nuclear Reaotor Regulation, Director (post 851125), h u ' • ' ' - ' 

L,U.L. ,owa Eiac.dc Ugh, 8 

Power Co’. 2pp. 

MULLER, D.R. BWR Protect Directorate 2. 87/01/30. 6pp. 39525:153-38525:158. 

?gi!rssT«^/oi/aa e PP . 

39525:159-39525:164. 

GILBERT, R. A. HiMMM. 2. 87/02/09. MULLER, D.R. BWR Protect Dt- 
rectorate 2, 30pp. 39874:011-39674.088. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
... ■■ , s •*.;*- ■ / , ! F .:,■"■■■ ■■Sr" " " W/o svc list. 

■ v" ", >nt, Director (Post 820201). 82/09/ 

v’::: ■■ : ? ■: *:■ 1 ’ V a *,:■ ■ :: . :v. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list encl. „ _ . . /n . 

JORDAN.E.L. Division of Emergency Preparedness & Engineenng R es P^nse (Post 
830103). B7/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020480 Forwards Exam Rept 50-331 /OL-86-02 of exams administered on 861216- 
1 9 

HEHLC.W. Region 3, Office of Director. 87/01/22. LIU.L. Iowa Electric Light & Power 
Co. 2pp. 39466:335-39466:359. 

-8702020485 Exam Rept 50-331 /OL-86-02 on 861216-19.Exam results:six of seven 
senior reactor operators & three reactor operators passed requalification exams.Exam 

HILLSJDm ^BJORGENJ., BISHOP, M. Region 3, Office of Director. 87/01/20. 23pp. 
39466:337-39466:359. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
rsfic Loss of Siphon." Svc list encl. „ . 

' of Emergency Preparedness & Engineenng Response (Post 

. ■■■ ,j ■ „■ v consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. < 

8702040031 Responds to request for addl info re reliability of mechanical level indica- 
tion equipment discussed in Generic Ltr 84-23, per IE Bulletin 86-002.Procedures used 
to aather data adequate & assessment valid. ,, _ . 

MCGAUGHY.R.WJowa Electric Light & Power Co. 87/0 PJL N I£o^ 4 i^ 00 f 
Nuclear Reactor Regulation, Director (post 851125). 2pp. 39498:156-39498:157. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 

JORDAN.E.L. Division of Emergency Preparedness & 5 n ?i n Tm r i n9 Q?nn SP ?Q4R<i!i6? t 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469.162 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list encl. 0 _ . . Doe _ ncQ 

JORDAN.E.L. Division of Emergency Preparedness & S 

830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548.212 
39548:318. 

8702060512 Forwards Safety Insp ; *':v i-: 3.V rr ;. ! f-T "f S y ‘T.? r f ; n , 

SHAFER, W.D. Region 3, Office :: . -wr ■*? : 1 ■■ »■* ■ 

Power Co. 2pp. 39536:346-39536:356. 

"SS ' nS a P rea R s P ' fnSctan^s 

39536:348-39536:356. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Umitorque DC Motor Op- 

JORDAN ^Division of Emergency Preparedness & Engineenng Response _(Post * 
830 103 ).’ 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 

k^rdan^E L^ V Dlvision of Emergency Preparedness & Engineering Response(Post 
830103) %£!S^mSS Edison P Co. of New York, Inc. ?08pp. 39528:251- 
39528:357, 

8702110160 Forwards Exam Rept 50-331 /OL-86-03 of exams administered on 861216- 

HEHL C W Region 3, Office of Director. 87/02/06. LIU.L. Iowa Electric Light & Power 
Co. 2pp. 39580:251-39580:307. 

A 7021 10164 Exam Rent 50 - 331 /OL-86-03 on 861216-19.Exam results:two reader »• 
"^eratof 1 candidate? adlSered & passed written & oral exams.Exam & answer key 

HILLS, D., BISHOP, M., SPENCER, M, Region 3, Office of Director. 87/02/06. 55pp. 
39580:253-39580:307. 

SSS® u *“ * 

"^a w emerge 1 ^ related equipment 

PL P OW. re roSTER,J., SNELL, W. Region 3, Office of Director. 87/02/06. 43pp. 
39662:035-39662:077. 

8702100126 IE Info Notice 874)10, "Potential for Water Hammer During Restart of RHR 

S-assss atfysrsws 

39702:227. 

8702270261 Forwards Safety Insp Rapt 50-331/674)2 on 661118-670202.No nonoom- 

GULDEMOND.W.G. Region 3, Offc. of Director. 87/02/11. LIU.L Iowa EleoWc Light 
& Power Co. 2pp. 39770:226-3C770.238, 
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-8702270275 Insp Rept 50-331/87-02 on 861118-870202.No violation noted. Major 
areas mspectedrlicensee action on previous insp findings, operational 

\ .... . — r ??, mods & training & qualification effec- 

JACKIW.i.N. Region 3, Office of Director. 87/02/11. 11pp. 39770:228-39770:238. 


8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & 

830103). 87/02/13. Consolidated Edison Co. of New 
39702:343. 


Engineering Response (Post 
York, Inc. 107pp. 39702:228- 


8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. . _ , D . 

JORDAN.E.L. Division of Emergency Preparedness & Engineenng Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE fnfo Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8702250245 Forwards Safety Insp Rept 50-331/86-19 on 861202-05,09-12, 15-18 & 
870112-16 & notice of violation. ...... 

HARRISON.J.J. Region 3, Office of Director. 87/02/18. LIU.L. Iowa Electric Light & 
Power Co. 2pp. 39729:172-39729:192. 


DOCKET 50-333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 


8702240184 Revised emergency plan implementing ■ 

EAP-1.1, "Offsite Notifications," Rev 8 to EAP-5.1, 

EAP-6, “In-Plant Emergency Survey/ Entry" & Rev 6 t; ■ 

• New York Power Authority (formerly Power Authority 
01/07. 102pp. 39721:257-39721:358. 


..Ap ipAliii^inn Dpw I'] jQ 

■ : - ; . 5 to 

■■ ■ \i A ' ■■ 87/ 


8702170079 Revised emergency plan for JA Fitzpatrick Nuclear Power Plant. 

* New York Power Authority (formerly Power Authority of the State of New York). 87/ 
01/23. 100pp. 39644:219-39645:087. 


8702170084 Revised emergency plan implementing procedures, including Rev 5 to IAP- 
2, "Classificati *" r—ditions," Rev 11 to EAP-1.1, Offsite Notifica- 

*°New^ork V Pc a ■%.■■■. ■ ■■ ■ ■ . Power Authority of the State ol New York). 87/ 
01/23. 100pp. ■■ :: : : 


8702110311 Forwards Safeguards Insp Rept 50-333/86-22 on 861124-26.No violation 
noted. 

MARTIN, T.T. Region 1, Office of Director. 87/01/27. CONVERSE.R.J. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 39590:347- 
39590:352. 


-8702250251 Notice of violation from insp on 861202-05,09-12,15-18 & 870112-16. 
HARRISON.J.J. Region 3. Office of Director. 87/02/18. Ip. 39729:174-39729:174. 


-8702250259 Insp Rept 50-331/86-19 on 861202-05,09-12,15-18 & 870112-16. Viola- 
tions noted.-failure to perform evaluations for measuring & to maintain updated draw- 
ings in control room & test equipment found out of calibr. 

CHOULES.N.C., SUTPHIN.R.N., JABLONSKI.F.J. Region 3, Office of Director. 87/02/ 
18. 18pp. 39729:175-39729:192. 


8702260197 Forwards Safeguards Insp Rept 50-331/87-05 on 8701 26-0204.No viola- 
tions noted, 

AXELSON.W.L. Region 3, Office of Director. 87/02/20. LIU.L. Iowa Electric Light & 
Power Co. 2pp. 39751:243-39751:245. 


-8702260210 Partially withheld Insp Rept 50-331/87-05 on 870126-0204 (ref 
10CFR73.21}.No violations noted.Major areas inspected: security organization.access 
control, audits, records & repts & testing & maint of physical barriers. 

CHRISTOFFER.G, KNICELEY.J.R., CREED, J.R. Region 3, Office of Director. 87/02/ 
20. Ip. 39751:245-39751:245. 


R. Periodic operating reports & related correspondence 

8702180305 Monthly operating rapt for Jan 1987.W/870215 Itr. 

THOMAS.B.N., MINECK.D.L Iowa Electric Light & Power Co. 87/01/31. 8pp. 
39664:101-39664:108. 


S. Reportable occurrences, LERs & related correspondence 


-8702110324 Partially withheld Physical Security Insp Rept 50-333/86-22 on 861124-2 6 
(ref 10CFR73.21),No violation noted.Major areas inspected:security plan & implement- 

'■ i -- J if r—i-'rntion & physcial barriers-protected area. 

M 1 - " \ ;; ■■ KEIMIG.R.R. Region 1, Office of Director. 87/01/12. 

'Ci "■■ ■ • ■ 

8702060430 Forwards Safeguards Insp Rept 50-333/86-19 on 861021-23.No violations 
noted. 

MARTIN, T.T. Region 1, Office of Director. 87/01/29. CONVERSE.R.J. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 39537:107- 
39537:114. 

-8702060442 Insp Rept 50-333/86-19 on 861021-23.No violations noted. Major areas 
inspectedmuclear r ■:* :■■■/» . ~ shipping & receiving, storage & 

internal control & in. ■■■ ■ 1 v 1 ■ ■■ ■: control adequate. 

DELLA RATTA.A., f,: V :■ ■ Region 1, Office of Director. 87/ 

01/28. 6pp. 39537:109-39537:114. 

8702190015 Forwards Safety Insp Rept 50-333/87-01 on 870112-15.No violations 
noted. 

MARTIN, T.T. Region 1, Office of Director. 87/02/11. CONVERSE, R. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 39680:049- 
39680:055. 

“8702190019 Emergency Preparedness Insp Rept 50-333/87-01 on 870112-15. No vio- 
lations noted.Major areas inspected:emergency preparedness 
program.equipment, audits, training & followup on previous insp findings. 
HAWXHURST.J.J., LAZARUS, W. Region 1, Office of Director. 87/02/10. 5pp. 
39680:051-39680:055. 


8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702180645 LER 87-001 -00:on 87011 4, RWCU sys isolated on signal from F temp differ- 
ential switch.Caused by steam leak in root isolation valve.Corrective maint action re- 
quest generated to repack root valve & investigate leak.W/870213 Itr. 

THOMAS.B.N., MINECK.D.L Iowa Electric Light & Power Co. 87/02/13. 4pp. 
39667:248-39667:251. 


V. Operator Examinations 

8702020480 Forwards Exam Rept 50-331 /OL-86-02 of exams administered on 861216- 
19. 

HEHL.C.W. Region 3, Office of Director. 87/01/22. LIU.L. Iowa Electric Light & Power 
Co. 2pp. 39466:335-39466:359. 

-8702020485 Exam Rept 50-331 /OL-86-02 on 861216-19,Exam results:six of seven 
senior reactor operators & three reactor operators passed requalification exams.Exam 
& answer key end. 

HILLS, D., BJORGEN.J., BISHOP, M. Region 3, Office of Director. 87/01/20. 23pp. 
39466:337-39466:359. 

8702110160 Forwards Exam Rept 50-331 /OL-86-03 of exams administered on 861216- 
19. 

HEHL.C.W. Region 3, Office of Director. 87/02/06. LIU,L. Iowa Electric Light & Power 
Co. 2pp. 39580:251-39580:307. 


8702200107 Revised emergency plan implementing procedures, including Rev 8 to EAP- 
5.1, "Environ Monitoring, Rev 11 to EAP-1.1, "Offsite Notifications,” Rev 5 to EAP-6, 
"In-Plant Emergency Survey/Entry" & Rev 3 to EAP-16, "Public Info Procedure." 

* New York Power Authority (formerly Power Authority of the State of New York). 87/ 
02/11. 102pp. 39699:234-39699:335, 


P. Operating license stage documents & correspondence 


8603250342 Requests that Tech Spec Pages 156b-156u be removed to correct admin- 
istrative error in Amend 92 to License DPR-59, dtd 850529.1 nstruction page of amend 
failed to indicate that ref pages should be removed.W/o end. 

ABELSON.H. BWR Project Directorate 2. 86/03/17. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 2pp. 35216:233- 
35216:234. 

8702090183 Informs that installation of new RWCU containment isolation valve resched- 
uled until first outage after 871 231, due to fact that valve purchased has unsuitable 
design characteristics for use as containment isolation valve. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/01/03. Record Services Branch (Document Control Desk). 2pp. 39553:338- 
39553:339. 

8702060335 Forwards safety evaluation accepting util 860915 request for relief from 
810813 commitment to install redundant emergency outside air intake damper, per 
NUREG-0737,ltem III.D.3.4 requirements. 

MULLER, D.R. BWR Project Directorate 2. 87/02/03. BRONS.J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 6pp. 39538:184- 
39538:189. 


-8702110164 Exam Rept 50-331 /OL-86-03 on 86121 6-1 9.Exam results:two reactor op- 
erator candidates administered & passed written & oral exams.Exam & answer key 
end. 

■* 1 .' r 7 . t J ' 7 ,i ~ ~y. SPENCER, M. Region 3, Office of Director. 87/02/06. 55pp. 


8702270261 Forwards 

“"r~ -‘.JV* 



Safety Insp Rept 50-331/87-02 on 861118-870202.No noncom- 

' :* : ■: Director. 87/02/11. LIU.L. Iowa Electric Light 

.v> .vi,- 


-8702270275 Insp Rept 50-331/87-02 on 861118-870202.No violation noted. Major 
areas inspeded.-licensee action on previous insp findings, operational 

safety, mrnnt, surveillance, LERs.design changes & mods & training & qualification effec- 
tiveness. 

JACKIWJ.N. Region 3, Office of Director. 87/02/11. 11pp. 39770:228-39770:238. 


8702180332 Forwards Amend 104 to License DPR-59 & safety evaluation. Amend 
changes Tech Specs to eliminate operability & testing requirements for recirculation 
pump discharge bypass valves which will be removed during 1987 refueling outage. 
ABELSON.H.i. BWR Project Directorate 2. 87/02/09. BRONS.J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 39674:228- 


-8702180374 Amend 104 to License DPR-59, changing Tech Specs to eliminate oper- 
ability & testing reqi.‘ !ro ' , "P'’te tnr r^p discharge bypass valves which 

will be removed durir ■>*: 

MULLER.D.R. BWR "ii 4pp. 39674:230-39674:233. 

-8702180396 Safety s.:rr rl*-n ‘".■r: 1 "M to License DPR-59 

39674:^)4-39674:235. ,:i> " 1 ' ' '''>■>* (P°*t 851125). 87/02/09. 2pp. 
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8702180171 Forwards Amend 105 to License DPR-59 & safety evaluation. Amend 
changes Tech Specs to reflect mgt reorganization of headquarters staff, 

ABELSON.H.I. BWR Project Directorate 2. 87/02/10. BRONS.J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 39673:287- 
39673:297. 

-8702180203 Amend 105 to License DPR-59, changing Tech Specs to reflect mgt reor- 
ganization of headquarters staff. 

MULLER, D.R. BWR Project Directorate 2. 87/02/10. 6pp. 39673:289-39673:294. 

“8702180218 Safety evaluation supporting Amend 105 to License DPR-59. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/10. 3pp. 
39673:295-39673:297. 


Q. Inspection reports, IE Bulletins & correspondence 


8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list encl. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702110311 Forwards Safeguards Insp Rept 50-333/66-22 on 861124-26.No violation 
noted. 

MARTIN, T.T. Region 1, Office of Director. 87/01/27. CONVERSE, R.J. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 39590:347- 
39590:352, 


R. Periodic operating reports & related correspondence 

8702170367 -or* Jan 1 987.W/87021 0 Itr. 

COOK.J., '!'.!*«■' ■ , V, * ’■ .vk Power Authority (formerly Power Authority of the 

State of N, v' 39649:11 5-39649:1 24. 


S. Reportable occurrences, LERs It related correspondence 

8702040449 LER 86-008-02:on 860327 & 1005, reactor protection sys reactor high pres- 
sure permissive instrument channels found to actuate greater than Teen Spec 
value.Caused by instrument driftlnstruments will be replaced,W/870130 Itr. 
FLAHERTY, J.P., CONVERSE.R. New York Power Authority (formerly Power Authority 
of the State of New York). 87/01/30. 7pp. 39501:184-39501:190. 


“8702110324 Partially withheld Physical Security Insp Rept 50-333/86-22 on 861124-26 
(ref 10CFR73.21).No violation noted.Malor areas inspected:security plan & implement- 
; rwl err- 'zition & physcial barriers-protected area. 

V «*■ " ■ " \ /. Vs -n:" ! ,. KEIMIG.R.R. Region 1, Office of Director. 87/01/12. 


8702060430 Forwards Safeguards Insp Rept 50-333/86-19 on 861021-23.No violations 
noted. 

MARTIN, T.T. Region 1, Office of Director. 87/01/29. CONVERSE, R.J. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 39537:107- 
39537:114. 
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F. Security, medical, emergency & fire protection plans 

8702050081 Forwards revised pages to Rev 9 to physical security plan (PSP), consisting 
of changes to training & qualification plan (TQP).Process for numbering PSP revs & 
changes to TQP listed.EncIs withheld (ref 10CFR2.790(d) & 73.21). 

SIEBER.J.D. Duquesne Light Co. 87/01/26. Document Control Branch (Document 
Control Desk). 3pp. 39511:272-39511:274. 


-8702060442 Insp Rept 50-333/86-19 on 861021-23.No violations noted. Major areas 
Inspected: nuclear mat! control & accounting including shipping & receiving, storage & 
.y a ‘-.t- t7*v A -igtProcedures for matf control adequate. 

■ a.:, Vi: (AMP, C., KEIMIG,R.R. Region 1, Office of Director. 87/ 

wr :r 14. 

8701220055 IE info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
"'n Loss of Siphon.” Svc list encl. 

\ !' . i .: i of Emergency Preparedness & Engineering Response (Post 
:■>. -V . 'Consolidated Edison Co. of New York, Inc. i07pp. 39525:233- 
38525:339. 

8701220053 IE Info Notice 87-005, "Mlswlrlng in Westinghouse Rod Control Sys." Svc 
list encl. , „ „ , . 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
S** ” Svc list encl. 

■; ... of Emergency Preparedness & Engineering Response (Post 

;;; ; ."I Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 

39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limltorque DC Motor Op- 
erators ” Svc list encl. , /ri . 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138, 

6702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list encl. , ■ ^ m . 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Responf® (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. fOBpp, 39528:251- 
39528:357. 

8702100342 Forwards rev to IGSCC weld insp program. Rev affects method of expand- 
ing sample size, per agreemenUmplementatton of program proceeding, 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/02/05. Document Control Branch (Document Control Desk). 3pp. 
39574:296-39574:298. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 

JOrBaN.EX. 11 Division of Emergency Preparedness & Engineering Response (Post 
830103). 87 / 02 / 11 . Consolidated Edison Co. of New York, Inc. 96pp. 39702.134- 
39702:227. 

8702190015 Forwards Safety Insp Rept 50-333/87-01 on 870112-15.No violations 

MARTIN, T.T. Region 1, Office of Director. 87/02/11. CONVERSE.R. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp, 39680,049- 
39680:055. 

-’8702190019 Emergency Preparedness Insp Rept 50-333/87-01 on 8701 1 2-1 5. No vio- 
lations noted, Major areas Inspectedremergency preparedness 

program.oquipment, audits, training & followup on previous insp findings. 
HAWXHURST.J.J., LAZARUS.W. Region 1, Office of Director. 87/02/10, 5pp. 
39680:051-39680:055. 


P. Operating license stage documents & correspondence 

8604220511 Forwards request for addl info re fast neutron fluence used in derivation of 
PTS ref temp. Encl describes specifics of info needed.lnfo requested within 45 days of 
Itr receipt. 

TAM.P.S. PWR Project Directorate 2. 86/04/16. CAREY, J.J. Duquesne Light Co. 4pp. 
35666:359-35666:362. 

8702030422 Responds to 861211 request for addl info re use of ASME Code Case N- 
41 1 .Proposed draft rev to FSAR, incorporating use of damping values in Code Case N- 
41 l.subj to 14 conditions, encl. . , _ . 

SIEBER,J.D Duquesne Light Co. 87/01/28. Document Control Branch (Document 
Control Desk). 6pp. 39478:326-39478:331. 

8702050387 Remits fee for 870115 Tech Spec Change Request 134. 

SOVICK.G.S. Duquesne Light Co. 87/01/29. Document Control Branch (Document 
Control Desk). Ip. 39522:112-39522:112. 

8702200021 Forwards application for amend to License DPR-66, consisting of Rev 1 to 
OL Change Request 126, revising Tech Specs by moving requirements applicable 
during movement of irradiated fuel to refueling section, 

SIEBER.J.D. Duquesne Light Co. 87/02/03. Document Control Branch (Document 
Control Desk). 2pp. 39695:317-39695:327. 

-8702200026 Application for amend to License DPR-66,consisting of Rev 1 to OL 
Change Request 126, revising Tech Specs by moving requirements applicable when 
moving irradiated fuel to refueling section. 

SIEBER.J.D. Duquesne Light Co. 87/02/03. Ip. 39695:319-39695:319. 

-8702200207 Proposed Tech Specs moving requirements applicable when moving irra- 
diated fuel to refueling section. 

* Duquesne Light Co. 87/02/03. 8pp. 39695:320-39695:327. 

8702180123 Forwards Amend 107 to License DPR-66 & safety evaluation. Amend 
changes Tech Specs to add requirements for independent testing of reactor tnp 
breaker, undervoltage & shunt trip attachments & bypass breakers. , . . . - 

TAM P.S. PWR Project Directorate 2. 87/02/04. SIEBER.J.D. Duquesne Light Co. 
2pp. 39673:197-39673:214. 

-8702180143 Amend 107 to License DPR-66, changing Tech Specs to Jtjd require- 
ments for independent testing of reactor tnp breaker.undervoltage & shunt tnp attach- 

R UB E NSTE-I N?L. S^PWR Project Directorate 2. 87/02/04, 13pp. 39673:199- 
39673:210. 

-8702180140 Safety evaluation supporting Amend 107 ^ Ucense DPR-W- 

* Office of Nuclear Reactor Regulation, Director (post 851125), 87/02/04. 2pp. 
39673:211-39673:214. 

8702180567 Forwards addl info re plans for mod of control room emergency^habitalWity 
sys (CREHS) & control room pressure envelope.Planned mods will increase capacity 
of CREHS.add control room ventilation monitors & remove , rVvs(m ~ nt 

SIEBER J D Duquesne Light Co. 87/02/09, Document Control Branch (Document 
Control Desk). 2pp. 39668:162-39668:204. 

“8702100574 Rev 1 to "Control Room Emergency ^3inh?r^ n ‘r^P & fi?r R01 85/04/ 
NASSS.A MANTINE.F.J.. PULlING.W.T Duquesne Light Co, DCP 611 HOI. K>/U4/ 

02. 12pp. 39668:164-39668:175. 
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-8702180579 Rev 0 to "Control Room Ventilation Radiation Monitors." 

FREDERICK.K.J., NASS,S.A., KURTZ.E.F. Duquesne Light Co. OCR 711 R00. 86/05/ 
29. 10pp. 39668:176-39668:185. 

-8702180591 Rev 0 to "Remove Wall Separating Beaver Valley Power Station 1/2 
Control Rooms." 

ETZEL.F.W., NASS.S.A., MCGHEE, T.M. Duquesne Light Co. DCP 766 R00. 86/10/31 
19pp. 39668:186-39668:204. 

8702200005 Describes plans to remove temporary wall separating Unit 1 & 2 control 
room areas.Wall installed to operate Unit 1 prior to Unit 2 completion.Operation of 
Unit 1 control room during removal requested. W/10 oversize figures & rev to Tech 
Specs. 

SIEBER.J.D. Duquesne Light Co. 87/02/10. Document Control Branch (Document 
Control Desk). 54pp. 39696:172-39696:216. 

8702200010 Forwards application for amend to License DPR-66,consisting of OL 
Change Request 124, revising Tech Specs re radiation monitoring instrumentation set- 
points in Table 3.3-6. 

SIEBER.J.D. Duquesne Light Co. 87/02/10. Document Control Branch (Document 
Control Desk). 2pp. 39693:339-39693:349. 

-8702200016 Application for amend to License DPR-66,consisting of OL Change Re- 
quest 124,revising Tech Specs re radiation monitoring instrumentation setpoints & me- 
teorological monitoring instrumentation. 

* Duquesne Light Co. 87/02/10. Ip. 39693:341-39693:341. 

-8702200179 Proposed Tech Specs revising radiation monitoring instrumentation set- 
points in Table 3.3-6 & meteorological monitoring instrumentation in Table 3.3-8 to in- 
clude both primary & redundant instruments. 

* Duquesne Light Co. 87/02/10. 8pp. 39693:342-39693:349. 

8702200071 Forwards application fee for Amend 124 to License DPR-66. 

SOVICK.G.S. Duquesne Light Co. 87/02/10. License Fee Management Branch (Post 
861123). ip. 39694:191-39694:191. 


8702250518 Forwards application for amend to License DPR-66.Amend incorporates re- 
vised RCS heatup & cooldown limit curves to reflect new curves qeneratecf in WCAP- 
10867. Fee paid. 

SIEBER.J.D. Duquesne Light Co. 87/02/11. Document Control Branch (Document 
Control Desk). Ip. 39735:083-39735:091. 

-8702250525 Application for amend n *p nDp.cc — V i c — j rqs 

heatup & cooldown limit curves to ■ , a . ".i i n ■' 

SIEBER.J.D. Duquesne Light Co. 8 ' : - ■ * ■ ; ■ 1 : m, 

-8702250528 Proposed Tech Specs.incorporating revised RCS heatup & cooldown limit 
curves to reflect new curves generated in WCAP-10867. 

* Duquesne Light Co. 87/02/11. 7pp. 39735:085-39735:091. 

87022 6 0189 Forwards addl info re SPDS.per NRC 860409 requestNew 7300 series iso- 

cS) afSled in WCAM892-A PDS m ° d taS ' 9d by SUpPfor < Westin 9 h01iSe El “ tric 

D ~ Co " lral 


8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.List of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs end. 

^ ■ ^ rr ’ ! ^ store Assessment Staff (post 851125). 87/02/06. 

, ■; ■ Y ,,: , ■■ Reactor Regulation, Director (post 851125). 24pp. 


8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

01 Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers.GE Type AKF-2-25." Svc list end. 

of Emergency Preparedness & Engineering Response {Post 
SS21 0 ?* _ 87/02/13 - Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691 *265. 


87 S?£i°;??. 3 «r? up jS - 1 . t0 ,E ,nfo Notice 86-106, “Feedwater Line Break." Svc list end. 

of Emergency Preparedness &. Engineering Response (Post 
?2S2? 3 Joa 87/02/13, Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


R. Periodic operating reports & related correspondence 


87 ££?f51 4 i NPDES discharge monitoring rept for Dec 1986.W/870127 itr. 

DRUGA.RJ. Duquesne Light Co. 86/12/31. VARGA, S. Office of Nuclear Reactor 
Regulation, Director (post 851125). 21pp. 39501:191-39501:211 


8702240023 Submits annual rap* nf * p 

pressurizer safety a ; , ■ ... .-.l uj. 
SIEBER.J.D. Duqt' ;■ • .. "■ ■. ;■ 

Control Desk). 2pp. 39701:001-39701:002. 


rT<:rjrizer PORVs. No challenges to 
1103 re PORVs discussed. 

' :: : . ■" ont Control Branch (Document 


S. Reportable occurrences, LERs & related correspondence 

8702090068 LER 87-001-00;on 8701 1 1 .turbine trip occurred due to low auto stop oil 
pressure.Caused by personnel error.Operators counseled & surveillance procedure will 
be revised to provide addl guidance.W/870129 Itr. 

DRUGA.RJ., LACE Y.W.S. Duquesne Light Co. 87/01/29. 7pp. 39548:336-39548:342. 
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Q. Inspection reports, IE Bulletins & correspondence 

82842 ™i 18,E 1 c°J1? lic ? 82 *? 6 ' “Respirator Users Warning for Certain 5 Minute Emer- 
y : ‘ ■ - r ~ ' Breathing Apparatus." W/o svc list. 

V 1 ! - ' - ■ ■ : section & Enforcement, Director (Post 820201). 82/09/ 

>- : ' 1 ' "1 : i ' i : ■ • ■ of New York, Inc. 3pp. 39525:230-39525:232. 

87 A 2 nt^Hin£ l 1 r/ eq M St for re allegations, investigations, fines, convictions 

fed “sWowing SS£ ^ ° P8ra, ° fS °< ,iS,ed ,aCiLs char 9 8d 

Cal1, Allen,0wn ’ PA - B7/01/0S - omce of Administration. Ip. 

87 Fuer Svc lltenc| N ° liCS 87 ' 004, " Diesel Generator Fails Test Because of Degraded 

S^i7/'o^| i0 !LnL^! a . r8 fS!- Pre R? recln ess & Engineering Response (Post 
39446l48 87/01/16 ' ConsoJida,ed Edison Co. of New York, Inc. 110pp. 39446:138- 

87 2 12 ? < ! 08 ? _ IEInfo r Noti f e 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
P ;;Ti; t :'y ■ ■ j. r ; '■■■"» Loss of Siphon." Svc list end. y 

. v pre P aredn ® ss & Engineering Response (Post 

-f.-" .ii" '' 'Onsolidated Edison Co. of New York, Inc. 107pp 39525:233- 

87 ,« 53 IE ,nf ° N ° tice 87 * 005 - "^is wiring in Westinghouse Rod Control Sys." Svc 

83^^3l^ , 8^/02^i' O ^nnc^t^Sa[f^ n c^^• pr0 P are d n ess & Engineering Response (Post 
39469-250 87 ^ O2/O2 ‘ Consolldaled Edison Co. of New York, Inc. 97pp. 39469:1 62- 

^ Onsite Dewatering/ Solidification Operations 

i'ti'sr ■' ti ■..nc/SHa» l E? n ci Pfe Pa rednes s & Engineering Response (Post 

J tS-.p :i ■ nsolidated Edison Co. of New York, Inc. 108pp P 39548:212- 

* 7 er«”!" Svl fet°enc| tiCe 87 '° 08 ’ " Degradad Molor Leads h Limitorque DC Motor Op. 
87 Sn"' E Sw d sTen C d. 87 ' 009 ' " EmW9ency Diesel Operator Room Cooling Design 


F. Security, medical, emergency & fire protection plans 

8612160350 Forwards description of Rev 11 to security plan re addition of App C, 
_J®mP°r ar y Alterations to Protected Area Perimeter Barrier." Rev 12 submitted on 
pages chan 9 0d by Rev 11. Enel withheld (ref 10CFR73.21). 
WOODY.C.O. Florida Power & Light Co. 86/12/11. GRACE, J.N. Region 2, Office of 
Director. Ip. 39011:291-39011:291. 

,,Radi olo 9 <cal Emergency Plan for St Lucie Plant." W/870205 Itr. 
WOODY.C.O. Flonda Power & Light Co. 87/01/05. 225pp. 39558:098-39558:312. 

8702030244 Advises that 861211 Rev 11 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. 

REYES, L.A. Region 2, Office of Director. 87/01/21. WOODY.C.O. Florida Power & 
Light Co. 3pp. 39478:31 9-39478:321 . 

fl7 S?1°p215 Forwards Insp Repts 50-335/86-27 & 50-389/86-26 on 861216- 
8701 12.No violations or deviations noted. 

ySv R o L 4' D M orS^ i0 ^?’ 0ffice of Director - 87/01/26. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39571 :282-39571 :288. 

—8702100221 Insp Repts 50-335/86-27 & 50-389/86-26 on 861216-8701 12.No viola- 
tions or deviations noted.Major areas inspectedronsite activities for Tech Spec 
securit y procedures & QA practices. 

395 L 7 E V2 J A-3957V288 B,H ' E, ‘ WllS0N,B - Re 9 ion 2 - of Director. 87/01/26. 5pp. 

8702050272 Responds to 861201 request for addl info addressing "special circum- 
stance requirements of 10CFR50.12,in support of requests for 

exemptions.Engineering & installation of listed items would result in expenditure of re- 
sources. r 

WOODY.C.O. Honda Power & Light Co. 87/01/30. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39519:117-39519:118. 

F ® rwards Partial Amend 5 to updated FSAR, revising Section 9.5.1 & adding 
APP 9- 5 Are fire protection program, per Generic Ltr 86-1 0. 

£2* r? 0 ?? 8 , J L *9 ht Co- 87/02/04. Document Control Branch (Docu- 
ment Control Desk). Ip. 39567:001-39568:143. 

~®/2? 1 ?? 288 partial Amend 5 to updated FSAR for St Lucie Unit 1. 

Flonda Power & Light Co, 87/02/04. 750pp. 39567:002-39568:143. 

87 R?lw 27 neSS'c 0cl Emer 9 0nc y fan Implementing Procedure 1301, "Emergency 
r c«?7 s, Sil^^ n Sy Organization.” W/870205 Itr. y y 

39572 : 0?8 Jm W00D ^ C 0 - F,orida Power & u 9 ht Co. 87/02/05. 18pp. 39572:001- 
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K. Utility Final Safety Analysis Report (FSAR) & amends 

8702100263 Forwards partial Amend 5 to updated FSAR, revising Section 9.5.1 A adding 
App 9.5A re it* 3- r*;"’: - r»" G" -::‘c Ltr 86-10. 

WOODY.C.O ; ;■ ,v — ■„ ■ 2/04, Document Control Branch (Docu- 
ment Control Civn, ' ‘ “ ■ 1 * I 

-8702100268 Partial Amend 5 to updated FSAR for St Lucie Unit 1. 

* Florida Power & Light Co. 87/02/04. 750pp. 39567:002-39568:143. 


P. Operating license stage documents & correspondence 

8702030106 Extends invitation to participate in 870218 incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/16. WOODY ,C.O. Florida Power A 
Light Co. 3pp. 39482:356-39482:358. 

8702020181 Discusses containment integrated leak rate testing.To date, util has con- 
ducted only 24 h duration integrated leak rate tests (ILRT),but may elect to conduct 
reduced duration ILRTs to satisfy Tech Spec for Type A leak rate testing. 

WOODY, C.O. Florida Power A Light Co. 87/01 /23. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39451:358-39451:359. 

8702050441 Forwards response to 861125 request for addl info re reanalysis of reactor 
coolant pump seized rotor & loss of nonemergency ac power.Seized rotor causes 
asymmetric primary flow through steam generators. 

WOODY, C.O. Florida Power & Light Co. 87/01/29. Document Control Branch (Docu- 
ment Control Desk). 14pp. 39514:312-39514:325. 

8702130267 Forwards request for addl info needed to continue review of 860228 sub- 
mittal re extension of OL date.Response requested within 30 days of ltr date to main- 
t a j n | , 0yj0yy schedule 

TOURIGNY.E.G. PWR Project Directorate 8. 87/02/04. WOODY, C.O. Florida Power & 
Light Co. 3pp. 39643:300-39643:302. 

8702130281 Forward” ,'■*.? ” .llcvro rrrr<*- implementation of ASME Code 

Case N-411, "Alter i : ! ‘.ft- :: • j: . ;> jch t. -vs:: Spectra Analysis of Class 1,2 

A 3 Piping.Section ■ V .■ :.:-i r.r s ■■ r*..i 1.84. 

RUBENSTEIN.L.S. ' : .M ! L ’.■■■vn < • ' h- WOODY, C.O. Florida Power 

A Light Co. 5pp. 39643:303-39643:307. 

8702100438 Clarifies apparent deficiency perceived by ASLB in 870116 order re GDC 5 
concerning spent fuel transfer.GDC 5 assures that accident at one unit will not signifi- 
cantly impair ability of structure to perform function for other units. 

WOODY, C.O, Florida Power A Light Co. 87/02/06. Document Control Branch (Docu- 
ment Control Desk). 3pp. 39577:358-39577:360. 

8702180096 Forwards addl info for 860702 application for amend to License NPF-16 re 
spent fuel storage, per 861210 request. Shipping cask Models NAC-1 & NLI-1/2 only 
casks that meet 25 ton Tech Spec limit for Unit 1 cask crane. 

WOODY, C.O. Florida Power A Light Co. 87/02/09. Document Control Branch (Docu- 
ment Control Desk). 11pp. 39662:020-39662:030. 

8702250326 Forwards notice of consideration of issuance of amend to OL & opportunity 
for prior hearing, for T: RC-?'/ n::V , r.nf , -r for amend to License DpR-67, in- 
creasing steam gen‘ ,, 'v:" vuo :o w/listed exceptions. 

THADANI.A.C. PWP = ; :S r. -i ' WOODY, C.O. Florida Power A 

Light Co. 3pp. 39743:126-39743:132. 

-8702250331 Notice of consideration of issuance of amend to License DPR-67 & op- 
portunity for hearing on 861212 request re increase in steam generator tube plugging 
limit to 54% for all regions w/exception of listed locations, 

THADANl.A.C. PWR Project Directorate 8. 87/02/09. 4pp. 39743:129-39743:132. 

8702180721 Forwards request for addl info on 831108 & 861002 submittals re Generic 
Ltr 83-28, Items 2.1 & 2.2, concerning equipment classification reactor trip sys compo- 
nents & safety-related components, respectively, Response requested within 60 days. 
TOURIGNY.E.G. PWR Project Directorate 8. 87/02/10. WOODY, C.O. Florida Power & 
Light Co. 4pp. 39675:265-39675:268. 

8702190045 Forwards safety evaluation of matl properties of reactor vessel beltllne 
matls, projected fluences at inner surface of reactor vessel & calculated RT(PTS) at 
expiration date of iicenses.ltems acceptable.Updated assessment requested. 
TOURIGNY.E.G. PWR Project Directorate 8. 87/02/10. WOODY.C.O. Florida Power A 
Light Co. 3pp. 39691:134-39691:144, 

-8702190054 Safety evaluation re projected values on matl properties for fracture 
toughness requirements for protection against PTS events.Values acceptable. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/10, 4pp. 
39691:137-39691:140, 

-8702190059 Safety evaluation re projected values on matl properties for fracture 
toughness requirements for protection against PTS events.Values acceptable. 

■ Office of Nuclear Reactor Regulation. Director (post 851125). 87/02/10. 4pp. 
39691:141-39691:144. 

8702180166 Discusses util 861212 proposal to raise steam generator tube plug limit to 
54%.Applfcation proposed to allow opportunity for prior hearing. Proposal appears to 
significantly reduce margin of safety. Review continuing. 

TOURIGNY.E.G. PWR Project Directorate 8. 87/02/11. PWR Project Directorate 8. 
Ip. 39673:282-39673:282. 

8702240311 Advises that util & C-E Owners Group will submit all info required by Ge- 
neric Ltr 86-06 by 870630. 

WOODY.C.O. Florida Power & Light Co. 87/02/12. Document Control Branch (Docu- 
ment Control Desk). Ip. 39718:357-39718:357. 

6702250129 Forwards draft safety evaluation re station blackout.Draft highlights several 
issues which must be resolved prior to issuance of final safety evaluation.Response 
requested within 60 days of ltr receipt. 

TOURIGNY.E.G. PWR Project Directorate 8. 87/02/13. WOODY.C.O. Florida Power & 
Light Co. 4pp. 39743:100-39743:107. 

-8702250140 Draft safety evaluation re station blackout. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/13. 4pp. 
39743:104-39743:107. 


8702250373 Forwards safety evaluation & EGG-NTA-7463, "Reactor Trip Sys Reliabil- 
ity...," supporting response to Generic Ltr 83-28,ltem 4.5.2 re periodic on-line testing 
of reactor trip sys.Plant designed to permit on-line testing. 

SEARS, P.M. PWR Project Directorate 8. 87/02/14. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 39744:001-39744:003, 

-8702170161 "Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, Arkansas Nuclear One Unit 2,Calvert Cliffs Units 1 & 2,Fort Calhoun, Maine 
Yankee.Millstone Unit 2, Palisades, Palo Verde Units...," technical evaluation rept. 
FARMER, F.G. EG AG Idaho, Inc. (subs, of EG AG, Inc.). FIN D-6002. EGG-NTA-7463. 
87/01/09. NRC - No Detailed Affiliation Given. 14pp. 39744:004-39744:017. 

8702270431 Forwards Amend 77 to License DPR-67 & safety evaluation. Amend towers 
max allowable power level for linear heat rate monitoring using excore detector sys 
from 88% to 85% when peripheral axial shape index between 0.02 & 0.08. 
TOURIGNY.E.G. PWR Project Directorate 8. 87/02/19. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39789:257-39789:264. 

-8702270436 Amend 67 to License DPR-77 .lowering max allowable power level for 
linear heat rate monitoring using excore detector sys from 88% to 85% when periph- 
eral axial shape index between 0.02 & 0.08. 

THADANl.A.C. PWR Project Directorate 8. 87/02/19. 5pp. 39789:259-39789:262. 

-8702270440 Safety evaluation supporting Amend 67 to License DPR-77. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/19. 2pp, 
39789:263-39789:264. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g encv Escape Self-Contained Breathing Apparatus.” W/o svc list. 
iEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 

02. Consolidated Edison Co, of New York, Inc. 3pp. 39525:230-39525:232. 

8702100052 Discusses confirmatory measurement results suppl to Insp Repls 50-335/ 
84-42 & S0-389/84-34.Comparative results for H-3,Sr-90 8 Fe-55 analyses in 
agreement.Results for Sr-89 analysis could not be compared due to min detection 
level. 

VERRELU.D.M. Region 2, Office of Director. 87/01/13. WOODY.C.O. Florida Power A 
Light Co. 2pp. 39570:001-39570:002. 

8701140224 IE Info Notice 87-004, "Diesel Generator Falls Test Because of Degraded 
Fuel." Svc list end, 

JORDAN, E,L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020568 Ack receipt of 861229 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-335/86-21 & 50-389/86-20. Violation re 10CFR50.59 annual 
■■i.i.-cru-fs f:;r :V"7; ■ & 860327 FSAR updates withdrawn. 

-r ‘i s* A IUk.c - I ? director. 87/01/20. WOODY.C.O. Florida Power & 

I ij'i v;? p 

8702100215 Forwards Insp Repts 50-335/86-27 A 50-389/86-26 on 861216- 
870112.No violations or deviations noted. 

VERRELU.D.M. Region 2, Office of Director. 87/01 /26. WOODY.C.O, Florida Power A * 
Light Co. 2pp. 39571:282-39571:288. 

-8702100221 insp Repts 50-335/86-27 A 50-389/06-26 on 861216-B70112.No viola- 
tions or deviations noted, Major areas inspected:onsite activities for Tech Spec 
compliance, operator performance, site security procedures A QA practices, 
CRLENJAK.R.V., BIBB.H.E., WILSON, B. Region 2, Office of Director. 07/01/26, 5pp. 
39571:284-39571:288. 

8702190584 Forwards info re contractor employee concerns of alleged poor procedure 
for welder certification A discriminatory release from plant, documented In Insp Repts 
50-335/86-25 A 50-389/86-24.Statement withheld (ref 10CFR2.790). 

VERRELU.D.M. Region 2, Office of Director. 87/01/27. WOODY.C.O. Florida Power A 
Light Co. 2pp. 39685:157-39685:158. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness A Engineering Response (Post 
630103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:330. 

8701220053 IE Info Notice 87-005, "Miswiring in Westlnghouse Rod Control Sys.” Svc 
list end, 

JORDAN, E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp, 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 87/02/04, Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39576:138. 

8702080413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.EL, Division of Emergency Preparedness A Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702130295 Final response to FOIA request for Ends 1 A 2 to NRC memo facility 
SALP.Forwards App A document. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/06. GRABER.L. LN Technol- 
ogies Corp. (formerly NUS Corp.). 2pp, 39644:1 38-39644:149. 
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-8702130305 SALP repts for periods Way 1979 - Apr 1980 & Sept 1979 - Aug 1980. 
* Region 2, Office of Director. 80/10/09. 9pp. 39644:140-39644:149. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list and. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, fnc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metai Clad Circuit 
Breakers.GE Type AKF-2-25." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater line Break." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702260115 Forwards Exam Rept 50-335/OL-86-02 on 861117 & util 861203 com- 
ments on exam. 

VERRELLI.D.M. Region 2, Office of Director. 87/02/17. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39750:274-39751:092. 

-8702260127 Exam Rept 50-335/01-86-02 on 861117.Exam results:all candidates 
passed oral & written exams & one senior reactor operator passed written reexam. 
DEAN,W.M„ MUNRO.J.F. Region 2, Office of Director. 87/02/06. 150pp. 39750:276- 
39751:084. 

-8702260144 Forwards comments on exam administered on 861 11 7. Attachment suppls 
& replaces comments provided at 861120 exam exit meeting & contained in util 
861121 Itr. 

WOODY.C.O. Florida Power & Light Co. 86/12/03. MUNRO.J.F. Region 2, Office of 
Director. 8pp. 39751 :085-39751 :092. 


R. Periodic operating reports & related correspondence 

8702020219 Forwards quarterly turtle activities rept for Oct-Dec 1986. 

WOODY.C.O. Florida Power & Light Co. 87/01/27. Document Control Branch (Docu- 
ment Control Desk). Ip. 39469:100-39469:105. 

-8702020224 Quarterly turtle activities rept for Oct-Dec 1986. 

MARTIN.R.E. Applied Biology, Inc. 86/01/05. HUFF.J.A. Florida, State of. 5pp. 
39469:101-39469:105. 

8702260387 Monthly operating repts for Jan 1987.W/870217 Itr. 

GRANT.N.W., WOODY.C.O. Florida Power & Light Co. 87/01/31. 19pp. 39756:122- 
39756:140. 


S. Reportable occurrences, LERs & related correspondence 

8702180255 Special repton 8701 03, city water storage tank 1A declared inoperable for 
more than 7-day limit allowed by Tech Specs to perform necessary maintCaused by 
corrosion pitting on interior shell of tank due to deterioration of paint sys. 

WOODY.C.O. Florida Power & Light Co. 87/02/09. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39666:115-39666:116. 

8702250466 Part 21 rept listing plants furnished w/penetration assemblies & noting 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J.C. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 


V. Operator Examinations 


8702050383 Suppls 861010 Itr re implementation of read & sign training program for site 
access for NRC inspectors. NRC training for individuals w/L & Q security clearances 
identical. 

MROCZKA.EJ. Connecticut Yankee Atomic Power Co. 87/01/27. Document Control 
Branch (Document Control Desk). 2pp. 39522:113-39522:114. 

8702090062 Forwards Insp Repts 50-245/86-26,50-336/86-32 & 50-423/86-38 on 
86121 1-12 & notice of violation. 

MARTIN, T.T. Region 1, Office of Director. 87/01/30. MROCZKA.E.J. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 3pp. 39549:158-39549:164. 

-8702090071 Partially withhefd notice of violation from insps on 861211-12 (ref 
10CFR73.21). 

* Region 1, Office of Director. 87/01/30. Ip. 39549:161-39549:161. 

-8702090081 Partially withheld Physical Security Insps Repts 50-245/86-26,50-336/86- 
32 & 50-423/86-38 on 861211-12 (ref 10CFR73.21). Violation noted:protected area 
barrier degraded for more than 46 h & no compensatory measures implemented. 
SMITH.G.C. Region 1, Office of Director. 87/01/30. 3pp. 39549:162-39549:164. 

8702270355 Revised emergency plan implementing procedures.including Rev 9 to EPIP 
4602, "Communications Telephone Test" & Rev 6 to EPIP 4610, “Communications - 
Radiopaging & Callback Recorder Monthly Drill." W/870217 Itr. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.EJ. Northeast Utilities. 87/02/17. 40pp. 39793:138-39793:177. 

8702260151 Discusses implementation status of App R mods required by current App R 
fire protection analysis.A!l_nonoutage mods completed & remaining mods to be com- 
pleted prior to end of "“‘"tT* ■ : . . ! age. 

MROCZKA.EJ, Nortl ' : Co. (subs, of Northeast Utilities). 

MROCZKA.EJ. North ■! ■ ■■ Document Control Branch (Document 

Control Desk). Ip. 39752:358-39752:358. 


H. General correspondence 

8702180546 Advises that all correspondence to utils should be addressed to EJ 
Mroczka to assure that all appropriate personnel receive NRC correspondence & that 
all necessary actions properly & promptly taken. 

MROCZKA, E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Util- 
ities. 87/02/10. Document Control Branch (Document Control Desk). 2pp. 39676:288- 
39676:289. 


P. Operating license stage documents & correspondence 


8702130211 Forwards Amend 115 to License DPR-65 & safety evaluation. Amend de- 
letes requirement that outside predetermined primary coolant activity limits not exceed 
10% of total yearly operating time. 

JAFFE.D.H. PWR Project Directorate 8. 87/02/03. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 39644:044-39644:059. 

-8702130217 Amend 115 to License DPR-65,deleting Tech Spec 3.4.8 "Specific Activi- 
ty," re outside predetermined primary coolant activity limits. 

THADANI.A.C. PWR Project Directorate 8. 87/02/03. 11pp. 39644:046-39644:056. 

-8702130224 Safety evaluation supporting Amend 115 to License DPR-65. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/03. 3pp, 
39644:057-39644:059. 

8702170717 Application for amend to License DPR-65, authorizing Tech Spec change re 
CRD mechanism operability *“ r-'-c.-* ~ ~ r: / w/safety analysis.Fee paid. 
MROCZKA.E.J. Northeast : : ■ ■ ■ \ :: •. (subs, of Northeast Utilities). 

MROCZKA.EJ. Northeast , : . ' "V ’ : ;ument Control Branch (Document 

Control Desk). 3pp. 39654:297-39654:307. 

-8702170723 Proposed Tech Specs.correcting inconsistency w/safety analysis re CRD 
mechanism operability. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/02/06. 8pp. 
39654:300-39654:307. 
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—8702170161 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, Arkansas Nuclear One Unit 2,Calvert Cliffs Units 1 & 2,Fort Calhoun, Maine 
Yankee.Millstone Unit 2, Palisades, Palo Verde Units...,” technical evaluation rept. 
FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7463. 
87/01/09. NRC - No Detailed Affiliation Given. 14pp. 39744:004-39744:017. 


-8702270153 Exam Rept 50-336/86-22OL on 86121 S.Exam result$:one reactor opera- 
tor candidate & one senior reactor operator candidate passed operating exam.BOtn 
issued licenses. 

COE,D„ KELLER.R., COLLINS,S.J. Region 1, Office of Director. 87/02/04. 3pp. 
39771:212-39771:214. 


Q. inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8612110002 Forwards corrected SALP Repts 50-245/85-98 & 50-336/85-98 for Mar 
1 985 - May 1 986.Util comments re refueling & outage mgt area valid.Category 1 rating 

MU^LEY.T.E. Region 1, Office of Director. 86/12/04. OPEKA,J.F. Northeast Nuclear 
Energy Co, (subs, of Northeast Utilities). 2pp. 39024:115-39024:270. 

-8612110006 SALP Rept 50-336/85-98 for Mar 1985 - May 1986. 

* Region 1, Office of Director. 86/12/04. 50pp. 39024:221-39024:270. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020253 Forwards Safety Insp 50-336/86-31 on 861 208-1 7.No violations noted. 
EBNETER.S.D. Region 1, Office of Director. 87/01/21. MROCZKA,E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 39450:136-39450:145. 

-8702020266 Insp Rept 50-336/86-31 on 861 208-1 7.No violations noted. Major areas 
inspected:startup physics testing following Cycle 8 refueling, including test 
program.precritical tests & low power physics tests. 

WEN.P.a, PETRONE.C. Region 1, Office of Director. 87/01/15. 8pp. 39450:138- 
39450:145. 

8702050383 Suppls 861010 ltr re implementation of read & sign training program for site 
access for NRC inspectors.NRC training for individuals w/L & Q security clearances 
identical. 

MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities, 87/ 
01/27. Document Control Branch (Document Control Desk). 2pp. 39522:113- 
39522:114. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon," Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702090062 Forwards Insp Repts 50-245/86-26,50-336/86-32 & 50-423/86-38 on 
861211-12 & notice of violation. 

MARTIN, T.T. Region 1, Office of Director. 87/01/30. MROCZKA,E.J. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities), 3pp. 39549:158-39549:164. 

-8702090071 Partially withheld notice of violation from insps on 861211-12 (ref 
10CFR73.21), 

* Region 1, Office of Director. 87/01/30. Ip. 39549:161-39549:161. 


8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list encl. . 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response {Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, "Encl of Vital Equipment Within Designated Vital 
Areas.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers.GE Type AKF-2-25.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break.” Svc list encl. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702240484 Forwards Insp Repts 50-245/86-22 & 50-336/86-23 on 8611 04-8701 05.No 
violation noted.Operating reactor trips & normal ac power losses involved inadequa- 
cies in performance of electrical work. 

WENZINGER.E.C. Region 1, Office of Director. 87/02/13. MROCZKA.EJ. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 39721:232-39721:251, 

-8702240498 Insp Repts 50-245/86-22 & 50-336/86-23 on 861 1 04-8701 05.No violation 
or deviation noted.Major areas inspected:plant operations, outage activities, surveillance 
testing.periodic repts A maint. 

MCCABE, E.C. Region 1, Office of Director. 87/02/13. 18pp. 39721:234-39721:251. 

8702260531 Updates 860821 response to violations noted in Insp Repts 50-245/86-06 
& 50-336/86-06.Corrective actions;development of radwaste training program continu- 
ing & radwaste procedures approved. 

MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 87/02/17. Document Control Branch (Document 
Control Desk). 4pp. 39756:191-39756:194. 


R. Periodic operating reports & related correspondence 


8702190034 Monthly operating rept for Jan 1987.W/870213 ltr. 

GIBSONJ., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 87/01/31. 7pp. 39680:218-39680:224. 


S. Reportable occurrences, EJERs & related correspondence 


-8702090081 Partially withheld Physical Security Insps Repts 50-245/86-26,50-336/86- 
32 & 50-423/86-38 on 861211-12 (ref 10CFR73.21).VIolation noted:protected area 
iTt *:r -cm than 46 h & no compensatory measures implemented, 

■<" :s " :1 . Region 1, Office of Director. 87/01/30. 3pp, 39549:162- 

"t 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 87/02/02, Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8702110339 Forwards Safety Insp Rept 50-336/86-27 on 861 209-1 2.No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 87/02/02. OPEKAJ.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 39588:346-39588:359. 

-8702110344 Insp Rept 50-336/86-27 on 861 209-1 2.No violation noted.Major areas 
inspected:licensee response & subsequent analysis & mods of masonry walls per IE 
Bulletin 80-1 1 re masonry wall design, 

•’A ■•“5 . A A Region 1, Office of Director, 87/01/12. 12pp. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list and. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318, 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 


8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor dnve mode.Two possible solutions noted. 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702030346 LER 86-022-0G:on 861 223, reactor tripped due to low water level in steam 
generator 1. Caused by improperly installed bus voltage potential transformer 
drawer. Drawer & cover realigned & reinstalled squarely w/bolts.W/870121 ltr. 
KOMOSKY.G.E., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 87/01/21. 4pp. 39480:054-39480:057. 

8702030427 LER 86-021 -O0:on 861 231 .broken springs found in two of eight Valcor sole- 
noid operated valves.Caused by hydrogen embrittlement as discussed in Valcor Part 
21 notification & IE Info Notice 86-072.Springs replaced. W/B70 126 ltr. 

MCNATT.E.M., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 87/01/26. 3pp. 39481:150-39481:152. 

8702030405 PNO-l-87-007:on 870129,licensee began normal shutdown of facility to 
repair leak in steam generator SG-I.Leak caused by tube defect.Plant will remain shut 
down for 17 to 18 days.State of CT informed, 

REBELOWSKI.T., MCCABE, E, Region 1, Office of Director. 87/01/30. Ip. 39490:274- 
39490:274. 


8702040114 LER 87-001 -00:on 861 222, intermittent fire alarms received from heat de- 
tectors above reactor coolant pump 5.Caused by heat detector failure.Fsutty detector 
will be replaced. W/ 870130 ltr. 

STADNICK.S.L, SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E, Northeast Utilities. 87/01/30. 4pp. 39497:326-39497:329, 


8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 


8702040125 LER 87-002-00:on 8701 02, reactor tripped on low steam generator 
level.Caused by failure of steam generator 2 feedwater regulatinc valve. Valve 
repaired, W/870130 ltr. 

BERGIN.J.M., KELLEY JJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
KELLEY, J .J. Northeast Utilities. 87/01 /30. 5pp. 39497:338-39497:342. 


8702270143 Forwards Exam Rept 50-336/86-22OL of exam administered on 861215 & 
Requalification Program Insp Rept 50-336/86-22OL on 861216.W/0 requalification 
program insp rept. 

WENZINGER.E.C. Region 1, Office of Director. 87/02/09. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 39771:210-39771:214, 


8702100355 LER 86-003-01 :o‘- 86051 6,evaluation of fire dampers revealed 20 dampers 
either improperly installed or improperly rated for fire zone.Fire dampers either re- 
placed or modified. Plant design change request revised. W/870203 ltr 
FOSTER, E.R., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 87/02/03. 3pp. 39574:282-39574:284. 
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V. Operator E&amlnatkms 

8702270143 Forwards Exam Rapt 50-336/8S-22OL of exam administered on 861215 & 
Requalification Program Insp Rept 50-336/86-22OL on 861216.W/o requalification 
program insp rept. 

WENZINGER.E.C. Region 1, Office of Director, 87/02/09. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 39771:210-39771:214. 

-8702270153 Exam Rept 50-336/86-2201 on 86121 S.Exam results:one reactor opera- 
tor candidate & one senior reactor operator candidate passed operating exam.Both 

COE.D., KELLER.R., COLLINS, S.J. Region 1, Office of Director. 87/02/04. 3pp. 
39771:212-39771:214. 


DOCKET 50-338 NORTH ANNA POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8612150217 Forwards Rev 18 to security program in response to various amends to 
10CFR50 & 73 re physical protection of nuclear plants & searches of individuals at 
plants.respectively.Rev withheld {ref 10CFR73.21),Fee paid. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 86/12/11. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 
38990:135-38990:136. 

8612230397 Forwards Rev 18 *'«ci:' i !y r r oq r fim D ev w*thheld (ref 10CFR73.21). 

STEWART, W.L. Virginia Pow ■ . i.'.—c A "cwor Co.). 86/12/11. GRACE, J.N. 
Region 2, Office of Director. .'V;: ■ '■< ' ' ii. : IS"? i"'- : 

8701160111 Forwards response to NRC rr-p*? |* r /■ h**;. \" -..iVl '-sr “Vpts 50- 

338/86-29 & 50-339/86-29 on 861117-.: * ■■ :■ : ! IT: ■: . 

STEWART, W.L. Virginia Power (Virgin.* ■ ii : » : :>v : I'- Record 

Services Branch (Document Control De -1 LH. * ' 

8702090317 Forwards FEMA final rept for emergency exercise on B60618,No deficien- 
cies noted.However.41 items require corrective actions & 12 areas recommended for 
improvement. 

BROWNLEE, V.L. Region 2, Office of Director. 87/01/09. STEWART, W.L Virginia 
Power (Virginia Electric & Power Co.). 2pp. 39555:085-39555:160. 

8702190249 Forwards rev to facil ! *v — ; r>'n" rr- 10CFR50.54(q). W/o end. 

STEWART. W.L Virginia Power ■. 1 ■ ; ft war Co.). 87/01/09. GRACE, J.N. 

Region 2, Office of Director. Ip. .■ ir‘\ ? ' 


-8701290430 ’‘Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, JM Farley Nuclear Plant Units 1 & 2, RE Ginna Nuclear Power Plant, Haddam Neck 
Plant, Indian Point Unit 2...,” technical evaluation rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7459. 
87/01/09. NRC - No Detailed Affiliation Given. 21pp. 39546:235-39546:255. 


8702 16£C4 1 r > w,: *■ i" 
u ■< ,! :( rr 
l i ■ ‘|1 M ■ - * * 



& rrrrSr'pry viewgraphs of facility demonstration 
V for info re use of advanced fuel rod 

, : ■ ■ ::CFR2.790). 

87/02/05. RUBENSTEIN.L.S. PWR 


-8702180053 Requests that end proprietary viewgraphs of facility demonstration as- 
sembly irradiation program be withheld (ref 10CFR2.790). 

WIESEMANN.R.A. Westinghouse Electric Corp. 87/02/05. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 30pp. 39661:170-39661:199. 


8702100381 Requests relief from various exam requirements of ASME Section XI, per 
TC-”"? rCi'i-J'-'iT J S ? ~ r 1 "* — «?« relief requests from NDE exams & 

i.'.v.'- v - . . '■ !■ ■ r* .: & Power Co.). 87/02/06. Document 

\ -O ■ :i9578:250-39578:278. 


8702260194 Application for amend to License NPF-4,permiting use of two fuel assem- 
blies containing advanced cladding matls.Proposed license condition & safety evalua- 
te ■ ■ ■■« v' : ' ..■■ ■■ ,“ ’-«!-rmblies end. Fee paid. 

:“:;wer (Virginia Electric & Power Co.). 87/02/20. Document 
:,\r r-, ■ Control Desk). 12pp. 39751:246-39751:257. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o sve list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232, 


8702090064 Informs that investigation into design & operation of min flow recirculation 
vYvc* ! r c 00? ror 'F P® n 03 -n ootential failure of ECCS 





/ ft *->r Co.). 86/12/15. GRACE.J.N. 

■ii »:■: ■; .» 


8702040451 Forwards 1987 semiannual rev to corporate response plan, updating final 
Quarterly rev did 860829. Fourth Quarter 1906 rev to plan will not be 
published.Commencing on 870101,revs to plan will be made semiannually rather than 
quarterly. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/01/30. Document 
Control Branch (Document Control Desk). 2pp. 30551:029-39551:298. 

-8702040083 Semiannual rev to corporate emergency response plan. 

* Virginia Power (Virginia Electric & Power Co.). 87/01/01. 210pp. 39551:031- 
39551:298. 


8701160111 Forwards response to NRC 861210 ltr re violations noted in Insp Repts 50- 
338/86-29 & 50-339/86-29 on 861 11 7-21 .Response withheld (ref 10CFR73.21). 
STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/01/09. Record 
Services Branch (Document Control Desk). 2pp. 39296:340-39296:341. 

8702090477 Ack receipt of 861125 supplemental ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-338/86-17 & 50-339/86-17. 

WALKER, R.D. Region 2, Office of Director. 87/01/12. STEWART, W.L Virginia Power 
(Virginia Electric & Power Co.). Ip. 39559:190-39559:190. 


8702190137 Ack receipt of 8701 19 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-338/86-27 & 50-339/86-27,Statement re health physics activi- 
ties audits intended to note that many significant areas not included. 

BROWNLEE, V.L Region 2, Office of Director. 87/02/05. STEWART, W.L. Virginia 
Power (Virginia Electric & Power Co.). Ip. 39693:284-39693:284. 


8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 


P. Operating license stage documents & correspondence 

8702030133 Extends invitation to participate in 870218 Incident investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC ■ ■" !<" r . : t - !*:r ‘ r : !■ A :ji> .■ • V, .i : : > 

‘i : i. .. . r •) ■'■■.,! ii : A.-* - !’ v. \ ■ : -iia Power 

i- ■ ■ * ■ V?. , > V 1!»45: 

8702030001 Informs of implementation of Amends 84 & 71 to Licenses NPF-4 A NPF- 
7, respectively, increasing operating reactor core power to 2,893 MWt. Results of testing 
done in conjunction w/ core power upratings acceptable. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/01/20. Document 
Control Branch (Document Control Desk). 3pp. 39472:290*39472:292. 

8702050348 Forwards VEP-NE-3 “Qualification of WRB-1 CHF Correlation in VEPCO 
COBRA Code," for review & approval. Fee paid. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/01/29. Document 
Control Branch (Document Control Desk). 2pp. 39523:091-39523:143. 

-8702050358 “Qualification of WRB-1 CHF Sihim'V.t '• VT"TC CZV~\ Code.” 
ANDERSON, R.C., WOLFHOPE.N.P. Virgr !■ r A'. f i ! .i, fk Power Co.). 
VEP-NE-3. 86/11/30. 50pp. 39523:093-39523:143. 

8702110179 A-r'i-Y'n anrr-d ! N'OF--! A NPF-7, changing Tech Spec 3/ 

4.3.1, -:: f ; . ;:r ».• S.-s - *■ :: j- 1 . !-:■«!■ «.- j:: “ surveillance frequencies & out-of- 

servicc : ; ■■■! ,v i - sr ■■■::!< c: ■ 1 ;/n:s pi:" Generic Ltr 83-28.Fee paid. 

STEW-*' ".v, . • r»> s a *■(:«■ ■ r- a -iorK ft Power Co.), 87/01/30. Document 
Control Brancn (Uocumem Control Desk). 3pp. 39578:291-39578:362. 

-8702110135 Proposed Tech Spec 3/4.3.1, “Reactor Trip Sys Instrumentation," modify- 
ing surveillance frequencies & out-of-service & test times for selected functional units. 
* Virginia Power (Virginia Electric & Power Co.). 87/01/30. 29pp. 39578:294- 
39578:322. 

-8702110136 “Reactor Protection Sys Trip Setpoint Drift Characterization." 

HILL.B.F . “ s EVNr?|.‘5is .■ r V-g'-V m: r hspflM Electric & Power Co.). NP-982. 86/ 
10/17. At.;:- :■ 

8702060346 Forwards SER accepting util 831107 response to Generic Ltr 83-28,ltem 

4.5.2, “Reactor Trip Sys Reliability, On-Line Testing." Contractor rept EGG-NTA-7459 
bIso end, 

NEIGHBORS, J.D. PWR Project Directorate 3, 87/02/02. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 3pp. 39546:230- 
39546:234. 


8702020549 Ack receipt of 870107 ltr informing NRC of steps taken to correct violation 
noted in Insp Repts 50-338/86-25 & 50-339/86-25. 

BROWNLEE, V.L Region 2, Office of Director. 87/01/20. STEWART, W.L. Virginia 
Power (Virginia Electric & Power Co.). Ip. 39468:172-39468:172. 

8702020729 Forwards responses to listed questions re piping insps & 
-umber of points inspected & pipe sections replaced,per 

!; ‘ ".)“*■ ", 

C< : i „ v '.-.r ! Power (Virginia Electric & Power Co.). 87/01/27. 
:: .V' Project Directorate 2. 5pp. 39468:283-39468:287. 

8702060420 Forwards insp Repts 50-338/86-28 & 50-339/86-28 on 861117-870111 & 
notice of violation. 

REYES, L.A. Region 2, Office of Director. 87/01/29. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 39536:252-39536:269. 

-8702060427 Notice of violation from insp on 861117-870111. 

REYES, L.A. Region 2, Office of Director. 87/01/29. 2pp. 39536:254-39536:255. 

-8702060448 Insp Repts 50-338/86-28 & 50-339/86-28 on 861117-870111. Violation 
notedifailure to document Rb-88 contamination & inadequate procedure resulting in 
faifure of charging pump. 

CALDWELL, J.L, KING,L.P., CANTRELL, F. Region 2, Office of Director. 87/01/29. 
14pp. 39536:256-39536:269. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list enct. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, inc. 107pp. 39525:233- 
39525:339. 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, inc. 97pp. 39469:162- 
39469:258. 


8701300079 IE info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 
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8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Umitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04, Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency" Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702190137 Ack receipt of 87-01 19 Itr informing NRC of steps taken to correct violations 
noted In Insp Repts 50-338/86-27 & 50-339/86-27,Statement re health physics activi- 
ties audits intended to note : <r. nur . r r 1 ■■ : ■ : 

BROWNLEE, V.L. Region 2 !?■: V- /. .. Virginia 

Power (Virginia Electric & Power Co.). Ip. 39693:284-39693:284. 

87021 10067 Summary of Operating Reactors Events Meeting 87-03 on 870202.List of 
attendees, events discussed, summary of events for input into performance indicator 
A v , (*wg*'nnhp encl. 

-■ •I'!. A* i *.* Z, c.-sating Reactors Assessment Staff (post 851125). 87/02/06. 

:i D" of Nuclear Reactor Regulation, Director (post 851125). 24pp. 

U i : ‘ "iT 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list encl. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103), 87/02/11. Consolidated Edison Co. of New York, Jnc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, "Encl of Vital Equipment Within Designated Vital 
Areas." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25," Svc list encl. 

JORDAN, E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list encl. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8702190249 Forwards rev to facility emergency plan per 10CFR50.54(q). W/o encl. 
STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 87/01/09. GRACE.J.N. 
Region 2. Office of Director. Ip. 39683:288-39683:288. 

8702040451 Forwards 1987 semiannual rev to corporate response plan, updating final 
Quarterly rev dtd 860829.Fourth Quarter 1986 rev to plan will not be 
published.Commencing on 8701 01, revs to plan will be made semiannually rather than 
quarterly. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 87/01/30. Document 
Control Branch (Document Control Desk). 2pp. 39551:029-39551:298. 

-8702040083 Semiannual rev to corporate emergency response plan. 

3955?298 P ° WQr ^ V,r0inia E,ect ^ c & Power Co.). 87/01/01. 210pp. 39551:031- 

8702190137 Ack receipt of 870119 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-338/86-27 & 50-339/86-27.Statement re health physics activi- 
«Y.. m ’ 4 ; 5 : rto-..1cd ■'*c 4 o t u .T * ■v'v significant areas not included. 

A V.E:V, , * ; :v: .-i ? Z“ :.i: of Director. 87/02/05. STEWART.W.L Virginia 
;‘. -g - a i i*c!» : & (*: ■ Ip. 39693:284-39693:284. 


P. Operating license stage documents & correspondence 

8702030133 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 
GRACE.J.N. Region 2, Office of Director. 87/01/16. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 3pp. 39490:270-39490:272. 

8702030001 Informs of implementation of Amends 84 & 71 to Licenses NPF-4 & NPF- 
7, respectively, increasing operating reactor core power to 2,893 MWLResutts of testing 
d^r-o l r j :o"i:: n T*ic*' w' crm pcwc r 

S ‘L a . .■f.jira \:r a ft "iNur G: ' J1/20. Document 

.')c r lrr.- a'lru: 1 ! 'Do:.i. , n»>n! I . csi- ri.-i/Z '/ 

0702050348 Forwards VEP-NE-3 "Qualification of WBB-1 CHF Correlation in VEPCO 
COBRA Code," for review & approvai.Fee paid. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.), 87/01/29. Document 
Control Branch (Document Control Desk). 2pp. 39523:091-39523:143. 

“8702050358 "Qualification of WRB-1 CHF Correlation in VEPCO COBRA Code." 
ANDERSON, R.C. Virginia Power (Virginia Electric & Power Co.). VEP-NE-3. 86/11/30. 
50pp. 39523:093-39523:143. 


R. Periodic operating reports & related correspondence 


8702200143 me* .V***: repts for Jan 1987.W/870213 Itr. 

s"'i. .VM 1 : A Virginia Power (Virginia Electric & 


Power Co.). 87/01/31. 


S. Reportable occurrences, LERs & related correspondence 

8702090012 Forwards proprietary & nonproprietary Westinghouse WCAP-11310, "North 
Anna Unit 1 Steam Generator Tube Integrity Rept," per 851216 LER 85-020-00 

STE WAR T?w!l! < V l«5nSi Power (Virginia Electric & Power Co.). 86/11/25. GRACE, J.N, 
Region 2, Office of Director, 5pp. 39550:141-39550:145. 

8702240251 Part 21 & deficiency -.rj: 1 «• P r.W* " Dr: sloe! ic'c—.s w/lam- 

inatlons In web.lnltially reports:: ff" fiO 1 "#. ;; s.ssoct matls 

compteted.Actlon plan to repiacu V? nt h- -c- .■«'»* ... 

STEWART.W.L Virginia Power n l :: ft . t- ■ 1 ul: ACE, J.N. 

Region 2, Office of Director. 3pp, 

8702240398 LER 87-002-00;on 870213 & 1 6,cardreader which permits access to auxil- 
iary feedwater pump house malfunctioned & created potential for unauthorized entry 
to vital area.Cause not 8tated.Cardreader repalred.W/870218 Itr, 

HARRELL E.W. Virginia Power (Virginia Electric & Power Co.). 87/02/18. 4pp. 
39721:126-39721:129. 

8702260111 LER 87-001 -00:on 870127,7-day period allowed for fire pump to be out of 
svc exceeded.Caused by Inclement weather & further repair efforts.Pump returned to 
svc on 87021 3. W/ 870219 Itr. , „ , „ (nnMn _ 

HARRELL.E.W. Virginia Power (Virginia Electric & Power Co.). 87/02/19. 3pp. 
39739:222-39739:224. 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 
F. Securlty> medical, emergency & fire protection plans 

S612160217 Forwards Rev 18 to security program In resTO nse to v^a OTerKta to 
10CFR50 & 73 re physical protection of nuclear plants & searches of individuals at 
plants.respectively.Rev withheld (ref |0CFR73.21).Fee paUL aa/19/11 

STEWART.W.L. Virginia Power (Virginia Elec trie & 

DENTON, H.R, Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 
30990:135-30990:136, 

8612230397 Forwards Rev 18 to security program. Rev withheld (ret 10CFR73 .21) 
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 86/12/11, GRACE.J.N. 
Region 2, Office of Director. 2pp. 39078:289-39078:290. 

8701160111 Forwards response to NRC 861210 Itr re violatlons noted In Insp Repts 50- 
338/86-29 & 50-339/86-29 on 661117-21.Repsonse withheld (ref 
STEWART.W.L Virginia Power (Virginia Electric & Power ^). 87/01/09. Record 
Services Branch (Document Control Desk). 2pp. 39296.340-39296.341. 

8702090317 Forwards FEMA final rept for emergency exercise on 
cies noted.However,41 items require corrective actions A 12 areas recommended for 

B?FoWNl!EE,V,L Region 2, Office of Director. 87/01/09. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 39555:085-39555:160. 


8702110129 Application to amend Licenses NPF-4 & NPF-7, changing Tech Spec 3/ 
4.3.1, "Reactor Trip Sys Instrumentation" to modify surveillance frequencies & out-of- 
service & test times for selected functional units per Generic Ltr 83-28, Fee paid. 
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 87/01/30. Document 
Control Branch (Document Control Desk). 3pp. 39578:291-39578:362. 

Spec 3/4.3.1, "Reactor Trip Sys Instrumentation," modify- 
& out-of-service & test times for selected functional units. 
Electric & Power Co.). 87/01/30. 29pp. 39578:294- 


-8702110135 Proposed Tech 
ing surveillance frequencies 
* Virginia Power (Virginia 
39578:322. 


“8702110136 "Roacto f D r~te*!^n Svs Trip Setpoint Drift Characterization." 

HILL B F- Rf *nQlCS .. T v i:: ■■ Power (Virginia Electric & Power Co.). NP-982. 86/ 

io/i7. opp ua 

8702060346 Forwards SER accepting util 831107 response to Generic Ltr 83-28Jtem 
4.5.2, “Reactor Trip Sys Reliability.On-Une Testing.^ Contractor rapt EGG-NTA-7459 

NPG^PCRf) : 7 Directorate 3. 87/02/02. BRONS,J.C. New York 

A.i'e,'- i , ::ri"-:r * IV /.oi Authority of the State of New York). 3pp, 39546:230- 

39546:234. 

-8701290430 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, JM Farley Nuclear Plant Units 1 & 2, RE Ginna Nuclear Power P!ant,Haddam Neck 
Plant Indian Point Unit 2...," technical evaluation rept 

FARMER FG. EG&G Idaho, Inc. {subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7459. 
87/01/09 ! NRC - No Detailed Affiliation Given. 21pp. 39546:235-39546:255. 

8702260203 Application for amend to License NPF-7, modifying License Condition 
rofir^yjtjtion 8f)rav pumps inside containment every 5 yrs to 


DOC,™* 

Conn Brir.:"* ftp;: 3 ; i751 :298-39751 :305. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 02-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list 
DEYOUNG.R C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702090064 Informs that investigation Into design & operation of min flow recircutetion 
valves in ECCS.per IE Bulletin 86-003 re potential failure of ECCS 
pumps, continuing.Results will be submitted by 870115. . , rD . r r . w 

STEWART.W.L Virginia Power (Virginia Eiectnc & Power Co.). 86/12/15. GRACE.J.N. 
Region 2, Office of Director. 2pp. 39550:338-39550:339. 

01160111 Forwards response lo NRC 861210 Itr re vtolatoiwrTOtedinlnsp Repts 50- 
naa raii nn « ca ooo/oc oq nn ftfti Rflfinnnse withheld (ref 10CFR73.21). 

. 07/01/09. Record 


12090477 Ack receipt of 861125 supplemental Itr ^forming NRC°f steps taken to 
orrect violations noted inlnsp Repte 50-338/86-17 & 

/ALKER.R.D. Region 2, Office of Director. 07/01/12. STEWART.W.L Virginia rower 
/irginla Electric & Power Co.). Ip. 39559:190-39559:190. 
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8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020 c i49 Ack receipt of 870107 Itr informing NRC of steps taken to correct violation 
noted in Insp Repts 50-338/86-25 & 50-339/86-25. 

BROWNLEE, V.L. Region 2, Office of Director. 87/01/20. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). Ip. 39468:172-39468:172. 

8702020729 Forwards responses to listed questions re piping insps & 
replacements.including number of points inspected & pipe sections replaced, per 
8701 15 conversation. 

HARDWICK.R.J. Virginia Power (Virginia Electric & Power Co.). 87/01/27. 
RUBENSTEIN.LS. PWR Proiect Directorate 2. 5pp. 39468:283-39468:287. 

8702060420 Forwards insp Repts 50-338/86-28 & 50-339/86-28 on 861117-870111 & 
notice of viola" ^n. 

REYES.L.A. Region 2, Office of Director. 87/01/29. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 39536:252-39536:269. 

-8702060427 Notice of violation from insp on 861117-870111. 

REYES, L.A. Region 2, Office of Director. 87/01 /29. 2pp. 39536:254-39536:255. 

-8702080446 Insp Repts 50-338/86-28 & 50-339/86-28 on 861117-870111. Violation 
notedrfailure to document Rb-88 contamination & inadequate procedure resulting in 
failure of dwqing pump. 

C'-.i P CANTRELL, F. Region 2, Office of Director. 87/01/29. 

“4j:r. \ if'-li : ■ ■ 


S. Reportable occurrences, LERs & related correspondence 


8702240251 Part 21 & deficiency rept re Rockwell Engineering Co steel columns w/lam- 
inations in web.lnitially reported on 861112. Ultrasonic testing of suspect matls 
compieted.Action plan to replace 13 defective columns summarized. 

STEWART.W.L Viq V :: - . ■ & Power Co.). 87/01/28. GRACE.J.N. 

Region 2, Office of • ' " : ■■ 1 .'/■ ’19:133. 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 


8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN.P. Office of the Secretary of 
the Commission. Ip, 39781:121-39781:130. 

—8702240360 Advises end info should be issued to appropriate Boards & parties as 
Board Notification 82-72.lnfo discusses resuits of Region IV investigation at Teledyne. 
EISENHUT.D.G. Division of Licensing (800428-851124). 82/07/08. TEDESCO.R. As- 
sistant Director for Licensing. NOVAK.T. Assistant Director for Operating Reactors. 
LAINAS.G. Assistant Director for Safety Assessment. Ip. 39782:139-39782:141. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORuAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 


8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 

OQG7KHOQ 


8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05, Consolidated Edison Co. of New York, Inc. i08pp. 39528:251- 
39528:357. 


8702190137 Ack recei-t rf **- i"cn’*r 

noted in insp Repts !.f ■y.s.Mi i Xv/s 
ties audits intended y. -;■!<: ■ w ■* , w. s i- ' 
BROWNLEE.V.L. Rv;cn ; 

Power (Virginia Eleci <■ .% ; i;r : «* 


o*sL™i«kf- i 1 : violations 

:;(i «■’ S-:rir'. - ■ cs activi- 

r ‘i n ’.. iiii ■ ■•i:: ■.«.«> ] 

1 i? I i:‘.\ /■■■!,/«.. Virginia 
" ! 2F-! ■■■■< <<; 


8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.Ust of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs end. 

HoLAHAN,G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24 dp. 
39594:047-39594:070. 


8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103), 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:1 34- 
39702:227. 


8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 



8702110132 IE Info Notice 87-012, "Potential Problems W/Matal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13, Consolidated Edison Co. of New York, Inc. 108pp. 3969 T1 56- 
39691:265. 


#7 ?H???8 3 ,.? U RB I 1 t0 IE ,nf0 Notic0 06 ' 1O6 ‘ "Feedwater Line Break." Svc list end. 

of Emergency Preparedness & Engineering Response (Post 
030103). 87/02/13, Consolidated Edison Co. of New York, inc. 111pp. 39784:116- 
39784:221. 


87 J2260203 Application for amend to License NPF-7, modifying License Condition 
2,C.(15)(c) to inspect recirculation spray pumps inside containment every 5 yrs to 
permit perfoirrunce of second insp during 870731 refueling outage.Fee paid 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/02/19. Document 
Control Bran- h (Document Control Desk). 8pp. 39751:298-39751:305. 


8702030360 Ack receipt of FE Agosti 861212 Itr advising that environ qualification of 
electrical components identified in Section 3.11 of SSER 5 completed by 851130.Subi 
to confirmatory audit, Itr satisfies Condition 2.C(6) of License NPF-43. 

STEFANO.J.J. BWR Project Directorate 3. 87/01/20. SYLVIA.B.R. Detroit Edison Co. 
3pp. 39487:182-39487:184. 


F. Security, medical, emergency & fire protection plans 


8702050172 Responds to NRC Itr re violations noted in Insp Rept 50-341/86-37 on 
861 201 -04.Encl withheld. 

AGOSTI, F.E. Detroit Edison Co. 87/01/22. Document Control Branch (Document Con- 
trol Desk). Ip. 39510:352-39510:352. 

8702030371 Forwards response to 861121 Itr re alternate & dedicated shutdown 
capability.Supplemental analysis performed using RETRAN computer code for condi- 
tion w/no makeup water to reactor pressure vessel. 

AGOSTI, F.E. Detroit Edison Co. 87/01/28. Document Control Branch (Document Con- 
trol Desk). 22pp. 39483:267-39483:288. 


secu- 
response to 


8702060286 Forwards request for continuation of four specific sections of nuclear 

rity plan sut-ir^ :r "T'ln *r r - :‘ /e actions taken in respor 

violations & J ■!■■■.,* ■■ ■■:. ■ v. ■* 

HIND.J.A. R« :■ .) 1 V ■■ ■ ; ■ SYLVIA, B.R. Detroit Edison Co. 

3pp. 39533:349-39533:351. 


8702110244 Revised emergency plan rr'~ — 3 to EP- 

548, "Manual Calculation of Dose Ac: : . : "is, : ■ -■ ;■■■• :■" "ditions" & 

Rev 4 to EP-292, "Detroit Div Dispatc <\ * & — .. ' 

* Detroit Edison Co. 87/01/29. 25pp. V- , \- 

8702110323 Forwards Safeguards Insp Rept 50-341/87-04 on 870120-21 & 23.No vio- 
lations identified. 

AXELSON.W.L. Region 3, Office of Director. 87/01/30. SYLVIA.B.R. Detroit Edison 
Co. 2pp. 39584:321-39584:323. 


-8702110365 Partially withheld Matl Control & Accountabiity Insp Rept 50-341/87-04 on 
870120-21 & 23 (ref 10CFR2,790).No violations noted.Major areas inspected:SNM 
rr 4 "' 1 A --mr.-tr-Sr"*-. n-gram. 

l .V rj.1 ’ . .■ ■; Region 3, Office of Director. 87/01/30. Ip. 39584:323- 


8702170619 Rev 7 to Emergency Plan implementing Procedure EP-101, "Classification 
"* N, * V .1 /■' ■■ . V. HOFFMAN, M.E. Detroit Edison Co. 87/02/03. 100pp. 

8702100275 Discusses schedule change for util annual radiological emergency re- 
sponse preparedness exercise (FERMEX 87). Exercise will be conducted on 870819 
instead of 870311. 

AGOSTI, F.E. Detroit Edison Co. 87/02/06. Document Control Branch (Document Con- 
trol Desk). 2pp. 39571 :360-39571 :361 . 

B7 J?.^7®721 Confirms 870206 tele ■ it site by DOI, Boise Interagency 
Fire Ctr representative, R Astley ;>■ m Y ;< “t u y./.< . will include review of facility in 
regard to 861226 cost estimate ■« 

SHAFER, W.D. Region 3, Office ■ -It 1 : ■■ ■’ AGOSTI, F. Detroit Edison Co. 

1 p. 39661 :044-39661 :044. 


P. Operating license stage documents & correspondence 

8612040106 p o~.varri?* N r nO 3" 3' r-T “GE Instrument Setpoint Methodology," 

fK- . r- . -■ Si.-.r.- «■ :: ;>onp 840629 Itr.Rept applicable to listed 

p.vfs a w i- ... n vr v,- r 

X‘ l - ' : * 'i " ‘.f ■■■ RKOW.H.N. Standardization & Special 


R. Periodic operating reports A related correspondence 

8702200143 Monthly operating repts for Jan 1987.W/870213 Itr. 

GARNER B STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/01/3 
12pp. 39699:208-39699:219. ' 


8702180134 FOIA request for NRC, Region III, architect or engineering company docu- 
ments retained by Detroit Edison re completion of engineering calculations pnor to li- 
censing. r 

LAM,T. Ann Arbor News, Ann Arbor, Ml. 87/01/05. KEPPLER.J. Region 3, Office of 
Director. Ip. 39675:158-39675:158. 
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8702060221 Summary of 861211 meeting w/util re failures of main steam turbine 
bypass flow line & corrective actions taken by licensee to rectify 
problems.Agenda, slide presentation & attendance list end. 

STEFANO.J.J. BWR Project Directorate 3. 87/01/14. BWR Project Directorate 3. 
16pp. 39528:048-39528:066. 

-8701130428 Discusses through-wall cracks found in main steam bypass lines at facility 
in Sept 1 985.Mods,admittedly compromised because of physical limitations & 
cost, appear to have been done w/o going significantly beyond applicable ASME 
Codes. 

LAINAS.G.C. Assistant Director for Technical Support (BWR). 87/01/12. 
ADENSAM.E.G. BWR Project Directorate 3. 3pp. 39528:064-39528:066. 

8702180092 FOIA request for all info re main steam turbine bypass lines at 
facility, including info on 861211 meeting in Bethesda,MD, info generated between 
Region lll.util & other parties & info on design & life expectancy of lines. 
PUNTENNEY.J.E. Safe Energy Coalition of Michigan. 87/01/14. NRC - No Detailed 
Affiliation Given. 1 p. 39675:299-39675:299. 

8702060185 Responds to util 860403 request for amend to Tech Spec 3.6.1 .7, “Con- 
tainment Sys - Drywell Average Air Temp." Proposed addition of note clarifying ther- 
mocouple locations unnecessary. 

STEFANO.J.J. BWR Project Directorate 3. 87/01/27. SYLVIA.B.R. Detroit Edison Co. 
2pp. 39526:002-39526:003. 

8702030370 Application for amend to License NPF-43, changing License Condition 
2.C(10) to replace ref to util 850306,14 & 15 Itrs w/NRC 870128 Itr.deleting commit- 
ment for quart ; 1 '■*■■■ s . . ‘ mi! generator lube oil filter. 

AGOSTI.F.E. ■;■■■■ - ■ : ' : ' t Control Branch (Document Con- 
trol Desk). 45;. / : ,■ ■' 1 : 1 

-8702030373 "Investigation of Surface Scoring of Main Bearings:Fairbanks Morse 
38TD8-1/8 Diesels at Fermi II Power Plant." 

SWANGER.L.A., VOGLER.M.M. Failure Analysis Associates. FAAA-DC-R-86-06-03. 
86/06/30. 109pp. 39480:103-39480:211. 

8702030380 Forwards Amend 5 to License NPF-43, per 860930 request.Amend revises 
Tech Spec 4.1.3.5.b.1.b to change upper limit for pressure detectors alarm calibr set- 
point of each CRD scram accumulator to 940 psig.W/safety evaluation. 

ADENSAM.E.G. BWR Project Directorate 3. 87/01/28. SYLVIA.B.R. Detroit Edison 
Co. 2pp. 39486:1 02-39486:1 11, 

“8702030387 Amend 5 to License NPF-43,revislng Tech Spec 4.1,3.5.b.1.b to change 
upper limit for pressure detectors alarm calibr setpoint of each CRD scram accumula- 
tor to 940 psig. 

ADENSAM.E.G. BWR Project Directorate 3. 87/01/28. 5pp. 39486:104-39486:108. 

-8702030394 Safety evaluation supporting Amend 5 to License NPF-43. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/28. 3pp. 
39486:109-39486:111. 

8702020673 Final response to FOIA request for four categories of records re Fermi 
‘"'rrt ’'!■ : r , 1 ■ r 1 :* p withheld (ref FOIA Exemptions 2,5 & 7). 

■"* :: :: = -d Records. 87/01/29. PUNTENNEY.J.E. Safe 

. . ! :.i : ■ yw ■ ?f 9:362. 

8702030186 Requests withdrawal of 860731 application for amend to License NPF-43 
re DCRDR summary rept.Rept submitted on 861130. 

AGOSTI.F.E. Detroit Edison Co, 87/01/29. Document Control Branch (Document Con- 
trol Desk). Ip. 39490:273-39490:273. 

8702040121 Forwards Rev A to "Heavy Loads Handling Review, Control of Heavy Loads 
Over or in Close Proximity to Irradiated Fuel or Critical Safety Sys Components," re- 

» 820603, 1 0 1 5 & 840403 submittals. 

I.F.E. Detroit Edison Co. 87/01 /30. Document Control Branch (Document Con- 
trol Desk). 104pp. 39499:001-39499:247. 

~B702040133 Rev A to “Heavy Loads Handling Review, Control of Heavy Loads Over or 
in Close Proximity to Irradiated Fuel or Critical Safety Sys Components.” 

* Detroit Edison Co, 87/01/30. 143pp. 39499:105-39499:247. 

8702090009 "Leakage Reduction Program Summary Rept for Control Room Drive Sys- 

B .Fermi Unit 2." W/870204 Itr. 

I.F.E. Detroit Edison Co. Cl 100-86-01. 87/02/03. 4pp. 39550:137-39550:140. 

8702100284 Forwards addl info on TMI Action Plan item II.K.3.28. "Qualification of 
Automatic Depressurization Sys Accumulators,” per NUREG-0737 & 861205 request. 
AGOSTI.F.E. Detroit Edison Co. 87/02/06. Document Control Branch (Document Con- 
trol Desk). 6pp. 39577:334-39577:339. 

8702100298 Informs that util successfully completed requirements of Test Condition 1 & 
commitments made in 861205 Itr.NRC concurrence to exceed 20% power & enter 
into Test Cc-.i'-fr" ? r oq..f sto.1 

SYLVIA, 8 ;1 ?: 1 :? Document Control Branch (Document Con- 
trol Desk) ?. »?: V., v. 

8702180102 Partial response to FOiA request for all records re main steam turbine 
bypass lines at facility.Forwards App B records.App A & B records available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 87/02/09. PUNTENNEY.J.E. Safe 
Energy Coalition of Michigan. 5pp. 39675:300-39676:112. 

“8702180185 Forwards memo documenting addl info re allegation concerning main 
steam bypass line welds at plant 

WEIL.C.H, Region 3, Office of Director. 85/12/10. PAPERIELLO.C.J, Region 3, Office 
of Director. Ip. 39675:312-39675:312. 

8702170331 Requests inclusion of WS Orser.SG Catola & GR Overbeck as corporate 
managers & T Barrett, J Piening.L Cook & GR Overbeck as technical advisors in con- 
trol room audit program. 

AGOSTI.F.E. Detroit Edison Co. 87/02/10. Document Control Branch (Document Con- 
trol Desk). 3pp. 39649:009-39649:011. 

8702180114 Partial response to FOIA request for documents re facility. Forwards App A 
document. Document also available in PDR & LPDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/12, LAM.T. Ann Arbor News, 
Ann Arbor, Ml. 2pp. 39675:159-39675:162. 


-8702180121 Forwards Duke Power Co const assessment team comments on recipient 
response to recommendations included in team "Fermi If-Final Assessment of Const 
Rept.” Review completed in fewer manhours than authorized by D Metcalf. 
SEGREST.A.M. Duke Power Co. 84/09/25. EARLE, O.K. Detroit Edison Co. 2pp. 
39675:161-39675:162. 


8702190480 Confirms Jan 1987 telcon re NRC plans to conduct DCRDR & SPDS 
design audit at plant on 87031 6-20.Audit agenda end. Answers to listed questions re- 
quested by 870301. 

STEFANO.J.J. BWR Project Directorate 3. 87/02/12. SYLVIA, B.R. Detroit Edison Co. 
9pp. 39689:207-39689:215. 

8702250274 Authorizes utii to exceed 20% power & proceed w/testing program up to 
50% power consistent w/schedule & availability of ail equipment needed to normally 
enter Mode 1 of reactor operation.Readiness assessment end. 

DAVIS, A.B. Region 3, Office of Director. 87/02/16. SYLVIA.B.R. Detroit Edison Co. 
11pp. 39724:346-39724:356. 

8702270408 Advises that 860930 proposed amend to License NPF-43, changing Tech 
Spec 3M.8.4.3, "Motor-Operated Valve Thermal Overload Protection Surveillance Re- 
uirements,” to clarify test requirements not necessary. 

TEFANO.J.J. BWR Project Directorate 3. 87/02/19. SYLVIA.B.R. Detroit Edison Co. 
2pp. 39789:308-39789:309. 

8702270448 Advises that NRC does not concur w/util 860516 assessment of License 
Condition 2.C(15),per NUREG-0737, Item II.F.1 & Rev 2 to Reg Guide 1,97.Uti! use of 
calculated correction factors acceptable only on interim basts. 

STEFANO.J.J. BWR Project Directorate 3. 87/02/19. SYLVIA.B.R, Detroit Edison Co. 
3pp. 39775:160-39775:162. 

8702260146 Describes comprehensive program for 'rrr. *~~r r-r't-r*-- of main steam 
turbine bypass flow lines, per 861211 meeting re - i ■ ‘n two lines dis- 
covered tn Sept 1985. Record will be maintained : : r *est bypass line. 

AGOSTI.F.E. Detroit Edison Co. 87/02/20. Document Control Branch (Document Con- 
trol Desk). 2pp. 39751:269-39751:270. 

8702260097 Forwards Relief Requests PR-9-R1 & PR-10-R1 for inservice testing pro- 
gram for pumps & valves. Requests provide alternate vibration acceptance criterion for 
HPCI pump. 

AGOSTI.F.E. Detroit Edison Co. 87/02/21. Document Control Branch (Document Con- 
trol Desk). 6pp. 39740:256-39740:261. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 

g encv Escape Self-Contained Breathing Apparatus." W/o svc list. 
iEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 


8702050172 Responds to NRC Itr re violations noted in Insp Rept 50-341/86-37 on 
861 201 -04.Enci withheld. 

AGOSTI.F.E. Detroit Edison Co. 87/01/22. Document Control Branch (Document Con- 
trol Desk). Ip, 39510:352-39510:352. 

8702030370 Application for amend to License NPF-43, changing License Condition 
2.C(10) to replace ref to util 850306,14 & 15 Itrs w/NRC 870128 Itr.deleting commit- 
ment for quarterly insp & analysis of emergency diesel generator lube oil filter. 
AGOSTI.F.E. Detroit Edison Co. 87/01/28. Document Control Branch (Document Con- 
trol Desk). 45pp. 39480:058-39480:21 1 . 

8702060286 Forwards request for continuation of four specific sections of nuclear secu- 
rity plan submitted on 860501 to augument corrective actions taken in response to 
violations & findings noted in Insp Rept 50-341/85-47. 

HIND.J.A, Region 3, Office of Director. 87/01/29. SYLVIA.B.R, Detroit Edison Co. 
3pp. 39533:349-39533:351. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Dr.^ipo c rr~i 1 Sbhon.” Svc list end. 

.'/■TV-M ■'.<!«: ■ . >■ :oncy Preparedness & Engineering Response (Post 

Edison Co. of New York, Inc. 107pp, 39525:233- 

39525:339. 


8702110323 Forwards Safeguards Insp Rept 50-341/87-04 on 870120-21 & 23.No vio- 
lations identified. 

AXELSON,W.L. Region 3, Office of Director. 87/01/30. SYLVIA.B.R, Detroit Edison 
Co. 2pp. 39584:321-39584:323. 

-8702110365 Partially withheld Matl Control & Accouniabilty insp Rept 50-341/87-04 on 
870120-21 & 23 (ref 10CFR2.790).No violations noted.Major areas inspected: SNM 
& «cc:?*:-tnb ! "tv rrrgram. 

va:v-.;a i .. ;;«| r :.IM Region 3, Office of Director. 87/01/30. Ip. 39584:323- 
w i 


8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. * 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87 02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258 


8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318, 
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8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702170561 Forwards Safety Insp Rept 50-341/87-03 on 8701 12-1 5.No violations 
noted. 

HEHL.C.W. Region 3, Office of Director. 87/02/06. SYLVIA.B.R. Detroit Edison Co. 
2pp. 39651:184-39651:192. 


8702270405 Forwards Exam Rept 50-341 /OL-86-03 on 861 11 7-21, exam & key. 
HEHL.C.W. Region 3, Office of Director. 87/02/20. SYLVIA, B.R. Detroit Edison Co. 
2pp. 39796:126-39796:27 7. 

-8702270410 Exam Rept 50-341 /OL-86-03 on 871 11 7-21. Exam results:six reactor op- 
erator candidates passed written exam, ten passed oral exam & nine passed simulator 
exam.AII three senior reactor operator candidates passed written & oral exams. 
LANKSBURY.R.D., HILLS, D., BJORGEN.J. Region 3, Office of Director. 87/02/19. 
120pp. 39796:128-39796:277. 


R. Periodic operating reports & related correspondence 

8702200220 Monthly operating rept for Jan 1987.W/870213 Itr. 

BREGNI.L.P., LENART.R.S. Detroit Edison Co. 87/01/31. 5pp. 39700:082-39700:086. 


-8702170574 Safety Insp Rept 50-341/87-03 on 8701 12-1 5.No violations or deviations 
noted.Major areas inspected: actions taken on previously identified items & followup on 
licensee program for determining temp sensor operability. 

BUTLER, D.S., HUBER, M.P., PHILLIPS, M.P. Region 3, Office of Director. 87/02/06. 
7pp. 39651:186-39651:192. 

8702170587 Forwards Safety Insp Rept 50-341/86-36 on 861 11 3-8701 14.No violations 
noted. 

HEHL.C.W. Region 3, Office of Director. 87/02/09. SYLVIA.B.R. Detroit Edison Co. 
2pp. 39651:291-39651:298. 

-8702170597 Insp Rept 50-341/86-36 on 8611 13-8701 14.No violations or deviations 
noted.Major areas inspected: startup test phase result evaluation & verification & 
changes in startup test phase program. 

DUPONT, S.G., WRIGHT, G.C. Region 3, Office of Director. 87/02/06. 6pp. 39651:293- 
39651:298. 

8702180102 Partial response to FOIA request for ail records re main steam turbine 
bypass lines at facility. Forwards App B records. App A & B records available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 87/02/09. PUNTENNEY.J.E. Safe 
Energy Coalition of Michigan. 5pp. 39675:300-39676:112. 

-8702180481 Discusses allegation received from former welder concerning quality of 
welds performed on main steam bypass fine repfacement.Related info, including 
8 < Y'1 J 7 r fri'V SV": nsp plan & deviation event rept.afso end. 

" ■ *. : :: ■' rector. 85/12/09. WEIL.C.H. Region 3, Office of 

□ :: v,:;: .■ v ■ 

8702170713 Forwards Safety insp Rept 50-341/87-02 on 861017-870203. Enforcement 
conference wifi be scheduled. Decision ra enforcement action will be sent by separate 
correspondence. 

NORELIUS.C.E. Region 3, Office of Director. 87/02/10. SYLVIA.B.R. Detroit Edison 
Co. 2pp. 39661:046-39661:056. 

-8702170722 insp Rept 50-341/87-02 on 86 101 7-870203. Violations noted: failure to 
properly implement periodic testing program & failure to meet action statement of 
Tech Spec 3.0.3, Paragraph 3.c. 

GREENMAN.E.G. Region 3, Office of Director. 87/02/10. 9pp. 39661:048-39661:056. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 


S. Reportable occurrences, LERs & related correspondence 

8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702180715 LER 86-047-01:on F f, ‘ ?v :;i s:-. : testing of Div li thermal hydro- 

§ en recombiner.heater outlet j.:i ■■ ■< .v squired temp.Caused by orifice 
esign deficiency. Resized orifices installed. W/870209 Itr. 

BREGNI.L.P., LENART.R.S. Detroit Edison Co. 87/01/20. 5pp. 39676:282-39676:286. 

8702020646 LER 86-049-00:on 861227.RWCU sys isolated due to high differential 
flow.Caused by main flange gasket failure in filter/demineralizer sys A resulting in 
R»V7.,' Y.-it M;i "! i ,-ction will be revised. W/8701 26 itr. 

:: :/.M I. ". Detroit Edison Co. 87/01/26. 5pp. 39468:114-39468:118. 

8702060015 PNO-lll-87-012:on 8701 23, licensee informed region that NRC- licensed nu- 
clear supervising operator suspended on 870122 due to positive testing in random 
drug screening on 8701 1 5. No evidence of error found in performance. 

CREED.J.R., AXELSON.W.L, GREENMAN.E.G. Region 3, Office of Director. 87/01/ 
26. Ip. 39529:01 5-39529:01 5. 

8702040182 LER 86-050-00:on 861 230, valve sleeve failure resulted in manual isolation 
of RWCU.Caused by excessive leakage through valve in RWCU filter/demineralizer ef- 
fluent iine.Procedure for backwashing revised. w/8701 29 Itr. 

BREGNI.L.P., LENART.R.S. Detroit Edison Co. 87/01/29. 5pp. 39495:252-39495:256. 

8702060005 PNO-lll-87-016;on 870129, small steam leak discovered in spare instrument 
line attached to body of west main steam bypass valve.Caused by crack in weld at- 
taching valve to instrument line. Valves cut off & instrument lines plugged. 

PELKE.P., GREENMAN.E. Region 3, Office of Director. 87/01/30. Ip. 39529:016- 
39529:016. 

8702090066 LER 86-040-01:on 861018,automatic actuation of reactor protection sys & 
subsequent reactor trip occurred.Cause undetermined.Regulator transfer malfunction 
contributing cause.Transmitters calibr & retested. W/8701 31 Itr. 

BREGNI.LJ 3 ., LENART.R.S. Detroit Edison Co. 87/01/31. 5pp. 39548:319-39548:323. 

8702100279 LER 86-036-01 :on 861 009, modular power unit 3 normal feed lost on low 
voltage when feeder fuse blew.Caused by error in design calculation resulting in un- 
derestimation of loading on balance of plant.Design calculation revised.W/870206 itr. 
BREGNI,L.P., LENART.R.S. Detroit Edison Co. 87/02/06. 6pp. 39574:261-39574:266. 

8702100432 LER 86-034-01 :on 861 007, RWCU sys outboard isolation valve (G33-F004) 
closed on steam leak detection sys high differential temp signal.Caused by spurious 
electrical signal.Design change initiated.W/070206 Itr. 

BREGNI.L.P., LENART.R.S. Detroit Edison Co. 87/02/06. 4pp. 39573:060-39573:063. 


8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc fist end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702180102 Partial response to FOIA request for all records re main steam turbine 
bypass lines at facility.Forwards App B records.App A & B records available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 87/02/09. PUNTENNEY.J.E. Safe 
Energy Coalition of Michigan. 5pp. 39675:300-39676:112. 


8702130293 Suppi 1 to IE Info Notice 86-106, "Feedwater Line Break.” Svc list encl. 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


—8702180198 Requests that recipient div assume responsibility for evaluating adequacy 
of licensee corrective action program re apparent vibration-induced failures of main 
steam line attachments.Faiiures began after startup in 1985. 

GREENMAN.E.G. Region 3. Office of Director. 87/01/07. PAPERIELLO.C.J. Region 3, 
Office of Director. 2pp. 39676:044-39676:045. 


8702250178 Forwards synopsis of Investigation Rept 03-84-021 re alleged harassment 
& intimidation of QC inspectors & QC record falsification by LK Comstock.No viola- 
tions 

-‘'■‘'IS ■■ ' - „■ :a of Director. 87/02/18. SYLVIA.B.R. Detroit Edison Co. 

!» ■ 7 /. i : " ! ••• '* V- 


8702280407 Forwards Safety Insp Rept 50-34 /87-06 on 861229-870209. Util wili be 
notified by separate correspondence re decision on enforcement action based on vio- 
lations noted in reptJnsp focused on inoperability of both hydrogen recombiner sys. 
:■,<!. ■, 41; ; [; :-,ce of Director. Q 7 '02/20. SYLVIA.B.R. Detroit Edison 

>r.v iP 

-8702260417 Insp Rept 50-341/87-06 on 861 229-870209. Violations noted: failure to 
venfy adequacy of design & failure to preoperational test & surveillance test hydrogen 
recombiner sys.Insp based on 861226 event. 

GREENMAN.E.G. Region 3, Office of Director, 87/02/20. 5pp. 39755:355-39755:359. 

8702280467 Forwards Special Safety Insp 50-341/87-08 on 870202-1 0.Staff will notify 
try snrr-Mto ■. <* :!■-■:***:■ -i enforcement action based on violations 

ro - uc ■ ’op- ■ i f: \- . n:,,- eve. it, 

JH?" ■* ,'i ’■ O - ce or Director. 37/02/20. SYLVIA.B.R, Detroit Edison 

Co. i[ K r-> ;;f; 


-8702260486 Special Safety Insp Rept 50-341/87-08 on 870202-10. Violatioi 
noted:opera*on ir 'w-'t'p' Cr»ft'rrs 1 4 2 w/o primary containment integrity 
excess of !r i a- j ! I.) “ 

397T 5 -i%9755: : i44 V,,, ' lN: r ' ! ‘ tS,V 3 ’ ° WCe Direc,0r ' B7/02/2 °- 5p 


-8702180212 Discusses main steam bypass line failure at facility.Mod done w/o going 
beyond applicable ASME Code requirements. Agenda for 870121 meeting w/util re 
bypass line monitoring & welds, viewgraphs & undated "Steam Bypass Sys Study" 
end. 

LAIN AS, G.C. Assistant Director for Technical Support (BWR). 87/01/14. 
ADENSAM.E.G. BWR Project Directorate 3. 49pp. 39676:046-39676:094. 

-8702180226 Summary of 861211 meeting w/util re failures experienced w/ main 
steam turbine bypass flow line & corrective actions to resolve problem.Meeting 
agenda, viewgraphs & list of attendees encl. 

STEFANO.J.J. BWR Project Directorate 3. 87/01/14. PWR Project Directorate 3. 
1 5pp. 39676:095-39676:1 1 2. 

-8702180481 Discusses allegation received from former welder concerning quality of 
welds performed on main steam bypass line replacementRelated infojncluding 
860117 briefing package for V Stelto.insp plan & deviation event rept.also encl. 
PARKER, N.E. Region 3, Office of Director. 85/12/09. WEIL.C.H. Region 3, Office of 
Director. 92pp. 39675:313-39676:043. 

8702180696 LER 86-046-01 :on 861 21 9,determined that differential temp trip sys 
inoperable.Caused by personnel error resulting in thermocouple leads being 
mislanded.Leads properly installed & personnel disciplined.W/870209 Itr. 

BREGNI.L.P., LENART.R.S. Detroit Edison Co. 87/02/09. 6pp. 39676:128-39676:133. 

6702250466 Part 21 rept listing plants furnished w/penetration assemblies & noting 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J.C. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 
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8702250247 Confirms 870212 plans for 870223 enforcement conference in Glen 
Ellyn, IL to discuss circumstances re failure to meet five surveillance requirements & 
limiting condition for operation on two occasions. 

NORELIUS.C.E. Region 3, Office of Director. 87/02/17. SYLVIA, B.R. Detroit Edison 
Co. 2pp. 39728:121-39728:122. 

8702270201 PNO-lll-87-022:on ~ “ ■ *;■ I" authorized facility to exceed previous 

20% power limitation & contir . :< r ■■ ; l up to 50% power.Power escalation 
expected pending restoration oi riPCi 10 operate status. 

PELKE.P.R., GREENMAN.E.G. Region 3, Office of Director. 87/02/17. Ip. 39773:146- 
39773:146. 


V. Operator Examinations 

8702270405 Forwards Exam Rept 50-341 /OL-86-03 on 861 11 7-21, exam & key. 
HEHL.C.W. Region 3, Office of Director. 87/02/20. SYLVIA.B.R. Detroit Edison Co. 
2pp. 39796:126-39796:277. 

-8702270410 Exam Rept 50-341 /OL-86-03 on 871 11 7-21. Exam results:six reactor op- 
erator candidates passed written exam.ten passed oral exam & nine passed simulator 
exam.AII three senior reactor operator candidates passed written & oral exams. 
LANKSBURY.R.D., HILLS, D., BJORGENJ. Region 3, Office of Director. 87/02/19. 
120pp. 39796:128-39796:277, 
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F. Security, medical, emergency & fire protection plans 

8702030325 Forwards Safeguards Insp Rept 50-344/86-42 on 861117-1203 & notice of 
violation.Maior areas inspected:activities re physical security, including exam of 
procedures.Rept & notice of violation withheld (ref 10CFR2.790(d) & 73.21). 
MONTGOMERY, J.L. Region 5, Office of Director. 87/01/29. LINDBLAD.WJ. Portland 
General Electric Co. 2pp. 39480:049-39480:050. 

8702110075 Ack receipt of 860606 & 0703 Itrs informing NRC of steps taken to correct 
violations noted in 860507 notice of violation.Addl info provided appears to support 
adequacy of barrier matls. 

SCARANO.R.A. Region 5, Office of Director. 87/02/04. LINDBLAD.WJ. Portland Gen- 
eral Electric Co. 2pp. 39579:351-39579:352. 

8702170657 Confirmatory action Itr re 870123 mgt conference outlining actions to be 
taken to correct deficiencies identified in 1986 annual emergency preparedness 
exercise, ref in Insp Rept 50-344/86-41 .Mgt Conference Insp Rept 50-344/87-03 end. 
MARTIN, J.B. Region 5, Office of Director. 87/02/06. LINDBLAD.WJ. Portland Gener- 
al Electric Co. 2pp. 39661:100-39661:107. 

“8702170667 Mgt Conference Insp Rept 50-344/87-03 on 870123.Major areas 
discussed:deficiencies identified during Insp of annual emergency preparedness exer- 
cise conducted on 861119. 

BROWN, G., PRENDERGAST.K., FISH.R. Region 5, Office of Director. 07/02/03. 6pp. 
39661:102-39661:107. 

8702260340 Requests that Dec 1987 commitment date be extended to prior to return to 
power following 1988 refueling outage to complete installation of remote shutdown 
panel.Reasons for extension & App R commitments affected by new panel listed. 
COCKFIELD.D.W, Portland General Electric Co, 87/02/18. Document Control Branch 
(Document Control Desk). 3pp. 39756:255-39756:257. 


P. Operating license stage documents & correspondence 

8702020256 Discusses NRC 860929 Itr & safety evaluation re compliance w/Reg Guide 
1,97.Mod of quench tank temp instrumentation will be completed by end of 1988 refu- 
eling outage. 

LINDBLAD.WJ. Portland Genera! Electric Co. 87/01/26. Document Control Branch 
(Document Control Desk). 2pp. 39450:146-39450:147. 

8702030318 Forwards evaluation of Cycle 9 startup physics testing & Westlnghouse 
evaluation of plant control rod worth measurements.Based on evaluations, addl meas- 
urements not required. 

LINDBLAD.WJ. Portland General Electric Co. 87/01/27. Document Control Branch 
(Document Control Desk), 8pp, 39483:341-39483:348. 

8702040383 Advises that addition of main steam line activity monitors (PRM-16.A-D) to 
SPDS for secondary sys radiation status determination & use of std convention color- 
coding for display of computer data acceptable. 

CHAN.T.L. PWR Project Directorate 3. 87/01/27. LINDBLAD.WJ. Portland Genera! 
Electric Co. 3pp. 39509:310-39509:312. 

8702050379 Informs that annual land use census found garden which yielded calculated 
dose 1.17 times equivalent value for nearest garden.Garden will be sampling location 
for radiological environ monitoring program. 

LINDBLAD.WJ. Portland General Electric Co. 87/01/30. Document Control Branch 
(Document Control Desk). Ip. 39521:282-39521:282. 

8702090333 Advises that changes to Rev 11 of QA program stated in 870109 response 
to NRC 861120 request For addl info, will continue to meet requirements of 
10CFR50,App B & acceptable. 

KIRSCH.D.F. Region 5, Office of Director. 87/02/02. LINDBLAD.WJ. Portland Gener- 
al Electric Co. Ip. 39558:001-39558:001. 

8702110021 Extends invitation to participate in NRC Incident Investigation Program 
870331 workshop in Walnut Creek, CA. Statement of workshop purpose & agenda 
end. 

MARTIN, J.B. Region 5, Office of Director. 87/02/04. LINDBLAD.WJ. Portland Gener- 
al Electric Co. 3pp. 39580:029-39580:031. 

8702260150 Forwards License Change Application 148 for amend to License NPF-1 .in- 
creasing setpoint tolerance for pressunzer & main steam safety valves from 1% to 
2%. Certificate of Svc end. Fee paid. 

COCKFIELD.D.W. Portland General Electric Co. 87/02/11. Document Control Branch 
(Document Control Desk). 2pp. 39753:063-39753:154. 


“8702260157 License Change Application for amend to License NPF-1, increasing set- 
point tolerance for pressurizer & main steam safety valves from 1 % to 2%. 
COCKFIELD.D.W. Portland General Electric Co. 87/02/11. 4pp. 39753:065- 
39753:068. 

~8702260168 Proposed Tech Specs increasing setpoint tolerance for pressurizer & 
main steam safety valves from 1% to 2%. 

* Portland General Electric Co. 87/02/11. 86pp. 39753:069-39753:154. 

8702190638 Advises of change in 860911 commitment to environmentally qualify 11 
ECCS valves during 1 987 refueling outage.Due to forecasting of vendor hardware de- 
livery date delays, qualification extended until 1 988 refueling outage. 

COCKFIELD.D.W. Portland General Electric Co. 87/02/13. Document Control Branch 
(Document Control Desk). 2pp. 39685:173-39685:174. 


Q. inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702110002 Forwards Insp Rept 50-344/86-47 on 861215-19 & 870105-09,No viola- 
tions noted. 

CHAFFEE, A.E. Region 5, Office of Director. 87/01/22. LINDBLAD,W.J. Portland Gen- 
eral Electric Co. 2pp, 39580:080-39580:090. 

-8702110003 insp Rept 50-344/86-47 on 861215-19 & 870105-09.No noncompliance 
or deviations noted.Major areas inspected: electrical maint.maint program.containment 
leak rate test results evaluation & IE info notices. 

PEREIRA, D.B., MENDONCA,M.M. Region 5, Office of Director. 87/01/21. 9pp. 
39580:082-39580:090. 

8702030232 Forwards Insp Rept 50-344/86-48 on 861 207-8701 17.No violations noted. 
CHAFFEE, A.E. Region 5, Office of Director. 87/01/27. LINDBLAD.WJ. Portland Gen- 
eral Electric Co. 2pp. 39476:342-39476:353. 

“8702030242 Insp Rept 50-344/86-48 on 861 207-8701 17.No violations or deviations 
noted.Major areas inspected:operational safety verification, corrective 
action, maint, surveillance & followup on previously identified items. 

KELLUND.G.C., MENDONCA.M. Region 5, Office of Director. 87/01/23. 10pp. 
39476:344-39476:353. 

8702030325 Forwards Safeguards insp Rept 50-344/86-42 on 861117-1203 & notice of 
violation.Maior areas inspected:activities re physical security, including exam of 
procedures.Rept & notice of violation withheld (ref 10CFR2.790(d) & 73.21). 
MONTGOMERY J.L. Region 5, Office of Director. 87/01/29. LINDBLAD,W.J. Portland 
General Electric Co. 2pp. 39480:049-39480:050. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Mfswiring in Westinghouse Rod Control Sys," Svc 
list end 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8702240164 Forwards SALP Meeting Rept 50-344/87-01 on 870123.lmprovlng trend 
noted in functional areas of plant operations, QA & engineering. 

MARTIN J.B. Region 5, Office of Director. 87/02/02. LINDBLAD.WJ. Portland Gener- 
al Electric Co. 2pp. 39717:165-39717:170. 

“8702240176 SALP Meeting Rept 50-344/87-01 on 8701 23. Results of NRC assess- 
ment of licensee performance for Nov 1985 - Oct 1986 discussed. 

PEREIRA, D.B., MENDONCA.M, M. Region 5, Office of Director, 87/01/29. 4pp. 
39717:167-39717:170. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads In Limitorque DC Motor Op- 
erators.” Svc list end, 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702110075 Ack receipt of 860606 & 0703 Itrs informing NRC of steps taken to correct 
violations noted in 860507 notice of violation.Addl info provided appears to support 
adequacy of barrier matls. 

SCARANO.R.A. Region 5, Office of Director. 87/02/04. LINDBLAD.WJ. Portland Gen- 
eral Electric Co. 2pp. 39579:351-39579:352. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 
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8702100396 Responds to NRC 870109 Itr re violation noted in Insp Rept 50-344/86- 
46.Corrective actionsrradiation work permit requirements stressed to chemistry techni- 

COCKFIELD.D.W. Portland General Electric Co. 87/02/06. Document Control Branch 
(Document Control Desk). 2pp. 39573:275-39573:276. 

8702170657 Confirmatory action Itr re 870123 mgt conference outlining actions to be 
taken to correct deficiencies identified in 1986 annual emergency preparedness 
exercise.ref in insp Rept 50-344/86-41. Mgt Conference Insp Rept 50-344/87-03 encf. 
MARTIN, J.B. Region 5, Office of Director. 87/02/06. LiNDBLAD.W.J. Portland Gener- 
al Electric Co. 2pp. 39661:100-39661:107. 

-8702170667 Mgt Conference Insp Rept 50-344/87-03 on 870123.Major areas 
discussed:deficiencies identified during insp of annual emergency preparedness exer- 
cise conducted on 861 119. 

BROWN, G„ PRENDERGAST.K., FISH.R. Region 5, Office of Director. 87/02/03. 6pp. 
39661:102*39661:107. 

8702100126 IE info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list encf. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702180338 Forwards request for relief from inservice Insp requirement of Section XI of 
ASME Boiler & Pressure Vessel Code.Request applicable to first 10-yr interval ex- 
tended through 1987 refueling outage.Fee paid. 

COCKFIELD.D.W. Portland General Electric Co. 87/02/11. Document Control Branch 
(Document Control Desk). 3pp. 39666:153-39666:155. 

8702110131 IE Info Notice 87-011, "End of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers.GE Type AKF-2-25." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppj 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list and. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:1 16- 
39784:224. 

8702270393 Ack receipt of 870206 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-344/86-46. 

WENSLAWsKI.F.A. Region 5, Office of Director. 87/02/18. COCKFIELD.D.W. Port- 
land General Electric Co. Ip. 39798:260-39798:262. 


-8702060522 Partially withheld Insp Rept 50-346/87-02 on 870105-09 (ref 
10CFR73.21).Major areas inspected:review of security plan & implementing 
procedures, security organization, records & repts on physical barriers - protected 

DROUIN.B., CREED, J.R. Region 3, Office of Director. 87/01/2 8. 2pp. 39537:027- 
39537:028. 

8702090247 Notification of 870217 meeting w/util in Bethesda.MD to discuss facility fire 
protection. 

DE AGAZIO.A. PWR Project Directorate 6. 87/02/03. STOLZ.J.F. PWR Project Direc- 
torate 6. 2pp. 39565:048-39565:049. 

8702260069 Rev 0 to Emergency Plan Implementing Procedure HS-EP-2540, "Offsite 
Assembly." Rev 3 to table of contents end. 

WASILM.S. Toledo Edison Co. 87/02/04. 17pp. 39740:135-39740:151. 

8702200092 Forwards proprietary response to NRC 861217 request for addl info re fire 
protection & adequacy of penetration seals functioning as fire rated 
assemblies.Prqprietary fire test repts also encI.EncIs withheld (ref 10CFR2.790). 
WILL1AMS,J. Toledo Edison Co. 87/02/12, Document Control Branch (Document 
Control Desk). 5pp. 39699:176-39699:180. 


G. Adjudicatory correspondence 

8702130133 Petition for immediate action to relieve undue risk posed by nuclear power 

K S designed by B&W Co/ OLs & CPs for facilities should be suspended until 
NRC actions taken. 

WEISS, E.R. Union of Concerned Scientists. #187 2490. 87/02/10. Commissioners. 
60pp. 39634:016-39634:077. 


H. General correspondence 

8702250409 Advises of change of address for State of OH Dept of Health. Functions of 
power siting commission transferred to board operating under auspices of PUC of 
State of OH. 

QUILLIN.R.M. Ohio, State of. 87/02/13. STOLZ.J.F. PWR Project Directorate 6. Ip. 
39735:052-39735:056. 


J. Insurance & Indemnity information 

8702110114 Forwards Endorsement 58 to NELIA Policy NF-236, Endorsement 46 to 
MAELU Policy MF-92 A Endorsement 7 to NELIA A MAELU Certificates N-61 A M-61. 
O'CONNOR, 6 .J. Marsh A McLennan, Inc. 87/01/19. DINITZ.I. Assistant Director for 
State & Licensee Relations. 5pp. 39579:250-39579:254. 


R. Periodic operating reports & related correspondence 

8702180300 Monthly operating rept for Jan 1 987.W/870205 Itr. 

ULMER.FJ., OLMSTEAD.CA Portland General Electric Co. 87/01/31. 6pp. 
39667:347-39667:352. 


S. Reportable occurrences, LERs & related correspondence 


P. Operating license stage documents & correspondence 


8606160017 Forwards SER on maint survey conducted at site on 860324-27 as follow- 
up to 850916-20 survey.No major weaknesses identified.Major areas 
surveyed:outstandlng maint wo* o-rie'-p A r l a''n‘nr: 

RUSSELL, W.T. Division of h » a:.: -s ' :>ost 851125). 86/06/10. 

MIRAGLIA.F.J. Division of F ius.v.,* zrc Aa'i,** ■ ■< :<nsing - B (post 851125). 

12pp. 39470:023-39470:038. 


8702170085 Responds to concerns in NRC 840125 Itr re errors associated w/8arton 
pressure transmitters in safety-related applications at facility.Std practice Instructions 
for Part 21 repts & operational assessment program revised. 

WITHERS, B.D., LENTSCH.J.W., STEELE.R.L. Portland General Electric Co. 84/03/01. 
MARTIN, J.B. Region 5, Office of Director. 11pp. 39459:350-39459:360. 

8702040159 LER 86-010-01 :on 861022,design deficiencies identified during analysis of 
high energy line brer*? 'H c ! h 1 ''- *-r «i-v r * , v . $ eva |. 

uation of effects of ■ :,■■■„ .y . 

KERSHULB., OLM:--* A*:: \ .■■■ -| v‘ 7dd 

39495:258-39495:264. ‘W- 

8702110076 Special repfcon 870120,3-hr fire barrier discovered to be nonfunctional for 
greater than 7 days.Door 69 mechanically blocked open to prevent personnel inlurv 
V?- " ^ ^ t// -V* ‘r --pair is 870901. 

\ ■ v\ : ■. " ■' - : ■ i i ■■ Document Control Branch 


8702110050 LER 87-001 -00:on 8701 06, main feedwater pump A trip occurred, resulting 
in reactor tnp.Caused by perso^e 1 *rmr Dir.r.Q.o r nfi— etAam finw/ 

feed flow mismatch bistables-: ■ ■ ■■ <■ ■•>"}- ” m ° W 

KERSHULB., OLMSTEAD.C ■ -V ■■ v : s' 

39579:282-39579:285. 


!■* '02/05. 4pp. 


JCLEAR POWER STATION, UNIT 1 


-8702020604 SER re progress made by licensee in area of plant maint. New maint orga- 
nization functioning w/no major weaknesses, Region III will continue to monitor maint 
at plant to assure continued control & progress. 

* NRC - No Detailed Affiliation Given. 86/06/10. 11pp. 39470:024-39470:034. 

“8702020614 c orw«rrtF S c ° ‘np'.it fr ^~' maint survey conducted on 

860324-/ ' M r. :■ m? S: s * 1 :■< 

PERSIN-.:: :: »!vn:<r,n:v A ’-a.- n:; Sf> -.a :■* DE AGAZIO.A.W. PWR 

Project t; :■«!«' -■ «|» :m 'c gih 

“8604140486 Forwards BNWL final trip rept, "Site Survey of Davis-Besse Maint Pro- 
gram & Practices," conducted during wk of 850916 for transmittal to 
licensee. Response not required unless factual error Identified. 

PERSINKO.D. Maintenance & Training Branch. 86/04/07. DE AGAZIO.A. PWR 
Project Directorate 6. Ip. 39470:039-39470:076. 

“8604140487 "Site Survey of Davis-Besse Maint Program & Practices," technical Itr 
rept. 

* Batteile Memorial Institute, Pacific Northwest Laboratories. 85/11/19, 37pp. 
39470:040-39470:076. 

8702040006 Forwards safety evaluation opposing issuance of amend to License NPF- 
3, revising Tech Specs to delete automated safety features actuation sys signals from 
10 valves associated w/ containment air sampling sys. 

STOLZ.J.F. PWR Project Directorate 6. 87/01/29. WILLIAMS,! Toledo Edison Co. 
2pp. 39507:354-39507:357. r 


“8702040009 Safety evaluation opposing issuance of amend to License NPF-3, revising 
Tech Specs to delete automatic safety features actuation sys signals from 10 valves 
associated w/ containment air sampling sys. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/29. 2pp. 
39507:356-39507:357. 


8702050139 Forwards allegation that individual may have been onsite shortly after 
drinking alcohol, for review & disposition. Results requested within 30 days of Itr 
receipt.Encl withheld (ref 10CFR2.790(a)(7)). 

KEPPLER.J.G. Region 3, Office of Director. 87/01/29. SMART.P. Toledo Edison Co. 
2pp. 39513:215-39513:216. 

8702110037 Discusses util resolution of commitment in course of action document, App 
C.2.1 re procedurally direct manual control of steam generator level. Auxiliary feed- 
water pump turbine low speed stop raised to 1 ,950 rpm to make pump more respon- 

WILUAMS.J. Toledo Edison Co. 87/02/04. Document Control Branch (Document 
Control Desk). 2pp. 39580:065-39580:066. 
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8702100247 Notice of correction re 870202 notice of consideration of issuance of 
amend to License NPF-3 & proposed NSHC determination & opportunity for hearing 
on 870121 request on dc power sys.Petition filing date extended to 870304. 
STOLZ.J.F. PWR Project Directorate 6. 87/02/05. 4pp. 39577:082-39577:085. 

8702180494 Advises that practical mobility test conducted on 861231 by Davis-Besse 
mgt under normal, abnormal & emergency conditions for RK Flood.AII responses ade- 
quate for performance of license duties. 

WILLIAMS.J. Toledo Edison Co. 87/02/06. Document Control Branch (Document 
Control Desk). Ip. 39668:262-39660:262. 

8702190369 Forwards Amend 97 to License NPF-3,safety evaluation & notice of 
denial. Amend revises Tech Spec testing requirements for emergency diesel genera- 
tors to reduce frequency of cold fast start surveillance tests. 

DE AGAZIO.A.W. PWR Project Directorate 6. 87/02/10. WILUAMS.J. Toledo Edison 
Co. 2pp. 39688:141-39688:156. 

--8702 190377 Amend 97 to License NPF-3, revising Tech Spec testing requirements for 
emergency diesel generators to reduce frequency of cold fast start surveillance tests. 
STOLZ.J.F. PWR Project Directorate 6. 87/02/10. 7pp. 39688:143-39688:149. 

-8702190382 Safety evaluation supporting Amend 97 to License NPF-3. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/10. 3pp. 
39688:150-39688:152. 

-8702190390 Notice of partial denial of util 850528 application for amend to License 
NPF-3 re surveillance testing of diesel generator synchronization w/offsite power 
source & loading. 

STOLZ.J.F. PWR Project Directorate 6. 87/02/10. 4pp. 39688:153-39688:156. 

8702190527 Forwards safety evaluation re NUREG-0737,ltem II.B.3, "Post- Accident 
Sampling Sys (PASS)." Design of PASS meets criteria of NUREG-0737,ltem II.B.3 & 
acceptable. 

STOLZ.J.F. PWR Project Directorate 6. 87/02/10. WILLIAMS, J. Toledo Edison Co. 
8pp. 39702:120-39702:127. 

8702250531 Forwards safety evaluation re util 831107,840731,850118 & 861105 re- 
sponses to Generic Ltr 83-28, Item 3.2.3 concerning post-maint testing.Responses ac- 
ceptable. 

STOLZ.J.F. PWR Project Directorate 6. 87/02/11. WILLIAMS, J. Toledo Edison Co. 
2pp. 39744:094-39744:097. 

“8702250552 Safety evaluation supporting licensee responses to Generic Ltr 83- 
28, Item 3.2.3, "Post-Malnt Testing & All Other Safety-Related Components." 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/11. 2pp. 
39744:096-39744:097. 

8702250507 Forwards Amend 99 to License NPF-3 & safety evaluatlon.Amend revises 
Tech Specs for company nuclear review board membership by delineating educational 
& technical experience required for qualification. 

DE AGAZIO.A.W. PWR Project Directorate 6. 87/02/19. WILUAMS.J. Toledo Edison 
Co. 2pp. 39744:098-39744:106. 

-8702250515 Amend 99 to Lie -v 1 "ech Specs for company nuclear 

review board membership by ■? -«'• *■ . it & technical experience required 

for qualification. 

STOLZ.J.F. PWR Project Directorate 6. 87/02/19. 5pp. 39744:100-39744:104. 

“8702250517 Safety i./ :•*'”** r -mend 99 to License NPF-3. 

* Office of Nuclei:- -'<?:■» ■ -i' ■ ■ Director (post 851125). 87/02/19. 2pp. 

39744:105-39744:106. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus," W/o sve list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 


8701140224 IE info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. IT 0pp. 39446:138- 
39446:248, 


8702060513 Forwards Safeguards 
violation.Notice of violation withhe 
AXELSON.W.L. Region 3, Office 
Co. 2pp. 39537:025-39537:028. 

“8702060522 Partially withheld Insp Rept 50-346/87-02 on 870105-09 (ref 
10CFR73.21),Major areas lnspected;review of security plan & implementing 
procedures, security organization, records & repts on physical barriers - protected 

DROUIN.B., CREED, J.R. Region 3, Office of Director. 87/01/28. 2pp. 39537:027- 
39537:028. 


Insp Rept 50-346/87-02 on 870105-09 & notice 
Id (ref 10CFR73.21). , 

of Director. 87/01/29. WILLIAMS, J. Toledo Edison 


8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 


8701220053 IE Info Notice 87-005, “Mlswlring In Westlnghouse Rod Control Sys," Svc 


nsi enui. 

JORDAN, E.L Division of Emergency Preparedness & 
830103). 87/02/02. Consolidated Edison Co, of New 
39469:258. 


Engineering Response (Post 
York, Inc. 97pp. 39469:162- 


8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. . . finnnaa 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103), 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39540.212- 
39548:318, 


8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702130084 Notification of 870303 meeting w/util & HFA Assoc in Bethesda.MD to dis- 
cuss R&D for volumetric insp of pump casing welds using acoustic emission. 

DE AGAZIO.A. PWR Project Directorate 6. 87/02/09. STOLZ.J.F. PWR Project Direc- 
torate 6. 3pp. 39639:088-39639:090. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190442 EN-85-084A:on 851 213, notice of violation & proposed imposition of civil 
penalties in amount of $900,000 will be issued to licensee.Action based on 850609 
failure of auxiliary feedwater sys to perform intended function. 

BEACH, A. Office of Inspection & Enforcement, Director (Post 820201). 87/02/12. Ip. 
39685:360-39685:360. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE info Notice 86-106, "Feedwater Line Break.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
3978 4:224. 


R. Periodic operating reports & related correspondence 

8702180625 Monthly operating rept for Jan 1987.W/870213 ltr. 

KHAZRAI.M., STORZ.L.F. Toledo Edison Co. 87/01/31. DENTON, H. Office of Nuclear 
Reactor Regulation, Diredor (post 851125). HALLER NRC - No Detailed Affiliation 
Given. 10pp. 39667:265-39667:274. 

8702190171 "Wastewater Rept for Jan 1987." W/870209 ltr, 

STORZ.L.F., GEPHART.A.F. Toledo Edison Co. 87/01/31. 7pp. 39684:080- 
39684:086. 


S. Reportable occurrences, LERs & related correspondence 

8702180452 LER 86-043-00:on 861 222, component removed which caused loss of con- 
trol signal to feedwater control valves.Caused by personnel error.Testing instructions 
issued to testing personnel & testing equipment modified.W/87021 1 ltr. 

ANTHONY, P., STORZ.LF. Toledo Edison Co. 87/01/21. 5pp. 39664:346-39664:350. 

8702050385 LER 86-035-01 :on 860813,w/plant shutdown for maint outage, determined 
that strong motion accelerometer functional test & channel calibr test did not ade- 
quately meet Tech Spec requirements.Accelerometers removed for calibr.W/870128 

ANDROSIK.R., STORZ.L.F. Toledo Edison Co. 87/01/28. 5pp. 39512:186-39512:190. 

8702090342 LER 86-037-01:on 86081 2, Teledyne assumptions for Bechtel analyses of 
makeup & purification sys inlet to letdown coolers inconsistent w/normal plant operat- 
ing conditions. Assumptions will be included in procedures.W/870202 ltr. 
STRAUBE.P.H., STORZ.LF. Toledo Edison Co. 87/02/02. 4pp. 39555:079-39555:082. 

8702090498 LER 87-001-00:on 8701 01 .reactor tripped due to loss of main feedwater 
turbine pump 1. Caused by high vibration due to bearing faiture.Main feedwater pump 
turbine & vibration probe repaired & returned to svc.W/870202 ltr. 

ANTHONY, P., STORZ.LF. Toledo Edison Co. 87/02/02. 4pp. 39557:349-39557:352. 

8702110083 Part 21 rept re problem in torque switches supplied w/ Limitorque opera- 
tors installed at facility.lnitially reported on 870129.Limitorque did not supply adequate 
instructions to maintain torque switches balance. t 

WILUAMS.J. Toledo Edison Co. 87/02/03. Document Control Branch (Document 
Control Desk). 3pp. 39579:348-39579:350. 

8702100226 PNO-lll-87-019:on 870202, main feedwater pump 1 /booster feedwater 
pump turbine removed from svc after plant operator heard change in noise level.Shaft 
coupling damage observed. Cause of damage & impact on test schedule not deter- 

DEFAYETTE.R., GREENMAN.E.G. Region 3, Office of Director. 87/02/04. Ip. 
39571:201-39571:281. 

8702110061 LER 85-01 9-01 :on 851007.PORV inlet line & associated piping over- 
stressed & several supports overloaded during PORV lifting.Caused by loop seal in- 
ability to maintain 500 F. Drain line upstream of PORV jrotatfed.W/07O2Ofi ltr. 
STRAUBE.P., STORZ.LF. Toledo Edison Co. 87/02/06. 4pp. 39579:308-39579.311. 


702110067 Summary of Operating Reactors Events Meeting 87-03 on 07O2O2.List of 
attendees, events discussed.summary of events for input into performance indicator 

&oEaHAN R eactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 
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A7<T9 iino&8 LER 87-002-00:on 8701 07, instrumentation & control personnel bypassed 
87 safety features actuation sys Channel 1 containment radiation trip module w e per- 
forming post-maint testing, Caused by personnel error.Personnel counseled.W/870206 

BONNER, N.L., STORZ.L.F. Toledo Edison Co. 87/02/06. 4pp. 39579:354-39579:357. 

8702170040 LER 87-003-00:on 870108,seven mode changes discovered to have oc- 
curred ^/containment air cooler svc water outlet valve oSSfilf 
never actually rendered inoperable.Maint work 

ANTHONY, P., STORZ.L.F. Toledo Edi .on Co. 87/02/09. 4pp. 39646.093-39o4b.09b. 

8702180586 LER 87-004-00:on 8701 1 2,auxiliary feedwater Train 1 declared 
inoperable.Caused by failure to evaluate effects of mam steam s ^ n ?arIdwlB7Q2^ 
stalled diaphragms.Three layer pressure switch diaphragm matl replaced.W/87021 1 

MiLLER.J.J., STORZ.L.F. Toledo Edison Co. 87/02/11. 5pp. 39677:175-39677:179. 

8702270216 PNO-!ll-87-023:on 87021 8, two electricians received flash burns from elec- 
trical arc when circuit breaker came into contact w/nonessential 480-volt motor con- 
trol ctr. Workers taken to hosp for treatment. o-nnona in 

DEFAYETTE.R., GULDEMOND.W.G. Region 3, Office of Director. 87/02/19. Ip. 
39772:359-39772:359. 


-8701290430 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28 JM Farley Nuclear Plant Units 1 & 2, RE Ginna Nuclear Power Plant.Haddam Neck 
Plant Indian Point Unit 2...,’’ technical evaluation rept. 

FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7459. 
87/01/09. NRC - No Detailed Affiliation Given. 21pp. 39546:235-39546:255. 

8702090415 Responds to NRC 861216 ltr expressing concern on NUREG Item II.D.1 re 
postulated overstress condition of safety valve discharge piping during certain plant 
translents.Feasibility study initiated.lnsp & maint requirements being reviewed. 
MCDONALD, R.P. Alabama Power Co. 87/02/05. RUBENSTEIN.L.S. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 39557:225-39557:226. 

8702130219 Forwards request for addl info re 860811 ltr concerning proposed OL 
„■ *. — -- .p 1 -f- 1 - -* depends upon timely response. 

.■ ■ ■ ate 2. 87/02/05. MCDONALD.R.P. Alabama 


8702110165 Application for amends to Licenses NPF-2 & NPF-8,changing Tech Specs 
re snubber surveillance requirements.Request suppls 860902 Tech Spec submittal by 
providing requested revised proposed snubber visual insp schedule. Fee paid. 
MCDONALD, P.R. Alabama Power Co. 87/02/09. Document Conirol Branch (Docu- 
ment Control Desk). 4pp. 39580:233-39580:250. 


DOCKET 50-348 JOSEPH M. FARLEY NUCLEAR PUNT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8702180403 Forwards Insp Repts 50-348/86-28 & 50-364/86-28 on 861202- 04.No vio- 
lations or deviations noted. Estimated date of completion of actions licensee plans to 
...» „ • „ : , , ^*1 within 30 days of ltr receipt. 

■ -6/12/30. MCDONALD.R.P. Alabama 

Power Co. 2pp. 39662:188-39662:214. 


-8702180424 Insp Repts 50-348/86-28 & 50-364/86-28 on 861202-04.No violations or 
deviations noted.Major areas inspected: annual radiological emergency preparedness 

c ju r-'-i 

; 1 ;; ■. ■. : ' R. Region 2, Office of Director. 86/12/ 


8702100143 Responds to NRC 861230 ltr re violations noted in Insp Repts 50-348/86- 
28 & 50-364/86-28.Corrective actions:FNP-0-EIP-9, "Radiation Exposure Estimation & 
Classification of Emergencies,” will be revised by 870213. 

MCDONALD.R.P. Alabama Power Co. 87/01/28. VERRELU.D.M. Region 2, Office of 
Director. Ip. 39570:063-39570:063. 


8702100171 Concludes that measures proposed in util 861013 ltr in response to NRC 
■=■ . ■ ■' •' . «?. 348/85-08 & 50-364/85-08 

c ■ ■. ■■ ‘ : ' , ■ ■ 'ONALD.R.P. Alabama Power 

C ■■ ■■ 


8702050372 Rev 19 to Emergency Plan Implementing Procedure FNP-O-EIP-26, "Offsite 
Notification." W/870131 ltr. 

HUDSPETH, J.B. Alabama Power Co. 87/01/31. MCKNiGHT.J. Document Control 
Branch (Document Control Desk) 33pp. 39512:191-39512:223. 


8702190047 Rev 7 to General Ofc Emergency Implementing Procedure GO-EIP-112, 
"Emergency Mobile Communications." W/870210 ltr. 

HUNT.W., MCGOWAN, J.K., JESSUP, F.M. Alabama Power Co. 87/02/10. 11pp. 
39680:086-39680:096. 


8702170466 Forwards Amend 8 to "Farley Nuclear Plant Fire Protection Plan Reevalua- 
tion.” Amend deletes Section 6 & incorporates relevant fire protection issues info into 
other sections of reevaiuation. 

MCDONALD.R.P. Alabama Power Co. 87/02/11. Document Control Branch (Docu- 
ment Control Desk). Ip. 39645:088-39645:258. 

-8702170473 Amend 8 to "Farley Nuclear Plant Units 1 & 2 Fire Protection Program 
Reevaluation." 

OEDAMER.R.T. Alabama Power Co. 87/01/14. 169pp. 39645:089-39645:258. 


P. Operating license stage documents & correspondence 


8110210076 Confirms 811002 te.con request for reporter to prepare transcript of 
"" ■> -^r .... . .. — - ■ - • ■ “ jays after meeting.Meeting notice end, 

v ' .•"! ■: ’ 02. SULLIVAN, P. Office of the Secretary of 


-8209290285 Advises that ASLBs for Diablo Canyon.floating nuclear 
plants, Summer, Callaway 1 & Comanche Peak will be informed of control rod drive 
S-'Sft -to sue: s * 1 p> faVcs at .VosV-^r.ise plants. 

NO* AK Y V C --.-ex' •’:/ : d— s 82/08/16. Assistant Director for Licens- 

rj 1;? :97E2 :h0-357^ *n:!. 

8702090070 Forwards JD Grogan 861126 ltr confirming State of AL.Dept of Environ Mgt 
approval to extend short-term evaluation period re temporary chlorination program for 
Corbicula control in svc water sys. 

MCDONALD.R.P. Alabama Powei Co. 86/12/01. GRACE, J.N. Region 2, Office of Di- 
rector. 2pp. 39549:004-39549:005. 


8702030061 Extends invitation to participate in 870218 Incident Investigation Proarai 
^ rVcW v ,„ _ vh ,, - -j -< rocess bv whic 


Co. 3pp. 39480:238-39481:093. 


rocess by whief 
end. 

, Alabama Powei 


—8702030148 Rev 1 to “hddsr.t !*'.vcsfnr:t ! e r * " 

* Incident Investigation ' cam -iUrZ’y. :i;i.i80:241 -39481:093. 


8702060348 Forwards SER acceptino 
4.5.2, “Reactor Trip Sys Reliability, O 
also end. 


util 831107 response to Generic Ltr 83-2B,ltem 
n-Line Testing." Contractor rept EGG-NTA-7459 


NEIGHBORS J.D PA.: 

Au'.io"!./ "enrer 
39846 : 234 . 


Directorate 3. 87/02/02. BRONSJ.C. New York 
■ Authority of the State of New York). 3pp. 39546:230- 


-8702110338 Proposed Tech Specs, incorporating revised proposed snubber visual insp 
schedule. 

* Alabama Power Co. 87/02/09. 14pp. 39580:237-39580:250. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702180403 Forwards Insp Repts 50-348/86-28 & 50-364/86-28 on 861202- 04.No vio- 
lations or deviations noted.Estimated date of completion of actions licensee plans to 
take re identified exercise weaknesses requested within 30 days of ltr receipt. 
VERRELU.D.M. Region 2, Office of Director. 86/12/30. MCDONALD.R.P. Alabama 
Power Co. 2pp. 39662:188-39662:214. 

-8702180424 Insp Repts 50-348/86-28 & 50-364/86-28 on 8612O2-04.No violations or 
deviations noted.Major areas inspected: annual radiological emergency preparedness 
exercise. Preliminary scenario dtd 861203 end. 

CUNNINGHAM, A. L., GOODEN, A., DECKER.T.R. Region 2, Office of Director. 86/12/ 
30. 25pp. 39662:190-39662:214. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702060489 Forwards Insp Repts 50-348/86-25 & 50-364/86-25 on 861107-14 & 1201- 
05 & notice of violation. 

REYES, L.A. Region 2, Of*ce of Director. 87/01/26. MCDONALD.R.P. Alabama Power 
Co. 2pp. 39537:045-39537:059. 

-8702060496 Notice of violation from insp on 861107-14 & 1201-05. 

REYES, LA. Region 2, Office of Director. 87/01/26. 2pp. 39537:047-39537:048. 

-8702060501 Insp Repts 50-348/86-25 & 50-364/86-25 on 861107-14 & 1201 -05. Viola- 
tion noted:failure to obtain local leakage measurements before & after repairs or ad- 
justments made to containment boundary. 

WHITENER.H.L., JAPE.F. Region 2, Office of Director. 87/01/16. 11pp. 39537:049- 
39537:059. 

8702100143 Responds to NRC 861230 ltr re violations noted in Insp Repts 50-348/86- 
28 & 50-364/86-28.Corrective actions:FNP-0-EIP-9, “Radiation Exposure Estimation & 
Classification of Emergencies,” will be revised by 870213. 

MCDONALD.R.P. Alabama Power Co. 87/01/28. VERRELU.D.M, Region 2, Office of 
Director. Ip. 39570:063-39570:063. 

8702100171 Concludes that measures proposed in util 861013 ltr in response to NRC 
860828 ltr re results of visit concerning Insp Repts 50-348/85-08 & 50-364/85-08 
appear adequate to correct Violation 3(8).Matter resolved. 

GRACE, J.N. Region 2, Office of Director. 87/01/28. MCDONALD.R.P. Alabama Power 
Co. 2pp. 39568:154-39568:155. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8702090393 Forwards Insp Repts 50-348/86-29 & 50-364/86-29 on 861211- 
8701 10. Violations described under consideration for escalated enforcement action.No 
notice of violation issued at present time, 

GRACE, J.N. Region 2, Office of Director. 87/02/02. MCDONALD.R.P, Alabama Power 
Co. 2pp. 39556:262-39556:270. 

-8702090406 Insp Repts 50-348/86-29 & 50-364/86-29 on 86121 1 870110. Violations 
*1 Frc~ errors resulted in disabled RHR sys isolation circuitry. 
V"; I ; \R., DANCE, H.C. Region 2, Office of Director, 87/01/ 



8702180457 Forwards Insp Repts 50-348/86-26 & 50-364/86-26 on 861106- 07 & 
notice of violation.Description of corrective actions taken or planned to improve effec- 
tiveness of radiation control program requested. 

GRACE.J.N. Region 2, Office of Director. 87/02/02. MCDONALD.R.P. Alabama Power 
Co. 4pp. 39664:326-39664:337. 

-8702180462 Notice of violation from insp on 861106-07. 

GRACE, J.N. Region 2, Office of Director. 87/02/02. 2pp. 39664:330-39664:331. 

“8702180469 Insp Repts 50-348/86-26 & 50-364/86-26 on 861106-07. Violations 
noted:transfer of radioactive matl to unauthorized recipient & failure to comply w/DOT 
regulations re transfer of radioactive matl. 

COLLINS, T.R., HOSEY.C.M. Region 2, Office of Director. 87/02/02. 6pp. 39664:332- 
39664:337. 


8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 


8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 


8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 


8702110165 Application for amends to Licenses NPF-2 & NPF-8, changing Tech Specs 
re snubber surveillance requirements.Request suppls 860902 Tech Spec submittal by 
providing requested revised proposed snubber visual insp schedule.Fee paid. 
MCDONALD, P.R. Alabama Power Co. 87/02/09. Document Control Branch (Docu- 
ment Control Desk). 4pp. 39580:233-39580:250. 

“8702110338 Proposed Tech Specs, incorporating revised proposed snubber visual insp 
schedule 

* Alabama Power Co. 87/02/09. 14pp. 39580:237-39580:250. 

8702180325 Forwards "JM Farley Unit 1 Third Periodic Reactor Containment Bldg Inte- 
grated Leakage Rate Test," final rept of test completed on 861111 as part of 10-yr 
inservice insp work during seventh refueling outage. 

MCDONALD.R.P. Alabama Power Co. 87/02/09. Document Control Branch (Docu- 
ment Control Desk). Ip. 39661:310-39662:019. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702110132 IE Info Notice 07-012, "Potential Problems W/Metai Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8702200068 Forwards Insp Repts 50-348/87-01 & 50-364/87-01 on 87011 2-1 6.No vio- 
lations or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 87/02/13. MCDONALD.R.P. Alabama 
Power Co. 2pp, 39694:1 93-39694:209. 

-8702200079 insp Repts 50-348/87-01 & 50-364/87-01 on 87011 2-1 6.No violations or 
deviations noted.Major areas inspected.-liquid & gaseous radwaste mgt, effluent 
monitoring, environ monitoring, TMI items & IE info notices. 

ADAMOVITZ.S.S., GLOERSEN.W.B., KAHLE.J.B. Region 2, Office of Director. 87/02/ 
1 3. 1 5pp. 39694: 1 95-39694:209. 


R. Periodic operating reports & related correspondence 


8702110116 Forwards annual diesel generator reliability data rept per Tech Spec 
6.9.1. 12.Rept provides number of tests & failures for each generator at plant for 
1985.lnfo re Rev 1 to Reg Guide 1.1 08, Position C.3.6 for each failure also end. 
MCDONALD.R.P. Alabama Power Co. 86/12/19. GRACE.J.N. Region 2, Office of Di- 
rector. 4pp. 39579:255-39579:258. 

8702180325 Forwards "JM Farley Unit 1 Third Periodic Reactor Containment Bldg Inte- 
grated Leakage Rate Test," final rept of test completed on 861111 as part of 10-yr 
inservice insp work during seventh refueling outage. 

MCDONALD.R.P. Alabama Power Co. 87/02/09. Document Control Branch (Docu- 
ment Control Desk). Ip. 39661:310-39662:019. 

“8702180334 "JM Farley Unit 1 Third periodic Reactor Containment Bldg Integrated 
Leakage Rate Test," final rept. 

* Bechtel Corp. 86/11/30. 68pp. 39661:311-39662:019. 


S. Reportable occurrences, LERs & related correspondence 

8702190589 Confirms 870107 telcon re 870210 enforcement conference in Region II 
ofc to discuss inoperability of RHR sys loop isolation logic.Proposed meeting agenda 
end. 

GRACE.J.N. Region 2. Office of Director. 87/01/28. MCDONALD.R.P. Alabama Power 
Co. 2pp. 39685:272-39685:273. 

8702100288 LER 87-001 -00:on 8701 05, containment atmosphere particulate radioactivity 
monitor discovered inoperable due to improper valve aiignment.Caused by personnel 
failure to follow procedures. Personnel counseled.W/870203 itr. 

WOODARD, J.D., MCDONALD.R.P. Alabama Power Co. 87/02/03. 4pp. 39578:210- 
39578:213. 

8702180299 Forwards summary of NPDES noncompliances for Fourth Quarter 
1986.Noncompliances resulting from temporary chlorination program addressed sepa- 
rately in end 861231 & 870113 Itrs to State of AL. 

MCDONALD.R.P. Alabama Power Co. 87/02/04. GRACE.J.N. Region 2, Office of Di- 
rector. 8pp. 39664:1 14-39664:121. 

8702110143 LER 87-003-00;on 8701 09, reactor tripped on lo-lo steam generator level 
following manual tripping of main Oviscd ‘r: 'd! -v *o mr-iT' stnnr r.rr~ r r.- 

tor feed pumps suction pressure . f-::. .»!. . ■■ ■■■ ;< . «:./■ *}•' »» i 

WOODARD.J.D., MCDONALD, R.” a ", !;*.(■ T" *■; p J ■■,«:<: : 12 

39590:315. 

8702180440 LER 87-002-00:on 870108,reactor tripped due to manual tripping of main 
turbine to investigate leak in MSIV.Caused by cracked air supply line to MSIV & inad- 
equate clearance for main steam tine.Air line replaced.W/870205 Itr. 

WOODARD, J.D., MCDONALD.R.P, Alabama Power Co. 87/02/05. 4pp. 39666:065- 
39666:068. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.List of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 

8702250585 LER 87-0Q4-00:on 870122,during Nuclear Instrumentation Sys Power 
Channel N-42 callbr & functional test reactor tripped. Caused by failure of inverter 
lA.Four blown fuses replaced & inverter returned to svc.W/870216 Itr. 

WOODARD, J.D., MCDONALD.R.P. Alabama Power Co. 87/02/16. 4pp. 39750:092- 
39750:095. 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 


A. Appllcation/constructlon stage documents & correspondence 


8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
T"r r ~Tt rrc: ’-rf P P days after meeting.Meeting notice end. 

! v 1 ? ( ; .>■■:*» r<: :-i 3 -!l ' I .02. SULLIVAN.P. Office of the Secretary of 

I!* 1 ir: m S>' ! ! ) 

-8702240360 Advises end info should be issued to appropriate Boards & parties as 
Board Notification 82-72. Info discusses results of Region IV investigation at Teledyne. 
EISENHUT.D.G. Division of Licensing (800428-851124). 82/07/08. TEDESCO.R. As- 
sistant Director for Licensing, Ip. 39782:139-39782:141. 


F. Security, medical, emergency & fire protection plans 


8612010321 Forwards revised emergency plan implementing procedures, including Rev 
6 to EP-201, “Technical Support Ctr...," Rev 6 to EP-210, "Dose Assessment..." & 
Rev 4 to EP-325, "Use of Containment Dose Rates...." Related correspondence. 
DALTROFF.S.L. Philadelphia Electric Co. #486 1690. 86/11/21. MURLEY.T.E. 
Region 1, Office of Director. 6pp. 38763:089-38763:132. 

“8612010324 Revised emergency plan implementing procedures, Including partially with- 
held Rev 6 to EP-201, "Technical Support (ref 10CFR2,790),Rev 6 to EP-210, 
"Dose Assessment Team" & Rev 4 to EP-325. Related correspondence. 

* Philadelphia Electric Co. 86/11/21. 38pp. 38763:095-38763:132. 

8702100258 Rev 70 to emergency plan procedure index. W/ 870204 Itr. 

GALLAGHER, J.W. Philadelphia Electric Co. 87/02/04. 6pp. 39578:088-39578:093. 

8702180710 Forwards Safety Insp Rept 50-352/87-02 on 870105-09 & notice of viola- 
tion. 

EBNETER.S. Region 1, Office of Director. 87/02/11, GALLAGHER, J.W. Philadelphia 
Electric Co. 2pp. 39666:167-39666:181, 

-8702180724 Notice of violation from jnsp on 870105-09. 

* Region 1, Office of Director. 87/02/11. Ip. 39666:169-39666:169. 

“8702180735 Insp Rept 50-352/87-02 on 8701 05-09. Violation identified: failure to post 
fire watch or fire watch equipment during performance of hot work. Two items remain 
unresolved. 

KRASOPOULOSA, ANDERSON.C.J. Region 1, Office of Director. 87/02/10. 12pp. 
39666:170-39666:181. 

8702190058 Revised emergency plan implementing procedures, including Rev 6 to EP- 
230 "Ohe^shy % Ana'vsis Team," Rev 13 to EP-231, "Operation of Post- 

Acr ;■< m ■= -n., i:. ; S5,s. ' A -h . 6 i;: EP-233, "Retrieving & Changing.,.." W/870211 Itr. 
G-V.. AC.! 'i- , W :'M .!<:■> :4t. fiuctrlc Co. 87/02/11. 162pp. 39678:039-39678:200. 

8702190232 r c-A-nr!«i do-. S rc -mspondence re emergency planning among 

a.rp c.rr.ML: ;;r,r i!i‘- :* I \ * other govt agancies.per 820601 ASLB 

'A. c *:r.f s ; V ■:»:< i r sj.r.'vl-, 

CULLEN, E.J, Philadelphia Electric Co. #187 2520. 87/02/11. MULLIGAN, M. Limerick 
Ecology Action. 2pp. 39687:150-39687:151. 
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8702200011 Forwards Jan 1987 rev to physical security plan, reflecting changes in cor- 
rrr: —;y iVr-fr r & security hardware.Summary of revs also 

-:i ; ■ a ■■ if. ; ■ .% ). 

, ‘ .■>: . -7/02/13. DENTON.H.R. Office of Nuclear 

= ' ‘r I. 4pp. 39695:355-39695:358. 


8702250214 Forwards Safety Insp Rept 50-352/87-01 on 8701 14-1 6,No violations 
noted. Util demonstrated ability to implement emergency plan & procedures in manner 
to provide protective measures for health & safety of public. 

MARTIN, T.T. Region 1, Office of Director. 87/02/17. GALLAGHER, J.W. Philadelphia 
Electric Co. 2pp. 39728:089-39728:097. 


-8702250222 Emergency Preparedness Insp Rept 50-352/87-01 on 870114-16. No vio- 
lations noted.Major areas inspected;observation of licensee partial-scale annual emer- 
gency exercise conducted on 870115, 

GORDON, C.2., LAZAR US ,W.J. Region 1, Office of Director. 87/02/13. 7pp. 
39728:091-39728:097. 


-8611240190 Application for amend to License NPF-39,revising Tech Specs re oper- 
ation w/partial feedwater heating & increased core flow limits.Certificate of Svc 
enci.Related correspondence. 

DALTROFF.S.L Philadelphia Electric Co. 86/11/17. 17pp. 38705:010-38705:025. 

-8611240198 Proposed Tech Specs re operation w/partial feedwater heating & in- 
creased core flow limits.Related correspondence. 

* Philadelphia Electric Co. 86/11/17. 8pp. 38705:026-38705:034. 

-8611240206 “Increased Core Flow & Partial Feedwater Heating Analysis for Limerick 
Generating Station Unit 1 Cycle 1 .” Related correspondence. 

GRAU.J.M., WOLF.S. General Electric Co. NEDC-31323. 86/10/31. 42pp. 38705:035- 
38705:077. 

-8611240454 Errata & Addenda 1 to “Increased Core Flow & Partial Feedwater Heating 
Analysis for Limerick Generating Station Unit 1 Cycle 1,” replacing Page 1-1. 

* General Electric Co. NEDC-31323 ERR. 86/11/06. 3pp. 38705:078-38705:118. 


8702250165 Forwards Safeguards Insp Rept 50-352/87-03 on 870106-09.No violations 
noted.Steps taken to correct violation noted in NRC 861128 Itr verified. 

MARTIN, T.T. Region 1, Office of Director. 87/02/19. GALLAGHER.J.W. Philadelphia 
Efectric Co. 2pp. 39729:326-39729:333. 

-8702250174 Physical Protection Insp Rept 50-352/87-03 on 870106-09.No noncompli- 
ance noted.Major areas inspected:$tatus of foliowup item.independent insp effort.mgt 
effectiveness,,^- : r :.‘- - ‘ *: ■ S, . -r- 

BAILEY, R.J., -■ V ■ “v .-"u.- ■ !/ . >.39729:328- 

39729:333. 


8612040106 Forwards proprietary NEDC-31336, “GE Instrument Setpoint Methodology," 
per LRG Instrument Setpoint Methodology Group 840629 Itr.Rept applicable to listed 
plants & withheld (ref 1 0CFR2.790). 

VILLA, R. General Electric Co. 86/11/19. BERKOW.H.N. Standardization & Special 
Project Directorate. 5pp. 38826:157-38826:161. 

8702120198 Environ protection plan (nonradiological) for facility.App B to License NPF- 

* Philadelphia Electric Co. #187 2142. 87/01/07. 20pp. 39604:309-39604:328. 


8702250439 Forwards documents & correspondence re emergency planning among 
.NPC r* PA & other responsible govt agencies.in accordance 

* ■yf.;; •■■■..;■ !J i . - correspondence. 

. i -■ t '• :-c Co. #187 2572. 87/02/20. MULLIGAN, M. Limerick 

Ecology Action. 2pp. 39744:072-39744:073. 


8702130165 Forwards electrical.piping & instrumentation & control & instrumentation 
drawings listed in Tables 1.7-1 through 1.7-3 of Rev 47 to FSAR.W/617 oversize 
drawings. 

BRADLEY, E.J. Philadelphia Electric Co. 87/01/13. BUTLER, W.R. BWR Project Direc- 
torate 4. 700pp. 39631 :264-39633:329. 


G. Adjudicatory correspondence 

8702090035 Order.* Appellate review hampered by absence of exhibits tendered in con- 
nection w/860922 hearing on remanded issue of manpower mobilization at 
Graterford.Exhibits due by 870211. Served on 870205. 

SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #187 2428. 87/02/04. 
Atomic Safety and Licensing Board Panel. 2pp. 39550:313-39550:314. 

8702130117 Order.* Dismisses Del-Aware Unlimited, Inc 861223 appeal of ASLB 861114 
memorandum & order (ALAB-836) for lack of prosecution.Del-Aware Unlimited, Inc 
brief in support of appeal not received.Served on 870211. 

TOMPKINS.B.A. Atomic Safety and Licensing Appeal Panel. #187 2485. 87/02/10. 
Del-Aware Unlimited, Inc. Ip. 39631:175-39631:175. 

8702200295 Advises of expiration of time for Commission to review ALAB-857.Commis- 
sron declined review. Decision became final agency action on 870211. Served on 
870213. 

CHILK.S.J. Office of the Secretary of the Commission. #187 2549. 87/02/13. Office 
of the General Counsel. Ip. 39692:067-39692:067. 


J. Insurance & indemnity Information 

8702170621 Forwards Endorsements 18 & 13 to NELIA Policy NF-284 & MAELU Policy 
-is.T-'.fl', 5 !■:::<■ v 1 ■* ' : V *■ & MAELU Certificates N-96 & M-98. 

i i ■'■I* i i :! >:■ :rn ■■ " •!’ M - 03. DINiTZ.I. Assistant Director for 

A . i : ;;iis ■ 7, H ->4:042. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8604020121 Forwards Amend 82 to OL application, consisting of Rev 46 to FSAR for 
Limerick G-r-* t v r STTH- '.--***-* J 8 f "-le-:! T'P ■; ■■ “ :t as-built con- 
figuration a. 'v 8 . ■■ ■ .« i * ^ '. ) » \:\ ' i ,• r ■■ : ■■ 

BRADLE- . f*l-iiis !■•::! ■■»,■■■? 7 :■■. i:' !" V TJ«* : of Nuclear 

Reactor R< / :■ :<:• .rv I ’r'."- 

-8604020127 Amend 82 to OL application.consisting of Rev 46 to FSAR for Limerick 
finroT/’-r ^ - & ? - r::>- r .: -ation of facility & to change 

vrn:?,. s ■■ ,>■; :: ■ •!» -r ::a i ' i ■ : 

:?A1. : : C5. 5 = ■, -1. a C» T6/03/31. 5pp. 35358:234- 

35358:238. 

-8604020132 Rev 46 to FSAR for Limerick Generating Station.Units 1 & 2. 

* Philadelphia Electric Co. 86/03/31. 443pp. 35358:239-35359:321. 


8701270478 Final response to FOIA request.App F documents re Marviken II project 
end & available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/01/20. MORROW, D.C. Fried, 
Frank, Harris, Shriver & Jacobson. 19pp. 39540:001-39543:062. 

-8702040209 Summary of 801008 meeting w/Mark II Owners to discuss long term pro- 
gram chugging load spec.Load reduction due to either spatial averaging or desynch- 
ronization justified w/adequate documentation of methodology. 

ANDERSON, C.J. Generic issues Branch. 80/10/28, KNIEL.K. Generic Issues Branch. 
14pp. 39543:240-39543:253. 

8702030487 Forwards request for addl info re 851017 submittal on implementation of 
10CFR 50.62 ATWS rule requirements.lnfo requested by 870310. 

MARTIN, R.E. BWR Project Directorate 4. 87/01/23. BAUER, E.G. Philadelphia Electric 
Co. 6pp. 39485:287-39485:292. 

8702050314 Forwards addl info re 861117 application for amend to License NPF-39 
changing Tech Specs on partial feedwater heating & increased core flow. Data indi- 
cates reactor internals response to flow induced vibration within limits. 
GALLAGHER.J.W. Philadelphia Electric Co. 87/01/29. BUTLER, W.R. BWR Project Di- 
rectorate 4. 13pp. 39521:240-39521:252. 

8702040011 Forwards application for amend to License NPF-39,changing Tech Specs 
to increase allowable control room air leakage rate.Fee paid, 

BRADLEY, E.J. Philadelphia Electric Co. 87/01/30. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 39498:216-39498:236. 

-8702040017 Application for amend to License NPF-39, changing Tech Specs to in- 
crease allowable control room air leakage rate. 

GALLAGHER.J.W.. BAUER, E.G., BRADLEY, E.J. Philadelphia Electric Co. 87/01/30. 
17pp. 39498:217-39498:233. 

-8702040018 Proposed Tech Specs, increasing allowable control room air leakage rate. 
* Philadelphia Electric Co. 87/01/30. 3pp. 39498:234-39498:236. 

8702090087 Submits list of employees who will attend Region I 870310-11 power plant 
radiation protection managers conference. Resolution to problem of radon daughters 
interference when frisking personnel should also be discussed. 

GALLAGHER.J.W. Philadelphia Electric Co. 87/01/30. MARTIN, T.T. Region 1, Office 
of Director. 2pp. 39548:360-39548:361. 

8702060351 Forwards Engineering Branch safety evaluation accepting util 861117 pro- 
posed Tech Spec changes re operation w/partial feedwater heating & increased core 
flow limits.SALP input also end. 

LAINAS.G.C. Assistant Director for Technical Support (BWR). 87/02/04. 
BUTLER.W.R. BWR Project Directorate 4. Ip. 39546:256-39546:261. 


P. Operating license stage documents & correspondence 

8604020121 Forwards Amend 82 to OL application.consisting of Rev 46 to FSAR for 
Limerick Generating Siatlon.UnHs 1 & 2 Amend chafes FSAR to re*'ont as-built con- 
figuration of facility & variojs P& Ds so -e'sect plant mods 

BRADLEY, E.J. Philadeioh'a Eiectric Cc. 96 '1)3 ‘31. DENTON.H.R dice of Nuclear 
Reactor Regulation, (Vector (pest 85 1 125). I4pp 35356:232-35359-321. 

-8604020127 Amend 82 to OL application.consisting of Rev 46 to FSAR for Limerick 
Generating Station.Units 1 & 2 to reflect as-built configuration of facility & to change 
various PAIDs to reflect plant mods.Certificate of Svc end. 

BAUER, E.G. , BRADLEY.E.J. Philadelphia Electric Co. 86/03/31. 5pp. 35358:234- 


8702120614 Forwards licensee response to RL Anthony 860305 request that License 
NPF-39 be suspended, Anthony failed to assert any matter requiring action under 
10CFR2.206. 

CONNER.T.B. Philadelphia Electric Co. CONNER, T.B. Conner & Wetterhahn. #187 
2141. 86/06/13. EISENHUT.D.G, Office of Nuclear Reactor Regulation, Director (post 
851125). 20pp. 39603:303-39603:322. 

8611240179 Forwards application for amend to License NPF-39, revising Tech Specs re 
operation w/partial feedwater heating & increased core flow limits. 

BRADLEY.E.J. Philadelphia Electric Co. 86/11/17, DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 651125). 2pp. 38705:009-38705:118, 


-8702060358 Safety evaluation supporting util 861117 proposed Tech Spec changes re 
operation w/partial feedwater heating & increased core flow limits, 

* Division of Boiling Water Reactor (BWR) Licensing. 87/02/04. 5pp. 39546:257- 
39546:261. 

8702190144 Requests permission to use NALCO Acti-Brom 1338 at facility Discharge 
Point 001 as chlorine enhancer during testing program.Program expected to begin in 
Mar 1987 & continue for approx 2 wks. 

WiLLSEY.W.B. Philadelphia Electric Co. 87/02/11. NEWBOLD.J. Pennsylvania, Com- 
monwealth of. 3pp. 39693:285-39693:287. 

8702190404 Forwards application to amend License NPF-39, changing Tech Specs re 
source range monitors to permit complete core off- loading during first refueling 
outage.Fee paid. 

BRADLEY.E.J. Philadelphia Electric Co. 87/02/11. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). DENTON.H.R. Document Control Branch 
(Document Control Desk). 2pp. 39686:131-39686:156. 

-8702190416 Applicrt'r n r-rl *: : ‘r.c-w \ ,f7r 3* : ’’V" 1, S;v -«> t- r * ;rce 

range monitors to :>■'■ ■ I < ri . ; V ■■■,.<■ *r 

GALLAGHER.J.W. i ■ : r ' .V ■ 1 ?!«;■:■! -X. " ! ' ■. 

-8702190425 Proposed Tech Specs to permit complete core off-loading of source 
range monitors during first refueling outage. 

* Philadelphia Electric Co. 87/02/11. 7pp. 39686:150-39686:156. 
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8702190429 Informs of progress made toward implementation of integrated 
scheduling, as followup to original response to Generic Ur 85-07.Single process will be 
developed & applied to both plants for more effective allocation of resources. 
KOWALSKI, S.J Philadelphia Electric Co. 87/02/12. BERNERO.R.M. Division of Boil- 
ing Water Reactor (BWR) Licensing. 3pp. 39686:165-39686:167. 

8702240499 Forwards Amend 3 to License NPF-39 & safety evaluation. Amend 
changes Tech Specs to allow plant operation w/partial feedwater heating & w/m- 
creased reactor core cooling water flow rates up to 105% of rated flow. 

MARTIN.R.E. BWR Project Directorate 4. 87/02/17. BAUER, E.G. Philadelphia Electric 
Co. 4pp. 39725:154-39725:186. 


-8702240502 Amend 3 to License NPF-39,changing Tech Specs to allow plant oper- 
ation w/partial feedwater heating & w/increased reactor core cooling water flow rates 

B^T^ERXR.^BVVR Project Directorate 4. 87/02/17. 21pp. 39725:158-39725:178. 


-8702240504 Safety evaluation supporting Amend 3 to License NPF-39. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/17. 8pp. 
39725:179-39725:186. 

8702270400 Forwards request for addl info re 861105 application for amend to License 
NPF-39,changing Tech Specs re trip setpoints & allowable values for LPCI valve aif- 

MART?N R^ 4. 87/02/19. BAUER, E.G. Philadelphia Electric 

Co. 5pp. 39789:303-39789:307. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. „ , rtQ . 

DEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702190485 FOIA request for documents re allegations.investiaations, fines, convictions 
& other dispositions of cases in which operators of listed facilities charged w/violatmg 

HICHAM, SJ^Mc^ming Calif /dientown, PA. 87/01/05. Office of Administration. Ip. 
39688:224-39688:224. 

8702250568 Summarizes conclusions reached during 861106 telcon re ASME Const 
Code & Section XI insp.Required const NDEs performed & applicable acceptance 
stds met.Unsolicited response does not affect conclusions of telcon.Reiated corre- 

a n s C ^i,S.J. Philadelphia Electric Co. #187 2162. 87/01/05. MARTIN, T.T. Region 
1, Office of Director. 7pp. 39744:158-39744:164. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 

JORD/fN.E.L Division of Emergency Preparedness & Engineering Response 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248, 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. . ._ . 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702040188 Forwards Revs 2 to "First 10-Yr Interval Inservice Insp Program" & "First 
■ ' v. a . ■ - ■ ‘ -sr '-‘■p Program." 

c. r- a To. 87/01/30. BUTLER, W.R. BWR Project Di- 


-8702040199 Rev 2 to "First 10-Yr interval Inservice Insp Program." 

* Philadelphia Electric Co. 87/01/31. 100pp. 39505:082-39505:240. 

-8702040202 Rev 2 to "First 10-Yr Interval Augmented Inservice Insp Program." 

* Philadelphia Electric Co. 87/01/31. 100pp. 39505:241-39505:335. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list one! 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co, of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. „ _ . . . 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03, Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 

JORDAN.EX. **Di vision of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co, of New York, Inc. 105pp. 39575,032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. „ _ . , _ . 

JORDAN, E.L. Division of Emergency Preparedness & Engineenng Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528,251- 
39528:357. 

8702120213 Ack receipt of 861226 Itr informing NRC of steps taken to correct violations 

MARTI N.T.T^ Region° I^Office of Director. 87/02/05. GALLAGHER, J.W. Philadelphia 
Electric Co. 2pp. 39630:268-39630:271. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 

JOR&AN,i V L " DivISion of Emergency Preparedness 4 Engineering I Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702.134- 
39702:227. 


87(32180710 Forwards Safety Insp Rept 50-352/87-02 on 870105-09 & notice of viola- 

EBNETER.S Region 1, Office of Director. 87/02/11. GALLAGHER, J.W. Philadelphia 
Electric Co. 2pp. 39666:167-39666:181. 


-8702180724 Notice of violation from insp on 870105-09. 

* Roninn 1 Office of Director. 87/02/11. Ip. 39666:169-39666:169. 


-8702180735 Insp Rept 50-352/87-02 on 870105-09.Violation identified: failure to post 
fire watch or fire watch equipment during performance of hot work.Two items remain 

KRASOPOULOSA, ANDERSON.C.J. Region 1, Office of Director. 87/02/10. 12pp. 
39666:170-39666:181. 


8702110131 IE Info Notice 87-011, "End of Vital Equipment Within Designated Vital 

JORDAN, EL.^Dfvision of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 


8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & 

830103). 87/02/13. Consolidated Edison Co. of New 
39691:265. 


Engineering Response (Post 
York, Inc. 108pp, 39691:156- 


8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break. Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8702250214 Forwards Safety Insp Rept 50-352/87-01 on 870114-16.No violations 
noted. Util demonstrated ability to implement emergency plan & procedures in manner 
:/<>>: r I, -i.v v» ‘rr ' — **th & safety of public, 

M ■ ■' I IV I ’ ■ ■ ■ :ii ■ ■ r :.:tor, 87/02/17. GALLAGHER, J.W. Philadelphia 


-V- ■ 


,1 /:■' 


-8702250222 Emergency Preparedness Insp Rept 50;352/87-01 on 870114-16. No vio- 
lations noted.Major areas inspected:observation of licensee partial-scale annual emer- 
gency exercise conducted on 870115. 

GORDON, C.Z., LAZARUS, W.J. Region 1, Office of Director. 87/02/13. 7pp. 
39728:091-39728:097. 

8702250165 Forwards Safeguards Insp Rept 50-352/87-03 on 870106-09.No violations 
noted.Steps taken to correct violation noted in NRC 861128 Verified 
MARTINJ.T. Region 1, Office of Director. 87/02/19. GALLAGHER.J.W. Philadelphia 
Electric Co. 2pp. 39729:326-39729:333. 

-8702250174 Physical Protection Insp Rept 50-352/87-03 on 870106-09.No noncompli- 
ance noted.Major areas inspected :status of followup item, independent insp effort, mgt 
effectiveness, security organization, records, repts, lighting & access control 
BAILEY, R.J., KEIMIG.R.R. Region 1, Office of Director. 87/02/17. 6pp. 39729.328- 
39729:333. 


R. Periodic operating reports & related correspondence 


8702240224 Monthly oi 
GROPP.R.W., ALDE 
39718:095. 


ating rept for Jan 1 987.W/870213 Itr. 

*/.M Philadelphia Electric Co. 87/01/31. 6pp. 39718:090- 


S. Reportable occurrences, LERs & related correspondence 

8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702090202 LER 86-057-00:on 861 230, discovered that surveillance test (ST) for leak 
‘ ! "l‘*T ,, iS V rdma-v rc' , *Ri''mp r 't a 1 *' lock over due.Caused by cognitive personnel 
or ■ S ‘ r T'l.:-i.ir I . ■ / "Mu entered into ST computer.W/870202 Itr. 

Mi Vil-U f * Electric Co. 67/02/02. 4pp. 39553:294- 

39553:297.’ 

8702090419 LER fn*-')?" P' T 01?V*““-dor end secondary containment isolation 

occurred as res .■ ■:* i?* .‘il ;>vss rr Tji. ?»<■.! Is ms it ‘‘I from trip of 

auxiliary steam WiW. [ il V- 'nslc.-i ■! .>/« 

MENGERS.C.A . ;X>..I l !l l 1V ■ «!'■(, ■><< ■" V - 39561.157- 

39561:161. 


nnnirFT 50.353 LIMERICK GENERATING STATION, UNIT 2 


A. Apptlcatlon/constructlon stage documents 6. correspondence 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
Q 4 1005 meeting .Tran script roquirod 2 or 3 days after meeting.Meeting notice end, 
BJCKLEY.g C Licensing Branch 3. Bi / 10/02. SULLIVAN.P. Office of the Secretary of 
the Commission Ip. 39791 121-39781:130. 

-8702240360 Advises end info should be issued to appropriate Boards & parties as 
Board Notification 82-72.lnfo discusses results i of Region IV j^estigaAlon at Telwlyne. 
EISENHUT.D.G. Division of Licensing (800428-851124). 82/07/08. TEDESCO.R. As- 
sistant Director for Licensing. Ip. 39782:139-39782:141. 

8604020121 Forwards Amend 82 to OL application, consisting of Rev 46 to FSAR for 
Limerick Generating Station.Unlts 1 & 2.Amend changes FSAR to reflect as-built con- 
figuration of lacility & various P&IDs to reflect plant roods. 

BRADLEY, E.J. Philadelphia Electric Co. 86/03/31. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 14pp. 35358:232-35359:321. 
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-8604020127 Amend 82 to OL application, consisting of Rev 46 to FSAR for Limerick 
Generating Station.Units 1 & 2 to reflect as-built configuration of facility & to change 
various P&IDs to reflect plant mods.Certificate of Svc end. 

BAUER, E.G., BRADLEY.EJ. Philadelphia Electric Co. 86/03/31. 5pp. 35358:234- 
35358:238. 


8702130117 Order.* Dismisses Del-Aware Unlimited, Inc 861223 appeal of ASLB 861114 
memorandum & order (ALAB-836) for lack of prosecution, Del-Aware Unlimited.inc 
brief in support of appeal not received.Served on 87021 1 . 

TOMPKINS, B-A. Atomic Safety and Licensing Appeal Panel. #187 2485. 87/02/10. 
Del-Aware Unlimited, Inc, Ip. 39631:175-39631:175. 


8702120S14 Forwards licensee response to RL Anthony 860305 request that License 
NPF-39 be suspended.Anthony failed to assert any matter requiring action under 
10CFR2.206. 

CONNER.T.B. Philadelphia Electric Co. CONNER, T.B. Conner & Wetterhahn. #187 
2141. 86/06/13. EISENHUT.D.G. Office of Nuclear Reactor Regulation, Director (post 
851125), 20pp. 39603:303-39603:322. 

8612040106 Forwards proprietary NEDC-31336, “GE Instrument Setpoint Methodology,” 
per LRG Instrument Setpoint Methodology Group 840629 Itr.Rept applicable to listed 
plants & withheld (ref 10CFR2.790). 

VILLA.R. General Electric Co. 86/11/19. BERKOW.H.N. Standardisation & Special 
Project Directorate. 5pp. 38826:157-38826:161. 

8702120198 Environ protection plan (nonradiological) for facility, App B to License NPF- 
39 

* Philadelphia Electric Co. #187 2142. 87/01/07. 20pp. 39604:309-39604:328, 

8702130165 Forwards electrical, piping & instrumentation & control & instrumentation 
drawings listed in Tables 1.7-1 through 1.7-3 of Rev 47 to FSAR.W/617 oversize 
drawings. 

BRADLEY.EJ. Philadelphia Electric Co. 87/01/13. BUTLER, W.R. BWR Project Direc- 
torate 4. 700pp. 39631:264-39633:329. 

8701270478 Final response to FOIA request. App F documents re Marviken II project 
end & available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/01/20. MORROW, D.C. Fried, 
Frank, Harris, Shriver & Jacobson. 19pp. 39540:001-39543:062. 


8702200295 Advises of expiration of time for Commission to review ALAB-857.Commis- 
sion declined review. Decision became final agency action on 87021 1 .Served on 
870213. 

CHILK.S.J. Office of the Secretary of the Commission. #187 2549. 87/02/13. Office 
of the General Counsel. Ip, 39692:067-39692:067. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8604020121 Forwards Amend 82 to OL application, consisting of Rev 46 to FSAR for 
Limerick Generating Station.Units 1 & 2.Amend changes FSAR to reflect as-built con- 
figuration of facility & various P&IDs to reflect plant mods. 

BRADLEY.EJ. Philadelphia Electric Co. 86/03/31. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 14pp. 35358:232-35359:321. 

-8604020132 Rev 46 to FSAR for Limerick Generating Station.Units 1 & 2. 

* Philadelphia Electric Co. 86/03/31. 443pp. 35358:239-35359:321. 


Q. inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

EYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, inc. 3pp. 39525:230-39525:232. 


-8702040209 Summary of 801008 meeting w/Mark II Owners to discuss long term pro- 
gram chugging load spec. Load reduction due to either spatial averaging or desynch- 
ronization justified w/adequate documentation of methodology. 

ANDERSON, C.J. Generic Issues Branch. 80/10/28. KNIEL.K. Generic Issues Branch. 
14pp. 39543:240-39543:253. 

8702030487 Forwards request for addl info re 851017 submittal on implementation of 
10CFR50.62 ATWS rule requirements.lnfo requested by 870310. 

MARTIN.R.E. BWR Project Directorate 4. 87/01/23. BAUER, E.G. Philadelphia Electric 
Co. 6pp. 39485:287-39485:292. 

8702190144 Requests permission to use NALCO Acti-Brom 1338 at facility Discharge 
Point 001 as chlorine enhancer during testing program.Program expected to begin in 
Mar 1 987 & continue for approx 2 wks. 

WILLSEY.W.B. Philadelphia Electric Co. 87/02/11. NEWBOLD.J. Pennsylvania, Com- 
monwealth of. 3pp. 39693:285-39693:287. 

8702180473 Forwards add! info re specific parameters & general methodology used in 
calculations to quantify potential radioactive decay heat buildup in reactor end recircu- 
lation sys.per 870116 request.Response requested by Apr 1987. 

KOWALSKI.SJ. Philadelphia Electric Co. 87/02/12. BUTLER, W.R. BWR Project Di- 
rectorate 4. 7pp. 39664:278-39664:284, 


F. Security, medical, emergency & fire protection plana 


8702250568 Summarizes conclusions reached during 861106 telcon re ASME Const 
Code & Section XI insp.Required const NDEs performed & applicable acceptance 
stds met.Unsolicited response does not affect conclusions of telcon.Related corre- 
spondence. 

KOWALSKI.SJ. Philadelphia Electric Co. #187 2162, 87/01/05. MARTIN, T.T. Region 
1, Office of Director. 7pp. 39744:158-39744:164. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co, of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys.” Svc 
list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8612010321 Forwards revised emergency plan implementing procedures, including Rev 
6 to EP-201, "Technical Support Ctr..„” Rev 6 to EP-210, "Dose Assessment...” & 
Rev 4 to EP-325, “Use of Containment Dose Rates...." Related correspondence. 
DALTROFF.S.L. Philadelphia Electric Co. #486 1690. 86/11/21. MURLEY.T.E. 
Region 1 , Office of Director. 6pp. 38763:089-38763:132. 


8701300079 IE Info Notice 87-007, ”OC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list encl. 

JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103), 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 


“8612010324 Revised emergency plan *'-r - : 1 i- ; partially with- 
held Rev 6 to EP-201, "Technical Sj:-. , : 1 ■, . 6 to EP-210, 

"Dose Assessment Team" & Rev 4 to EP-325. Related correspondence. 

* Philadelphia Electric Co. 86/11/21. 38pp. 38763:095-38763:132. 


8702020135 iE Info Notice 87-008, "Degraded Motor Leads in Umitorque DC Motor Op- 
erators.” Svc list encl. 

JORDAN, E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103), 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 


8702100258 Rev 70 to emergency plan procedure index.W/870204 Itr. 

GALLAGHER, J.W. Philadelphia Electric Co. 87/02/04. 6pp. 39578:088-39578:093. 

870?* , 90P50 "-vir-* 1 ■ infementing procedures, including Rev 6 to EP- 

* ■'* ■ 1 "l" <■» * r ■' ream," Rev 13 to EP-231, "Operation of Post- 

Y : N ' :: " ■ ■' ' ‘ ! *'233, “Retrieving & Changing....” W/870211 Itr. 

■ ! ■■ ■ !:;■■■ 3 Co. 87/02/11. 162pp. 39678:039-39678:200. 

8702190232 Forwards documents & correspondence re emergency planning among 
rr " J ; 3ther govt agencies.per 820601 ASLB 

:" «'» " !» » <v :■ >-■ . 'i v i ■ 

iv.. . 4 . . ; , 2520 - B7/02/11. MULLIGAN.M. Limerick 


8702200011 Forwards Jan 1987 rev to physical security plan.reflecting changes in cor- 
porate organization.security organization & security hardware.Summary of revs also 
encI.Rev withheld (ref 10CFR2.790 & 73.21). 

BRADLEY.EJ. Philadelphia Electric Co. 87/02/13. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 39695:355-39695:358. 

8702250439 Forwards documents & correspondence re emergency planninq amonq 

5/ A of PA & ot ? 0r res P° nsib!e 9 ovt agencies, in accordance 

w/ ASLB 820601 order.Related correspondence. 

CULLEN E.J. Philadelphia Electric Co. #187 2572. 87/02/20, MULLIGAN.M. Limerick 
Ecology Action. 2pp. 39744:072-39744:073. 


G. Adjudicatory correspondence 


8702190225 Forwards Safety Insp Rept 50-353/86-20 on 861 215-22, No violation noted. 
EBNETER,S.D. Region 1, Office of Director. 87/02/04. KEMPER, J.S. Philadelphia 
Electric Co. 2pp. 39603:338-39683:354. 

-8702190237 Insp Rept 50-353/86-20 on 861215-22.No violation noted.Major areas 
inspected:onsite design activities in mechanical area, const installation of piping & 
support sys,QC of const activities & audits of project engineering activities. 
MANOLY.KA, STROSNIDER.J. Region 1, Office of Director. 87/01/29. 15pp. 
39683:340-39603:354. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp, 39702:134- 
39702:227. 

8702110131 IE info Notice 87-011, "Encl of Vital Equipment Within Designated Vital 
Areas." Svc list encl, 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


87 ?f?^ 3 l? 0 r ^. Ap u pell ^ te review ham P Qred b y absence of exhibits tendered in cc 

.sStSS'Sf 01 rnanpower mobiliza,ion 

! : ‘ : ■■ :: ■"*l et y ar > d Licensing Appeal Panel. #187 2428. 87/02/C 

“ 11 ■ ‘ - ■»■■■■■ ■■ Board Panel. 2pp. 39550:313-39550:314. 


8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers.GE Type AKF-2-25." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 
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8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svo list end. P. Operating license stage documents * correspondence 


JORDAN, E.L division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784.116- 
39784:224. 

8702240407 Forwards Safety Insp Rept 50-353/86-21 on 861222-870202 & notice of 

KANEW F Region 1, Office of Director. 87/02/17. KEMPER.J.S. Philadelphia Electric 
Co. 2pp. 39721:147-39721:161. 

-8702240408 Notice of violation from insp on 861222-870202. 

* Region 1, Office of Director. 87/02/17. Ip. 39721:149-39721:149. 

-8702240416 Insp Rept 50-353/86- 1 f-VFI2 noted: issuance of 

unapproved data sheet for cable ■■ r * ' •-! ::s "• ’■ I -ngineer & engmeer- 

G^LLO,R.M. U Reg?on ^Office of Director. 87/02/13. 12pp. 39721:150-39721:161. 

S. Reportable occurrences, LERs ft related correspondence 

8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM F K. Limitorque Corp. 05/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 

A. Appllcatlon/constructlon stage documents & correspondence 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
r * - — r r* "‘T days after meeting.Meeting notice end. 

.« . V. ' ■ . ■■ :■ ,J .I . ■. :■ . 02. SULLIVAN, P. Office of the Secretary of 

-8311230117 Informs that due to participation of J . f nox .P* a ^ lo H ^ n yP n 
hearings, Millstone Unit 3 draft SER input will be delayed from 831101 to 1201. Me- 
chanical draft SER input will be submitted by end of Dec 1983. 

RUBENSTEIN.L.S. Assistant Director for Core & Plant Systems. 83/11/03. 
NOVAK, T.M. Assistant Director for Licensing. Ip. 39783:300-39783:302. 

F. Security, medical, emergency & fire protection plans 

8604030003 Rev 3 to Emergency Procedure EP 11-4, "Emergency Response Support 
Callout." Rev 3 to Vol 1 of emergency plan procedures index end. 

MAZZOLA.S. Public Service Electric & Gas Co. of New Jersey. 86/03/15. 24pp. 
35376:034-35376:057. 

8702050333 Revised emergency plan procedures, including Rev 6 to EP 11-4, "Hope 
Creek Emergency Response Support Callout," Rev 3 to EP 11-7, Hope Creek Callout 
Test Procedure" & Rev 7 to table of contents. Revised index end. 

* Public Service Electric & Gas Co. of New Jersey. 86/12/31. 71pp. 39520:104- 
39520:169. 

8702050323 Rev 7 to event classification guide table of contents & Rev 3 to Attach- 
ment 29, "Secondary Communicator (CM2/TSC2/ EOF2) Attachment for 

^ E pudic’ S Sen/k:e Electric & Gas Co. of New Jersey. 87/01/15. 18pp. 39520:074- 
39520:091. 

8702100308 Discusses plans to implement compensatory security mgt program during 
security supervisor training, requiring temporary mod of shift coverage, detailed in 

MCNETLLC.A he public Service Electric & Gas Co. of New Jersey. 87/01/30. 
MURLEY.T.E. Region 1, Office of Director. 2pp. 39578:219-39578:220. 

8702100386 Forwards Physical Security Insp Rept 50-354/86-60 on 861230. No viola- 

MARTINT.T. Region 1, Office of C-v 37/7? T.-" MCNEILL, C.A. Public Service 
Electric & Gas Co. of New Jersey, 

—8702100392 r,u vs*':n l Socu r S*v lr ‘sp n ept 50-354/86-60 on 861230,No violation 

:wi i-.ensee program for conducting contingency 

:;r is Jr: oVauau: dVc: .wness * ”?•*:•>' drills during activities. 

cm 1 ,. c K:_- M Ci ;i ." 1 O' 1 ce of Director. 87/02/05. 3pp. 39574:1 55- 

if'rjv. 

8702090390 Revised Vol I of emergency plan procedures, including Rev 2 to EP 1-1, 
"Actions Required During Emergency at Salem Generating Station, Rev 2 to EP 1-2, 
“Alert" & Rev 2 to EP I-3B, "Site Area Emergency, Emergency Duty Officer. 

• Public Service Electric & Gas Co. of New Jersey. 87/02/15. 100pp. 39560:298- 
39561:018. 

I. Financial Information 

8702100100 Forwards Philadelphia Electric Co & PSE&G 861229 & 31 Itrs, 
respectively, transmitting Atlantic City Electric Co Itr re proposed corporate reorganiza- 
tion by forming holding company, Atlantic Energy, Inc. Review requested. W/o ends. 
MULLER.D.R. BWR Project Directorate 2. 87/02/06. NASH.D.A. Assistant Director for 
State & Licensee Relations. 2pp. 39575:343-39575:344. 

J. Insurance ft Indemnity Information 

8702170660 Forwards Endorsements 90 ft 75 to NELIA Policy NF-230 & MAELU Policy 

HOFFMA^^Marsh & McLennan, Inc. 87/02/03. DINITZ.I. Assistant Director for 
State & Licensee Relations. 3pp. 39661 :097-39661 :099. 


8612040106 Forwards proprietary NEDC-31336, "GE Instrument Setpoint Methodology," 
per LRG Instrument Setpoint Methodology Group 840629 Itr.Rept applicable to listed 

VI LLA.R. W G^ 1 1 / 1 9. BERKOW.H.N. Standardization & Special 

Project Directorate. 5pp. 38826:157-38826:161. 


. 82/09/ 


8702130232 Forwards request for addl info re implementation of ATWS rule 
(10CFR50.62) requirements at faciiity.lnfo provided in 850521 Itr insufficient to deter- 
mine compliance-Requests info be provided by 870310 . c 

WAGNERX). BWR Project Directorate 3. 87/02/04. MCNEILL, C.A. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 39639:133-39639:136. 

8702170464 Forwards Amend 2 to License NPF-57 & safety evaluation in response to 
860912,0922 & 1110 Itrs. Amend modifies Tech Specs to be consistent w/std radio- 
logical effluent Tech Specs for BWRs (NUREG-0473). . e 

ADENSAM.E.G. BWR Project Directorate 3. 87/02/06. MCNEILL, C.A. Public Service 
Electric & Gas Co. of New Jersey, 2pp. 39671:001-39671:016. 

-8702170468 Amend 2 to Lice-ri.i NIP” f" r Tcrh Pnecs to be consistent w/ 

std radiological effluent Tech S:>.r? m “■“■?) ..... ... 

ADENSAM;e.G. BWR Project crl s' < <> 1 : .19671:003-39671.013. 

-8702170471 Safety evaluation supporting Amend 2 to License NPF-57. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/06. 3pp. 
39671:014-39671:016. 

8702180615 Submits addl info re single loop operation Tech Spec.lnfo suppls CA 
McNeill 860530,1006 & 1224 Itrs to EG Adensam & addresses recent discussions w/ 
NRC.Table 3,3.6-2 re control rod block instrumentation setpoints end. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/02/06. Document 
Control Branch (Document Control Desk). 3pp. 39677:001-39677:003. 

8702250479 Application for amend to License NPF-57, revising Tech Spec Table 3.3.3-2 
to change description of 4.16 kV emergency bus undervoltage relays.Fee paw. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/02/17. Document 
Control Branch (Document Control Desk). 3pp. 39728:352-39728:357. 

-8702250486 Proposed Tech Specs revising Table 3.3.3-2 re 4.16 kV emergency bus 

* n publk! ta |ervk!e y Electric & Gas Co. of New Jersey. 87/02/17. 3pp. 39728:355- 
39728:357. 

Q. Inspection reports, IE Bulletins ft correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. „ . 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). I 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, "Diesel Generator Falls Test Because of Degraded 

JORDAN, eIl D?vision of Emergency Preparedness & Engineering Response (Post % 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446.138- 
39446:248. 

8702030082 Forwards Radiological Controls Insp Rept 50-354/86-59 on 861203-05 & 

MARTIN, TT^Region 1, Office of Director. 87/01/2 2. MCNEILL, C.A. Public Service 
Electric & Gas Co, of New Jersey. 2pp. 39474:309-39474:327. 

—8702030083 Notice of violation from insp on 861203-05 
* Region 1, Office of Director. 87/01/22. Ip. 39474:311-39474:311. 

-8702030087 Insp Rept 50-354/86-59 on 861 203-05.Violation noted:failure to adhere to 
radiation protection procedures.Need for improvement in area of ongoing job review 

nStoR.L, JANG.J.C., SHANBAKY.M.M. Region 1, Office of Director. 87/01/21. 
16pp. 39474:312-39474:327. 

8702030531 Ack receipt of 861231 Itr informing NRC of steps taken to correct violations 

EBNETER,l!c? e f?egion ^Office of Director. 87/01/22. MCNEILL, C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 39490:252-39490:253. 

8702030105 Discusses Insp Repts 50-354/86-41,50-354/86-47 ft 50-354/86-50 on 
860813-1013 ft forwards notice of violation. Civil penalty not proposed for Violation A 
re inoperable vacuum relief sys due to prompt corrective actions, 

MURLEY.T.E. Region 1, Office of Director. 87/01/27. MCNEILL, C.A. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 39474:219-39474:224. 

—8702030112 Notice of violation from insp on 8608 13-0902. Violations noteddailure to 
place reactor Into startup.hot shutdown or cold shutdown while vacuum breaker as- 
semblies & acoustic monitors inoperable. 

MURLEY/T.E. Region 1, Office of Director. 87/01/27. 2pp. 39474:223-39474.224. 

8702040012 Suppls response to IE Compliance Bulletin 88-003, "Potential Failure of 
Multiple ECCS Pumps Due to Single Failure of Air- Operated Valve In Min Recircula- 
tion Line." Failure concerns not applicable to facility. 

MCNEILL, C.A. Public Service Electric ft Gas Co. of New Jersey. 87/01/27. Document 
Control Branch (Document Control Desk). 3pp. 39494:358-39494:360. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end, 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 1 Response (Post 
830103). 87/01/30. Consolidated Edison Co, of New York, Inc. i07pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 

JORDAN.E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 
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8702100401 Responds to NRC 870105 Itr re violation noted in Insp Rept 50-354/86- 
52.Corrective action:radiographs placed in proper storage facility & humidity/temp indi- 
cator recalibr. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/02/02. Document 
Control Branch (Document Control Desk). 2pp. 39573:268-39573:269. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. _ 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100386 Forwards Physical Security Insp Rept 50-354/86-60 on 861230. No viola- 
tion noted. 

MARTIN, T.7. Region 1, Office of Director. 87/02/05. MCNEILL, C. A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 39574:153-39574:157. 

“8702100392 Physical Security Insp Rept 50-354/86-60 on 861230.No violation 
noted.Major areas inspected:review of licensee program for conducting contingency 
drills to evaluate effectiveness & impact of drills during security activities. 

SMITH.G.C., KEIMIG.R.R. Region 1, Office of Director. 87/02/05. 3pp. 39574:155- 
39574:157. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702270196 Forwards Safety Insp Rept 50-354/87-02 on 870112-16 & notice of viola- 
tion. 

MARTIN.T.T. Region 1, Office of Director. 87/02/12. MCNEILL, C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 39771:269-39771:282. 

“8702270204 Notice of violation from insp on 870112-16. 

• Region 1, Office of Director. 87/02/12. Ip. 39771:271-39771:271. 

“8702270209 Safety Insp Rept 50-354/87-02 on 8701 12-1 6.Violations noted: failure to 
properly identify & quantify Fe-59 & Zr-95 in Shipment 86-04, Details 6.1 & 6.4 & incor- 
rect certification for Shipment 86-04,Detail 6.1. 

BICEHOUSE.H.J., DAVIDSON, B.S., PASCIAK.W.J. Region 1, Office of Director. 87/ 
02/06. 11pp. 39771:272-39771:282. 

8702110131 IE Info Notice 87-011, “End of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702260302 Responds to NRC 870122 Itr re violations noted in Insp Rept 50-354/86- 
59. Corrective actions:dept directive issued to curtail improper overriding of personnel 
radiation exposure n Tv V ™ ! ■ ; , 1 ■. 

MCNEILL, C.A. Pub " 1 . , ■ ■ \ 1 1 " ■ *: \ ' ' . <!! Document 

Control Branch (Document Control Desk). 3pp. 39751:124-39751:126. 


R. Periodic operating reports & related correspondence 

8702240250 Monthly operating rept for Jan 1987.W/870209 Itr. 

JENSEN, H., SALVESEN.R.S. Public Service Electric & Gas Co. of New Jersey. 87/ 
01/31. 5pp. 39718:111-39718:115. 


S. Reportable occurrences, LERs & related correspondence 


8702090429 LER 87-001 -00:on 870103 & 04, grab samples from containment atmos- 
phere not taken as required by Tech Specs.Caused by personnel error. Radiation pro- 
tection technician counseled on necessity to comply w/Tech Specs. W/870204 Itr. 
ERVIN, A.M., SALVESEN.R.S. Public Service Electric & Gas Co. of New Jersey. 87/ 
02/04. 5pp. 39559:034-39559:038. 

8702100170 LER 87-002-00;on 8701 08, control room ventilation sys (CRV) isolated & 
control room emergency filtration actuated. Caused by personnel error.Technician 
counseled to refrain from accessing equipment w/o authorization.W/870204 Itr. 

ERVIN, A.M., SALVESEN.R.S. Public Service Electric & Gas Co. of New Jersey. 87/ 
02/04. 4pp. 39568:156-39568:159. 

8702170612 Part 21 rept re cracking in O-ring on latch mechanism on contactors in nu- 
clear exciters. Initially reported on 861216. Sprecher & Schuh changed O-ring matl to 
Viton E60C. Contactors will be returned to vendor & rebuilt. 

SCHWELLENSATTL Basler Electric. 87/02/04. PELKE.P. Region 3, Office of Director. 
Ip. 39661:108-39661:108. 

8702250422 Provides clarification of 861227 four-hour nonemergency event rept re un- 
planned closure of excess flow check valve. Caused by loose reed switch assembly 
atop excess flow check valve, giving erroneous indication. No LER necessary. 
SALVESEN.R.S. Public Service Electric & Gas Co. of New Jersey. 87/02/04. Docu- 
ment Control Branch (Document Control Desk). 2pp. 39728:151-39728:152. 

8702100446 LER 87-004-00:on 870113.RWCU sys isolation occurred.Caused by read / 
set switch on Riley Tempmatic 86 temp module placed in read position.Evaluation to 
determine appropriate temp module mod performed. W/870204 Itr. 

COWLES, R.B., SALVESEN.R.S. Public Service Electric & Gas Co. of New Jersey. 87/ 
02/05. 5pp. 39578:042-39578:046. 

8702250491 LER 87-006-00:on 8701 23, while performing instrumentation & control sur- 
veillance procedure, filtration, recirculation & ventilation sys auto-started.Caused by de- 
energizing wrong channei.Technicians counseled.W/870218 Itr. 

COWLES, R.B., SALVESEN.R.S. Public Service Electric & Gas Co. of New Jersey. 87/ 
02/18, 5pp. 39728:257-39728:261. 

8702260594 LER 87-005-00:on 8701 23, primary containment isolation sys actuation oc- 
curred when reactor bldg exhaust radiation monitoring Channel A momentarily tripped 
while Channel C in tripped condition.Cause unknown.W/870218 Itr. 

COWLES, R.B., SALVESEN.R.S. Public Service Electric & Gas Co. of New Jersey. 87/ 
02/19. 5pp. 39750:087-39750:091. 

8702250474 LER 87-007-00:on 870123.HPCI Channel A outboard steam supply valve 
isolated & HPCI/RHR A area leak temp hi alarm activated.Caused by design error in 
temp differential. Mtn intake temp setpoint increased.W/870220 Itr. 

ERVIN, A.M., SALVESEN.R.S. Public Service Electric & Gas Co. of New Jersey. 87/ 
02/20. 4pp. 39729:354-39729:357. 

8702250542 Special Rept 87-001 -00:on 870207, north plant vent radiation monitoring de- 
tector (1SP-RE-4873B) declared inoperable due to damaged aluminum foil 
window. Work order written to replace aluminum foil window. W/8702 18 Itr. 
COWLES.R.B., SALVESEN.R.S. Public Service Electric & Gas Co. of New Jersey. 87/ 
02/20. 4pp. 39735:098-39735:101. 


DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 


A. Appllcatlon/constructlon stage documents & correspondence 


8701270478 Final response to FOIA request.App F documents re Marviken II project 
end & available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/01/20. MORROW, D.C. Fried, 
Frank, Harris, Shriver & Jacobson. 19pp. 39540:001-39543:062. 

-8702040209 Summary of 801008 meeting w/Mark II Owners to discuss long term pro- 
gram chugging load spec.Load reduction due to either spatial averaging or desynch- 
ronization Justified w/adequate documentation of methodology. 

ANDERSON, C.J. Generic Issues Branch. 80/10/28. KNIEL.K. Generic Issues Branch. 
14pp. 39543:240-39543:253. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 


8508280332 

generr-*r 


ment • • 
MAR" 
MURi ■.. ■■ 


Interim potential const deficiency rept re heat buildup in emergency diesel 
s' 1 ' ! " "‘‘TV:’ a'!' arform onsite test of equip- 

■ ■■■; : "i ' 


' .1 ' New Jersey. 85/08/07. 

1:,. .--32398:155. 


8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
n ‘.‘ — : t , nTT' 4 *-; r ~'- Loss of Siphon." Svc list end. 

of Emergency Preparedness & Engineering Response (Post 
'■VI ; 1 " Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 

39525:339. 


8702100295 Submits fifth monthly rept on status of corrective actions taken in response 
to 860826 reactor trip & false blackout signal at Salem Unit 2.lnterim evaluation indi- 
cates that configuration stable under — — vr— f-r-v--* :; . T 

MCNEILL,C.A, Public Service Electric * .' r u * <. i :■ ■> ■ 

Control Branch (Document Control D<: .< 1 *> ;■■■, . ">„■ ■■ . ■ v; 


8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8702100162 LER 87-Q03-00:on 8701 12, reactor water cleanup sys isolation occurred due 
f . r ' ' ■ ■-■■■ " ; ' ' \> steam leak detection panels 


COW :■ ■ • * . v >,-i : : 

02/03. bpp. 39568:173-39568:177. 


:* Gas Co. of New Jersey. 87/ 


8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 
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8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Aross 11 Svc list end 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 


8702100108 Provides confirmation of 870116 prompt notification to NRC & 14-day writ- 
ten followup rept per License Condition 2,G.Addl listed items determined reportable 
during add! 10CFR50,App R analyses initiated per guidance in Generic Ltr 86-10. 
MORGAN, H.E. Southern California Edison Co. 87/01/19. MARTIN, J.B. Region 5, 
Office of Director. 4pp. 39569:315-39569:318. 

8702040104 Application for amends to Licenses NPF-10 & NPF-15, consisting of Pro- 
posed Change PCN-226,ravising Conditions 2.C(14) for Unit 2 & 2,C(12) for Unit 3 & 
deleting Tech Specs re fire protection.Fee paid. 

MEDFORD, M.O. Southern California Edison Co. 87/02/02. Document Control Branch 
(Document Control Desk). 11pp. 39506:013-39506:129. 

-8702040111 Proposed Tech Specs, revising License Conditions 2.C(14) for Unit 2 & 
2.C(12) for Unit 3 & deleting pages re fire protection. 

* Southern California Edison Co. 87/02/02. 106pp. 39506:024-39506:129. 

8702270315 Provides basis for util position that combustible matls properly & adminis- 
‘■"■‘■.■r'. re-V"'"-- 4 nr* 'f requirements in response to differing 

. ■'*!! i.-A—f SMr" 

v:. vi S Co. 87/02/03. MARTIN, J.B. Region 5, 
Office of Director. 4pp. 39796:1 22-39796:1 25. 

8702100352 Forwards Rev 13 to physical security plan for facilities for NRC review 
under 10CFR50,54(p) & description of changes.Rev 13 to plan incorporates textual & 
figure (drawing) changes. Ends withheld (ref 10CFR73.21). 

MORGAN, H.E. Southern California Edison Co. 87/02/04. Office of Nuclear Reactor 
Regulation, Director (post 851125), Ip. 39570:218-39570:218. 

8702270207 Forward? Rev 3 to “Updated Fire Hazards Analysis for San Onofre Nuclear 
1,2 & 3 " per 10CFR50.71, 

\ 11 Hr California Edison Co. HOLCOMBE.J.C. San Diego Gas & Elec- 
r a Anaheim, CA. 87/02/19. Document Control Branch (Document 
Control Desk). 13pp. 39767:147-39770:162, 

-8702270217 Rev 3 to "Updated Fire Hazards Analysis for San Onofre Nuclear Gener- 
ating Station, Units 1 ,2 & 3." 

* Southern California Edison Co, 87/02/28. 1,200pp. 39767:162-39770:162. 


G. Adjudicatory correspondence 


8702030085 Forwards director's decision denying 860527 10CFR2.206 petition to 
extend 10-mile radius of EPZ to include Laguna Beach & South Laguna Beach. 
TAYLOR.J.M. Office of Inspection & Enforcement, Director (Post 820201). #187 2355, 
87/01/29. COLLISON.M. Laguna Beach, CA. Ip. 39474:233-39474:304. 

-8702030117 Director's decision under 10CFR2.206.* Director's Decision DD-87-01 de- 
nying City of Laguna Beach 860727 10CFR2.206 petition to extend 10-mile radius of 
EPZ to include South Laguna Beach & Laguna Beach. 

TAYLOR.J.M, Office of Inspection & Enforcement, Director (Post 820201). 87/01/29. 
Laguna Beach, CA. 6pp. 39474:234-39474:298. 

-8702030129 Notice of issuance of Director’s Decision DD-87-01 under 10CFR2.206 
denying city of Laguna Beach 860527 petition to extend 1 0-mile radius of EPZ to in- 
clude South Laguna Beach & Laguna Beach. 

TAYLOR.J.M. Office of Inspection & Enforcement, Director (Post 820201). 87/01/29. 
2pp. 39474:299-39474:304. 

8702060055 Requests that PM Gallagher be deleted from svc list. 

• Atomic Safety and Licensing Board Panel. #187 2415. 87/02/02. Docketing & Serv- 
ices Branch. 2pp. 39534:301-39534:302. 


8702100373 Discusses dispute arising at 870120 NRC/FEMA Steering Committee 
meeting re proper interpretation of medical sves (10CFR50.47). Relative 
documents, including remand order & orders issued by ASLB.encl. Related correspond- 
ence. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). #187 2459. 87/02/05. KRIMM.R.W. Federal Emergency Management 
Agency, 59pp. 39574:166-39574:187. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8702270177 Forwards Rev 3 to updated FSAR for San Onofre Nuclear Generating 
Station, Units 2 & 3. 

BASKIN, K.P. Southern California Edison Co. HOLCOMBE.J.C. San Diego Gas & Elec- 
tric Co. POHLMAN.D.L, Anaheim, CA. 87/02/19. Document Control Branch (Docu- 
ment Control Desk). 6pp, 39784:240-39789:218. 

-8702270189 Rev 3 to updated FSAR for San Onofre Nuclear Station, Units 2 & 3. 

* Southern California Edison Co. 87/02/28. 1 ,500pp. 39784:246-39789:218. 


P. Operating license stage documents & correspondence 

8702020624 Advises that actions identified as Items 1-4 in NRC 861203 ltr re instances 
of apparent tampering completed. No addl instances of apparent tampering 
observed.Requests concurrence to withdraw precautionary measures. 

RAY.H.B. Southern California Edison Co. 87/01/13. MARTIN.J.B. Region 5, Office of 
Director. Ip. 39464:301-39464:301. 

8702090252 Forwards Amends 57 & 46 to Licenses NPF-10 & NPF-15, respectively & 
safety evaluation.Amends revise Tech Spec 3/4.3.3.S, “Radioactive Effluent Monitor- 
ing Instrumentation, " per 840302 & 0402 requests. 

ROOD.H. PWR Project Directorate 7. 87/01/20. BASKIN.K.P. Southern California 
Edison Co. HOLCOMBE.J.C. San Diego Gas & Electric Co. 3pp. 39565:026- 
39565:045. 

-8702090258 Amends 57 & 46 to Licenses NPF-10 & NPF-15,respectively, revising 
Tech Spec 3/4.3.3.S, “Radioactive Effluent Monitoring Instrumentation." 

ROOD.H. PWR Project Directorate 7. 87/01/20. 13pp. 39565:029-39565:041. 

-8702090261 Safety evaluation supporting Amends 57 & 46 to Licenses NPF-10 & 
NPF-1 5, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/20. 4pp. 
39565:042-39565:045. 

8702040005 Notifies that changes addressed in Change Notices 18 & 19 to Topical 
Rept SCE-1-A, "QA Program, ,r Amend 9, reviewed. Program continues to meet require- 
ments of 1 GCFR50,App B & acceptable. 

KIRSCH.D.F. Region 5, Office of Director. 87/01/28. BASKIN, K.P, Southern California 
Edison Co. Ip. 39498:241-39498:241. 

8702040104 Application for amends to Licenses NPF-10 & NPF-15, consisting of Pro- 
posed Change PCN-226, revising Conditions 2.C(14) for Unit 2 & 2,C(12) for Unit 3 & 
deleting Tech Specs re fire protection.Fee paid. 

MEDFORD.M.O. Southern California Edison Co. 87/02/02. Document Control Branch 
(Document Control Desk). 11pp. 39506:013-39506:129. 

-8702040111 Proposed Tech Specs, revising License Conditions 2.C(14) for Unit 2 & 
2.C(12) for Unit 3 & deleting pages re fire protection. 

* Southern California Edison Co. 8 7102/02. 106pp. 39506:024-39506:129. 

8702110029 Extends invitation for participation in NRC Incident Investigation Program 
870311 workshop in Walnut Creek, CA. Statement of workshop purpose & agenda 
end. 

MARTIN, J.B. Region 5, Office of Director. 87/02/04. BASKIN, K.P. Southern California 
Edison Co. 3pp. 39590:285-39590:287. 

8702110462 Advises that util unable to install diverse scram sys during first refueling 
outage beginning after 870601 .Since NRC is evaluating newer C-E plants & working to 
reach one conclusion, sys installation delayed until Cycle 5 outage, 

MEDFORD.M.O. Southern California Edison Co. 87/02/09. Document Control Branch 
(Document Control Desk). 2pp. 39590:334-39590:335. 

8702190655 Forwards diagrams in response to 870116 telcon request to assist in 
review of Proposed Change 192 to Tech Specs, revising diesel fuel oil chemistry test- 
ing requirements per Generic Ltr 84-15.W/0 ends. 

MEDFORD.M.O. Southern California Edison Co. 87/02/11, Document Control Branch 
(Document Control Desk). Ip, 39685:048-39685:048. 

8702250373 Forwards safety evaluation & EGG-NTA-7463, “Reactor Trip Sys Reliabil- 
ity,,,," supporting response to Generic Ltr 83-28, Item 4.5,2 re periodic on-line testing 
of reactor trip sys.Plant designed to permit on-line testing. 

SEARS, P.M. PWR Project Directorate 8. 87/02/14, RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 39744:001-39744:003. 

-8702170161 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, Arkansas Nuclear One Unit 2, Calvert Cliffs Units 1 & 2, Fort Calhoun, Maine 
Yankee, Millstone Unit 2, Palisades, Palo Verde Units...," technical evaluation rept. 
FARMER.F.G, EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7463. 
87/01/09. NRC - No Detailed Affiliation Given. 14pp. 39744:004-39744:017. 

8702260006 Forwards revised “NUREG-0612 Evaluation: Lift of Spent Fuel Pool Weir 
Gates," providing corrections to info previously submitted & summarizing compliance 
w/NU REG-061 2. 

MEDFORD.M.O. Southern California Edison Co. 87/02/18. Document Control Branch 
(Document Control Desk). Ip. 39750:038-39750:050. 

-8702260007 Revised “NUREG-0612 Evaluation.Lift of Spent Fuel Pool Weir Gates." 

* Southern California Edison Co. 87/02/28, 12pp. 39750:039-39750:050. 

8702260156 Responds to concerns noted in NRC 860807 SER re control sys/ high- 
energy line breaks (HELBLBased on three listed items, original control sys/HfcLB 
interactions bounded by FSAR Chapter 1 5 analysis & no further evaluation required. 
MEDFORD.M.O. Southern California Edison Co. 87/02/20. Document Control Branch 
(Document Control Desk). 5pp, 39739:327-39739:331 . 
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Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702040456 Responds to 861201 telcon request & forwards 68 P&IDs to facilitate 
review of util response to IE Bulletin 85*003 re motor-operated valve common mode 
failure during plant transients due to improper switch settings.W/o P&IDs. 
MEDFORD.M.O. Southern California Edison Co. 87/01/26. Document Control Branch 
{Document Control Desk). 3pp. 39503:248-39503:250. 


-8702200132 Requests PUC of CA be informed re whether or not NRC performed or 
aware of any analysis concluding that Unit 2 fuel loading/low power license couid 
■ ■■ -■ ■■ "■ r:i *.• FtV* fr. -Towed portion of util investment. 

■; ‘I- :i ■ •■//02/02. DENTON, H.R. Office of Nu- 

■ V . :::: ■ .res: i: - : 1 3pp. 39703:005-39703:028. 

-8111270065 Forwards 12th monthly status rept for 810915-1015 in response to House 
Rept 96-1093.Rept discusses actions taken on operating reactors & licensing review 
of new facilities. 

PALLADINO.N.J. Commissioners. 81/10/30. BEVILLJ. House of Rep., Appropriations. 
23pp. 39703:029-39703:074. 

-8702200150 Forwards fourteenth monthly status rept for 811115-811215, discussing 
actions taken on operating reactors & licensing reviews of new facilities.ASLB issued 
811214 partial initial decision re TMI-1 design, procedures & emergency planning. 
PALLADINO.N.J. Commissioners. 81/12/30. BEVILL.T. House of Rep., Appropriations. 
17pp. 39703:075-39703:103. 


8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
630103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300078 IE Info Notice 87-007. "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702270315 Provides basis for util position that combustible matls properly & adminis- 
tratively controlled per applicable regulatory requirements in response to differing 
views expressed during 870115 followup insp. 

MORGAN.H.E. Southern California Edison Co. 87/02/03. MARTIN, J.B. Region 5, 
Office of Director. 4pp. 39796:122-39796:125. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702080413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. f08pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “End of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 


8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New Yorx, Inc. 108pp. 39691:156- 
39691:265. 


8702130203 Suppl 1 to IE Info Notice 86-106, "Feedwater Une Break." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 11'" — 


39784:224. 


111pp. 39784:116- 


-8203150015 Forwards NRC 16th monthly status rept for 820115-0215, discussing ac- 
tions taken on operating reactors & licensing reviews of new facilities, per House Rept 
96-1 093. Licensing schedules for perding OL & CP/ML applications end. 
PALLADINO.N.J. Commissioners. 82/02/26. BEVILL.T. House of Rep., Appropriations. 
17pp. 39703:104-39703:120. 
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F. Security, medical, emergency & fire protection plans 


8702100106 Provides confirmation of 870116 prompt notification to NRC & 14-day writ- 
ten followup rept per License Condition 2.G.Addl listed items determined reportable 
during addl 10CFR50,App R analyses initiated per guidance in Generic Ltr 86-10. 
MORGAN.H.E. Southern California Edison Co. 87/01/19. MARTIN, J.B. Region 5, 
Office of Director. 4pp. 39569:315-39569:318. 

8702040104 Application for amends to Licenses NPF-10 & NPF-15, consisting of Pro- 
posed Change PCN-226,revising Conditions 2.C(14) for Unit 2 & 2.C(12) for Unit 3 & 
deleting Teen Specs re fire protection. Fee paid. 

MEDFORD.M.O. Southern California Edison Co. 87/02/02. Document Control Branch 
(Document Control Desk). 11pp. 39506:013-39506:129. 

-8702040111 Proposed Tech Specs, revising License Conditions 2.C(14) for Unit 2 & 
2.C(12) for Unit 3 & deleting pages re fire protection. 

* Southern California Edison Co. 87/02/0 2. 106pp. 39506:024-39506:129. 

8702270315 Provides basis for util position that combustible matls properly & adminis- 
tratively controlled per applicable regulatory requirements in response to differing 
views expressed during 870115 insp. 

MORGAN.H.E. Southern California Edison Co. 87/02/03. MARTIN, J.B. Region 5, 
Office of Director. 4pp. 39796:1 22-39796:1 25. 

8702100352 Forwards Rev 13 to physical security plan for facilities for NRC review 
under 10CFR50,54(p) & description of changes.Rev 13 to plan incorporates textual & 
figure (drawing) changes. Ends withheld (ref 10CFR73.21). 

MORGAN.H.E. Southern California Edison Co. 87/02/04. Office of Nuclear Reactor 
Regulation, Director (post 851125), Ip. 39570:218-39570:218. 

8702270207 Forwards Rev 3 to "Updated Fire Hazards Analysis for San Onofre Nuclear 
StTr- 1 1 .? & 3 ” p c* 1 9CFR50.71 , 

: *• S:- 1 ' Ilwna » so- Co. HOLCOMBE, J.C. San Diego Gas & Elec- 

" ■ ""'".SA 'Via--,*'-*. CA l ! //<■. 2 19. Document Control Branch (Document 

:>** Vs;';: "-*.7 '62 

-8702270217 Rev 3 to “Updated Fire Hazards Analysis for San Onofre Nuclear Gener- 
ating Station, Units 1,2 & 3." 

* Southern California Edison Co. 87/02/28. 1,200pp. 39767:162-39770:162. 


G. Adjudicatory correspondence 


R. Periodic operating reports & related correspondence 

8702200228 Monthly operating repts for Jan 1987.W/870212 ltr. 

SIACOR.E.R., MORGAN, H.E. Southern California Edison Co. 87/01/31, llpp 
39696:325-39696:335. 


S. Reportable occurrences, LERe & related correspondence 

8702170711 Followup RO re fire-rated assemblies (fire doors) found inoperable during 
routine surveillances in Dec 1986. Inoperable fire doors include five latching mecha- 
nism & three dosure mechanism failures.Next rept by 870216. 

MORGAN.H.E. Southern California Edison Co. 87/01/12. MARTIN, J.B. Region 5, 
Office of Director. 3pp. 39654:356-39654:358. ^ 

8TO2050322 NPDES noncompliance notif(cation:on 861 227, Delta T high (21 F) following 
TOat treatmenLChanges in operating practices implemented to prevent recurrence. 
KATZ.B.,M°RGAN, H.E, Southern California Edison Co. 87/01/30. Document Control 
^^(Document Control Desk). DELANEY.L. California, State of. 2pp. 39521:275- 
39521 :27B. 

U. Congressional/ Executive Correspondence 

8702200120 Discusses NRC analysis of licensing schedules for facility, per util 870202 
raounst for NRC statement to State of CA. NRC Sept 1981 - Feb 1982 monthly repts 
naress re iicensina omfertinns fnr rvcnHinn m “ 


& <0f f*^ng OL applicationsenck' 

Reaclor Regulation, Director (post 851125). 87/05 
06. HULETT,S.W. California, State of. 4pp. 39703:001-39703:103 


8702030085 Forwards director’s decision denying 860527 10CFR2.206 petition to 
extend 10-mile radius of EPZ to include Laguna Beach & South Laguna Beach. 
TAYLOR.J.M. Office of Inspection & Enforcement, Director (Post 820201). #187 2355. 
87/01/29. COLLISON.M. Laguna Beach, CA. Ip. 39474:233-39474:304. 

-8702030117 Director’s decision under 10CFR2.206.* Director’s Decision DD-87-01 de- 
nying City of Laguna Beach 860727 10CFR2.206 petition to extend 10-mile radius of 
F n 7 In >■:’ idc Soul* L,in»n,i Bunch & Laguna Beach. 

' A .> V Chico c* inspection & Enforcement, Director (Post 820201). 87/01/29. 
■ ag-ra Beac" CA 6;>c 39474 234 -3 9474 298 


-8702030129 Notice of issuance of Director's Dedsion DD-87-01 under 10CFR2.206 
denyino dty of Laguna Beach 860527 petition to extend 10-mile radius of EPZ to in- 
clude South Laguna Beach & Laguna Beach. 

I ay LO r ,J.M. Office of Inspection & Enforcement, Director (Post 820201). 87/01/29. 
2pp. 39474:299-39474:304. 

8702060055 Requests that PM Gallagher be deleted from svc list 
. At omic Safety and Licensing Board Panel. #107 2415. 87/02/02. Docketing & Serv- 
ices Branch. 2pp. 39534:301-39534:302. 


8702100373 Discusses dispute arising at 070120 NRC/FEMA Steering Committee 
meeting re proper interpretation of medical aves (10CFR50.47).Retative 
documents.mcluding remand order & orders issued by ASLB.encI.Related correspond- 
ence. 


o2?™ N,E ^L' P iv i s j°Q of Emergency Preparedness & Engineering Response (Post 
830103) #187 2459. 87/02/05. KRIMM/R.W. Federal Emergency Management 
Agency. 59pp. 39574:166-39574:187. 
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K. Utility Final Safety Analysts Report (FSAR) & amend® 

8702270177 Forwards Rev 3 to updated FSAR for San Onofre Nuclear Generating 
Station, Units 2 & 3. 

BASKIN, K.P. Southern California Edison Co. HOLCOMBE, J.C. San Diego Gas & Elec- 
tric Co. POHLMAN.D.L, Anaheim, CA. 87/02/19. Document Control Branch (Docu- 
ment Control Desk). 6pp. 39784:240-39709:218. 

-8702270189 Rev 3 to updated FSAR for San Onofre Nuclear Station, Units 2 & 3. 

* Southern California Edison Co. 87/02/28. 1,500pp. 39784:248-39789:218. 


8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

3702040456 Responds to 861201 telcon request & forwards 68 P&IDs to facilitate 
review of util response to IE Bulletin 85-003 re motor-operated valve common mode 
failure during plant transients due to improper switch settings. W/o P&IDs. 

MEDFORD, M.O. Southern California Edison Co. 87/01/26. Document Control Branch 
(Document Control Desk). 3pp. 39503:248-39503:250. 


P. Operating license stage documents & correspondence 

8702020624 Advises that actions identified as Items 1-4 in NRC 861203 Itr re instances 
of apparent tampering completed.No addl instances of apparent tampering 
observed.Requests concurrence to withdraw precautionary measures. 

RAY.H.B. Southern California Edison Co. 87/01/13. MARTIN, J.B. Region 5, Office-of 
Director. Ip. 39464:301-39464:301. 

8702090252 Forwards Amends 57 & 46 to Licenses NPF-10 & NPF-15, respectively & 
safety evaluation.Amends revise Tech Spec 3/4.3.3.B, "Radioactive Effluent Monitor- 
ing Instrumentation," per 840302 & 0402 requests. 

ROOD.H. PWR Project Directorate 7. 87/01/20, BASKIN, K.P. Southern California 
Edison Co. HOLCOMBE.J.C. San Diego Gas & Electric Co. 3pp. 39565:026- 
39565:045, 

-8702090258 Amends 57 & 46 to Licenses NPF-10 & NPF-15, respectively, revising 
Tech Spec 3Z4.3.3.8, "Radioactive Effluent Monitoring Instrumentation." 

ROOD,H, PWR Project Directorate 7. 87/01/20. 13pp. 39565:029-39565:041. 

-8702090281 Safety evaluation supporting Amends 57 & 46 to Licenses NPF-10 & 
NPF-15, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/20. 4pp. 
39566:042-39565:045. 


8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westing house Rod Control Sys." Svc 
list 6DCl 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02, Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 


8702270315 Provides basis for util position that combustible matis properly & adminis- 
tratively controlled per applicable regulatory requirements in response to differing 
views expressed during 670115 followup insp. 

MORGAN, H.E. Southern California Edison Co. 87/02/03. MARTIN.J.B. Region 5, 
Office of Director. 4pp. 39796:122-39796:125. 


8702040005 Notifies that changes addressed in Change Notices 18 & 19 to Topical 
Rept SCE-1-A, "QA Program, Amend 9, reviewed. Program continues to meet require- 
ments of 10CFR50,AppB & acceptable. , ^ ... , 

KIRSCH.D.F. Region £ Office of Director. 87/01/28. BASKIN, K.P. Southern California 
Edison CO. ip. 39498:241-39498:241. 

8702040104 Application for amends to Licenses NPF-10 & NPF-15, consisting of Pro- 
posed Change PCN-226, revising Conditions 2.C(14) for Unit 2 & 2.C(12) for Unit 3 & 
deleting Tech Specs re fire protection.Fee paid. 

MEDFORD, M.O. Southern California Edison Co. 87/02/02. Document Control Branch 
(Document Control Desk). 11pp. 39506:013-39506:129. 

-8702040111 Proposed Tech Specs, revising License Conditions 2.C(14) for Unit 2 & 
2.C(12) for Unit 3 8 deleting pages re fire protection. 

* Southern California Edison Co. 87/02/02. 106pp. 39506:024-39506:129. 

8702110029 Extends Invitation for participation in NRC Incident Investigation Program 
870311 workshop in Walnut Creek, CA. Statement of workshop purpose & agenda 

MARTIN, J.B. Region 5, Office of Director. 87/02/04. BASKIN, K.P. Southern California 
Edison Co. 3pp. 39590:285-39590:287. 

8702110462 Advises that util unable to install diverse scram sys during first refueling 
outage beginning after 870601 .Since NRC is evaluating newer C-E plants & working to 
reach one conclusion, sys Installation delayed until Cycle 5 outage. 

MEDFORD, M.O. Southern California Edison Co. 87/02/09. Document Control Branch 
(Document Control Desk). 2pp. 39590:334-39590:335. 

8702190855 Forwards diagrams in response to 870116 telcon request to assist in 
review of Proposed Change 192 to Tech Specs, revising diesel fuel oil chemistry test- 
ing requirements per Generic Itr 84-15.W/0 ends. 

MEDFORD, M.O. Southern California Edison Co. 87/02/11. Document Control Branch 
(Document Control Desk). Ip. 39685:048-39685:048. 

8702250373 Forwards safety evaluation & EGG-NTA-7463, "Reactor Trip Sys Reliabil- 
ity...," supporting response to Generic Ltr 83-28,ltem 4.5.2 re periodic on-line testing 

Maine Yankee 

Atomic Power Co. 2pp. 39744:001-39744:003. 

-8702170181 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, Arkansas Nuclear One Unit 2, Calvert Cliffs Units 1 & 2, Fort Calhoun.Maine 
Yankee, Millstone Unit 2, Palteades.Pajo Verde Units,..,' ’e^ntealevaluation rept 
FARMER F.G. EG&G Idaho, no. (subs, of EG&G, Inc.), FIN D-6002, EGG-NTA-7463. 
87/01/09. ^ NRC - No Detailed Affiliation Given. 14pp. 39744:004-39744:017. 

8702260006 Forwards revised "NUREG-0612 Evaluation:Uft of Spent Fuel Pool Weir 
Gates," providing corrections to info previously submitted 6 summarizing compliance 

MECFORd!m.<D. Southern California Edison Co. 87/02/18. Document Control Branch 
(Document Control Desk). Ip. 39750:038-39750:050. 

-8702260007 Revised “NUREG-0612 Evaluation, UftofSpent FueJP<tol Weir Gates.” 

* Southern California Edison Co. 87/02/28. 12pp. 39750:039-39750:050. 

8702260158 Responds to concerns noted in NRC 860807 SER re control sys/ bigh- 
Gnerav une breaks (HELB).Based on three listed items, original control sys/HELB 
interactions funded by FSAR Chapter 15 analysis A no further evaluation required. 
MEDFORD, M,0. Southern California Edison Co. 87/02/20. Document Control Branch 
(Ctocument Sintrol Desk). 5pp. 39739:327-39739:331. 

Q. inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 

BZ/09/ 

02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 


8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. , ^ _ 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 

Deficiency." Svc list end. . _ „ . 

JORDAN, E.L Division of Emergency Preparedness A Engineenng Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. f08pp. 39528:251- 
39528:357. 

6702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 

JOrBaN.EaL Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co, of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Afofls Svc list encL 

JORDAN.E.L. Division of Emergency Preparedness & Engineering i Response (Post # 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Ciram 
Breakers, GE Type AKF-2-25" Svc list end. _ . , „ . 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691.156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc Hst end. 
JORDAN, E.L IDivision of Emergency Preparedness A Engineering 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784.116- 
39784:224. 

R. Periodic operating reports & related correspondence 

87/01/31. iipp. 

39696:325-39696:335. 

S. Reportable occurrences, LERs & related correspondence 

8702170711 Followup RO re fire-rated assemblies (fire doors) found 
routine surveillances in Dec 1986. Inoperable fire dows irK^ude five latching mocha* 
nism& three closure mechanism failures.Nejd .rept . 
MORGAN, H.E. Southern California Edison Co. 87/01/12. MARTJN.J.B. Region 5, 
Office of Director. 3pp. 39654:356-39654:358. 

8702020457 LER 86-0164)0:on 861 224-870120, fuel 
ous actuations occurred on 12 occadons.Caused hypoth^aed to be random deem- 
ed noise or intermittent failure of mwtfor electronfcs.W/070123 Q25L 

MORGAN, H.E. Southern California Edison Co. 87/01/23. 2pp. 39450.021 -39450:022. 



8702100377 PNO-V-87-009:on 870202,plant worker 
monitor to alarm on exit from work activities s content Wdg.f^^e mall 
found on inside sleeve of shirt^rvey procedures imp^ tac^ lD 

YUHA$,G.P., WENSLAWSKI.FA Region 5, Office of Director. 87/02/05. ip. 
39574:275-39574:275. 
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8702180463 LER 87-001 -00:on 8701 09, discovered that 18-month surveillance of instru- 
ment line snubbers not performed. Caused by clerical error.Review of all snubber doc- 
uments included in snubber svc life program. W/870209 Itr. 

MORGAN, H.E. Southern California Edison Co. 87/02/09. 2pp. 39668:250-39668:251. 


U. Congressional/Executive Correspondence 

8702200120 Discusses NRC analysis of licensing schedules for facility, per util 870202 
request for NRC statement to State of CA. NRC Sept 1981 - Feb 1982 monthly repts 
to Congress re licensing projections for pending OL applications end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
06. HULETT.S.W. California, State of. 4pp. 39703:001-39703:028. 

-8702200132 Requests PUC of CA be informed re whether or not NRC performed or 
aware of any analysis concluding that Unit 2 fuel loading/low power license could 
have been issued as early as 820113.State disallowed portion of util investment. 
BASKIN.K.P. Southern California Edison Co. 87/02/02. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 3pp. 39703:005-39703:028. 


DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8702180403 Forwards Insp Repts 50-348/86-28 & 50-364/86-28 on 861202- 04.No vio- 
lations or deviations noted.Estimated date of completion of actions licensee plans to 
take re identified exercise weaknesses requested within 30 days of Itr receipt. 
VERRELLI.D.M. Region 2, Office of Director. 86/12/30. MCDONALD, R.P. Alabama 
Power Co. 2pp. 39662:188-39662:214. 

-8702180424 Insp Repts 50-348/86-28 & 50-364/86-28 on 861202-04.No violations or 
deviations noted.Major areas inspected: annual radiological emergency preparedness 
exercise. Preliminary scenario dtd 861203 end. 

CUNNINGHAM, A.L. Region 2, Office of Director. 86/12/30. 25pp. 39662:190- 
39662:214. 

8702100143 Responds to NRC 861230 Itr re violations noted in Insp Repts 50-348/86- 
28 & 50-364/86-28.Corrective actions:FNP-0-EIP-9, “Radiation Exposure Estimation & 
Classification of Emergencies,” will be revised by 870213. 

MCDONALD.R.P. Alabama Power Co. 87/01/28. VERRELLI.D.M. Region 2, Office of 
Director. Ip. 39570:063-39570:063. 

8702100171 Concludes that measures proposed in util 861013 Itr in response to NRC 
860828 Itr re results of visit concerning Insp Repts 50-348/85-08 & 50-364/85-08 
appear adequate to correct Violation 3(B). Matter resolved. 

GRACE, J.N. Region 2, Office of Director. 87/01/28. MCDONALD.R.P. Alabama Power 
Co. 2pp. 39568:154-39568:155. 

8702050372 Rev 19 to Emergency Plan Implementing Procedure FNP-0-EIP-26, "Offsite 
Notification." W/8701 31 Itr. 

HUDSPETH, J.B. Alabama Power Co. 87/01/31. MCKNIGHT.J. Document Control 
Branch (Document Control Desk). 33pp. 39512:191-39512:223. 

8702190047 Rev 7 to General Ofc Emergency Implementing Procedure GO-EIP-112, 
“Emergency Mobile Communications." W/870210 Itr. 

HUNT.W., MCGOWAN.J.K., JESSUP, F.M. Alabama Power Co. 87/02/10. 11pp. 
39680:086-39680:096. 

8702170466 Forwards Amend 8 to “Farley Nuclear Plant Fire Protection Plan Reevalua- 
tion." Amend deletes Section 6 & incorporates relevant fire protection issues info into 
other sections of reevaluation. 

MCDONALD.R.P. Alabama Power Co. 87/02/11. Document Control Branch (Docu- 
ment Control Desk). Ip. 39645:088-39645:258. 

-8702170473 Amend 8 to “Farley Nuclear Plant Units 1 & 2 Fire Protection Program 
Reevaiuation." 

OEDAMER.R.T. Alabama Power Co. 87/01/14. 169pp. 39645:089-39645:258. 


8702090415 Responds to NRC 861216 Itr expressing concern on NUREG Item II.D.1 re 
postulated overstress condition of safety valve discharge piping during certain plant 
transients. Feasibility study initiated.lnsp & maint requirements being reviewed. 
MCDONALD.R.P. Alabama Power Co. 87/02/05. RUBENSTEIN.L.S. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 39557:225-39557:226. 

8702130219 Forwards request for addl info re 860811 Itr concerning proposed OL 
extension.Approval date of 870403 depends upon timely response. 

REEVES, E.A. PWR Project Directorate 2. 87/02/05. MCDONALD.R.P. Alabama 
Power Co. 4pp. 39639:129-39639:132. 

8702110165 Application for amends to Licenses NPF-2 & NPF-8,changing Tech Specs 
re snubber surveillance requirements. Request suppls 860902 Tech Spec submittal by 
providing requested revised proposed snubber visual insp schedule. Fee paid. 
MCDONALD, P.R. Alabama Power Co. 87/02/09. Document Control Branch (Docu- 
ment Control Desk). 4pp. 39580:233-39580:250. 

-8702110338 Proposed Tech Specs, incorporating revised proposed snubber visual insp 
schedule. 

* Alabama Power Co. 87/02/09. 14pp. 39580:237-39580:250. 


Q. inspection reports, !E Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702180403 Forwards Insp Repts 50-348/86-28 & 50-364/86-28 on 861202- 04.No vio- 
lations or deviations noted.Estimated date of completion of actions licensee plans to 
take re identified exercise weaknesses requested within 30 days of Itr receipt. 
VERRELLI.D.M. Region 2, Office of Director. 86/12/30. MCDONALD.R.P. Alabama 
Power Co. 2pp. 39662:188-39662:214. 

-8702180424 Insp Repts 50-348/86-28 & 50-364/86-28 on 861202-04.No violations or 
deviations noted.Major areas inspected: annual radiological emergency preparedness 
exercise. Preliminary scenario dtd 861 203 end. 

CUNNINGHAM, A.L., GOODEN, A., DECKER, T.R. Region 2, Office of Director. 86/12/ 
30. 25pp. 39662:190-39662:214. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. TlOpp. 39446:138- 
39446:248. 

8702060489 Forwards Insp Repts 50-348/86-25 & 50-364/86-25 on 861107-14 & 1201- 
05 & notice of violation. 

REYES, L.A. Region 2, Office of Director. 87/01/26. MCDONALD.R.P. Alabama Power 
Co. 2pp. 39537:045-39537:059. 

-8702060496 Notice of violation from insp on 861107-14 & 1201-05. 

REYES, L.A. Region 2, Office of Director. 87/01/26. 2pp. 39537:047-39537:048. 

-8702060501 Insp Repts 50-348/86-25 & 50-364/86-25 on 861107-14 & 1201 -05. Viola- 
tion noteddailure to obtain local leakage measurements before & after repairs or ad- 
justments made to containment boundary, 

WHITENER.H.L., JAPE.F. Region 2, Office of Director. 87/01/16. 11pp. 39537:049- 
39537:059. 

8702100143 Responds to NRC 861230 Itr re violations noted in Insp Repts 50-348/86- 
28 & 50-364/86-28.Corrective actions:FNP-0-EIP-9, “Radiation Exposure Estimation & 
Classification of Emergencies,” will be revised by 87021 3. 

MCDONALD.R.P. Alabama Power Co. 87/01/28. VERRELLI.D.M. Region 2, Office of 
Director. Ip. 39570:063-39570:063. 


P. Operating license stage documents & correspondence 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN.P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 

—8209290285 Advises that ASLBs for Diablo Canyon, floating nuclear 
plants, Summer, Callaway 1 & Comanche Peak will be informed of control rod drive 
guide tube support pin failures at Westinghouse plants. 

NOVAK, T.M. Assistant Director for Licensing. 82/08/16. Assistant Director for Licens- 
ing. 1 p. 39782: 1 89-39782:1 98. 

8702090070 Forwards JD Grogan 861 126 Itr confirming State of A L, Dept of Environ Mgt 
approval to extend short-term evaluation period re temporary chlorination program for 
Corbicula control in svc water sys. 

MCDONALD.R.P, Alabama Power Co. 86/12/01. GRACE, J.N. Region 2, Office of Di- 
rector. 2pp. 39549:004-39549:005. 

8702030061 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda & procedures end. 

GRACE.J.N. Region 2, Office of Director. 87/01/16. MCDONALD.R.P. Alabama Power 
Co. 3pp. 39480:238-39481:093. 

8702060346 Forwards SER accepting util 831107 response to Generic Ltr 83-28 Item 
4.5.2, “Reactor Trip Sys Reliability.On-Line Testing.” Contractor rept EGG-NTA-7459 
also end. 

NEIGHBORS, J.D. PWR Project Directorate 3. 87/02/02. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 3pp. 39546:230- 


1290430 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
29, JM Farley Nuclear Plant Units 1 & 2, RE Ginna Nuclear Power Plant,Haddam Neck 
Plant, Indian Point Unit 2...," technical evaluation rept 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7459 
87/01/09. NRC - No Detailed Affiliation Given. 21pp. 39546:235-39546:255. 


8702100171 Concludes that measures proposed in util 861013 Itr in response to NRC 
860828 Itr re results of visit concerning Insp Repts 50-348/85-08 & 50-364/85-08 
appear adequate to correct Violation 3(B).Matter resolved. 

GRACE, J.N. Region 2, Office of Director. 87/01/28. MCDONALD.R.P. Alabama Power 
Co. 2pp. 39568:154-39568:155. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 

QQjiea.oca 


8702090393 Forwards Insp Repts 50-348/86-29 & 50-364/86-29 on 861211- 
870110.Violations described under consideration for escalated enforcement action.No 
notice of violation issued at present time. 

GRACE, J.N. Region 2, Office of Director. 87/02/02. MCDONALD.R.P. Alabama Power 
Co. 2pp. 39556:262-39556:270. 


-8702090406 Insp Repts 50-348/86-29 & 50-364/86-29 on 861211-870110. Violations 
^tediprocedurai & Tech Spec errors resulted in disabled RHR sys isolation circuitry. 
BRADFORD.W.H., BONSER.B.R., DANCE, H.C. Region 2, Office of Director. 87/01/ 
30. 7pp. 39556:264-39556:270. 


8702180457 Forwards Insp Repts 50-348/86-26 & 50-364/86-26 on 861106- 07 & 
notice of violation.Description of corrective actions taken or planned to improve effec- 
tiveness of radiation control program requested. 

GRACE.J.N. Region 2, Office of Director. 87/02/02. MCDONALD.R.P. Alabama Power 
Co. 4pp. 39664:326-39664:337. 


—8702180462 Notice of violation from insp on 061106-07. 

GRACE, J.N. Region 2, Office of Director. 87/02/02. 2pp. 39664:330-39664:331. 
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-8702180469 Insp Repts 50-348/86-26 & 50-364/86-26 on 861106-07. Violations 
noted:transfer of radioactive mat! to unauthorized recipient & failure to comply w/DOT 
regulations re transfer of radioactive mat!. 

CQLLINS.T.R., HOSEY.C.M. Region 2, Office of Director. 87/02/02. 6pp. 39664:332- 
39664:337. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702110165 Application for amends to Licenses NPF-2 & NPF-8, changing Tech Specs 
re snubber surveillance requirements.Request suppls 860902 Tech Spec submittal by 
providing requested revised proposed snubber visual insp schedule. Fee paid. 
MCDONALD, P.R. Alabama Power Co. 87/02/09. Document Control Branch (Docu- 
ment Control Desk). 4pp. 39580:233-39580:250. 

-8702110338 Proposed Tech Specs, incorporating revised proposed snubber visual insp 
schedule 

* Alabama Power Co. 87/02/09. 14pp. 39580:237-39580:250. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Encl of Vital Equipment Within Designated Vital 
Areas ** Svc list ancl 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list encl. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702200068 Forwards Insp Repts 50-348/87-01 & 50-364/87-01 on 87011 2-1 6.No vio- 
lations or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 87/02/13. MCDONALD, R.P. Alabama 
Power Co. 2pp. 39694:193-39694:209. 

-8702200079 Insp Repts 50-348/87-01 & 50-364/87-01 on 87011 2-1 6.No violations or 
deviations noted.Major areas inspected:liquid & gaseous radwaste mgt, effluent 
monitoring.environ monitoringJMI items & IE info notices. 

ADAMOV1TZ.S.S., GLOERSEN.W.B., KAHLE.J.B. Region 2, Office of Director. 87/02/ 
13. 15pp. 39694:195-39694:209. 


R. Periodic operating reports & related correspondence 

8702110116 Forwards annual diesel generator reliability data rept per Tech Spec 
6.9.1. 12.Rept provides number of tests & failures for each generator at plant for 
1985.lnfo re Rev 1 to Reg Guide 1.1 08, Position C.3.6 for each failure also encl. 
MCDONALD, R.P. Alabama Power Co. 86/12/19. GRACE, J.N. Region 2, Office of Di- 
rector. 4pp. 39579:255-39579:258. 


S. Reportable occurrences, LERs & related correspondence 

8702180299 Forwards summary of NPDES noncompliances for Fourth Quarter 
1986.Noncompliances resulting from temporary chlorination program addressed sepa- 
rately in end 861231 & 870113 Itrs to State of AL. 

MCDONALD, R.P. Alabama Power Co. 87/02/04. GRACE, J.N. Region 2, Office of Di- 
rector. 8pp. 39664:114-39664:121. 
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F. Security, medical, emergency & fir® protection plans 

8701020147 Forwards revised End 1 to proposed amend to security plan, reflecting re- 
vised 10CFR73.55 requirements.End withheld (ref 10CFR2.790(d) & 73.21). 

O’REILLY, J.P. Georgia Power Co. 86/12/22. GRACE, J.N. Region 2, Office of Director. 
2pp. 39142:003-39142:004. 

8702040591 Forwards updated listing of outstanding submittals re licensing issues for 
which NRC written response requested. Expresses thanks on recent effort to com- 
plete licensing action on fracture mechanics analysis & App R exemptions. 
GUCWA.L.T. Georgia Power Co. 87/01/26. Document Control Branch (Document 
Control Desk). 4pp. 39503:148-39503:151. 

8702040568 Forwards response to 860528 notice of violation re Insp Repts 50-321 /86- 
06 & 50-366/86-06 & 861223 request for addl info. Info re security improvements 
provided.Response withheld (ref 10CFR2.790 & 73.21). 

0’REILLY.J.P. Georgia Power Co. 87/01/27. Document Control Branch (Document 
Control Desk). 2pp. 39503:152-39503:153. 


8702100080 Informs that commitment to revise security plan, per 870116 response to 
Insp Repts 50-321/86-37 & 50-366/86-37, delayed from 870201 to 870331. 
GUCWA.L.T. Georgia Power Co. 87/01/30. Document Control Branch (Document 
Control Desk). Ip. 39568:152-39568:152. 

8702060516 Summary of 870107 meeting w/util in Bethesda,MD re positive actions 
taken to improve operation of facilities prior to NRC preparation of SALP reptCharts 
encl. 

RIVENBARK.G. BWR Project Directorate 2. 87/02/03. MULLER, D.R. BWR Project Di- 
rectorate 2. 8pp. 39546:097-39546:104. 

8702180658 Forwards Insp Repts 50-321/86-38 & 50-366/86-38 on 861216-1 9.N0 vio- 
lations or deviations noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/02/05. MILLER, J.H. Georgia Power 
Co. 2pp. 39676:186-39676:228. 

-8702180684 Insp Repts 50-321/86-38 & 50-366/86-38 on 861216-19.No deviations or 
violations noted.Major areas inspected:fire protection & licensee actions re implemen- 
tation of requirements of 10CFR50,App R.Sections III.G.III.J & lll.L. 

MILLER, W.H., MENNING.J., BERNHARD, R.H. Region 2, Office of Director. 87/02/02. 
41pp. 39676:188-39676:228. 


P. Operating license stage documents & correspondence 

8702090335 Requests util participation in 870118 workshop on NRC Incident Investiga- 
tion Program. Forwards Rev 1 to “Incident Investigation Manual," for insight into NRC 
procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/15. MILLER, J.H. Georgia Power Co. 
4pp. 39555:166-39556:023. 

8702050286 Summary of 860619 meeting w/util, GE & Carolina Power & Light Co in 
Bethesda.MD re program to improve Tech Specs, including use of SAFER/GESTR re- 
sults to determine revised setpoints. Proprietary portion of presentation slides with- 
held. 

RIVENBARK.G. BWR Project Directorate 2. 87/01/21. MULLER.D.R. BWR Project Di- 
rectorate 2. 21pp. 39524:198-39524:218. 

8702040096 Submits addl info for 860825 application to amend Tech Specs re RWCU 
leakage detection sys.NRC requests & util responses listed.GE 830727 Itr responding 
to Item 6.A.1 of ref Itr & viewgraphs showing leakage detection response times encl. 
GUCWA.L.T. Georgia Power Co. 87/01/23. Document Control Branch (Document 
Control Desk). 8pp. 39497:286-39497:293. 

8702040591 Forwards updated listing of outstanding submittals re licensing issues foi 
which NRC written response requested. Expresses thanks on recent effort to com- 
plete licensing action on fracture mechanics analysis & App R exemptions. 
GUCWA.L.T. Georgia Power Co. 87/01/26. Document Control Branch (Document 
Control Desk). 4pp. 39503:148-39503:151. 

8702040028 Application for amend to License NPF-5, changing Tech Specs to provide 
exception for Tech Spec 3.0,4 re applicability for loss of standby svc water sys.Fee 
paid. 

O’REILLY, J.P. Georgia Power Co. 87/01/27. Document Control Branch (Documen 
Control Desk). 6pp. 39498:160-39498:166. 

—8702040029 Proposed Tech Specs re exception to Tech Spec 3.0.4 concerning appl 
cability of loss of standby svc water sys. 

* Georgia Power Co. 87/01/27. Ip. 39498:166-39498:166. 

8702040240 Requests addl info re discrepancies in seismic design of facilities.RequesI 
written response within 30 days of Itr receipt. 

RIVENBARK.G.W. BWR Project Directorate 2. 87/01/29. O’REILLY, J.P. Georgi 
Power Co. 4pp. 39509:322-39509:325. 

8702040327 Forwards Amends 134 & 72 to Licenses DPR-57 & NPF-5, respectively 
safety evaluation. Amends delete Tech Spec visual insp requirement that snubber I: 
declared inoperable if visible signs of leakage present. 

RIVENBARK,G.W. BWR Project Directorate 2. 87/01/29. O’REILLY, J.P. Georg 
Power Co. 2pp, 39509:350-39510:003. 

-8702040329 Amends 134 & 72 to Licenses DRP-57 & NPF-5, respectively, deletii 
Tech Spec visual insp requirement that snubber be declared inoperable if visible sigi 
of leakage present. 

MULLER.D.R. BWR Project Directorate 2. 87/01/29. 9pp. 39509:352-39509:360. 

-8702040331 Safety evaluation supporting Amends 134 & 72 to Licenses DPR-57 
NPF-5, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125), 87/01/29. 3| 
39510:001-39510:003. 

8702050489 Forwards Amend 73 to License NPF-5 & safety evaluation. Amend si 
ports waiver to Tech Spec requirement granted orally on 870126 in order to per 
Unit 2 to restart following forced outage that occurred earlier same day. 
RIVENBARK.G.W. BWR Project Directorate 2, 87/01/30. O’REILLY, J.P. Geor 
Power Co. 2pp. 39525:173-39525:183. 

-8702050494 Amend 73 to License NPF-5, supporting waiver to Tech Spec requirem 
granted orally on 870126 in order to permit Unit 2 to restart following forced out 
that occurred earlier same day, 

MULLER.D.R. BWR Project Directorate 2. 87/01/30. 5pp. 39525:175-39525:179. 

-8702050495 Safety evaluation supporting Amend 73 to License NPF-5. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/30. * 
39525:180-39525:183. 

8702060296 Notification of 870210 meeting w/util in Bethesda,MD to discuss util p 
& status of licensing activities. Meeting onginally scheduled on 870127. 
RIVENBARK.G.W. BWR Project Directorate 2. 87/02/03. MULLER.D.R. BWR Pr< 
Directorate 2. 2pp. 39528:240-39528:241. 

$702060397 Summary of 860911 meeting w/util in Bethesda.MD re details of util 
mic reevaluation of Units 1 & 2.Meeting agenda, charts used in discussing ag< 
items & list of attendees encl. 

RIVENBARK.G. BWR Project Directorate 2. 87/02/03, MULLER.D.R. BWR Proje< 
rectorate 2. 40pp. 39547:179-39547:218. 
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8702200109 Forwards updated listing of outstanding licensing issues. Efforts to com- 
plete licensing actions re snubber operability & standby svc water appreciated. 
GUCWA.LT. Georgia Power Co. 87/02/06. Document Control Branch (Document 
Control Desk). 3pp. 39700:001-39700:003. 

8702130369 Discusses acceptability of performing pressure testing, on one time 
basis, using nuclear heat. Reaffirms NRC position in 860505 Itr that pressure tests be 
performed prior to pulling control rods. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 87/02/10. 
O’REILLY. J.P. Georgia Power Co. 3pp. 39644:134-39644:136. 

8702260041 Application for amend to Licenses DPR-57 & NPF-5,revising Tech Specs to 
achieve consistency w/GE transient analysis methodolgy re scram time 
testing. Documents supporting proposed change withheld (ref l0CFR2.790).Fee paid. 
O’REILLY, J.P. Georgia Power Co. 87/02/13. Document Control Branch (Document 
Control Desk). 18pp. 39740:316-39740:349. 

-8702260060 Proposed Tech Specs.revising scram time testing to achieve consistency 
w/GE transient analysis methodology & to allow insertion of four lead test assemblies 
into Unit 1 reactor. 

‘ Georgia Power Co. 87/02/13. 16pp. 39740:334-39740:349. 

8702270269 Forwards "El Hatch Nuclear Plant Unit 2, Reactor Containment Bldg Inte- 
grated Leak Rate Test," final rept.per 10CFR50,App J, Section V.B.I.Rept includes 
info requested in IE Info Notice 85-071 . 

GUCWA.L.T. Georgia Power Co. 87/02/20. Document Control Branch (Document 
Control Desk). 2pp. 39774:001-39774:273. 

-8702270305 “El Hatch Nuclear Plant Unit 2, Reactor Containment Bldg Integrated Leak 
Rate Test,” final rept. 

* Bechtel Corp. 86/11/30. 110pp. 39774:003-39774:273. 


Q. inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702090394 Responds to 830310 IE Bulletin 83-03, “Check Valve Failures in Raw 
Water Cooling Sys of Diesel Generators” & recipient 860807 Itr re subj bulletin.Rev to 
inservice pump & valve testing program scheduled for implementation by 861 111. 
BECKHAM, J.T. Georgia Power Co. 86/10/06. GRACE, J.N. Region 2, Office of Direc- 
tor. 2pp. 39561:192-39561:193. 

8702090371 Discusses analytical results of selected radiochemical analyses submitted 
by 861124 Itr, as suppl to Insp Repts 50-321/86-21 & 50-366/86-21 .All comparative 
results in agreement 

BROWNLEE, V.L. Region 2, Office of Director. 87/01/06. MILLER, J.H. Georgia Power 
Co. 6pp. 39557:353-39557:358. 

8702090323 Confirms 861230 conversation re proposed enforcement conference on 
870122 to discuss design & procedural problems associated w/loss of water from 
spent fuel pools in early Dec. Proposed meeting agenda end. 

GRACE, J.N. Region 2, Office of Director. 87/01/12. MILLER.J.H. Georgia Power Co. 
2pp. 39570:212-39570:213. 

8702100285 Ack receipt 861212 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-321/86-28, 50-321/86-33.50-366/86-28 & 50-366/86-33.Addl 
info on Violation B re surveillance due dates requested in 30 days. 

GRACE, J.N. Region 2, Office of Director. 87/01/12. MILLER.J.H. Georgia Power Co. 
4pp. 39574:256-39574:259. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020431 Forwards AEOD SALP input re LERs for Jul 1985 - Dec 1986. Improve- 
ment found in LERs after outline format put into use. Principal weaknesses identified 
involve requirements to discuss safety consequences of event & personnel error. 
WALKER, R.D. Region 2, Office of Director. 87/01/20. O'REILLY, J.P. Georgia Power 
Co. 55pp. 39449:155-39449:209. 

8702040478 Responds to NRC 861222 Itr re violations noted in Insp Repts 50-321/86- 
36 & 50-366/86-36.Corrective actions:integrated leak rate test (ILRT) procedure 
stopped immediately & thorough review of ILRT Procedure 42SP-TET-003-2S per- 
formed. 

GUCWA.LT. Georgia Power Co. 87/01/21. Document Control Branch (Document 
Control Desk). 3pp. 39503:173-39503:175. 

8702020542 Forwards Insp Repts 50-321/86-34 & 50-366/86-34 on 861026-31 & notice 
of violation.Violation A similar to violation noted in 860729 Itr.Response should include 
root cause & actions to prevent recurrence. 

REYES, L.A. Region 2, Office of Director. 87/01/23. O'REILLY, J.P. Georgia Power Co. 
2pp. 39468:152-39468:165. 

-8702020554 Notice of violation from insp on 861026-31. 

REYES, L.A. Region 2, Office of Director. 87/01/23. 2pp. 39468:154-39468:155. 

->8702020572 Insp Repts 50-321/86-34 & 50-366/86-34 on 861026-31. Violations 
noted:failure to post radiation areas per 10CFR20.203(b) & establish, implement & 
maintain written procedures for radiation surveys & contamination control. 
CQOPER t W.T„ HOSEY.C.M. Region 2, Office of Director. 87/01/23. 10pp. 
39468:156-39468:165. 


87 02040327 Forwards Amends 134 & 72 to Licenses DPR-57 & NPF-5, respectively & 
safety evaluation.Amends delete Tech Spec visual insp requirement that snubber be 
declared inoperable if visible signs of leakage present. 

RIVENBARK.G.W. BWR Project Directorate 2. 87/01/29. O’REILLY, J.P. Georgia 
Power Co. 2pp. 39509:350-39509:360. 

-8702040329 Amends 134 & 72 to Licenses DRP-57 & NPF-5, respectively, deleting 
Tech Spec visual insp requirement that snubber be declared inoperable if visible signs 
of leakage present. 

MULLER, D.R. BWR Project Directorate 2. 87/01/29. 9pp. 39509:352-39509:360. 

“8702040331 Safety evaluation supporting Amends 134 & 72 to Licenses DPR-57 & 
NPF-5, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/29. 3pp. 
39510:001-39510:003. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702100060 Informs that commitment to revise security plan, per 870116 response to 
Insp Repts 50-321/86-37 & 50-366/86-37, delayed from 870201 to 870331. 
GUCWA.LT. Georgia Power Co. 87/01/30. Document Control Branch (Document 
Control Desk). 1 p. 39568: 1 52-39568: 1 52. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702060516 Summary of 870107 meeting w/util in Bethesda.MD re positive actions 
taken to improve operation of facilities prior to NRC preparation of SALP reptCharts 
end. 

RIVENBARK.G. BWR Project Directorate 2. 87/02/03. MULLER.D.R. BWR Project Di- 
rectorate 2. 8pp. 39546:097-39546:104. 

8702180313 Ack receipt of 861231 response to violations noted in Insp Repts 50-321/ 
86-30 & 50-366/86-30. 

GRACE, J.N. Region 2, Office of Director. 87/02/03. O’REILLY, J.P. Georgia Power Co. 
Ip. 39662:216-39662:216. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702180658 Forwards Insp Repts 50-321/86-38 & 50-366/86-38 on 861216-19.No vio- 
lations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/05. MILLER.J.H. Georgia Power 
Co. 2pp. 39676:186-39676:228. 

-8702180684 Insp Repts 50-321/86-38 & 50-366/86-38 on 861216-19.No deviations or 
violations noted.Major areas inspected:fire protection & licensee actions re implemen- 
tation of requirements of 10CFR50,App R, Sections III.G.IIIJ & III.L. 

MILLER, W.H., MADDEN, P.M., HUNT.M.D. Region 2, Office of Director. 87/02/02. 
41pp. 39676:188-39676:228. 

8702190026 Forwards Equipment Qualification Insp Repts 50-321/86-35 & 50-366/86- 
35 on 861103-07.Five deficiencies noted in program implementation, summarized in 
end App A, classified as potential enforcement/unresolved items. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/06. BECKHAM, J.T. Georgia 
Power Co. 5pp. 39679:160-39679:181. 

-8702190044 Equipment Qualification Insp Repts 50-321/86-35 & 50-366/86-35 on 
861103-07.Major areas inspected:program for establishing & maintaining qualification 
of electric equipment per 10CFR50.49.Rve deficiencies noted. 

WILSON, R.C. Office of Inspection & Enforcement, Director (Post 820201). 
POTAPOVS, U. Vendor Program Branch. 87/02/07. 17pp. 39679:165-39679:181. 

8702190122 Forwards Insp Repts 50-321/86-39 & 50-366/86-39 on 861115-21 & notice 
of violation. 

REYES, L.A. Region 2, Office of Director. 87/02/06. O'REILLY, J.P. Georgia Power Co. 
2pp. 39719:026-39719:039. 

-8702190127 Notice of violation from insp on 861115-21. 

REYES.L.A. Region 2, Office of Director. 87/02/06. 2pp. 39719:028-39719:029. 


702030470 Advises of visual insp of core spray spargers (CSS) & associated piping 
during recently completed maint & refueling outage per IE Bulletin 80-13.No cracking 
of CSS or piping between inlet nozzle 8 vessel shroud observed. 

GUCWA.LT. Georgia Power Co. 87/01/23. Document Control Branch (Document 
Control Desk). Ip. 39490:240-39490:240. 


702040566 Forwards response to 860528 notice of violation re Insp Repts 50-321/86- 
06 & 50-366/86-06 & 861223 request for addl info.lnfo re security improvements 
provided.Response withheld (ref 1 0CFR2.790 & 73.21 ). 

O’REILLY, J.P. Georgia Power Co. 67/01/27. Document Control Branch (Document 
Control Desk). 2pp. 39503:152-39503:153. 


-8702190139 Insp Repts 50-321/86-29 & 50-366/86-39 on 861115-21. Violation 
no ted .-overall integrated leak rate for as-found containment condition could not be de- 
termined due to failure to measure change in leakage rate. 

WITENER.H.L, JAPE.F. Region 2, Office of Director. 87/02/02. 8pp. 39719:030- 
39719:039. 

8702180320 Ack receipt of 870116 & 30 responses informing NRC of steps taken to 
correct violations noted in Insp Repts 50-321/86-37 & 50-366/86-37.Results of NRC 
evaluation will be forwarded by separate correspondence. 

BROWNLEE.V.L Region 2, Office of Director. 87/02/09. O’REILLY.J.P. Georgia 
Power Co. 1 p. 39666: 1 64-39666: 166. 
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8702180307 Ack receipt of 870127 supplemental response to violations noted in Insp 
Repts 50-321/86-06 & 50-366/86-06.Results of evaluation will be forwarded separate- 

(jRACE.J.N. Region 2, Office of Director. 87/02/10. O’REILLY, J.P. Georgia Power Co. 
Ip. 39668:004-39668:006. 

8702190197 Forwards Insp Repts 50-321/87-01 & 50-366/87-01 on 870120-23.No vio- 
lations or deviations noted. 

BROWNLEE.V.L. Region 2, Office of Director. 87/02/10. O’REILLY, J.P. Georqia 
Power Co. 2pp. 39685:1 13-39685:1 22. 


DOCKET 50-367 BAILLY GENERATING STATION 


A. Application/construction stag® documents & correspondence 

8701270478 Final response to FOIA request. App F documents re Marviken II project 
end & available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/01/20. MORROW, D.C. Fried, 
Frank, Harris, Shriver & Jacobson. 19pp. 39540:001-39543:062. 


-8702190205 Insp Repts 50-321/87-01 & 50-366/87-01 on 870120-23.No violations or 
deviations noted.Major areas inspected: licensee action on previous enforcement 
matters, inservice testing of pumps & valves & inspector followup items. 

MENNING.J.E., BLAKE-.J.J. Region 2, Office of Director. 87/02/06. 8pp. 39685:115- 
39685:122. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190551 Forwards Insp Rept 50-321/87-03 & 50-366/87-03 on 870126-30.No viola- 
tions or deviations noted. 

BROWNLEE.V.L. Region 2, Office of Director. 87/02/11. O’REILLY, J.P. Georgia 
Power Co. 2pp. 39679:1 18-39679:130. 

-8702190590 Insp Repts 50-321/87-03 & 50-366/87-03 on 870126-30.No violations or 
deviations noted.Major areas inspected:plans & procedures developed for perform- 
ance of hydrogen water chemistry tests & water chemistry program. 

ROSS.W.J,, KAHLE.J.B. Region 2, Office of Director. 87/02/11. 11pp. 39679:120- 
39679:130. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702270269 Forwards “El Hatch Nuclear Plant Unit 2, Reactor Containment Bldg Inte- 
grated Leak Rate Test,” final rept, per 10CFR50,App J, Section V.B.I.Rept includes 
info requested in IE Info Notice 85-071, 

GUCWA.L.T. Georgia Power Co. 87/02/20. Document Control Branch (Document 
Control Desk). 2pp. 39774:001-39774:273. 

-8702270305 “El Hatch Nuclear Plant Unit 2,Reactor Containment Bldg Integrated Leak 
Rate Test," final rept. 

* Bechtel Corp. 86/11/30. 110pp. 39774:003-39774:273. 


R. Periodic operating reports & related correspondence 

8702260344 "Annual Radiological Environ Surveillance Rept,CY85.” 

” Georgia Power Co. 85/12/31. 35pp. 39756:258-39756:292. 

8702260249 Monthly operating repts for Jan 1987.W/870213 Itr. 

RICHARDSON, J.H., GUCWA.L.T. Georgia Power Co. 87/01/31. 10pp. 39754:159- 

on-7Cii.^ ca 


S. Reportable occurrences, LERs & related correspondence 

8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM, F.K. Umitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702090056 Documents commitments re 861203 loss of water from spent fuel pools, per 
861205 telcon.Fuel pool transfer canal bellows seals arrangement evaluated to assure 
generation of design changes to make assembly single failure proof. 

GUCWA.LT. Georgia Power Co. 86/12/05. GRACE, J.N. Region 2, Office of Director. 
2pp. 39549:148-39549:149. 

8702180589 Forwards summary of 870122 enforcement conference w/util to discuss 
design & procedural problems associated w/ loss of water from spent fuel pools at 
facilities.Attendees list & util meeting outline enct. 

GRACE, J.N. Region 2, Office of Director. 87/02/04. O’REILLY, J.P. Georgia Power Co. 
1 9pp. 39668:1 41 -39668:1 59. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202-List of 
attendees,events discussed, summary of events for input into performance indicator 

^ ram & viewgraphs end. 

AHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 


V. Operator Examinations 

8702060516 Summary of 870107 meeting w/util In Bethesda.MD re positive actions 
taken to improve operation of facilities prior to NRC preparation of SALP rept.Charts 
end. 

RIVENBARK.G. BWR Project Directorate 2. 87/02/03. MULLER, D.R. BWR Project Di- 
rectorate 2. 8pp. 39546:097-39546:104. 


-8702040209 Summary of 801008 meeting w/Mark II Owners to discuss long term pro- 
gram chugging load spec.Load reduction due to either spatial averaging or desynch- 
ronization justified w/ adequate documentation of methodology. 

ANDERSON, C.J. Generic Issues Branch. 80/10/28. KNIEL.K. Generic Issues Branch. 
14pp. 39543:240-39543:253. 


DOCKET 50-368 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, medical, emergency 5 fire protection plans 

8702020275 Temporary Procedure Change Request 1 for Rev 12 to Procedure 1903.30, 
“Evacuation.” 

* Arkansas Power & Light Co. 87/01/12. 2pp. 39453:339-39453:340. 

8702020460 Forwards Rev 3 to emergency plan, per 10CFR50,App E.PIan effectiveness 
not decreased per 10CFR50.54(q).Due to page numbering error, renumbering of Rev 1 
Page xxix to xxixa & inclusion w/current rev requested. 

ENOS.J.T. Arkansas Power & Light Co. 87/01/16. Record Services Branch (Docu- 
ment Control Desk). 4pp. 39449:241-39450:020. 

—8702020470 Rev 3 to “Arkansas Nuclear One Emergency Plan." 

* Arkansas Power & Light Co. 87/01/05. 127pp. 39449:245-39450:020. 

8702120355 Forwards Insp Repts 50-313/86-39 & 50-368/86-39 on 861208-11. Enforce- 
ment conference scheduled on 870212 to discuss apparent violations, reasons for oc- 
currence & corrective actions.per 870107 telcon. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/02/03. CAMPBELL, G. Arkansas 
Power & Light Co. 2pp. 39591:114-39591:1 16. 

-8702120377 Partially withheld Insp Repts 50-313/86-39 & 50-368/86-39 on 861208-11 
(ref 10CFR73.21).Major areas inspected: compensatory measures & security sys 
emergency power supply. Violations noted re adequate vital area barrier. 

CALDWELL, R.A. Region 4, Office of Director. 87/02/02. Ip. 39591:116-39591:116. 

8702120002 Notification of significant licensee meeting on 870212 in Region IV ofc to 
conduct enforcement conference on security issues. 

* Region 4, Office of Director. 87/02/05. Region 4, Office of Director. Ip. 39591:109- 
39591:109. 

8702260061 Revised emergency plan implementing procedures, including Rev 1 to 
1903.53, “Logistical Support,” Rev 2 to 1903.54, Y ‘Requests for Addl Personnel” & 
Rev 2 to 1903.55, “Security for Arkansas Power & Light Co Offsite Facilities." 

* Arkansas Power & Light Co. 87/02/18. 16pp. 39740:184-39740:199. 

8702260080 Rev 2 to Emergency Plan Implementing Procedure 1905.004, "Emergency 
Operations Facility Radiological Controls.” 

* Arkansas Power & Light Co. 87/02/18. 7pp. 39740:095-39740:101. 

8702260087 Revised emergency plan implementing procedures, including Rev 11 to 
1903.61, “Communications Equipment Tests" & Rev 3 to 1903.62, “Communications 
Sys Operating Procedure.” 

* Arkansas Power & Light Co. 87/02/18. 24pp. 39740:059-39740:082. 

8702260284 Ack receipt of 870116 changes to emergency plan, submitted per 
1 0CFR50.54 & App E to 1 0CFR50,Review findings will be forwarded under separate 
Itr. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/23. CAMPBELL, G. Arkansas 
Power & Light Co. 2pp. 39751:180-39751:182. 

-8702260595 Forwards Rev 3 to emergency plan per 10CFR50,App E, Section V.Rev 
reviewed in accordance w/10CFR50.54(q) & determined not to decrease effective- 
ness of plan. 

ENOS.J.T. Arkansas Power & Light Co. 87/01/16. MARTIN, R.D. Region 4, Office of 
Director. 1 p. 39751 :1 82-39751 :1 82. 


P. Operating license stage documents & correspondence 


8612040097 Forwards revised version of integrated implementation plan for tasks in re- 
sponse to NUREG-0737, Suppl 1. Progress on CRDR.SPDS, emergency operating pro- 
cedures & Reg Guide 1.97 mods described.Next update scheduled for Apr 1987. 
ENOS.J.T. Arkansas Power & Light Co. 86/11/21. MIRAGLIA.F.J. Division of Pressur- 
ized Water Reactor Licensing - B (post 851125). 4pp. 38809:013-38809:017. 

8702060342 Requests response to end addl questions to continue review of submittals 
re NUREG-0737, Item II.D.1, “Performance Testing of Relief & Safety Valves." Re- 
sponse requested within 60 days of Itr receipt. 

LEE.R.S. PWR Project Directorate 7. 87/02/02, CAMPBELL, T.G. Arkansas Power & 
Light Co. 4pp. 39547:157-39547:160. 

8702250373 Forwards safety evaluation & EGG-NTA-7463, “Reactor Trip Sys Reliabil- 
ity...,” supporting response to Generic Ltr 83-28, Item 4.5.2 re periodic on-line testing 
of reactor trip sys.Plant designed to permit on-line testing. 

SEARS, P.M. PWR Project Directorate 8. 87/02/14. RANDA2ZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 39744:001-39744:017. 


-8702170161 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, Arkansas Nuclear One Unit 2,Calvert Cliffs Units 1 & 2, Fort Calhoun.Maine 
Yankee, Millstone Unit 2, Palisades, Palo Verde Units...,’’ technical evaluation rept. 
FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7463. 
87/01/09. NRC - No Detailed Affiliation Given. 14pp. 39744:004-39744:017, 



154 DOCKETED ITEMS 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-26. “PesdT.tcr Users \Vs'' : ~c for Certain 5 Minute Emer- 
gency Escape Self-Contained E-'esv'.i.'-: svc list. 

DEYOUNG, R.C. Office of n«coc..cn C. E:;:o*cnm=v Orsctor (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, fnc. 3pp. 39525:230-39525:232. 

8702030252 Informs that response to Insp Repts 50-313/86-31 & 50-368/86-31 will be 
forwarded by 87021 3.Util unable to complete response & obtain necessary reviews 
within 30-day time period. 

ENOS.J.T. Arkansas Power & Light Co. 87/01/12. GAGLIARDO.J.E. Region 4, Office 
of Director. Ip. 39478:325-39478:325. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020356 Ack receipt of 860930 & 1215 Itrs informing NRC of steps taken to correct 
violations noted in Insp Rept 50-368/86-17. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/01/21. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 39451:268-39451:275. 

8702100400 Forwards response to Violation B noted in Insp Repts 50-313/86-25 & 50- 
368/86-26. Violation A resolved, per App A of NRC 861006 I tr. Corrective 
actions:procedures for control of site contractors & contract administration revised. 
ENOS.J.T. Arkansas Power & Light Co. 87/01/21. GAGLIARDO.J.E. Region 4, Office 
of Director. 3pp. 39573:277-39573:279. 

8702100008 Forwards Insp Repts 50-313/86-40 & 50-368/86-40 on 861201-31 .No vio- 
lations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/01/23. CAMPBELL, T.G. Arkansas 
Power & Light Co. 2pp. 39570:123-39570:137. 

-8702100027 Insp Repts 50-313/86-40 & 50-368/86-40 on 861201-31 .No violations or 
deviations noted.Major areas inspected: operational safety 

verification, maint.surveillance.followup on IE bulletins & followup on allegation. 
JOHNSON, W.D., HARBUCK.C.C., HUNTER, D.R. Region 4, Office of Director. 87/01/ 
27, 13pp. 39570:125-39570:137. 

8702110350 Requests 30-day extension for response to 870109 request for addf info re 
Violations 50-313/86-18-02 & 50-368/86-19-02 noted in Insp Repts 50-313/86-18 & 
50-368/86-1 9.Resources will be dedicated to INPO plant audit from 870126-0207. 
ENOS.J.T. Arkansas Power & Light Co. 87/01/28. GAGLIARDO.J.E. Region 4, Office 
of Director. Ip. 39584:294-39584:294. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702120355 Forwards Insp Repts 50-313/86-39 & 50-368/86-39 on 861 208-11. Enforce- 
ment conference scheduled on 870212 to discuss apparent violations.reasons for oc- 
currence & corrective actions, per 870107 telcon. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/03. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 39591:114-39591:116. 

—8702120377 Partially withheld Insp Repts 50-313/86-39 & 50-368/86-39 on 861208-11 
(ref 10CFR73.21).Major areas inspected: compensatory measures & security sys 
emergency power supply. Violations noted re adequate vital area barrier. 

CALDWELL, R.A., YANDELL.L.A. Region 4, Office of Director. 87/02/02. Ip. 
39591:116-39591:116. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Go. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702110153 Insp Repts 50-313/86-35 & 50-368/86-35 canceled.Rept numbers will not 
be used. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/06. CAMPBELL.G. Arkansas 
Power & Light Co. Ip. 39579:321-39579:321. 

8702120267 Ack receipt of 861230 Itr informing NRC of delay experienced in correcting 
violations noted in insp Repts 50-313/86-39 & 50-368/86-39.NRC will continue to 
monitor progress toward 870215 completion of items. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/09. CAMPBELL.G. Arkansas 
Power & Light Co. Ip. 39591:083-39591:084. 

8702170509 Ack receipt of 870121 itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/86-25 & 50-368/86-26. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/10. CAMPBELL.G. Arkansas 
Power & Light Co. Ip. 39654:289-39654:292. 


@702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190473 Ack receipt of 861219 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/86-26 & 50-368/86-27. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/12. CAMPBELL.G. Arkansas 
Power & Light Co. Ip. 39678:277-39678:281. 

S702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


DOCKET 50-369 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8612160067 Forwards Rev 27 to security plan, reflecting editorial changes.picture identi- 
fication badge format, control of badges & deletion of containment atmosphere dilution 
of electrical equipment.Rev withheld (ref 10CFR73.21). 

TUCKER, H.B. Duke Power Co. 86/12/02. GRACE, J.N. Region 2, Office of Director. 
Ip. 39001:339-39001:339. 

8702100084 Informs that plant has been scheduled for Regulatory Effectiveness Review 
for wk of 8701 12-16 to evaluate overall effectiveness of plant safeguards & determine 
if existing safeguards yield NRC level of protection. 

WALKER, R.D. Region 2, Office of Director. 86/12/12. TUCKER, H.B. Duke Power Co. 
2pp. 39566:343-39566:344. 

8702060497 Forwards listed auxiliary feedwater & auxiliary svc water piping 
documentation, per CE Gaskin request. Mat! includes chronological listing of events & 
Insp Repts 50-369/85-26 & 50-370/85-31. Ends withheld (ref 10CFR73.21) 
TUCKER.H.B. Duke Power Co. 87/01/28. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). 3pp. 39537:115-39537:117. 

8702090460 Forwards Revs 0 to “Evaluation of Need for Fire Protection of Steel Pene- 
trating Fire Barrier Walls” & "Analysis of Fire Exposure to Steel Supports Penetrating 
Fire Barriers," per BJ Youngblood 860310 request re App R deviations. 

TUCKER.H.B. Duke Power Co. 87/01/30. Document Control Branch (Document Con- 
trol Desk). Ip. 39557:085-39557:155. 

-8702090476 Rev 0 to “Evaluation of Need for Fire Protection of Steel Penetrating Fire 
Barrier Walls.” 

DUNGAN.K.W., MOWRER.M.E. Professional Loss Control, Inc. 86/11/12. 36pp. 
39557:086-39557:123. 


-8702090488 Rev 0 to “Analysis of Fire Exposure to Steel Supports Penetrating Fire 
Barriers." 

MOYE.C.H., DUNGAN.K.W. Professional Loss Control, Inc. 87/01/28. 32pp. 
39557:124-39557:155. 

8702100428 Forwards Insp Repts 50-369/87-03 & 50-370/87-03 on 87011 2-1 6.No vio- 
lation or deviation noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/02/04. TUCKER.H.B. Duke Power 
Co. 2pp. 39577:340-39577:342. 

-8702100440 Partially withheld Physical Security Insp Repts 50-369/87-03 & 50-370/ 
87-03 on 870112-16 (ref 10CFR2.790 & 73.21 ).No violations identified. Major areas in- 
spected: barriers-protected & vital, assessment aids & lighting. 

TOBIN, W.J., MCGUIRE, D.R. Region 2, Office of Director. §7/02/04. ip. 39577:342- 
39577:342. 


8702170732 Notification of 870223-26 meetings w/util at sites to discuss implementa- 
tion of vital area barriers, per 10CFR73.55. 

JABBOUR.K.N. PWR Project Directorate 4. 87/02/05. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 5pp. 39671:158-39671:162. 

8702190299 Notification of cancellation of 870223-26 meetings w/utils at sites to dis- 
cuss implementation of vital area barriers in accordance W/10CFR73.55. 
JABBOUR.K.N. PWR Project Directorate 4. 87/02/05. YOUNGBLOOD.BJ. PWR 
Project Directorate 4. 5pp. 39687:279-39687:283. 

8702190123 Ack receipt of 870116 response informing NRC of steps taken to correct 
violations noted in Insp Repts 50-369/86-37 & 50-370/86-37.Request for withdrawal 
of violation denied for reasons presented in encl.W/o ref end. 

GRACE, J.N. Region 2, Office of Director. 87/02/11. TUCKER.H.B. Duke Power Co. 
2pp. 39683:355-39683:357. 

-8702190159 Responds to NRC 861215 Itr re violations noted in Insp Rept 50-369/86- 
37 on 8611 17-21. Details withheld (re f 10CFR73.21). 

TUCKER.H.B. Duke Power Co. 87/01/16. GRACE, J.N. Region 2, Office of Director. 
Ip. 39683:357-39683:357. 



DOCKETED ITEMS 155 


P. Operating license stage documents & correspondence 

8702030090 Extends invitation to participate in 870218 incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/16. TUCKER, H.B. Duke Power Co. 
3pp. 39482:134-39482:136. 

8702030274 Forwards summary of criticality analysis for new fuel vault at facility in sup- 
port of util 861013 application for amends to Licenses NPF-9 & NPF-17.Amends seek 
to allow use of higher enrichment fuel for future core reloads. 

TUCKER, H.B. Duke Power Co. 87/01/21. Document Control Branch (Document Con- 
trol Desk). 1 1 pp. 39480:029-39480:039. 

8702030348 Requests remittance of application fee for review of “Rod Swap Methodol- 
ogy Rept for Startup Physics Testing.” 

DIGGS, R.M. License Fee Management Branch (Post 861123). 87/01/28. 

TUCKER, H.B. Duke Power Co. Ip. 39487:211-39487:211. 

8702030529 Forwards SER re util responses to Generic Ltr 83-28, Item 4.5.2 re reactor 
trip sys on-line testing.Stations designed to permit required periodic on-line testing & 
acceptable. Item considered closed. 

HOOD.D. PWR Project Directorate 4. 87/01/28. TUCKER, H.B. Duke Power Co. 3pp. 
39485:184-39485:189. 

-8702030536 SER supporting util responses to Generic Ltr 83-28, Item 4.5.2 re reactor 
trip sys on-line testing. 

* NRC - No Detailed Affiliation Given. 87/01/28. 3pp. 39485:187-39485:189. 

8702060315 Discusses end procedure for disposal of radioactively contaminated 
wood.Evaluation not issued & licensing action not completed because proposal in ju- 
risdiction of Agreement States.Document should be placed in PDR for info. 

STOLZ.J. PWR Project Directorate 6. 87/02/02. NRC - No Detailed Affiliation Given. 
2pp. 39546:210-39546:211. 

-8502150418 Forwards EIA supporting proposed procedure for disposal of radioactively 
contaminated wood &/or wood products. 

MULLER, D.R. Assistant Director for Radiation Protection. 85/02/07. LAINAS.G.C. As- 
sistant Director for Operating Reactors. 4pp. 39546:212-39546:227. 

-8502150442 EIA supporting proposed procedure for disposal of radioactively contami- 
nated wood &/or wood products. 

* NRC - No Detailed Affiliation Given. 85/02/06. 12pp. 39546:216-39546:227. 

8702100325 Supplemental application to amend Licenses NPF-9 & NPF-17, specifying 
that analysis used to allow spent fuel storage in Spent Fuel Pool Region 2 would be 
erformed using NRC- approved methodology. 

UCKER.H.B. Duke Power Co. 87/02/05. Document Control Branch (Document Con- 
trol Desk). 2pp. 39578:238-39578:240. 

-8702100329 Proposed Tech Specs clarifying that analysis used to allow spent fuel 
storage in Spent Fuel Pool Region 2 would be performed using NTRC-approved meth- 
odology. 

* Duke Power Co. 87/02/05. Ip. 39578:240-39578:240. 

8702180487 Forwards request for relief from ASME Code Section XI hydrostatic testing 
requirements for portions of mods on nuclear svc water sys.Mods reduce problems 
associated w/fouling on nuclear water sys.Fee paid. 

TUCKER.H.B. Duke Power Co. 87/02/09. Document Control Branch (Document Con- 
trol Desk). 50pp. 39666:241-39666:291. 

8702180328 Forwards response to NRC 870112 request for addl info re determination 
of rod worth using rod swap methodology. Methodology described in 861204 submittal 
will be used for 870501 reloads of plants. 

TUCKER.H.B. Duke Power Co. 87/02/11. Document Control Branch (Document Con- 
trol Desk). 5pp. 39667:001-39667:089. 

-8702180350 Changes 0 to 31 of PT/0/ A/41 50/21, “Post-Refueling Controlling Proce- 
dure for Criticality .zero Power Physics & Power Escalation Testing. 

ROBERSON, C.W., HAMILTON, B. Duke Power Co. 87/01/29. 29pp. 39667:006- 
39667:034. 

-8702180360 Changes 0 to 3 of PT/O/A/41 50/11, "Control Rod Worth Measurement." 
KITLAN.M.S. Duke Power Co. 84/04/26. 13pp. 39667:035-39667:047. 

-8702180368 Changes 0 to 5 of PT/O/A/41 50/1 1 A, “Control Rod Worth 

Measurement:Rod Swap." 

KUNKS.LJ., KILLER, M.T. Duke Power Co. 87/01/29. 19pp. 39667:048-39667:066. 

-8702180405 Changes 0 to 0 of PT/O/A/41 50/ 11 A, “Control Rod Worth 

MeasuremenfcRod Swap,” 

KITLAN.M.S. Duke Power Co. 84/04/04. 23pp. 39667:067-39667:089. 

8702190357 Forwards request for addl info re 831104 & 840201 & 02 responses to Ge- 
neric Ltr 83-28, Item 2.2, (Part 1), “Equipment Classification (Programs for All Safety- 
Related Components)." Response requested within 45 days. 

HOOD.D. PWR Project Directorate 4. 87/02/12. TUCKER.H.B. Duke Power Co. 4pp. 
39688:094-39688:097. 

8702190524 Requests that util suppl proposed Tech Spec change request re Region 2 
spent fuel pool & significant hazards consideration based on use of methodology not 
previously approved by NRC. 

HOOD.D, PWR Project Directorate 4. 87/02/12. TUCKER.H.B. Duke Power Co. 2pp. 
39690:040-39690:041. 

8702200414 Forwards response to DS Hood 870112 request for addl info re surveil- 
lance requirements for cold leg accumulator isolation valves. 

TUCKER.H.B. Duke Power Co. 87/02/13. Document Control Branch (Document Con- 
trol Desk). 6pp. 39696:220-39696:225. 

8702190614 Forwards revised Attachment 43 to 870209 request for relief from ASME 
Code Section XI hydrostatic testing requirement correcting mod location. Correct loca- 
tion is Train A. 

TUCKER.H.B. Duke Power Co. 87/02/16. Document Control Branch (Document Con- 
trol Desk). 3pp. 39685:169-39685:172. 


8702250545 Comments on D Hood 870113 ltr re 14.5% discrepancy between predicted 
& measured worths of ref bank of Unit 2, Cycle 3. Caused by shortcomings in meas- 
urement technique. Procedure used to measure rod worths will be revised. 
TUCKER.H.B. Duke Power Co. 87/02/16. Document Control Branch (Document Con- 
trol Desk). 2pp. 39728:249-39728:250. 

8702260105 Application for amends to Licenses NPF-9 & NPF-1 7, addressing range of 
administrative or minor issues.including update to index.Fee paid. 

TUCKER.H.B. Duke Power Co. 87/02/17. Document Control Branch (Document Con- 
trol Desk). 3pp. 39740:264-39740:315. 

-8702260123 Proposed Tech Specs addressing range of issues.including update to 
index.Justification & safety analysis in support of proposed changes end. 

* Duke Power Co. 87/02/17. 49pp. 39740:267-39740:315. 


Q. inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

8 ency Escape Self-Contained Breathing Apparatus." W/o svc list. 

€YOUNG,R.C. Office of Inspection & Enforcement. Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702130263 FOIA request for placement of notice of violations in Insp Repts 50-369/ 
85-06 & 50-370/85-06 in PDR. 

GRABER.L. LN Technologies Corp. (formerly NUS Corp.). 87/01/09. Division of Rules 
and Records. Ip. 39638:284-39638:284. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702040386 Responds to violations noted in Insp Repts 50-413/86-44, 50-413/86- 
47,50-369/86-32,50-370/86-32,50-269/86-32, 50-270/86-32 & 50-287 /89-32.Correc- 
tive actions:Procedure OP/1/B/6400/01A re conventional wastewater revised. 
TUCKER.H.B. Duke Power Co. 87/01/23. Document Control Branch (Document Con- 
trol Desk), 8pp. 39506:148-39506:155. 

8702060504 Ack receipt of 870102 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-369/86-21 & 50-370/^86-21. 

REYES, L.A. Region 2, Office of Director. 87/01/23. TUCKER.H.B. Duke Power Co. 
1 p. 39537:030-39537:030. 

8702060497 Forwards listed auxiliary feedwater & auxiliary svc water piping 
documentation.per CE Gaskin request. Matl includes chronological listing of events & 
Insp Repts 50-369/85-26 & 50-370/85-31. Ends withheld (ref 10CFR73.21) 
TUCKER.H.B. Duke Power Co. 87/01/28. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). 3pp. 39537:115-39537:117. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702100428 Forwards Insp Repts 50-369/87-03 & 50-370/87-03 on 870112-16.No vio- 
lation or deviation noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/04. TUCKER.H.B. Duke Power 
Co. 2pp. 39577:340-39577:342. 

-8702100440 Partially withheld Physical Security Insp Repts 50-369/87-03 & 50-370/ 
87-03 on 870112-16 (ref 10CFR2.790 & 73.21 ).No violations identified.Major areas in- 
spected: barriers-protected & vital, assessment aids & lighting. 

TOBIN, W.J., MCGUIRE, D.R. Region 2, Office of Director. 87/02/04. Ip. 39577:342- 
39577:342. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc, 108pp. 39528:251- 
39528:357. 

8702170356 Responds to violations re radioactive matls shipping program noted in Insp 
Repts 50-369/86-31 & 50-370/86-31 .Program effective & routinely audited by QA 
dept.Breach of package integrity w/o contamination should be Seventy Level IV. 
TUCKER.H.B. Duke Power Co. 87/02/05. Document Control Branch (Document Con- 
trol Desk). 2pp. 39649:125-39649:126. 

8702130275 Final response to FOIA request for placement of notice of violations in Insp 
Repts 50-369/85-06 & 50-370/85-06 in PDR. Forwards App A documents.Documents 
also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/06. GRABER.L LN Technol- 
ogies Corp. (formerly NUS Corp.). 2pp. 39638:285-39638:305. 

-8702130288 Notice of violation from insp on 860120-0320. 

* Region 2, Office of Director. 85/06/28. 3pp. 39638:287-39638:305. 
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8702190180 Forwards Insp Repts 50-369/87-02 & 50-370/87-02 on 861 221 -8701 20.No 
violations or deviations observed. _ , _ 

BROWNLEE.V.L. Region 2, Office of Director. 87/02/06. TUCKER, H.8. Duke Power 
Co. 2pp. 39683:296-39683:303. 


-8702190192 insp Repts 50-369/87-02 & 50-370/87-02 on 861221 -870 120. No viola- 
tions identifiecUMajor areas inspectedroperations safety verification, surveillance 
testing, maint activities & cold weather preparations. 

ORDERS, W., PEEBLES, T.A. Region 2, Office of Director. 87/02/05. 6pp. 39683:298- 
39683:303. 


—8702040003 Safety evaluation supporting licensed operator replacement & requalifica- 
tion programs, per SRP (NUREG-0800). 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/28. 8pp. 
39507:343-39507:350. 


DOCKET 50-370 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. _ ^ 4 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190123 Ack receipt of 870116 response informing NRC of steps taken to correct 
violations noted in Insp Repts 50-369/86-37 & 50-370/86-37.Request for withdrawal 
of violation denied for reasons presented in encl.W/o ref end. 

GRACE, J.N. Region 2, Office of Director. 87/02/11. TUCKER, H.B. Duke Power Co. 
2pp. 39683:355-39683:357. 

-8702190159 Responds to NRC 861215 ftr re violations noted in Insp Rept 50-369/86- 
37 on 861 11 7-21. Details withheld (ref 10CFR73.21). 

TUCKER, H.B. Duke Power Co. 87/01/16. GRACE.J.N. Region 2, Office of Director, 
ip. 39683:357-39683:357. 

8702190582 Ack receipt of 870109 response to violations noted in Insp Repts 50-369/ 
86-35 & 50-370/86-35.Enc! staff assessment of licensee response provides reasons 
that violation occurred. Corrective actions requested. 

GRACE, J.N. Region 2, Office of Director. 87/02/11. TUCKER, H.B. Duke Power Co. 
3pp. 39679:132-39679:134. 

8702110131 IE Info Notice 87-011, “End of Vital Equipment Within Designated Vital 
Ars&s M Svc list end. 

JORDAN, E,L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702200009 Informs of status of IE Bulletins 83-01 & 83-04 for listed plants.Based on 
verbal confirmation that insp repts final, closeouts for Cook, Kewaunee & Point Beach 
mav be closed. 

BAER.R.L. Engineering & Generic Communications Branch. NRC-05-85-1 57-02. 87/ 
02/17. DEAN.R.S. Parameter, Inc. 2pp. 39725:021-39725:022. 


@612160067 Forwards Rev 27 to security plan, reflecting editorial changes, picture identi- 
fication badge format, control of badges & deletion of containment atmosphere dilution 
of electrical equipment Rev withheld (ref 10CFR73.21). 

TUCKER, H.B. Duke Power Co. 86/12/02. GRACE.J.N. Region 2, Office of Director. 
Ip. 39001:339-39001:339. 

8702100084 Informs that plant has been scheduled for Regulatory Effectiveness Review 
for wk of 870112-16 to evaluate overall effectiveness of plant safeguards & determine 
if existing safeguards yield NRC level of protection. 

WALKER, R.D. Region 2, Office of Director. 86/12/12. TUCKER, H.B. Duke Power Co. 
2pp. 39566:343-39566:344. 

8702060497 Forwards listed auxiliary feedwater & auxiliary svc water piping 
documentation, per CE Gaskin requestMatl includes chronological listing of events & 
Insp Repts 50-369/85-26 & 50-370/85-31. Ends withheld (ref 10CFR73.21) 
TUCKER.H.B. Duke Power Co. 87/01/28. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). 3pp. 39537:115-39537:117. 

8702090460 Forwards Revs 0 to “Evaluation of Need for Fire Protection of Steel Pene- 
trating Fire Barrier Walls" & “Analysis of Fire Exposure to Steel Supports Penetrating 
Fire Barriers," per BJ Youngblood 860310 request re App R deviations. 

TUCKER.H.B. Duke Power Co. 87/01/30. Document Control Branch (Document Con- 
trol Desk). Ip. 39557:085-39557:155. 

-8702090476 Rev 0 to “Evaluation of Need for Fire Protection of Steel Penetrating Fire 
Barrier Walls.” 

DUNGAN.K.W., MOWRER.M.E. Professional Loss Control, Inc. 86/11/12. 36pp. 
39557:086-39557:123. 

-8702090488 Rev 0 to “Analysis of Fire Exposure to Steel Supports Penetrating Fire 
Barriers.” 

MOYE.C.H., DUNGAN.K.W. Professional Loss Control, Inc. 87/01/28. 32pp. 
39557:124-39557:155. 

@702100428 Forwards Insp Repts 50-369/87-03 & 50-370/87-03 on 87Q112-16.No vio- 
lation or deviation noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/04. TUCKER.H.B. Duke Power 
Co. 2pp. 39577:340-39577:342. 

-8702100440 Partially withheld Physical Security Insp Repts 50-369/87-03 & 50-370/ 
87-03 on 870112-16 (ref 10CFR2.79Q & 73.21).No violation identified.Maior areas in- 
spected: barriers-protected & vital, assessments & lighting. 

TOBIN, W.J. Region 2, Office of Director. 87/02/04. Ip. 39577:342-39577:342. 


8702260137 Forwards schedule of time required to complete operational verification 
program on all safety-related motor-operated valves, per IE Bulletin 85-003.Schedule 
based on listed factors. 

TUCKER.H.B. Duke Power Co. 87/02/18. Document Control Branch (Document Con- 
trol Desk). 5pp. 39753:185-39753:189. 


8702170732 Notification of 870223-26 meetings w/util at sites to discuss implementa- 
tion of vital area barriers, per 1 0CFR73.55. 

JABBOUR.K.N. PWR Project Directorate 4. 87/02/05. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 5pp. 39671:158-39671:162. 


8702270317 Confirms 870207 telcon re 870304 meeting w/util in Charlotte, NC to dis- 
cuss NRC PRA application program for conducting insps at nuclear power 
stations. Meeting agenda also discussed. 

GRACE, J.N. Region 2, Office of Director. 87/02/20. TUCKER.H.B. Duke Power Co. 
2pp. 39796:078-39796:079. 


R. Periodic operating reports & related correspondence 

@702240371 Monthly operating repts for Jan 1987.W/870216 Itr. 

REAVISJ.A., TUCKER.H.B. Duke Power Co. 87/01/31. 13pp. 39722:244-39722:256. 


S. Reportable occurrences, LERs & related correspondence 


@702090060 Submits written followup of 870130 request for temporary waiver of Tech 
Spec 3.0.3 action statement re time required in Mode 4 hot shutdown, per Region II 
870114 notification of potential problem w/containment air return fans. 

TUCKER, H.B. Duke Power Co. 87/02/0 2. Document Control Branch (Document Con- 
trol Desk). 2pp. 39549:1 55-39549:1 56. 

870211006 7 Summary of Operating Reactors Events Meeting 87-03 on 870202.Ust of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs end. 

Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 


8702190014 LER 87-001 -00:on 8701 07, Train B chiller for (shared) control area ventil 
tion/chi»led water sys tripped on refrigerant low temp.Caused by chiller thermostat se 
tongpositioned too cold.Train B switch manually reset. W/8 70206 Itr. 

NARDOCI.P.B., TUCKER.H.B. Duke Power Co. 87/02/06. 6pp. 39680:043-39680:04 

8702250555 LER 87-0Q2-00:on 861 230, Trains 1A & B of containment spray sys d 
clarad inoperable.Caused by senior reactor operator misunderstanding impact of co 
^^.Appropriate training will be reiterated. W/87021 6 I 
NARDOCI.P.B., TUCKER.H.B. Duke Power Co. 87/02/16. 6pp. 39728:241 -39728 24 


V. Operator Examinations 

sa,0t y eyaluation supporting licensed operator replacement & re 
21JiS^« n rt ?S? m f ,per ^ RP ‘ Future resubm 'Kals of programs will be needed upoi 
rulemaking on rev to 10CFR55. K 

3^339^7^ 0irec,ora,e 4 - 87/01/28. TUCKER.H.B. Duke Power Co. 4pp 


8702190299 Notification of cancellation of 870223-26 meetings w/ utils at sites to dis- 
cuss implementation of vital area barriers in accordance W/10CFR73.55. 
JABBOUR.K.N. PWR Project Directorate 4. 87/02/05. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 5pp. 39687:279-39687:283. 

8702190123 Ack receipt of 870116 response informing NRC of steps taken to correct 
violations noted in Insp Repts 50-369/86-37 & 50-3/0/86-37.Request for withdrawal 
of violation denied for reasons presented in encl.W/o re f end. 

GRACE.J.N. Region 2, Office of Director. 87/02/11. TUCKER.H.B. Duke Power Co, 
2pp. 39683:355-39683:357. 

-8702190159 Responds to NRC 861215 Itr re violations noted in Insp Rept 50-369/86- 
37 on 861 11 7-21. Details withheld (ref 10CFR73.21). 

TUCKER.H.B. Duke Power Co. 87/01/16. GRACE.J.N. Region 2, Office of Director, 
ip. 39683:357-39683:357. 


P. Operating license stage documents & correspondence 

0702030090 Extends invitation to participate in 870218 Inddent Investigation Program 
workshop in Atlanta, GA. Workshop will provide understanding of process by which 
NRC investigates potential significant incidents. Agenda encl.W/o procedures. 
GRACE.J.N. Region 2, Office of Director. 87/01/16. TUCKER, H.B. Duke Power Co, 
3pp. 39482: 1 34-39482:1 36. 

8702030274 Forwards summary of criticality analysis for new fuel vault at facility in sup- 
port of util 861013 application for amends to Licenses NPF-9 & NPF-17.Amends seek 
to allow use of higher enrichment fuel for future core reloads. 

TUCKER.H.B. Duke Power Co. 87/01/21. Document Control Branch (Document Con- 
trol Desk). 11pp. 39480:029-39480:039. 

8702030348 Requests remittance of application fee for review of “Rod Swap Methodol- 
ogy Rept for Startup Physics Testing.’ 1 

DIGGS, R.M. License Fee Management Branch (Post 861123). 87/01/28. 
TUCKER.H.B. Duke Power Co. Ip. 39487:211-39487:211. 

8702030529 Forwards SER re util responses to Generic Ltr 83-28, Item 4.5.2 re reactor 
trip sys on-line testing.Stations designed to permit required periodic on-line testing & 
acceptable, item considered dosed. 

HOOD.D. PWR Project Directorate 4. 87/01/28. TUCKER.H.B. Duke Power Co. 3pp. 
39485:184-39485:189. 

-8702030536 SER supporting util responses to Generic Ltr 83-28, Item 4.5.2 re reactor 
trip sys on-line testing. 

* NRC - No Detailed Affiliation Given. 87/01/28. 3pp. 39485:187-39485:189. 
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8702060315 Discusses end procedure for disposal of radioactively contaminated 
wood.Evaluation not issued a licensing action not completed because proposal in ju- 
risdiction of Agreement States.Document should be placed in PDR for info. 

STOLZ.J. PWR Project Directorate 6. 87/02/02. NRC - No Detailed Affiliation Given. 
2pp. 39546:21 0-39546:21 1 . 

-8502150418 Forwards EIA supporting proposed procedure for disposal of radioactively 
contaminated wood a/or wood products. 

MULLER, D.R. Assistant Director for Radiation Protection. 85/02/07. LAINAS.G.C. As- 
sistant Director for Operating Reactors. 4pp. 39546:212-39546:227. 

-8502150442 EIA supporting proposed procedure for disposal of radioactively contami- 
nated wood &/or wood products. 

* NRC - No Detailed Affiliation Given. 85/02/06. 12pp. 39546:216-39546:227. 

8702100325 Supplemental application to amend Licenses NPF-9 & NPF-17, specifying 
that analysis used to allow spent fuel storage in Spent Fuel Pool Region 2 would be 
performed using NRC- approved methodology. 

TUCKER.H.B. Duke Power Co. 87/02/05. Document Control Branch (Document Con- 
trol Desk). 2pp. 39578:238-39578:240. 

-8702100329 Proposed Tech Specs clarifying that analysis used to allow spent fuel 
storage in Spent Fuel Pool Region 2 would be performed using NTRC-approved meth- 
odology. 

* Duke Power Co. 87/02/05. Ip. 39578:240-39578:240. 

8702180487 Forwards request for relief from ASME Code Section XI hydrostatic testing 
requirements for portions of mods on nuclear svc water sys.Mods reduce problems 
associated w/foulmg on nuclear water sys.Fee paid. 

TUCKER, H.B. Duke Power Co. 87/02/09. Document Control Branch (Document Con- 
trol Desk). 50pp. 39666:241-39666:291. 

8702180328 Forwards response to NRC 870112 request for addl info re determination 
of rod worth using rod swap methodology. Methodology described in 861204 submittal 
will be used for 870501 reloads of plants. 

TUCKER, H.B. Duke Power Co. 87/02/11. Document Control Branch (Document Con- 
trol Desk). 5pp. 39667:001-39667:089. 

-8702180350 Changes 0 to 31 of PT/O/A/41 50/21, “Post-Refueling Controlling Proce- 
dure for Criticality, Zero Power Physics & Power Escalation Testing/’ 

ROBERSON, C.W., HAMILTON, B. Duke Power Co. 87/01/29. 29pp. 39667:006- 
39667:034. 

-8702180360 Changes 0 to 3 of PT/O/A/41 50/11, “Control Rod Worth Measurement." 
KITLAN.M.S. Duke Power Co. 84/04/26. 13pp. 39667:035-39667:047. 

-8702180368 Changes 0 to 5 of PT/O/A/41 50/ 11 A, “Control Rod Worth 

Measurement:Rod Swap.” 

KUNKS.LJ., KILLER, M.T. Duke Power Co. 87/01/29. 19pp. 39667:048-39667:066. 

-8702180405 Changes 0 to 0 of PT/O/A/41 50/11 A, “Control Rod Worth 

MeasuremenbRod Swap." 

KITLAN.M.S. Duke Power Co. 84/04/04. 23pp. 39667:067-39667:089. 

8702190524 Requests that util suppl proposed Tech Spec change request re Region 2 
spent fuel pool & significant hazards consideration based on use of methodology not 
previously approved by NRC. 

HOOD.D, PWR Project Directorate 4. 87/02/12. TUCKER.H.B. Duke Power Co. 2pp. 
39690:040-39690:041. 

8702200414 Forwards response to DS Hood 870112 request for addl info re surveil- 
lance requirements for cold leg accumulator isolation valves. 

TUCKER.H.B. Duke Power Co. 87/02/13. Document Control Branch (Document Con- 
trol Desk). 6pp. 39696:220-39696:225. 

8702190614 Forwards revised Attachment 43 to 870209 request for relief from ASME 
Code Section XI hydrostatic testing requirement correcting mod location. Correct loca- 
tion is Train A. 

TUCKER.H.B. Duke Power Co. 87/02/16. Document Control Branch (Document Con- 
trol Desk). 3pp. 39685:169-39685:172. 

8702250545 Comments on D Hood 870113 Itr re 14.5% discrepancy between predicted 
& measured worths of ref bank of Unit 2,Cycle 3. Caused by shortcomings in meas- 
urement technique.Procedure used to measure rod worths will be revised. 

TUCKER.H.B. Duke Power Co. 87/02/16. Document Control Branch (Document Con- 
trol Desk). 2pp. 39728:249-39728:250. 

8702260105 Application for amends to Licenses NPF-9 & NPF-17,addressing range of 
administrative or minor issues.including update to index.Fee paid. 

TUCKER.H.B. Duke Power Co. 87/02/17. Document Control Branch (Document Con- 
trol Desk). 3pp. 39740:264-39740:315. 

-8702260123 Proposed Tech Specs addressing range of issues.including update to 
indexJustification & safety analysis In support of proposed changes end. 

* Duke Power Co. 87/02/17. 49pp. 39740:267-39740:315. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 


8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702040386 Responds to violations noted in Insp Repts 50-413/86-44, 50-413/86- 
47,50-369/86-32,50-370/86-32,50-269/86-32, 50-270/86-32 & 50-287/89-32.Correc- 
tive actions:Procedure OP/1/B/6400/01A re conventional wastewater revised. 
TUCKER.H.B. Duke Power Co. 87/01/23. Document Control Branch (Document Con- 
trol Desk). 8pp. 39506:148-39506:155. 

8702060504 Ack receipt of 870102 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-369/86-21 a 50-370/86-21. 

REYES, L.A. Region 2, Office of Director. 87/01/23. TUCKER.H.B. Duke Power Co. 
Ip. 39537:030-39537:030. 

8702060497 Forwards listed auxiliary feedwater & auxiliary svc water piping 
documentation, per CE Gaskin reque$t.Matl includes chronological listing of events & 
Insp Repts 50-369/85-26 & 50-370/85-31. Ends withheld (ref 10CFR73.21) 
TUCKER.H.B. Duke Power Co. 87/01/28. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). 3pp. 39537:115-39537:1 17. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness a Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. f05pp, 39575:032- 
39575:138. 

8702100428 Forwards Insp Repts 50-369/87-03 & 50-370/87-03 on 87011 2-1 6.No vio- 
lation or deviation noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/04. TUCKER.H.B. Duke Power 
Co. 2pp. 39577:340-39577:342. 

-8702100440 Partially withheld Physical Security Insp Repts 50-369/87-03 & 50-370/ 
87-03 on 870112-16 (ref 10CFR2.790 & 73.21).No violations identified.Major areas in- 

? pected: barriers-protected & vital, assessment aids & lighting. 

OBIN.W.J., MCGUIRE.D.R. Region 2, Office of Director. 07/02/04. Ip. 39577:342- 
39577:342. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness a Engineering Response (Post . 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702170356 Responds to violations re radioactive matls shipping program noted in Insp 
Repts 50-369/86-31 a 50-370/86-31 .Program effective & routinely audited by QA 
dept.B reach of package integrity w/o contamination should be Severity Level IV. 
TUCKER.H.B. Duke Power Co. 87/02/05. Document Control Branch (Document Con- 
trol Desk). 2pp. 39649:125-39649:126. 

8702130275 Final response to FOIA request for placement of notice of violations in Insp 
Repts 50-369/85-06 a 50-370/85-06 in PDR. Forwards App A documents.Documents 
also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/06. GRABER.L LN Technol- 
ogies Corp. (formerly NUS Corp.). 2pp. 39638:285-39638:305. 

—8702130288 Notice of violation from insp on 860120-0320. 

* Region 2, Office of Director. 85/06/28. 3pp. 39638:287-39638:305. 

8702190180 Forwards Insp Repts 50-369/87-02 a 50-370/87-02 on 861 221 -8701 20. No 
violations or deviations observed. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/06. TUCKER.H.B. Duke Power 
Co. 2pp. 39683:296-39683:303. 

-8702190192 Insp Repts 50-369/87-02 a 50-370/87-02 on 861 221 -8701 20.No viola- 
tions identified.Major areas inspected:operations safety verification, surveillance 
testing.maint activities a cold weather preparations. 

ORDERS, W., PEEBLES.T.A. Region 2, Office of Director, 87/02/05, 6pp. 39683:298- 
39683:303. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness a Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


8702090100 Provides rept of steam generator tube insp for second refueling outage in- 
service insp completed on 860501. All Row 1 tubes removed from svc during 
outage.Lists of tubes removed from each steam generator end. 

TUCKER, H.B. Duke Power Co. 86/12/10. GRACE, J.N. Region 2. Office of Director. 
10pp. 39555:015-39555:024. 


8702190123 Ack receipt of 870116 response informing NRC of steps taken to correct 
violations noted in Insp Repts 50-369/86-37 a 50-370/86-37.Request for withdrawal 
of violation denied for reasons presented in encl.W/o ref end. 

GRACE, J.N. Region 2, Office of Director. 87/02/11. TUCKER.H.B. Duke Power Co. 
2pp. 39683:355-39683:357. 


8702130263 FOIA request for placement of notice of violations in Insp Repts 50-369/ 
85-06 a 50-370/85-06 in PDR. 

GRABER.L. LN Technologies Corp. (formerly NUS Corp.). 87/01/09. Division of Rules 
and Records. Ip. 39638:284-39638:284. 


-8702190159 Responds to NRC 861215 Itr re violations noted in Insp Rept 50-369/86- 
37 on 861 11 7-21 .Details withheld (ref 10CFR73.21). 

TUCKER, H.B. Duke Power Co. 87/01/16. GRACE, J.N. Region 2, Office of Director. 
Ip. 39683:357-39683:357. 
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*£C ! s.£! z i 570* 05 "espcr.se to 
: 55-35. Eri stato assessment : 


daiicns noted in insp Repts 50-369/ 
noensee response provides reasons 

2 _r i. TUCKER, H.B. Duke Power Co. 


-8702040003 Safety evaluation supporting licensed operator replacement & requalifica- 
tion programs.per SRP (NUREG-08Q0). a cmoc\ fi7/ni « nn 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/28. opp. 
39507:343-39507:350. 


.= -*•- \-v- 6 sz-C't, "Era of V.tal; Equipment Within Designated Vital 

''"'“V:-- to =~?'Z2nc\" Preparedness & Engineering Response (Post 
1-” -J -j cstec Ectscn Cc. of New v Pto me. '07pp. 39702:228- 

E ;-‘c Vto.ce 27-C12, ‘ Potential Problems W/Metal Clad Circuit 
EE tone --2-25/ Svi list end. 

: _ 2 i’s.c** o* Emergency Preparedness & Engineer c Response (Post 
; , * , 1 *: - n DcrscndatsC Edscn Cc. Of New "z r<r , no. t35pp. 39691:156- 

i„zz - to E Infs Notoe SS-T06, “Feedwater Line Break.” Svc list end. 
il fr/s'.c' to E—eme-cv ^eoaredness & Engineering Response (Post 
r~:2 to I:':: :W: Ed sto 'Co. of New York, Inc. 111pp. 39784:116- 


37Z22ZOX9 .-toms of status of :5 Bulletins 53-01 & 83-04 for listed plants.Based on 
„<rta, oimiTmator *;- a t ;~«p repts final, deseeds for Cook, Kewaunee & Point Beach 

5P3P ' . < Generic Communications Branch. NRC-05-85- 157-02. 87/ 

:,2 ” = • -rr-*:s-. i’rc. 2?p. 39725^21-39725:022. 

870225013? "trwrds schedule to tmg requ'sd to complete operational verification 
b'pjra*" to t-toto 'totoeb r* rcr-ipe-ates valves, per !E Bulletin 85-003.Schedule 

E Dose = cwer Cc. 87/02/18. Document Control Branch (Document Con- 

8702273317 Dd'toms STD2CT* teicort re ,870304 meeting w/util in Charlotte, NC to dis- 
%~/0 S5 .4 appi. saber, program for conducting insps at nuclear power 
states. Vee/rtg aserda a:sc discussed. 

3mA T . % "a:;- 2 Ctoce p? Director. 37/02/20. TUCKER, H.B. Duke Power Co. 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 
F. Security, medical, emergency & fire protection plans 

8702050407 Revised emergency olan implementing procedures, including Rev 17 to 
LZP-1 700-1 re station r-o'up dve'cicry & Rev 18 to L2P-1 700-2 re station group om- 

'Dorn mc~vesm^scVcc. 87/01/06. 79pp. 39522:008-39522:099. 

8702180497 Rev 3 to Procedure LZP-1550-12, “Generating Station Emergency Plan 
Commu'sicat'ons Svc- Monthly Operability Check." W/index. 

Comme.' 11 - riCiP' b disco Co. 87/01/08. 20pp. 39664:246-39664:265. 

8702260050 Rev 22 to Emergency Plan Implementing Procedure LZP-1 320-1, "Aug- 
mentation of Plant Staffing.’’ W/revised index. 

* Commonwealth Edison Co. 87/02/05. 16pp. 39739:258-39739:273. 

8702250194 Forwards Safety Insp Repts 50-373/86-46 & 50-374/86-46 on 861230- 
870127 & notice of violation. 

NORELIUS.C.E. Region 3, Office of Director. 87/02/18. REED.C. Commonwealth 
Edison Co. 2pp. 39724:087-39724:102. 

-8702250202 Insp Repts 50-373/86-46 & 50-374/86-46 on 861230-870127. Violations 
noted.failure to assure procedure adequacy & failure to maintain sys status. 

RING.M.A. Region 3, Office of Director. 87/02/14. 12pp. 39724:091-39724:102. 

8702270364 Advises of listed changes & clarifications to proposed scope & objectives 
info for exercise to be conducted on 870429, per util 870114 Itr. 

SHAFER, W.D. Region 3, Office of Director. 87/02/19. REED.C. Commonwealth 
Edison Co. Ip. 39796:099-39796:099. 


ft. Ptriocfic operating reports & related correspondence 

8732240371 7;-“ 1 . :ps’s:.-r -eto.s tor Jan 1587.WV870216 Itr. 

REA/,S,wF Z.ie ~:wer ‘Cc. 67/01/31. 13pp. 39722:244-39722:256. 

S, Reportable occurrences, LERs & related correspondence 

■1702030305 *.£R 86*Q2C-01:on 361 11 8, mam generator loss of load transient occurred 
f&ftowea tv mam feedwater pump 23 tripping on high discharge pressure 
* ■■ -■ >5 -c.s:-'e to sc.atec phase bus.W/870123 Itr. 

: 1 - = " s- "--bar Zz. 57/01/23. 7pp. 39478:338-39478:344. 

#702190001 ?NCto/-S7-Q03:on 8701 20 .unit tripped when false hotweli emergency low 
,® ve ' resulted in top of both hotweli pumps.Caused by linkage binding of main 
!5ifS5 a l e I --to.-e stop valve. Pump repaired. 

=•“-/**■.-.== * Region 2, Office of Director. 87/01/23. Ip. 39683:331- 

17020^0^ Subm^written followup of 870130 request for temporary waiver of Tech 
statement r $ f;me :~zs.:ed to Mode 4 nor shutdown, per Region II 
to to; . 7 J - T octa-ba. p-tobem w. corts.nm.en: air return fans. 

:2, =06 “"* s 0cr -°' ! Bi * nsR < Doeum « n ‘ Con - 

S752V306? Summary at Operating Reactors Events Meeting 87-03 on 870202 List of 
sf "«* ^ into performance indiStor 

: = Reactors Assessment Staff (post 851125). 87/02/06. 

rr.l , - .m, A c . Nuclear Reactor Regulation, Director (post 851125). 24pp. 

*“ -nemica! & vol control sys snubber 

T r „7 s, - rj --re. Caused by isolated breakdown in 

to. - .: u.-to J r--E ^«^--..tomrDf;edure rev:sec.W/57G2C9 itr. 

'* ' “ ' ' "• S - - uke ?: * s ' 67/02/0 S. 5pp. 39683289-39683:293. 

i7 ?£ 1 “!£i!:S m£ 5S ..^ t °5 poston verification surveillances discovered 

^ to/ T'v.. -iw113 inoperabiliby of operator aid 
to- to. \ re submitted by 370219. 

viciL'ls ii&m&seeam* 12, 3oeunKK Branch (Document Con- 

U. Cony ea*»onaJ/Ex*cuttve Correspondence 

u« 870202 

totosm :• 52 month,y rep,s 

8S1125) - 87/02/ 

^ ** 811115-811215. discussing 
■ :-4 i-x .A'tb,* ? :»P*«S reviews c! new facili!ies.ASLB S3 


— rr r -s ‘cvwws cr new ta 

™‘ V -to « 'H*:'? 5 5 es & emergency pianning°° U ' = ^ 
sEV-uL.T. house of Rep., Appropriations. 


mmsseners. S" / 12/3 g!' BEYL 


V, €%»a«r«tef EiwwAwtoa 

toltototototo" >9C! ^ iS 4 ‘ ™CKER.H.a. Duke Power Co. 4pp. 


G. Adjudicatory correspondence 

8702130226 Forwards Director’s Decision DD-87-02 denying 10CFR2.206 860813 emer- 
gency relief petition to suspend facilities OLs due to alleged inadequacies in integrat- 
ed leak rate testing.Commission review expires 870310. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). #187 
2489. 87/02/10. SKLAR.A., EDWARDS, J.L., FESTAG.E. Affiliation Not Assigned. 2pp. 
39631:248-39631:263. 

—8702130236 Director’s decision under 10CFR2.206.* Director’s Decision DD-87-02 de- 
nying 860813 emergency relief petition to suspend OLs due to alleged inadequacies in 
containment integrated leak rate test.Petition assertions insubstantial. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
10. Affiliation Not Assigned. 12pp. 39631:250-39631:261. 

-8702130257 Issuance of director’s decision under 10CFR2.206 re integrated contain- 
ment leak rate testing at commercial nuclear power facilities.” Director’s Decision DD- 
s702 demos 830813 emergency relief petition. 

DENTON.H.R. Of .too oi Nuooar Reactor Regulation, Director (post 851125). 87/02/ 
10. 2pp. 3953 1 -252-3963 1.283. 

P. Operating license stage documents & correspondence 

8701270478 Final response to FOIA request App F documents re Marviken II project 
end £ available m PQR. 

GRIMSLEY.D.F. O-vision of Rules and Records. 87/01/20. MORROW, D.C. Fried, 
-ran-;, -larriE, Snriver & Jacobson. 19pp. 39540:001-39543:062. 

—8702040209 Summary of 801008 meeting w/Mark II Owners to discuss long term pro- 
gram chugging load spec. Load reduction due to either spatial averaging or desynch- 
A°K r ?oI??J?^ s S/ ,ed Adequate documentation of methodology. 
t4pp E 395^3-‘24iST43 ri 253 SUeS Branch ‘ 80/10/28 - KNIEL.K. Generic Issues Branch. 

calib [ data . Static °* Rin 9 differential pressure switches.per 
870117 telcon.Data current as of 870120. 

87/01/21. Document Control Branch (Docu- 
ment Control Desk). 130pp. 39455:084-39455:201. 

87 Tech?D 2 e 6 cs nlll en r 48 t ?jiiSiS r lSf r i PF ’ 11 & safely evaluation. Amend revises 

adpivc; amVp a p°v?D° d 6 ® 10 ! 1 ^ /C ? D 10 ’ 47 Wlth drawn for remainder of Cycle 2, 
S^1^3m 3 !l^3lS3l207 ra,e ^ 87/02/ ° 3 - FARRAR ' D L Commonwealth 

Tech SRecs to alto » 

ADENSAM.E.G. BWR Project Directorate 3. 87/02/03. 7pp, 39643:196-39643:202. 

~ 8 . 7< !Slf 8348 s ® fe1 Y ©valuation supporting Amend 48 to License NPF-1 1 
39&3?203 39^3:207 ReaCt ° r Re9u,ation ’ D ' r ©©tor (post 851125). 87/02/03. 4pp. 

^ 7 NPR?^prMo^h?q t a!tem^e n m^thndt e fl° r 86091 7 application for amend to License 
testing reqSents methods for accomplishing intent of ASME Section XI 

FARRARlDi. cSKSwSSh E&CaTp. 123) ' 87/ ° 2/ ° S ' 

W “«f F ?Sn ? n en r 9 1^206 860813 emer- 

10. SKLARA, Awards J°L a FESTAG r E R A«!l&' C' r ectoi- (post 851125). 87/02/ 
39705:096. htbTAG * E - Affiliation Not Assigned. 5pp. 39705:076- 
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8702190091 LER 87-002-00:on 8701 15, diesel generator 0 output breaker failed to close 
onto bus 24 1Y during operability test.Caused by limit switch DEV.TSC in breaker close 
circuitry. Surveillance computer program being updated. W/87021 3 Itr. 

FOSTER, J.H., DIEDERICH.G.J. Commonwealth Edison Co. 87/02/13. 5pp. 
39680:154-39680:158. 

8702250536 LER 87-004-00:on 870128,ammonia detector tripped, causing ESF damper 
actuation & min outside air dampers to close.Caused by jammed chemcassette in 
makeup spool.Chemcassette replaced & preventive maint program initiated.W/870217 
Itr. 

WATFORD.P.S., DIEDERICH.G.J. Commonwealth Edison Co. 87/02/17. 4pp. 

39734:359-39734:362. 

8702260014 LER 87-007-00:on 8701 20, while in Operational Condition 1 at 88% 
power, ESF alarm & half-scram on reactor protection sys B occurred when power lost 
to scram discharge vol redundant level sensors.Caused by contractor error.W/870217 
Itr. 

WATFORD.P.S., DIEDERICH.G.J. Commonwealth Edison Co. 87/02/17. 5pp. 

39751:119-39751:123. 


U. Congressional/Executive Correspondence 

8702200120 Discusses NRC analysis of licensing schedules for facility, per util 870202 
request for NRC statement to State of CA. NRC Sept 1981 - Feb 1982 monthly repts 
to Congress re licensmg projections for pending OL applications end. 

DENTOM.H.R C"ico or Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
06. HULETT.S.W. California, State of. 4pp. 39703:001-39703:028. 

-8702200150 Forwards fourteenth monthly status rept for 811115-811215, discussing 
actions taken on operating reactors & licensing reviews of new facilities.ASLB issued 
81 1214 partial initial decision re TMI-1 design, procedures & emergency planning. 
PALLADINO.NJ. Commissioners. 81/12/30. BEVILL.T. House of Rep., Appropriations. 
17pp. 39703:075-39703:103. 


V. Operator Examinations 

8702020445 Advises that operator & senior operator licensing exams scheduled for wk 
of 870420.Ref mat! listed on end requested by 870220. 

HEHL.C.W. Region 3, Office of Director. 87/01/23. REED.C. Commonwealth Edison 
Co. 9pp. 39449:231-39449:239. 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8702050407 Revised emergency plan implementing procedures, including Rev 17 to 
LZP-1 700-1 re station group directory & Rev 18 to L2P-1 700-2 re station group em- 
ployee list.W/revised index. 

* Commonwealth Edison Co. 87/01/06. 79pp. 39522:008-39522:099. 

8702180497 Rev 3 to Procedure LZP-1 550-1 2, “Generating Station Emergency Plan 
Communications Sys Monthly Operability Check." W/index. 

* Commonwealth Edison Co. 87/01/08. 20pp. 39664:246-39664:265. 

8702260050 Rev 22 to Emergency Plan Implementing Procedure LZP-1 320-1, “Aug- 
mentation of Plant Staffing." W/revised index. 

* Commonwealth Edison Co. 87/02/05. 16pp. 39739:258-39739:273. 

8702250194 Forwards Safety Insp Repts 50-373/86-46 & 50-374/86-46 on 861230- 
870127 & notice of violation. 

NORELIUS.C.E. Region 3, Office of Director. 87/02/18. REED.C. Commonwealth 
Edison Co. 2pp. 39724:087-39724:102. 

-8702250202 Insp Repts 50-373/86-46 & 50-374/86-46 on 861230-870127. Violations 
noted:failure to assure adequate procedures & maintain sys status. 

RING.M.A. Region 3, Office of Director. 87/02/14. 12pp. 39724:091-39724:102. 

8702270364 Advises of listed changes & clarifications to proposed scope & objectives 
info for exercise to be conducted on 870429, per util 8701 14 Itr. 

SHAFER.W.D. Region 3, Office of Director. 87/02/19. REED.C. Commonwealth 
Edison Co, Ip. 39796:099-39796:099. 


P. Operating license stage documents & correspondence 

8701270478 Final response to FOIA request.App F documents re Marviken II project 
end & available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/01/20. MORROW, D.C. Fried, 
Frank, Harris, Shriver & Jacobson. 19pp. 39540:001-39543:062. 

—8702040209 Summary of 801008 meeting w/Mark II Owners to discuss long term pro- 
gram chugging load spec. Load reduction due to either spatial averaging or desynch- 
ronization justified w/adequate documentation of methodology. 

ANDERSON, C.J. Generic Issues Branch. 80/10/28. KNIEL.K. Generic Issues Branch. 
14pp. 39543:240-39543:253. 

8702020165 Forwards calibr data for Static O-Ring differential pressure switches.per 
8701 1 7 telcon.Data current as of 870120. 

ALLEN, C.M. Commonwealth Edison Co. 87/01/21. Document Control Branch (Docu- 
ment Control Desk). 1 30pp. 39455:084-39455:201 . 

8702020205 Submits data from level drop test performed during Unit 2 shutdown for 
refueling.Operating pressure test & atmosphere pressure level drop test performed on 
870103 & 05, respectively.Data corrected for drift of transmitters. 

ALLEN, C.M. Commonwealth Edison Co. 87/01/21. Document Control Branch (Docu- 
ment Control Desk). Ip. 39469:095-39469:095. 

8702170394 Forwards Amend 30 to License NPF-18 & safety evaluation. Amend revises 
Tech Specs to permit replacement of existing peripheral locking piston CRD module 
w/fine motion CRD module during one fuel cycle. Author 86081 5 Itr also end. 
ADENSAM.E.G. BWR Project Directorate 3. 87/02/09. FARRAR, D.L. Commonwealth 
Edison Co. 2pp. 39458:111-39458:148. 


“8702170424 Amend 30 to License NPF-18,revising Tech Specs to permit replacement 
of existing peripheral locking piston CRD module, w/fine motion CRD module during 
one fuel cycle. 

ADENSAM.E.G. BWR Project Directorate 3. 87/02/09. 20pp. 39458:113-39458:132. 

-8702170443 Safety evaluation supporting Amend 30 to License NPF-18. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/09. 2pp. 
39458:133-39458:134. 

-8702170452 Forwards safety evaluation supporting util 860225,0512,0611 & 0718 sub- 
mittals re GE Topical Rept NEDO-31130, “LaSalle Unit 2 Fine Motion CRD Demon- 
stration Test Description." 

ADENSAM.E.G. BWR Project Directorate 3. 86/08/15. FARRAR, D.L. Commonwealth 
Edison Co. 2pp. 39458:135-39458:148. 

“8702170458 Safety evaluation supporting util 860225,0512,0611 & 0718 submittals re 
GE Topical Rept NEDO-31130, “LaSalle Unit 2 Fine Motion CRD Demonstration Test 
Description.” Test acceptable for one cycle operation. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/08/15. 12pp. 
39458:137-39458:148. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus.” W/o svc list. 
iEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020326 Forwards Inservice Insp Program Relief Requests RI-20 & RI-21 re compo- 
nent supports located within suppression pool containment structure & ASME Section 
XI components requiring insp during 1st ASME period, respectively. 

ALLEN, C.M. Commonwealth Edison Co. 87/01/21. Document Control Branch (Docu- 
ment Control Desk). 4pp. 39451:158-39451:161. 

8702020664 Forwards Safety Insp Repts 50-373/86-45 & 50-374/86-45 on 861209- 
12,15 & 870105 & notice of violation. 

SHAFER.W.D. Region 3, Office of Director. 87/01/23. REED.C. Commonwealth 
Edison Co. 2pp. 39469:001-39469:017. 

“8702020668 Notice of violation from insp on 861209-12. 

SHAFER.W.D. Region 3, Office of Director. 87/01/23. Ip. 39469:003-39469:003. 

“8702020681 Insp Repts 50-373/86-45 & 50-374/86-45 on 861209-12,15 & 
870105.Violation noted.failure to use collodion solution that was current in preparation 
of planchets for isotopic beta analysis of reactor coolant. 

HOLTZMAN.R.B., OESTMANN.M.J., HUETER.LJ. Region 3, Office of Director. 87/ 
01/22. 14pp. 39469:004-39469:017. 

8702050142 Forwards Safety Insp Repts 50-373/86-44 & 50-374/86-44 on 861118- 
1229.No violations noted. 

GULDEMOND.W.G. Region 3, Office of Director. 87/01/28. REED.C. Commonwealth 
Edison Co. 2pp. 39513:198-39513:214. 

-8702050149 Insp Repts 50-373/86-44 & 50-374/86-44 on 861118-1229.No violations 
noted. Problems w/verifications identified. Observation of switch activities 
continuing.Major areas inspected: maint, training LERs.unit trips & investigations. 
WRIGHT, G.C. Region 3, Office of Director. 87/01/28. 15pp. 39513:200-39513:214. 

8702050276 Forwards Insp Repts 50-373/86-37 & 50-374/86-37 on 860929-1 003.No 
violation noted.General observations re quality of operations performance noted. 
NORELIUS.C.E. Region 3, Office of Director. 87/01/20. REED.C. Commonwealth 
Edison Co. 2pp. 39512:274-39512:295. 

-8702050282 Insp Repts 50-373/86-37 & 50-374/86-37 on 860929-1 003.No violation 
or deviation noted.Major areas inspected:control room activities, effectiveness of shift 
supervision & mgt involement in operations. 

WRIGHT, G.C. Region 3, Office of Director. 87/01/27. 20pp. 39512:276-39512:295. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 
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-8702180640 Proposed Tech Spec ?. M 3 '•e fl eet l nc f oc»r>ote fc r Mode 1 applicability 
that refs Special Test Exception 3. C..- icr r.c-zi-rz:?: :s”p cczr 
* Louisiana Power & Light Co. 87/02/1 2. 4pp. 39667:261-39667:264. 

8702190287 Requests FR publication of notice of consideration of issuance of amend 
to License NPF-38 & proposed NSHC determination & opportunity for hearing on 
870113 request re broad-range -as dstnct : cr: 3--s. 

KNIGHTON.G.W. PWR Project Z-'szicri:c " 87.C2. :i Office of Nuclear Reactor 
Regulation, Director (post 851125). 7pp. 39887:272-39687:278. 

8702250373 Forwards safety evaluation «& EGG-NTA-7463, “Reactor Trip Sys Reliabil- 
ity...," supporting response to Generic Ltr 83-28, Item 4.5.2 re periodic on-line testing 
of reactor trip sys.Plant designed to permit on-line testmg. 

SEARS, P.M. PWR Project Directorate 8. 87/02/14. RAMDAZZA.J.S. Maine Yankee 
Atomic Power Co. 2pp. 39744:001-39744:003. 

“8702170161 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, Arkansas Nuclear One Unit 2, Calvert Cliffs Units 1 & 2,Fort Calhoun, Maine 
Yankee, Millstone Unit 2, Palisades.Palo Verde Units...,” technical evaluation rept. 
FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7463. 
87/01/09. NRC - No Detailed Affiliation Given. 14pp. 39744:004-39744:017. 

8702250481 Provides info re implementation schedules for compliance w/requirements 
of ATWS rule (10CFR50.62). Deadline for implementation of ATWS rule extended to 
no later than third refueling outage after 840724. 

WILSON.J.H. PWR Project Directorate 7. 87/02/17. DEWEASE.J.G. Louisiana Power 
& Light Co. 3pp. 39741:077-39741:079. 


8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702110066 Ack receipt of 870126 response to NRC request for addl info re Insp Repts 
50-382/84-42,50-382/85-01 & 50-382/85-05. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/04. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 39580:001-39580:015. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702110183 Forwards Exam Rept 50-382/OL-87-01 of exams administered on 861216- 
18. 

GAGLIARDO.J. Region 4, Office of Director. 87/02/05. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 39580:183-39580:232. 

-8702110191 Exam Rept 50-382/CL-87-01 on 861216-18.£xam results:eight reactor 
operator candidates & one senior reactor operator candidate administered & passed 
exams. Exam & answer key end. 

MCCRORY.S.L., COOLEY.R.A. Region 4, Office of Director. 87/02/04. 48pp. 
39580:185-39580:232. 


8702250166 Informs that fee for 860702 application requesting review & approval of 
control svs failure study for facility not received. Fee should be remitted within 15 days. 
DIGGS.R.M. License Fee Management Branch (Post 861123). 87/02/19. COOK.K.W. 
Louisiana Power & Light Co. Ip. 39743:069-39743:069. 

8702260034 Application for amends to License NPF-38, raising emergency feedwater ini- 
tiation low level setpoint from 30% wide range level to 36.3% & increasing calibr fre- 
quency for control room chlorine detection svs.Fee paid. 

DEWEASE.J.G. Louisiana Power & l .cr: Co. 3//C2/23. Document Control Branch 
(Document Control Desk). 6pp. 39739:2?' .--39739:326 

“8702260053 Proposed Tech Specs raising emergency feedwater initiation low level 
setpoint from 30% wide range level to 36.3% & increasing calibr frequency for control 
room chlorine detection sys. 

* Louisiana Power & Light Co. 87/02/23. 40pp. 39739:287-39739:326. 


Q. inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

•EYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702090351 Responds to NRC 860710 ltr re violations noted in Insp Rept 50-382/86- 
lO.Corrective actionsdtr issued on 860516 to explain new sys of three audits instead 
of one & testing & maint procedures of security equipment being audited. 

COOK.K.W. Louisiana Power & Light Co. 86/08/08. MARTIN, R.D. Region 4, Office of 
Director. 3pp. 39753:229-39753:231 . 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702100054 Forwards Insp Rept 50-382/86-18 on 861117-21.No violations or devi- 
ations noted.Concern re high turnover rate among technical support staff 
noted.Written response re root cause of turnover requested within 30 days of ltr date. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/01/23. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 39569:335-39569:350. 

“8702100064 Insp Rept 50-382/86-18 on 861 11 7-21. No violations or deviations 
noted.Major areas inspected:radiation protection program.inciuding organization & mgt 
controls, training & qualifications & ALARA program. 

CHANEY.H.D., MURRAY.B. Region 4, Office of Director. 87/01/12. 14pp. 39569:337- 
39569:350. 


8702020727 Forwards addl info re spare part procurement issues identified in Insp 
Repts 50-382/84-42,50-382/85-01 & 50-382/85-05,per 861027 request & 870120 
meeting. 

COOK.K.W. Louisiana Power & Light Co. 87/01/26. Document Control Branch (Docu- 
ment Control Desk). 14pp. 39467:324-39467:337. 


8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 

OOCOC.'lQQ ’ 


8702040037 Responds to NRC 861208 request for addl info re violation noted in Insp 
Rept 50-382/86-1 6.Corrective actions:review of work packages involving setting or 
bolting of electrical panels performed to identify installation anomalies. 

COOK.K.W. Louisiana Power & Light Co. 87/01/30. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39498:143-39498:144. 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list encl. 

Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8702110234 Forwards Insp Rept 50-382/86-33 on 861201-31 & notices of violation & 
deviation. Response to notice of deviation not required due to NRC review of circum- 
stances surrounding failure to revise operating procedure within specified time. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/02/06. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 39580:166-39580:182. 

-8702110241 Notice of violation from insp on 861201-31. 

* Region 4, Office of Director. 86/02/06. 2pp. 39580:168-39580:169. 

-8702110246 Notice of deviation from insp on 861201-31. 

‘ Region 4, Office of Director. 87/02/06. Ip. 39580:170-39580:170. 

-8702110257 Insp Rept 50-382/86-33 on 86 120 1-31. Deviation noted:faiiure to revise 
Operating Procedure OP-1 -003 by date specified in LER.Violation noted:failure to 
adhere to personnel radiation protection procedures. 

LUEHMAN.J.G., STAKER.T.R., BRESLAU, B.A. Region 4, Office of Director. 87/02/03. 
12pp. 39580:171-39580:182. 

8702110274 Forwards Insp Rept 50-382/86-24 on 861215-19.No violations or devi- 
ations noted. 

GAGLIARDO.J.E. Recbn 4. Office of Director. 87/02/06. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 3S5B0.0GS-39580: 103. 

“8702110284 Insp Rept 50-382/86-24 on 861215-19.No violations or deviations 
noted.Major areas inspected:radiation protection program implementation during refu- 
eling outage. 

CHANEY.H.D., MURRAY.B. Region 4, Office of Director. 87/01/27. 6pp. 39580:098- 
39580:103. 

8702170642 Forwards Insp Rept 50-382/86-29 on 861101-30 & notice of violation.App 
A & safeguards attachment to App C withheld (ref 10CFR73.21). 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/06. DEWEASE.J.G. Louisiana 
Power & Light Co. 3pp. 39654:001 -39654:01 9. 

-8702170644 Notice of violation from insp on 861101-30.App A re violation of security 
escort requirements withheld (ref 10CFR73.21). 

* Region 4, Office of Director. 87/02/06. 2pp. 39654:004-39654:005. 

“8702170652 Partially withheld Insp Rept 50-382/86-29 on 861101-30 (ref 
1QCFR73.21).Violations noted:failure to follow security escort requirements & failure to 
verify position of two fire protection flow path valves every 31 days, per Tech Specs. 
LUEHMAN.J.G., STAKER.T.R., STEWART.R.C. Region 4, Office of Director. 87/02/ 
06. 14pp. 39654:006-39654:019. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Encl of Vital Equipment Within Designated Vital 
Areas." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list encl. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, !nc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list encl. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:22 4. 

8702260024 Forwards synopsis of Ofc of Investigations 860801 Rept 4-84-043S re sus- 
pected false statements by two util mgt personnel.No further action warranted. 
MARTIN, R.D. Region 4, Office of Director. 87/02/18. CAIN.J.M. Louisiana Power & 
Light Co. 2pp. 39751:114-39751:118. 


8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list encl. 

‘JOJPJJAJiEl. Division of Emergency Preparedness & Engineering Response (Post 
830103), 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. K 


“8702260046 Synopsis of Investigation Rept 4-84-043(S).Major areas 
investigated:a!!eged knowledge of util president & senior vice-president nuclear oper- 
ations of util internal investigation of marijuana use, prior to 841120. 

DRISKILL.D.D., HERR.R.K., HAYES, B.B. Office of Investigations. 86/08/01. 3pp. 
39751:116-39751:118. 
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8702250324 Responds to NRC request for addl info re root causes of high turnover rate 
& steps taken to maintain stable technical support staff in radiation protection group 
per Insp Rept 50-382/86-18. 

COOK.K.W. Louisiana Power & Light Co. 87/02/20. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39729:001-39729:002. 

8702260329 Ack receipt of 870130 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-382/86-16. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/20. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 39751:320-39751:323. 


R. Periodic operating reports ft related correspondence 

8702170379 Monthly operating rept for Jan 1987.W/870211 Itr. 

MILLER, G., COOK.K.W. Louisiana Power & Light Co. 87/01/31. 7pp. 39649:108- 
39649:114. 


S. Reportable occurrences, LERs & related correspondence 

8702040069 Forwards LER 86-0 11 -01, revised per determination that deviations to App 
R requirements for fire barriers w/228 seals identified to have sleeve type configura- 
tion as described in LER not required. 

CARNS.N.S. Louisiana Power & Light Co. 87/01/19. Record Services Branch (Docu- 
ment Control Desk). 2pp. 39498:277-39498:282. 

-8702030527 LER 86-011 -01 :on 860605,two internal penetration seals discovered miss- 
ing & addl seals deficient, per Promatec.lnc Part 21 rept.Caused by const 
oversight. Penetrations repaired. 

HOLDER, A.L. Louisiana Power & Light Co. 87/01/19. 4pp. 39498:279-39498:282. 

8702100183 PNO-IV-87-006;on 8701 22, instrument technician found to be contaminated 
when exiting work area control point. Investigation revealed technician actually con- 
taminated on 8701 21. No other offsite contamination identified. 

MURRAY, B., CONSTABLE, G.L. Region 4, Office of Director. 87/01/23. Ip. 
39571:298-39571:298. 

870217004® LER 86-028-01 :on 861211, five mechanical tube plugs installed in steam 
generator 1 outlet plenum tubesheet discovered no longer in place.Probable cause 
due to inadequate lubrication of rolling tool.AII C-E plugs re-rolled.W/870210 Itr. 
MCADAMS, V., CARNS.N.S. Louisiana Power & Light Co. 87/02/10. 5pp. 39647:246- 
39647:250. 

8702190017 LER 87-001-00:on 8701 15, valve CC-710 found leaking excessively & valve 
seat & retaining ring missing.Caused by error of maint & QC personnel of installation 
contractor.AII valves listed in Table 3.6-1 tested.W/870213 Itr. 

SCHULTZ, D.A., CARNS.N.S. Louisiana Power & Light Co. 87/02/13. 5pp. 39680:056- 
39680:060. 

8702190021 LER 87-002-00:on 870116,21 snubbers identified as having improperly ro- 
tated end paddles.Caused by personnel error.AII small size snubbers tested & 
replaced.Thermal & loading analyses of inoperable snubbers performed. W/87021 3 Itr. 
STROMME.S.P., CARNS.N.S. Louisiana Power & Light Co. 87/02/13. 5pp. 
39680:172-39680:176. 

8702250466 Part 21 rept listing plants furnished w/penetration assemblies & noting 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J.C. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 

8702260177 LER 87-003-00:on 8701 22, radiation monitor alarmed due to contaminated 
instrument & controls (l&C) technician.Caused by health physics technician improperly 
downgrading work permit requirements.l&C technician retrained.W/870223 Itr. 
LABONTE.W.T., CARNS.N.S. Louisiana Power & Light Co. 87/02/23. 8pp. 39751:261- 
39751:268. 


V. Operator Examinations 

8702110183 Forwards Exam Rept 50-382/OL-87-01 of exams administered on 861216- 
18. 

GAGLIARDO.J. Region 4, Office of Director. 87/02/05. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 39580:1 83-39580:232. 

-8702110191 Exam Rept 50-382/OL-87-01 on 861216-18.Exam results.eight reactor 
operator candidates & one senior reactor operator candidate administered & passed 
exams.Exam & answer key end. 

MCCRORY.S.L., COOLEY, R.A. Region 4, Office of Director. 87/02/04. 48pp. 
39580:185-39580:232. 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


J. Insurance & Indemnity Information 

8702020382 Forwards Endorsement 22 to MAELU Policy MF-107, Endorsement 38 to 
NELIA Policy NF-262, Endorsement 6 to MAELU Certificate M-84, Endorsement 6 to 
NELIA Certificate N-84 ft Endorsement 7 to MAELU Certificate M-96. 

KEISER.H.W. Pennsylvania Power ft Light Co. 87/01/27. SALTZMAN.J. Assistant Di- 
rector for State ft Licensee Relations. 5pp. 39451:283-39451:287. 


P. Operating license stage documents & correspondence 

8702240259 Forwards test repts ft data re testing of Kwik-Bolt at facility, per 860828 
meeting.Current bolt values supported by onsite field test repts. 

POPARAD.C.J. Hilti Fastening Systems. 86/09/16. FAIR.J. Office of Inspection & En- 
forcement, Director (Post 820201). 4pp. 39711:133-39712:069. 

-8702240268 "Hilti Kwik-Bolt Concrete Expansion Anchor Torque/Tension Test Per- 
formed for Dravo Const at Susquehanna Steam Electric Station in Berwick.PA." 
KAROLY.J.P., CAUSEY, M.K., KIESER.W. Hilti Fastening Systems. 86/04/30. 19pp. 
39711:137-39711:155. 


“8702240272 “Hilti Kwik-Bolt Concrete Expansion Anchor Tension Test & Torque VS 
Pretension Test Performed for Dravo Const in Berwick,PA." Facility test data analyses 
end. 

KAROLY.J.P. Hilti Fastening Systems. 85/05/31. 200pp. 39711:156-39712:007. 

—8702240280 Test rept of 1/2 inch Kwik-Bolt software. Analyses of 1/2 inch bolt,matl/ 
dimension, concrete mix design, tension values & safety factor & nuclear power plant 
onsite test index end. 

* Hilti Fastening Systems. WENT 115-86. 86/09/16. 62pp. 39712:008-39712:069. 

8701150242 Forwards 10CFR50.59 rept summarizing 1985 approved safety evaluations 
for determining unreviewed safety question. 

KEISER.H.W. Pennsylvania Power & Light Co. 86/12/31. MURLEY.T.E. Region 1, 
Office of Director. 159pp. 39283:246-39284:044. 

8701270478 Final response to FOIA requesLApp F documents re Marviken II project 
end & available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/01/20. MORROW.D.C. Fried, 
Frank, Harris, Shriver ft Jacobson. 19pp. 39540:001-39543:062. 

-8702040209 Summary of 801008 meeting w/Mark II Owners to discuss long term pro- 
gram chugging load spec.Load reduction due to either spatial averaging or desynch- 
ronization justified w/ adequate documentation of methodology. 

ANDERSON, C.J. Generic Issues Branch. 80/10/28. KNIEL.K. Generic Issues Branch. 
14pp. 39543:240-39543:253. 

8702030477 Notification of 870204 meeting w/util in Bethesda,MD to discuss util reload 
request. 

THADANI.M. BWR Project Directorate 3. 87/01/27. ADENSAM.E.G. BWR Project Di- 
rectorate 3. 3pp. 39485:311-39485:313. 

8702090094 Discusses intention to change operating design basis of suppression pool 
cooling mode of RHR sys due to safety relief valve leakage.Justification based on 
analyses from GE ft Exxon Nuclear Co. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/02/03. ADENSAM.E. BWR Project 
Directorate 3. 2pp. 39549:185-39549:186. 

8702090187 Forwards Suppl 1 to XN-NF-86-90, “Susquehanna Unit 1 Cycle 2 Stability 
y e st Rosylts ** 

KEISER.H.W. Pennsylvania Power & Light Co. 87/02/03. ADENSAM.E. BWR Project 
Directorate 3. Ip. 39550:062-39550:082. 

-8702090093 Suppl 1 to "Susquehanna Unit 2 Cycle 2 Stability Test Results." 
WILLIAMSON, H.E., PATTEN .T.W., MORGAN, J.N. Advanced Nuclear Fuels Corp, (for- 
merly Exxon Nuclear Co., Inc.). XN-NF-86-90 SOI. 87/01/28. 20pp. 39550:063- 
39550:082. 

8702100281 Forwards request for one-time relief from performing local leak rate test on 
Valve 1 F004 as required by inservice testing program. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/02/04. ADENSAM.E. BWR Project 
Directorate 3. 2pp. 39571:355-39571:356. 

8702180493 Forwards proposed Amends 90 & 44 to Licenses NPF-14 & NPF- 
22, respectively, allowing alternate method of post-accident drywell gaseous sampling & 
providing relief for action statement on drywell oxygen analyzer.Fee paid. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/02/09. ADENSAM.E. BWR Project 
Directorate 3. 5pp. 39666:219-39666:240. 

-8702180495 Proposed Amends 90 & 44 to Licenses NPF-14 & NPF-22, 
respectively, allowing alternate method of post-accident drywell gaseous sampling & 
providing relief for restrictive action statement on drywell oxygen analyzer. 
KEISER.H.W. Pennsylvania Power & Light Co. 87/02/09. 2pp. 39666:224-39666:225. 

-8702180499 Proposed Tech Specs, allowing alternate method of post-accident drywell 
gaseous sampling & providing relief for unnecessarily restrictive action statement on 
drywell oxygen analyzer. 

* Pennsylvania Power ft Light Co. 87/02/09. 15pp. 39666:226-39666:240. 

8702180252 Forwards application for Amends 91 to Licenses NPF-14 & NPF-22 & pro- 
posed Tech Specs, changing reactor protection sys instrumentation & end-of-cycle re- 
circulation pump trip instrumentation.Fee paid. 

KEISER.H.W. Pennsylvania Power ft Light Co. 87/02/11. ADENSAM.E. BWR Project 
Directorate 3. 5pp. 39666:117-39666:139. 

“8702180276 Application for Amends 91 to Licenses NPF-14 & NPF-22, changing Tech 
Specs for reactor protection sys instrumentation ft end-of-cycle recirculation pump trip 
sys instrumentation. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/02/11. 2pp. 39666:122-39666:123. 

“8702180295 Proposed Tech Specs, changing automatic operating bypass of reactor 
protection sys & end-of-cycle recirculation pump trip functions on turbine stop valve 
closure or turbine control valve fast closure signal. 

* Pennsylvania Power ft Light Co. 87/02/11. 16pp. 39666:124-39666:139. 

8702260589 Forwards request for one time relief from performing post-maint leak rate 
testing on reactor water cleanup valve 1 F004 per inservice testing program.Required 
test will be performed no later than third refueling & insp outage. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/02/18. ADENSAM.E. BWR Project 
Directorate 3. 3pp. 39756:211-39756:213. 

8702260221 Accepts NRC invitation to participate in PRA workshop.Util interested in 
giving two presentations during first day re IDCOR individual plant evaluation & emer- 
gency operating procedures.Abstracts of presentations end. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/02/23. MURLEY.T.E. Region 1, 
Office of Director. 2pp. 39745:185-39745:186. 


Q. Inspection reports, IE Bulletins ft correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 
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87J21JB48S FO!A request for documents r© allegations, investigations, fines, convictions 
f otner dispositions of cases in which operators of listed facilities charged ^/violating 
whistle-btowing statutes. 

Morning Call, Allentown, PA. 87/01/05. Office of Administration. Ip. 
39688:224-39688:224 


® 7 SH 4 ,??? 4 ® Info Notice 87-004, ‘‘Diesel Generator Pails Test Because of Degraded 
Fuel.’* Svc list end. 

o9J?™ N, 5L L< Vision of Emergency Preparedness & Engineering Response (Post 
««?!2 3 Jx,? 7/01/16 - Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 


S7 a?n??cfl Expresses appreciation for opportunity to discuss SALP rept on 
■ . e .f tin 8 viewgraphs & mgt development program end. 

KE1SER H.W. Pennsylvania Power & Light Co. 87/01/26. MURLEY.T.E. Region 1 , 
Office of Director. 61 pp. 39466: 1 57-39466:21 7. 


8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Resulting From Loss of Siphon." Svc list end. 

: Division of Emergency Preparedness & Engineering Response (Post 
39525?39 87/01/3 °‘ ^-' onsolidatec! Edison Co* of New York, Inc. 107pp. 39525:233- 


8702130293 Suppl 1 to IE Info Notice 86-106, ‘‘Feedwater Line Break." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111 pp. 39784:116- 
39784:224. 


R. Periodic operating reports & related correspondence 


8702190138 Monthly operating rep ts for Jan 1987.W/870210 Itr. 

HiRT.JA, KEISER.H.W. Pennsylvania Power & Light Co. 87/01/31. BEEBE, M.R. 
Office of Resource Management, Director. 9pp. 39693:288-39693:296. 


S. Reportable occurrences, LERs & related correspondence 


8702050408 Special reption 86 1030, diesel generator A declared inoperable following 
trip on generator loss of field.Caused by voltage schedule change from Mountour 
Steam Electric Station.Procedures will be revised. 

CRIMMINS.T.M. Pennsylvania Power & Light Co. 86/11/26. MURLEY.T.E. Region 1, 
Office of Director. 3pp. 39522:110-39522:111. 


87 |ist?nc ! 53 ^ lnfo Notice 87 ' 005 * “Miswiring in Westinghouse Rod Control Sys." Svc 

>aredness & Engineering Response (Post 
Co. of New York, inc. 97pp. 39469:162- 


8702020593 LER 86-041 - 00 :on 861226,Umiting Condition for Operation 3.0.3 entered 
six times to sample suppression chamber.Caused by excessive leakage from blower 
vents in containment radiation monitoring sys.Procedures revised. W/870 126 Itr. 
HIRT.JA, BYRAM, R.G. Pennsylvania Power & Light Co. 87/01/26. 6 pp. 39467:318- 
39467:323. 


d 2pDAhi,E.L. Division of Emergency Pre 

?25iSSL o 87/02/02 - Consolidated Edison 
y 1 2 5 o » 


870130(K)79 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
i&nn&Mc Factors." Svc list end. 

'P-I-* Division of Emergency Preparedness & Engineering Response (Post 
39548?i8 87/02/03 ' Conso}idated Edison Co. of New York, Inc. 108pp. 39548:212- 


8702120005 LER 87-00 1-00:on 870109,two RWCU sys automatic isolations occurred 
due to high flow.Caused by operations personnel failing to verify sys filled & vented 
prior to placing sys in svc after maintSys refilled & vented. W/870206 Itr. 

RYDER, T.S., BYRAM, R.G. Pennsylvania Power & Light Co. 87/02/06. 3pp. 
39591:101-39591:103. 


^ Info Notice 87-008, ‘Degraded Motor Leads in Limitorque DC Motor Op- 
erators.’ Svc list end. 

Q?Airtm N, lL L ;«? ivision of Emergency Preparedness & Engineering Response (Post 
39575-1 38 87/ ° 2/04 ‘ Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 

jEJnfo Notice 87-009, "Emergency Diesti Generator Room Cooling Design 
Deficiency. Svc list end. 

of Emergency Preparedness & Engineering Response (Post 
39528^357 ° 2/ ° 5 ' Conso,ldated Edison Co. of New York, Inc. 108pp. 39528:251- 

S7 noticed vidS rdS ,nSp Repts 50 ' 387/86 ’ 27 & 50-388/86-30 on 861202-870105 & 

^ 6 9* on 1 < Office of Director. 87/02/09. KEISER.H.W. Pennsylvania 
Power & Light Co. 2 PP . 39683:31 1-39683:330. 

£f° tice Of violation from insp on 861202-870105. 

Region 1, Office of Director. 87/02/09. Ip. 39683:313-39683:313. 

IS Repts 50-387/86-27 & 50-388/86-30 on 861202-870105. Violation 
5Srri2S S ??o! ty of station battery supplying common loads. 

WKauiNb.J.T. Region 1, Office of Director. 87/02/09. 17pp. 39683:314-39683:330. 

n^i^ vises Ibat util uses MSA cleaning solvent to clean/ decontaminate respi- 
2221 fPiS?- ec tuipment,per IE Info Notice 86-046.IE Info Notice 86-103 & 86-046 
issues under review. 

Pen nsy , vania Power & Light Co. 87/02/10. JORDAN, E.L Division of 
39662*163 Preparedness & Engineering Response (Post 830103). Ip. 39662:163- 

,ns P Re P ts 50-387/86-25 & 50-388/86-28 on 861 1 17-21. Listed 
/ a,l y re t0 demonstrate qualification of Valcor high temp 
KeSS g^dered for future enforcement action. 

S' -.Hagion 1, Office of Director. 87/02/10. KEISER.H.W. Pennsylvania 
Power & Light Co. 5pp. 39691 -.308-39691 :328. 

SL Ra P te 50-387/86-25 & 50-388/S6-28 on 861117-21. Deficiencies 
oL.h.L rnon ^ l,ale . C|uali,icalion ot ValC0f Wgh temp wire.Rockbestos coaxial 
Swn?DcnS y S h f m ^ ab,e splices.Unresolved items listed. 

TBppT 39691 :3l'l-3969^328 ’ ° URFU 1( OHIce ° f D,rector - 87/01 /3 °- 

e7 Snrn!‘^Svc iist°end iC6 87-01 ' °‘ " Potentia! for Water Hammer During Restart of RHR 

of Emergency Preparedness & Engineering Response (Post 
39702-227 8770271 ^ Conso,,dat0d Edison Co. of New York, Inc. 96pp. 39702:134- 


lnSp Repts 50-387/87-01 & 50-388/87-01 on 870115 

P^AnJhtr??^ \ rt 0ffice of Director. 87/02/12. KEISER.H.W. Pennsytvani 
Power & Light Co. 2pp. 39771 :283-39771 :290. 


r,Ui?.S , ^ a l° r areas inspected: environ monitoring programs for 
irams. 

F Director. 87/02/12. 6 pp. 39771:285- 


00 8 w No * 

* Ar^-Ucfetmd 0808 87 ‘ 011, ,Encl of Vtel Equl P ment Withil1 Designated Vital 

8M1031 l, l77o2/in°!l 01 <f"?enjoncy Preraredness & Engineering Response (Post 
39702*343 7/02/13 ‘ Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 

* 7 BreHwJ S GE T™ «««• “Potential Problems W/Metal Clad Circuit 

^□aSpi ?S11 kf * 2 ; 28 * Svc , i8t encl - 

8301 ^ 187 / 0 ^ 1 ^ of Preparedness & Engineering Response (Post 

3969^885 7/02/1 3 ' Con8olidated Edison Co. of New York, Inc. 1 Q8pp 3969 1:156- 


8702250280 LER 87-002-00:on 8701 1 9, Limiting Condition for Operation 3.0.3 entered & 
cleared four times to perform surveillances on 4.16 kV buses.Caused by loss of both 
channels of degraded voltage protection.Tech Spec change requested. W/87021 7 Itr. 
SADVARY.D., BYRAM, R.G. Pennsylvania Power & Light Co. 87/02/17. 4pp. 
39724:357-39724:360. 


DOCKET 50-388 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


J. Insurance & indemnity Information 

8702020382 Forwards Endorsement 22 to MAELU Policy MF- 107, Endorsement 38 to 
NELIA Policy NF-262, Endorsement 6 to MAELU Certificate M-84, Endorsement 6 to 
NELIA Certificate N-84 & Endorsement 7 to MAELU Certificate M-96. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/01/27. SALTZMAN.J. Assistant Di- 
rector for State & Licensee Relations. 5pp. 39451:283-39451:287. 


P. Operating license stage documents & correspondence 


8702240259 Forwards test repts & data re testing of Kwik-Bolt at facility, per 860828 
meeting.Current bolt values supported by onsite field test repts. 

POPARAD.CJ. Hilti Fastening Systems. 86/09/16. FAIR.J. Office of Inspection & En- 
forcement, Director (Post 820201). 4pp. 39711:133-39712:069. 

**8702240288 "Hilti Kwik-Bolt Concrete Expansion Anchor Torque/Tension Test Per- 
formed for Dravo Const at Susquehanna Steam Electric Station in Berwick, PA." 
KAROLY.J.P., CAUSEY, M.K., KIESER.W. Hilti Fastening Systems. 86/04/30. 19pp. 
39711:137-39711:155. 


—8702240272 "Hilti Kwik-Bolt Concrete Expansion Anchor Tension Test & Torque VS 
Pretension Test Performed for Dravo Const in Berwick, PA.” Facility test data analyses 

KAROL Y.J.P. Hilti Fastening Systems. 85/05/31. 200pp. 39711:156-39712:007. 


-8702240280 Test rept of 1/2 inch Kwik-Bolt software. Analyses of 1/2 inch bolt, mat!/ 
dimension, concrete mix design, tension values & safety factor & nuclear power plant 
onsite test index end. 

• Hilti Fastening Systems. WENT 115-86. 86/09/16. 62pp. 39712:008-39712:069. 

8701150242 Forwards 10CFR50.59 rept summarizing 1985 approved safety evaluations 
for determining unreviewed safety question. 

KEISER.H.W, Pennsylvania Power & Light Co. 86/12/31. MURLEY.T.E. Region 1, 
Office of Director. 159pp. 39283:246-39284:044. 

8701270478 Final response to FOIA request. App F documents re Marviken II project 
end & available in PDR. 

GRIMSLEY ,D.H. Division of Rules and Records. 87/01/20. MORROW.D.C. Fried. 
Frank, Harris, Shriver & Jacobson. 19pp. 39540:001-39543:062. 


-8702040209 Summary of 801008 meeting w/Mark II Owners to discuss long term pro- 
gram chugging load spec. Load reduction due to either spatial averaging or desynch- 
ronization justified w/adequate -documentation of methodology. 

ANDERSON, C.J. Generic Issues Branch. 80/10/28. KNIEL.K. Generic Issues Branch. 
14pp. 39543:240-39543:253. 




susquenanna Steam Electric Station Unit 2 Cycle 2 Startup 
ry." W/870128 Itr. 

BOESCH.R.R., FORGIE.J.B., KEISER.H.W. Pennsylvania Power & Light Co. 87/01/ 
28. MURLEY.T.E. Region 1 , Office of Director. 14pp. 39478:302-39478:315. 


8702090094 Discusses intention to change operating design basis of suppression pool 
cooling mode of RHR sys due to safety relief valve leakage.Justification based on 
analyses from GE & Exxon Nuclear Co. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/02/03. ADENSAM.E. BWR Project 
Directorate 3. 2pp. 39549:185-39549:186. 
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8702180493 Forwards proposed Amends 90 & 44 to Licenses NPF-14 & NPF- 
22, respectively, allowing alternate method of post-accident drywell gaseous sampling & 
providing relief for action statement on drywell oxygen analyzer. Fee paid. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/02/09. ADENSAM.E. BWR Project 
Directorate 3. 5pp. 39666:219-39668:240. 

-8702180495 Proposed Amends 90 & 44 to Licenses NPF-14 & NPF-22, 
respectively, allowing alternate method of post-accident drywell gaseous sampling & 
providing relief for restrictive action statement on drywell oxygen analyzer. 
KEISER.H.W. Pennsylvania Power & Light Co. 87/02/09. 2pp. 39666:224-39666:225. 

-8702180499 Proposed Tech Specs, allowing alternate method of post-accident drywell 
gaseous sampling & providing relief for unnecessarily restrictive action statement on 
drywell oxygen analyzer. 

* Pennsylvania Power & Light Co. 87/02/09. 15pp. 39666:226-39666:240. 

8702180252 Forwards application for Amends 91 to Licenses NPF-14 & NPF-22 & pro- 
posed Tech Specs, changing reactor protection sys instrumentation & end-of-cycle re- 
circulation pump trip instrumentation.Fee paid. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/02/11. ADENSAM.E. BWR Project 
Directorate 3. 5pp. 39666:1 17-39666:139. 

-8702180276 Application for Amends 91 to Licenses NPF-14 & NPF-22, changing Tech 
Specs for reactor protection sys instrumentation & end-of-cycle recirculation pump trip 
sys instrumentation. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/02/11. 2pp. 39666:122-39666:123. 

-8702180295 Proposed Tech Specs, changing automatic operating bypass of reactor 
protection sys & end-of-cycle recirculation pump trip functions on turbine stop valve 
closure or turbine control valve fast closure signal. 

* Pennsylvania Power & Light Co. 87/02/11. 16pp. 39666:124-39666:139. 

8702260221 Accepts NRC invitation to participate in PRA workshop.lltil interested in 
giving two presentations during first day re IDCOR individual plant evaluation & emer- 
gency operating procedures.Abstracts of presentations end. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/02/23. MURLEY.T.E. Region 1, 
Office of Director. 2pp. 39745:185-39745:186. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702190485 FOIA request for documents re allegations, investigations, fines, convictions 
& other dispositions of cases in which operators of listed facilities charged w/violating 
federal whistle-blowing statutes. 

HIGHAM.S.J. Morning Call, Allentown, PA. 87/01/05. Office of Administration. Ip. 
39688:224-39688:224. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020591 Expresses appreciation for opportunity to discuss SALP rept on 
870116.Meeting viewgraphs & mgt development program end. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/01/26. MURLEY.T.E. Region 1, 
Office of Director. 61 pp. 39466:1 57-39466:21 7, 

8702020171 Forwards “Inservice Insp Outage Summary Rept for Unit 2 Rrst Refueling 
Outage.” 

KEISER.H.W. Pennsylvania Power & Light Co. 87/01/27. ADENSAM.E. BWR Project 
Directorate 3. Ip. 39456:247-39458:046. 

-8702020184 “Inservice Insp Outage Summary Rept for Unit 2 First Refueling Outage." 

* Pennsylvania Power & Light Co. 87/01/31. 525pp. 39456:248-39458:046. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 87/01/30, Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end, 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators ” Svc list end 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702190295 Forwards Insp Repts 50-387/86-27 & 50-388/86-30 on 861202-870105 & 
notice of violation. 

BLOUGH.A.R. Region 1, Office of Director. 87/02/09. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 39683:31 1-39683:330. 

-8702190321 Notice of violation from insp on 861202-870105. 

* Region 1, Office of Director. 87/02/09. Ip. 39683:313-39683:313. 


-8702190337 Insp Repts 50-387/86-27 & 50-388/86-30 on 861202-870105. Violation 
noted:inoperability of station battery supplying common loads. 

WIGGIn£j.T. Region 1, Office of Director. 87/02/09. 17pp. 39683:314-39683:330. 

8702180427 Advises that util uses MSA cleaning solvent to clean/ decontaminate respi- 
ratory protection equipment, per IE info Notice 86-046.IE Info Notice 86-103 & 86-046 
issues under review. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/02/10. JORDAN, E.L. Division of 
Emergency Preparedness & Engineering Response (Post 830103). Ip. 39662:163- 
39662:163. 

8702190248 Forwards Insp Repts 50-387/86-25 & 50-388/86-28 on 861 1 1 7-21 .Listed 
deficiencies, including failure to demonstrate qualification of Valcor high temp 
wire, being considered for future enforcement action. 

EBNETER.S.D. Region 1, Office of Director. 87/02/10. KEISER.H.W. Pennsylvania 
Power & Light Co. 3pp. 39691:308-39691:328. 

-8702190258 Insp Repts 50-387/86-25 & 50-388/86-28 on 861117-21. Deficiencies 
rsoted:failure to demonstrate qualification of Valcor high temp wire.Rockbestos coaxial 
cables & Raychem cable splices.Unresolved items listed. 

ANDERSON, C.J., CHEUNG, L.S., DURR.J. Region 1, Office of Director. 87/01/30. 
18pp. 39691:311-39691:328. 

@702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 38702:134- 
39702:227. 

@702250208 Forwards safety evaluation & SAIC-86/1632, "First Interval Inservice Insp 
Program, Susquehanna Steam Electric Station Unit 2," technical evaluation supporting 
first 10-yr interval insp program & requests for relief from 10CFR50.55. 

ADENSAM.E.G. BWR Project Directorate 3. 87/02/12. KEISER.H.W. Pennsylvania 
Power & Light Co. 3pp. 39742:315-39742:325. 

-8702250219 Safety evaluation supporting first 10-yr interval insp program & requests 
for relief from requirements of 10CFR50.55a(g). 

• Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/12. 8pp. 
39742:318-39742:325. 

-8611250424 “First Interval Inservice Insp Program, Susquehanna Steam Electric Sta- 
tion Unit 2,” technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAIC-86/1632. 86/11/30. NRC - No Detailed Affiliation Given. 94pp. 
39742:326-39743:058. 

8702270218 Forwards Safety Insp Repts 50-387/87-01 & 50-388/87-01 on 870112- 
16.No violations noted. 

MARTIN, T.T. Region 1, Office of Director. 87/02/12. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 39771:283-39771:290. 

-8702270228 Insp Repts 50-387/87-01 & 50-388/87-01 on 870112-16. No violations or 
deviations noted. Major areas inspected: environ monitoring programs for 
operations, including mgt controls for listed programs. 

JANG.J.C., PASCIAK.W.J. Region 1, Office of Director. 87/02/12. 6pp. 39771:285- 
39771:290. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
AfOds vl Svc list end 

JORDAN, E.L. Division of Emergency Preparedness 8 Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc.. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


R. Periodic operating reports & related correspondence 

8702190136 Monthly operating repts for Jan 1987.W/870210 Itr. 

HIRTJ.A., KEISER.H.W. Pennsylvania Power & Light Co. 87/01/31. BEEBE, M.R. 
Office of Resource Management, Diredor. 9pp. 39693:288-39693:296. 


S. Reportable occurrences, LERs & related correspondence 

8702100058 LER 86-01 4-01 :on 860927-30, sampling of RHR svc water effluent not com- 
pleted as required by Tech Specs. Caused by communication problems.Administrative 
controls implemented to correct communication deficiencies.W/870202 Itr. 

HIRTJ.A., BYRAM.R.G. Pennsylvania Power & Light Co. 87/02/02. 5pp. 39569:329- 
39569:333. 

8702110321 LER 87-001 -00:on 8701 10, Limiting Condition for Operation 3.8.3.a entered 
when reactor bldg chilled water sys inboard isolation valve failed.Possibly caused by 
valve failing to stroke.So!enoid valve replaced.W/870209 Itr, 

HIRT.J.A., BYRAM.R.G. Pennsylvania Power & Light Co. 87/02/09. 4pp. 39590:353- 
39590:356. 


U. Congressional/Executive Correspondence 

8702200120 Discusses NRC analysis of licensing schedules for facility, per util 870202 
request for NRC statement to State of CA. NRC Sept 1981 - Feb 1982 monthly repts 
to Congress re licensing projections for pending OL applications end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
06. HULETT.S.W. California, State of. 4pp. 39703:001-39703:028. 
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—8702200150 Forwards fourteenth monthly status rept for 811115-811215, discussing 
actions taken on operating reactors & licensing reviews of new facilities.ASLB issued 
811214 partial initial decision re TMM des'gn prccedL -s & emergency planning. 
PALLADINO.N.J. Commissioners. Si. '12/ SO. 3 EV=LL p t. house of Rep., Appropriations. 
17pp. 39703:075-39703:103. 


8702190045 Forwards safety evaluation of matl properties of reactor vessel beltline 
matls, projected fluences at inner surface of reactor vessel & calculated RT(PTS) at 
expiration date of licenses.ltems acceptable.Updated assessment requested. 
TOURIGNY.E.G. PWR Project Directorate 8. 87/02/10. WOODY, C.O. Florida Power & 
Light Co. 3pp. 39691:134-39691:144. 


DOCKET 50-389 ST. LUCIE PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8612160350 Forwards description of Rev 11 to security plan re addition of App C, 
"Temporary Alterations to Protected Area Perimeter Barrier.” Rev 12 submitted on 
961202 included pages changed by Rev 11. Enel v. Ihheld (ref 10CFR73.21). 
v'VOODY.C.O. Honan Power & Light Co. 86/12/11. GRACE, J.N. Region 2, Office of 
Director. Ip. 39011:291-39011:291. 

8702090444 Rev 17 to "Radiological Emergency Plan for St Lucie Plant.” W/870205 Itr. 
WOODY.C.O. Florida Power & Light Co. 87/01/0?-. 225pp. 39558:098-39558:312. 

8702030244 Advises that 861211 Rev 11 to physical security plan consistent w/provi- 
sions of I'C-RuC 54('p) & acceptable 

REYES, L. A. Region 2, Df'.ce of D.rector. 87/C 1/21. WOODY.C.O. Florida Power & 
Light Co. 3pp. 39478:319-39478:321. 

8702100215 Forwards Insp Repts 50-335/66-27 & 50-389/86-26 on 661216- 
8701l2.No violations or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/26. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39571:282-39571:288. 

-8702100221 Insp Repts 50-335/86-27 & 50-389/86-26 on 861 21 6-8701 12.No viola- 
tions or deviations noted.Major areas inspected:onsite activities for Tech Spec 
compliance, operator performance, site security procedures & QA practices. 
CRLENJAK.R.V. Region 2, Office of Director. 87/01/26. 5pp. 39571:284-39571:288. 

8702040072 Forwards list of corrective actions taken to resolve fire protection Deviation 
83-57-01 .Item A.Safe shutdown analysis revised to delete cables which have been re- 
moved from essential cable list. Listed cables revised. 

WOODY.C.O. Florida Power & Light Co. 87/01 /29. Document Control Branch (Docu- 
ment Control Desk). 3pp. 39498:273-39498:275. 

8702100272 Revised Emergency Plan Implementing Procedure 1301, "Emergency 
Roster - Offsite Emergency Organization." W/870205 Itr. 

MAISLER.J. Florida Power & Light Co. 87/02/05. 18pp. 39572:001-39572:018. 


G. Adjudicatory correspondence 

8702030014 Responds to 861212 Itr re ASLB treatment of proposed license amend 
filed by util. Questions raised re fulfillment of GDC 5 requirements.On 8701 16, ASLB 
dismissed request for hearing & terminated proceeding re amend request.Served on 
870128. 

PARLER.W.C. Office of the General Counsel. #187 2318. 87/01/28. REIS.H.F. 
Newman & Holtzinger. Ip. 39472:339-39472:339. 


P. Operating license stage documents & correspondence 

8702030106 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, G A. Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 
GRACE.J.N. Region 2, Office of Director. 87/C 1/16. WOODY.C.O. Florida Power & 
Light Co. 3pp. 39482:356-39482:358. 

8702020181 Discusses containment integrated leak rate testing.To date, util has con- 
ducted only 24 h duration integrated leak rate tests (ILRT),but may elect to conduct 
reduced duration ILRTs to satisfy Tech Spec for Type A leak rate testing. 

WOODY.C.O. Florida Power & Light Co. 87/01/23. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39451:358-39451:359. 

8702030123 Forwards request for addl info re 860702 submittal on transferring spent 
fuel. Response, including structural data on spent fuel shipping cask used to transfer 
spent fuel assemblies.requested within 30 days of Itr receipt. 

TOURIGNY.E.G. PWR Project Directorate 8. 87/01/23. WOODY.C.O. Florida Power & 
Light Co. 4pp. 39485:1 43-39485:1 46. 

8702090086 Forwards addl reasons for determination of NSHC for Std 1 of 10CFR50.92 
submitted in 861202 application to amend License NPF-16,revising Tech Specs re low 
steam generator level reactor trip & auxiliary feedwater actuating sys setpoints. 
WOODY.C.O. Florida Power & Light Co. 87/02/03. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39548:349-39548:350. 

8702130281 Forwards addl guidance to ensure proper implementation of ASME Code 
Case N-411, "Alternative Damping Values for Response Spectra Analysis of Class 1 ,2 
& 3 Piping.Section tll.Div I,” per conditions in Reg Guide 1.84. 

RUBENSTEIN.LS. PWR Project Directorate 2. 87/02/05. WOODY.C.O. Florida Power 
& Light Co. 5pp. 39643:303-39643:307. 

8702100438 Clarifies apparent deficiency perceived y ASLB in 870116 order re GDC 5 
concerning spent fuel transfer.GDC 5 assures that accident at one unit will not signifi- 
cantly impair ability of structure to perform function for other units. 

WOODY.C.O. Florida Power & Light Co. 87/02/06. Document Control Branch (Docu- 
ment Control Desk). 3pp. 39577:358-39577:360. 


-8702190059 Safety evaluation re projected values on matl properties for fracture 
toughness requirements for protection against PTS events. Values acceptable. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/10. 4pp. 
39691:141-39691:144. 

8702190319 Forwards supplemental safety evaluation requiring util to install flow meas- 
urement devices in safety-related pumps during next outage scheduled to commence 
in Oct 1987. 

TOURIGNY.E.G. PWR Project Directorate 8. 87/02/10. WOODY.C.O. Florida Power & 
Light Co. 3pp. 39687:286-39687:293. 

-8702190327 Supplemental safety evaluation requiring util to install flow measurement 
devices on safety-related pumps, per ASME Boiler & Pressure Vessel Code, Section 
XI, during next outage scheduled to commence in Oct 1987. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/10. 5pp. 
39687:289-39687:293. 


8702240311 Advises that util & C-E Owners Group will submit all info required by Ge- 
neric Ltr 86-06 by 870630. 

WOODY.C.O. Florida Power & Light Co. 87/02/12. Document Control Branch (Docu- 
ment Control Desk). Ip. 39718:357-39718:357. 

8702250373 Forwards safety evaluation & EGG-NTA-7463, "Reactor Trip Sys Reliabil- 
ity...,” supporting response to Generic Ltr 83-28, Item 4.5.2 re periodic on-line testing 
of reactor trip sys. Plant designed to permit on-line testing. 

SEARS.P.M. PWR Project Directorate 8. 87/02/14. RANDA2ZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 39744:001-39744:003. 

-8702170161 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, Arkansas Nuclear One Unit 2, Calvert Cliffs Units 1 & 2, Fort Calhoun, Maine 
Yankee.Millstone Unit 2, Palisades, Palo Verde Units...,” technical evaluation rept. 
FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7463. 
87/01/09. NRC - No Detailed Affiliation Given. 14pp. 39744:004-39744:017. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus." W/o sve list. 

€YOUNG,R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702100052 Discusses confirmatory measurement results suppl to Insp Repts 50-335/ 
84-42 & 50-389/84-34.Comparative results for H-3,Sr-90 & Fe-55 analyses in 
agreement. Results for Sr-89 analysis could not be compared due to min detection 
level. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/13. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39570:001-39570:002. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 


8702020568 Ack receipt of 861229 Itr informing NRC of steps taken to correct violations 
noted in insp Repts 50-335/86-21 & 50-389/86-20.Violation re 10CFR50.59 annual 
reporting requirements for 820721 & 860327 FSAR updates withdrawn. 

REYES, I. A. Region 2, Office of Director. 87/01/20. WOODY.C.O. Florida Power & 
Light Co. 1 p. 39464:074-39464:074. 

8702100215 Forwards Insp Repts 50-335/86-27 & 50-389/86-26 on 861216- 
870112.No violations or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/26. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39571:282-39571:288. 

-8702100221 Insp Repts 50-335/86-27 & 50-389/86-26 on 861216-8701 12. No viola- 
tions or deviations noted.Major areas inspected:onsite activities for Tech Spec 
compliance, operator performance, site security procedures & QA practices. 
CRLENJAK.R.V., BIBB.H.E., WILSON, B. Region 2, Office of Director. 87/01/26. 5pp. 
39571:284-39571:288. 


8702190584 Forwards info re contractor employee concerns of alleged poor procedure 
for welder certification & discriminatory release from plant, documented in Insp Repts 
50-335/86-25 & 50-389/86-24.Statement withheld (ref 10CFR2.790). 

VERRELLI.D.M. Region 2, Office of Director. 87/01/27. WOODY.C.O. Florida Power & 
Light Co. 2pp. 39685:157-39685:158. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Svs 
Pumps Resulting From Loss of Siphon." Svc list end. 

of ^ergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 


8702180096 Forwards addl info for 860702 application for amend to License NPF-16 re 
spent fuel storage, per 861210 request Shipping cask Models NAC-1 & NLI-1/2 only 
casks that meet 25 ton Tech Spec limit for Unit 1 cask cran 

WOODY.C.O. Florida Power & Light Co. 87/02/09. Document Control Branch (Docu- 
ment Control Desk). 1 1pp. 39662:020-39662:030. 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. * 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New Yo?k, Inc 97pp P 39469?162- 
39469:258. 


8702180721 Forwards request for addl info on 831108 & 861002 submittals re Generic 
Ltr 83-28, Items 2,1 & 2.2, concerning equipment classification reactor trip sys compo- 
nents & safety-related components, respectively.Response requested within 60 days. 
TOURIGNY.E.G. PWR Project Directorate 8. 87/02/10. WOODY.C.O. Florida Power & 
Light Co. 4pp. 39675:265-39675:268. 


8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. K 

of Preparedness & Engineering Response (Post 

?q21£?J;q 87/02/03 ' Conso,,datecl Edison Co. of New Yorx, Inc. 108pp. 39548:212- 
39548:31 o. 



DOCKETED ITEMS 167 


8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702130295 Final response to FOIA request for Ends 1 & 2 to NRC memo facility 
SALP.Forwards App A document. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/06. GRABER.L. LN Technol- 
ogies Corp. (formerly NUS Corp.). 2pp. 39644:138-39644:149. 

-8702130305 SALP repts for periods May 1979 - Apr 1980 & Sept 1979 - Aug 1980. 
* Region 2, Office of Director. 80/10/09. 9pp. 39644:140-39644:149. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Eaison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702260115 Forwards Exam Rept 50-335/OL-86-02 on 861117 & util 861203 com- 
ments on exam. 

VERRELLI.D.M. Region 2, Office of Director. 87/02/17. WOODY, C.O. Florida Power & 
Light Co. 2pp. 39750:274-39751:092. 

-8702260127 Exam Rept 50-335/OL-86-02 on 861117.Exam results:al! candidates 
passed oral & written exams & one senior reactor operator passed written reexam. 
DEAN.W.M. Region 2, Office of Director. 87/02/06. 150pp. 39750:276-39751:084. 

-8702260144 Forwards comments on exam administered on 861 1 1 7. Attachment suppls 
& replaces comments provided at 861120 exam exit meeting & contained in util 
861121 Itr. 

WOODY, C.O. Florida Power & Light Co. 86/12/03. MUNRO.J.F. Region 2, Office of 
Director. 8pp. 39751:085-39751:092. 


R. Periodic operating reports & related correspondence 

8702020219 Forwards quarterly turtle activities rept for Oct-Dec 1986. 

WOODY, C.O. Florida Power & Light Co. 87/01/27. Document Control Branch (Docu- 
ment Control Desk). Ip. 39469:100-39469:105. 

-8702020224 Quarterly turtle activities rept for Oct-Dec 1 986. 

MARTIN, R.E. Applied Biology, Inc. 86/01/05. HUFF.J.A. Florida, State of. 5pp. 
39469:101-39469:105. 


S. Reportable occurrences, LERs & related correspondence 

8702090090 Special rept:on 860405, while performing refueling outage, evidence of tip 
damage on newer anti-reverse rotation device pins revealedCaused by misalignment 
of access plugs w/ramp surface.Pins replaced w/pins of improved design. 

WOODY, C.O. Florida Power & Light Co. 86/07/08. GRACE, J.N. Region 2, Office of 
Director. 3pp. 39549:001-39549:003. 

8702180255 Special rept:on 8701 03, city water storage tank 1A declared inoperable for 
more than 7-day limit allowed by Tech Specs to perform necessary maint.Caused by 
corrosion pitting on interior shell of tank due to deterioration of paint sys. 

WOODY, C.O. Florida Power & Light Co. 87/02/09. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39666:115-39666:116. 

8702250466 Part 21 rept listing plants furnished w/penetration assemblies & noting 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J.C. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 


V. Operator Examinations 

8702100105 Advises that written & oral operator licensing exams scheduled for wk of 
870420, per telcon between J Spodick & B Dean.Requests selected ref mat! from end 
list by 870220 to avoid delay in administering exams. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/26. WOODY, C.O. Florida Power & 
Light Co. 6pp. 39569:321-39569:326. 

8702260115 Forwards Exam Rept 50-335/OL-86-02 on 861117 & util 861203 com- 
ments on exam. 

VERRELLI.D.M. Region 2, Office of Director. 87/02/17. WOODY, C.O. Florida Power & 
Light Co. 2pp. 39750:274-39751:092. 

-8702260127 Exam Rept 50-335/OL-86-02 on 861117.Exam results:al! candidates 
passed oral & written exams & one senior reactor operator passed written reexam. 
DEAN.W.M., MUNRO.J.F. Region 2, Office of Director. 87/02/06. 150pp. 39750:276- 
39751:084. 


—8702260144 Forwards comments on exam administered on 861 1 17. Attachment suppls 
& replaces comments provided at 861120 exam exit meeting & contained in util 
861121 Itr. 

WOODY, C.O. Florida Power & Light Co. 86/12/03. MUNRO.J.F. Region 2, Office of 
Director. 8pp. 39751:085-39751:092. 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 


8604150482 Advises that recipient identity being released to NRC, per NRC 860130 
order directing TVA to direct employee response team/Quality Technology Co to 
permit NRC to inspect & copy files.NRC will honor existing confidentiality agreement. 
THERO.O.L. Quality Technology Co. 86/04/10. Affiliation Not Assigned. Ip. 
35557:225-35557:225. 


8612230422 Forwards manager review group rept re maint.addl suppl to App B of rept 
& corrective assignments. 

GRIDLEY.R.L. Tennessee Valley Authority. 86/12/17. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851 125). 17pp. 39080:142-39080:225. 

8702030122 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/20. WHITE, S.A. Tennessee Valley 
Authority. 3pp. 39482:350-39482:352. 

8702270328 Informs that TVA ready to meet to discuss position on implementation of 
five concerns listed in recipient 860731 Itr re welder certification records, per 850823 
confirmation of aqtion Itr. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/01/20. ZECH.G.G. Region 2, Office of 
Director. Ip. 39770:244-39770:244. 

8702040023 Forwards planned revs to FSAR Chapter 15 re elimination of resistance 
temp detector bypass loop & utilization of Eagle 21 sys electronics.Review & ques- 
tions requested during wk of 870223.Changes will be incorporated into next FSAR 
amend. 

GRIDLEY.R. Tennessee Valley Authority. 87/01/27. YOUNGBLOOD, B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 37pp. 39498:172-39498:208. 

8702040633 Forwards reassessed schedules for completion of outstanding plant 
commitments.per GG Zech 860815 request for addl info re cable bend radius 
deficiencies. Previous schedule not achievable due to inadequate engineering re- 
sources. 

GRIDLEY.R. Tennessee Valley Authority. 87/01/28. GRACE, J.N. Document Control 
Branch (Document Control Desk). GRACE.J.N. Office of Nuclear Reactor Regulation, 
Director (post 851125). 10pp. 39503:138-39503:147. 

8702040035 Requests extension of expiration dates for CPPR-91 & CPPR-92 until Sept 
1988 & Jan 1990,respectively.De!ay based on resolution of numerous outstanding 
issues, including employee concerns & welding. 

DOMER.J.A. Tennessee Valley Authority. 87/01/29. Document Control Branch (Docu- 
ment Control Desk). YOUNGBLOOD, B.J. Office of Nuclear Reactor Regulation, Direc- 
tor (post 851125). 2pp. 39498:145-39498:146. 

8702040116 Forwards description of functional requirements for proposed bypassed & 
inoperable status indication sys, per Reg Guide 1.47. Meeting to discuss implementa- 
tion strategy requested. 

GRIDLEY.R. Tennessee Valley Authority. 87/01/29. Document Control Branch (Docu- 
ment Control Desk). YOUNGBLOOD Office of Nuclear Reactor Regulation, Director 
(post 851 1 25). 7pp. 39505:352-39505:358. 

8702060305 Forwards draft SER re 861113 submittal concerning concrete quality.TVA 
should propose test program that would establish in-place strength of concrete failing 
to meet design strength requirement. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 87/02/02. WHITE.S.A. Tennessee 
Valley Authority. 7pp. 39546:084-39546:090. 

8702090073 Responds to NRC 860730 request for addl testing of SPDS isolators & ap- 
propriate analysis to demonstrate that SPDS isolation qualified for interfacing w/ 
safety-related sys. Test results showing acceptable performance end. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/03. YOUNGBLOOD,B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNG BLOOD, B.J. Document Con- 
trol Branch (Document Control Desk). 2pp. 39555:039-39555:057. 

-8702090388 "Isolating Devices - Fault Tests.” 

KMET.V.F., ERICKSON, G.A., TAFF.H.A. Tennessee Valley Authority. 86-102-8294. 86/ 
08/12. 3pp. 39555:041-39555:043. 

-8702090407 Rev 2 to Addendum 1 of “Isolation Tests on Westinghouse Type AR 
Relays (Supplemental Testing).” 

PARSHALL.D., UEBEL.R.E., MORRIS, C.G. Westinghouse Electric Corp. EQTP(84)-019 
ADD1 R2. 86/12/19. 14pp. 39555:044-39555:057. 

8702090350 Provides new employee concern program rept for Dec 1986 as committed 
in 860627 itr.List of closed concerns & updated summary sheets by site, new concerns 
& data trend charts from new concerns during Feb-Dec 1986 end. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/02/03. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 60pp. 39559:191-39559:251. 

8702100119 Forwards Westinghouse topical rept entitled, "Eagle 21 Microprocessor- 
Based Process Protection Sys,” per 861201 commitment Util intends to incorporate 
Section 5.4.4.2 in verification & validation plan per 861229 submittal. 

DOMER.J.A. Tennessee Valley Authority, 87/02/03. YOUNGBLOOD, B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD, B.J. Document Con- 
trol Branch (Document Control Desk). 2pp. 39569:210-39569:298. 

-8702100131 “Eagle 21 Microprocessor-Based Process Protection Sys." 

ERIN.L.E., MORRIS, P.J., CORL.C.E. Westinghouse Electric Corp. 87/01/15. 86pp. 
39569:212-39569:298. 
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8701220053 IE Info Notice 87-005, “Miswiring in Westinghouso Rod Control Syr. 7' Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, iru: fri’pp. 35MC9 ; trip 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Port 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:31? 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorquo DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc, 105pp. 39575:082* 
39575:138. 

8702110267 Responds to NRC 870107 Itr re violations noted in Insp Ropts 50-390/86- 
20 & 50-391 /86-20.Corrective actions:util reviewed disposition of DN-22, including re- 
evaluation of testing method.Meeting will be planned to discuss results. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/04. GRACEJ.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE, J.N. Document Control Branch 
(Document Control Desk). 6pp. 39580:104-39580:109. 

8702190117 Forwards Insp Repts 50-390/86-25 & 50-391/86-25 on 861121 870104 A 
notice of violation.Two unresolved items re installation of containment M2 analyzers & 
instrumentation line separation documentation identified 

ZECH.G G. Region 2 Office of Director. 87/02/04. WHITE, S.A. Tennessee Valley Au- 
thonty. 2pp. 39680:286-39680:300. 

-8702190133 Notice of violation from insp on 861121-870104. 

ZECH.G.G. Region 2, Office of Director. 87/02/04. 2pp. 39680:288-39680:289. 

-8702190149 Insp Repts 50-390/86-25 A 50-391/86-25 on 661121-870104. Violations 
!l nes in !! a,,ed w /° meetin 9 18-inch separation requirement A meffec- 
dda C S.1u, a ?S? onNonconformmg Condition Repts 6713 & 6738. 
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8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702240298 Forwards Welding Team Insp Rept 50-390/86-26 on 861208-12. Team 
found no significant deviations from results reported by util welding evaluation 
project.EG&G raw data revealed that 36% of reinspected structures had deviant con- 
ditions. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). 87/02/13. WHITE, S. A. 
Tennessee Valley Authority. 4pp. 39717:143-39717:162. 

-8702240304 Insp Rept 50-390/86-26 on 861 208-1 2.No deviations noted. Major areas 
inspected:structurai welding, pipe welding & NDE. 

GEORGIEV.G.B., MCLELLAN.T., SMITH, D. Division of Inspection Programs (Post 
850212). 87/02/13. 16pp. 39717:147-39717:162. 


R. Periodic operating reports & related correspondence 

8702060386 Forwards weekly schedule of TVA activities for wks of 870202 & 09. 
THOMPSON.H.L. Office of Nuclear Reactor Regulation, Director (post 851125). 87/ 
01/30. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). ZECH.G. 
Region 2, Office of Director. 4pp. 39546:353-39546:356. 

8702060380 Forwards updates of TVA activities for wks of 870202 & 09. 

GRIDLEY.R.L. NRC - No Detailed Affiliation Given. 87/02/02. THOMPSON, H. NRC - 
No Detailed Affiliation Given. BARR.K. Region 2, Office of Director. 14pp. 39546:339- 
39546:352. 

8702110325 Submits Dec monthly rept re status of investigations of allegations through 
861 231, per 860627 commitment. Investigation repts for concerns closed in Dec also 
end. W/o repts. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/02/04. ZECH.G. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 2pp. 39629:260-39629:260. 

8702170004 Forwards update of TVA activities for wks of 870209 & 16. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/02/06. THOMPSON, H. NRC - No De- 
tailed Affiliation Given. 17pp. 39660:173-39660:189. 


S. Reportable occurrences, LERs & related correspondence 

8603210282 Interim Part 21 & Deficiency Rept NCR W-329-P re Limitorque worn shaft 
clutch gear failure.lnitially reported on 860124. Alternative corrective mods under 
consideration.Next rept will be provided by 860905. 

GRIDLEY.R.L. Tennessee Valley Authority. 86/03/07. GRACE, J.N. Region 2, Office of 
Director. 2pp. 35184:035-35184:036. 

8603250005 Interim Deficiency Rept NCR W-334-P re lost &/or incorrect support/ 
hanger documentation identified during walkdown of instrument lines.lnitially reported 
on 860204. Next rept expected by 860718. 

GRIDLEY.R.L Tennessee Valley Authority. 86/03/10. GRACE, J.N. Region 2, Office of 
Director. 2pp. 35221:120-35221:121. 

8603250029 Second Interim Deficiency Rept NRC 6302 re improper use of cable in 
Class IE circuits inside containment. Initially reported on 851022.Testing by Wyle Labs 
demonstrated that cable acceptable for use. Next rept expected by 86051 6. 
GRIDLEY.R.L Tennessee Valley Authority. 86/03/10. GRACE, J.N. Region 2, Office of 
Director. 2pp. 35221:325-35221:327. 

8603240542 Interim Deficiency Rept NCR WBN 6537 re incorrect wiring type used in 
control panel mods. Initially reported on 860122.Westinghouse will determine accept- 
ability of safety injection sys wiring.Next rept will be submitted by 860516. 
GRIDLEY.R.L Tennessee Valley Authority. 86/03/12. GRACE, J.N. Region 2, Office of 
Director. 2pp. 35193:355-35193:356. 

8702120515 Third interim deficiency rept re as-constructed drawings not accurately re- 
flecting actual installed configuration of components or features.lnitially reported on 
851009-Drawings program under evaluation.Next rept submitted by 870202. 
GRIDLEY.R. Tennessee Valley Authority. 86/12/15. GRACE, J.N. Region 2, Office of 
Director. 2pp. 39630:080-39630:081. 

8702020406 Interim deficiency rept re unacceptable weld radiographs previously accept- 
ed by one weld inspector.lnitially reported on 861 126. Radiographs w/indications not 
meeting ASME Section III requirements under review.Final rept expected by 870330. 
GRIDLEY.R. Tennessee Valley Authority. 87/01/14. GRACE, J.N. Region 2, Office of 
Director. 3pp. 39468:255-39468:257. 

8702030260 Revised final deficiency rept re four seismic Category I water lines installed 
through nonseismic plaster wall. Initially reported on 860507.Memo issued to all de- 
signers delayed.New process for document preparation revised. 

GRIDLEY.R. Tennessee Valley Authority. 87/01/26. Document Control Branch (Docu- 
ment Control Desk). 4pp. 39480:008-39480:011. 

8702040153 Final deficiency rept re non-QA data for cable weights & outside diameters 
used in calculations.lnitially reported on 860102.Verified values for Class IE & non- 
Class 1 E cables established & documented. 

GRIDLEY.R. Tennessee Valley Authority. 87/01/29. GRACE, J.N. Document Control 
Branch (Document Control Desk). GRACE.J.N. Office of Nuclear Reactor Regulation, 
Director (post 851125). 4pp. 39495:046-39495:049. 


8702100010 Final Deficiency Repts NCR WBN 6498, NCR WBN 6567, NCR WBN 6564 
& NCR W-435-P re control of process pipe supports attached to embedded 
features.lnitially reported on 851227.Field change requests initiated for evaluation. 
GRIDLEY.R. Tennessee Valley Authority. 87/02/03. GRACE.J.N. Document Control 
Branch (Document Control Desk). 4pp. 39570:042-39570:045. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.List of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 


8702190130 Interim deficiency rept re potential disengagement of valve stem & actuator 
yoke on certain quarter turn valves fitted w/actuators.lnitially reported on 
8701 12.Active valves reviewed & repaired.Next rept will be submitted by 870619. 
GRIDLEY.R. Tennessee Valley Authority. 87/02/11. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 3pp. 39679:113-39679:115. 

8702190150 Interim deficiency rept re potential loss of ECCS inventory through air 
return fan. Initially reported on 870112. Evaluation re unsealing crane wall elevation 
continuing. Next rept to be submitted by 870615. 

GRIDLEV.R. Tennessee Valley Authority. 87/02/11. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N, Document Control Branch 
(Document Control Desk). 3pp. 39679:197-39679:199. 

8702190181 Interim deficiency rept re use of use-as-is or repair dispositions in const 
nonconformance repts. Initially reported on 870112.Engineering project procedure 
issued establishing requirements for handling CAQs. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/11. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 5pp. 39686:305-39686:309. 

8702190201 Part 21 & Interim Deficiency Rept SCR W-492-P-S re unqualified air condi- 
tioning sys valves.lnitially reported on 870112-Evaluation continuing.Valves will be re- 
placed. Next rept to be submitted by 870830. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/11. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 3pp. 39691:358-39691:360. 

8702180506 Final Deficiency Rept NCR W-353-P re circuits inside penetrations. Initially 
reported on 860402.Site procedures developed to address installation & insp require- 
ments for application of Raychem at electrical penetrations. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/13. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 4pp. 39666:215-39666:218. 

8702260158 Interim deficiency rept re inadequately qualified ice condenser floor drain 
piping.lnitially reported on 870116. Corrective action being coordinated w/ 
Westinghouse.Next rept expected by 880226. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/13. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 4pp. 39753:001-39753:004. 

8702260243 Final deficiency rept re concrete pullout capacity for embedded 
plates.lnitially reported on 86081 8.Util conducting complete ©valuation.Revised em- 
bedment drawings will be issued. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/13. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 4pp. 39745:177-39745:180. 

8702250466 Part 21 rept listing plants furnished w/penetration assemblies & noting 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J.C. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 

8702260171 Revised final deficiency rept re qualification of epoxy grout for safety-relat- 
ed applications.lnitially reported on 810827.General Const Spec G-32 revised to pre- 
clude use of epoxy-grouted anchors in safety-related applications. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/18. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 4pp. 39740:250-39740:253. 

8702260241 Second interim deficiency rept re inadequate as-constructed weld connec- 
tions for control bldg structural framing. Initially reported on 861 020. Insp & repair of 
weld in progress.Finai rept will be submitted on 870807. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/18. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE, J.N. Document Control Branch 
(Document Control Desk). 4pp. 39739:353-39739:356. 

8702260264 Second interim deficiency rept re previously accepted questionable weld 
radiographs.lnitially reported on 861126. Radiographs reviewed & QC personnel 
trained in strengthened procedure.Final rept will be submitted on 870430. 
GRIDLEY.R.L. Tennessee Valley Authority. 87/02/18. GRACE, J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE, J.N. Document Control Branch 
(Document Control Desk). 4pp. 39739:342-39739:345. 


T. Hearing transcripts on non-antitrust matters 


8702180045 Summary of 870131 meeting w/TVA in Bethesda,MD re plant welding 
reinsp program.Transcript of public meeting end. 

LONG.W.O. PWR Project Directorate 2. 87/02/10. PWR Project Directorate 2. 3pp. 
39673:031-39673:179. 


-8702180054 Transcript of 870121 meeting w/TVA in Bethesda.MD re plant welding 
reinsp program.Pp 1 -1 22. Attendance list, viewgraphs, TVA handouts & TVA list of re- 
quired actions resulting from meeting end. 

* NRC - No Detailed Affiliation Given, 87/01/21. 145pp. 39673:034-39673:179. 
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A. Application/construction stage documents & correspondence 

8604150482 Advises that recipient identity being released to NRC, per NRC 860130 
order directing TVA to direct employee response team/ Quality Technology Co to 
permit NRC to inspect & copy files.NRC will honor existing confidentiality agreement. 
THERO.O.L. Quality Technology Co. 86/04/10. Affiliation Not Assigned. Ip. 
35557:225-35557:225. 

8612230422 Forwards manager review group rept re maint,addl suppl to App B of rept 
& corrective assignments. 

GRIDLEY.R.L Tennessee Valley Authority. 86/12/17. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 17pp. 39080:142-39080:225. 

8702030122 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA, Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda end. W/o procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/20. WHITE, S.A. Tennessee Valley 
Authority. 3pp. 39482:350-39482:352. 

8702270328 Informs that TVA ready to meet to discuss position on implementation of 
five concerns listed in recipient 860731 Itr re welder certification records, per 850823 
confirmation of action Itr. 

GRIDLEY.R.L Tennessee Valley Authority. 87/01/20. ZECH.G.G. Region 2, Office of 
Director. Ip. 39770:244-39770:244. 

8702040023 Forwards planned revs to FSAR Chapter 15 re elimination of resistance 
temp detector bypass loop & utilization of Eagle 21 sys electronics.Review & ques- 
tions requested during wk of 870223.Changes will be incorporated into next FSAR 
amend. 

GRIDLEY.R. Tennessee Valley Authority. 87/01/27. YOUNGBLOOD.B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 37pp. 39498:172-39498:208. 

8702040633 Forwards reassessed schedules for completion of outstanding plant 
commitments, per GG Zech 860815 request for addl info re cable bend radius 
deficiencies.Previous schedule not achievable due to inadequate engineering re- 
sources. 

GRIDLEY.R. Tennessee Valley Authority. 87/01/28. GRACE, J.N. Document Control 
Branch (Document Control Desk). GRACE.J.N. Office of Nuclear Reactor Regulation, 
Director (post 851125). 10pp. 39503:138-39503:147. 

8702040035 Requests extension of expiration dates for CPPR-91 & CPPR-92 until Sept 
1988 & Jan 1990,respectively.Delay based on resolution of numerous outstanding 
issues, including employee concerns & welding. 

DOMER.J.A. Tennessee Valley Authority. 87/01/29. Document Control Branch (Docu- 
ment Control Desk). YOUNGBLOOD.B.J. Office of Nuclear Reactor Regulation, Direc- 
tor (post 851125). 2pp. 39498:145-39498:146. 

8702040116 Forwards description of functional requirements for proposed bypassed & 
inoperable status indication sys, per Reg Guide 1.47. Meeting to discuss implementa- 
tion strategy requested. 

GRIDLEY.R. Tennessee Valley Authority. 87/01/29. Document Control Branch (Docu- 
ment Control Desk). YOUNGBLOOD Office of Nuclear Reactor Regulation, Director 
(post 851 125). 7pp. 39505:352-39505:358. 

8702060305 Forwards draft SER re 861113 submittal concerning concrete quality.TVA 
should propose test program that would establish in-place strength of concrete failing 
to meet design strength requirement. 

YOUNGBLOOD.B.J. PWR Project Directorate 4. 87/02/02. WHITE.S.A. Tennessee 
Valley Authority. 7pp. 39546:084-39546:090. 

8702090073 Responds to NRC 860730 request for addl testing of SPDS isolators & ap- 
propriate analysis to demonstrate that SPDS isolation qualified for interfacing w/ 
safety-related sys. Test results showing acceptable performance end. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/03. YOUNGBLOOD.B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD.B.J. Document Con- 
trol Branch (Document Control Desk). 2pp. 39555:039-39555:057. 

—8702090388 "Isolating Devices - Fault Tests." 

KMET.V.F., ERICKSON, G.A., TAFF.H.A. Tennessee Valley Authority. 86-102-8294. 86/ 
08/12. 3pp. 39555:041-39555:043. 

“8702090407 Rev 2 to Addendum 1 of "Isolation Tests on Westinghouse Type AR 
Relays (Supplemental Testing)." 

PARSHALL.D., UEBEL.R.E., MORRIS, C.G. Westinghouse Electric Corn. EQTP(84)-019 
ADD1 R2. 86/12/19. 14pp. 39555:044-39555:057. 

8702090350 Provides new employee concern program rept for Dec 1986 as committed 
in 860627 Itr.List of closed concerns & updated summaiy sheets by site.new concerns 
& data trend charts from new concerns during Feb-Dec 1 986 end. 

GRIDLEY.R.L Tennessee Valley Authority. 87/02/03. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 60pp. 39559:191-39559:251. 

8702100119 Forwards Westinghouse topical rept entitled, “Eagle 21 Microprocessor- 
Based Process Protection Sys,” per 861201 commitmentUtil intends to incorporate 
Section S.4.4.2 in verification & validation plan per 861229 submittal. 

DOMER.J.A. Tennessee Valley Authority. 87/02/03. YOUNGBLOOD.B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD.B.J. Document Con- 
trol Branch (Document Control Desk). 2pp. 39569:210-39569:298. 

8702130154 Forwards weekly schedule of util activities for wks of 870209 & 16.Sched- 
ule updated & issued each Friday to reflect activities for forthcoming 2 wk period. 
THOMPSON, H.L. Office of Nuclear Reactor Regulation, Director (post 851125). 87/ 
02/09. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
4pp. 39644:008-39644:011. 


8702190362 Notification of 870218 (& 19 as needed) meeting in Bethesda, MD to ob- 
serve Windsor Probe Tests conducted in support of concrete evaluation for facility. 
KENYON, T.J. PWR Project Directorate 4. 87/02/17. YOUNGBLOOD.B.J. PWR 
Project Directorate 4. 3pp. 39688:101-39688:103. 

8702240412 Forwards Engineering Procedure EN DES-EP-4.Q4, "Squadcheck Process,” 
per R Stark 870210 request. 

HOLONICH.J.J. PWR Project Directorate 4. 87/02/19. ROSA.F. Electrical, instrumen- 
tation & Control Systems Branch (PWR-A). Ip. 39725:001-39725:020. 

“8702240417 Forwards Engineering Procedure EN DES-EP-4.04, “Squadcheck Proc- 
ess,” per R Stark 870210 request. 

HOLONICH.J. PWR Project Directorate 4. 87/02/18. MCNUTT.G.R. Tennessee Valley 
Authority. Ip. 39725:002-39725:020. 

-8702240421 Marked-up Rev 9 to Engineering Procedure EN DES-EP-4.04, “Sqad- 

* Tennessee Valley Authority. 84/04/24. 18pp. 39725:003-39725:020. 

8702260121 Advises that schedule submitted in 860930 Itr re NRC evaluation of con- 
formance to Reg Guide 1.97 revised.Schedule for responses will be provided as part 
of 87041 0 submittal of Vol 4 of “Watts Bar Nuclear Performance Plan.” 

GRIDLEY.R. Tennessee Valley Authority. 87/02/19. YOUNGBLOOD.B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD.B.J. Document Con- 
trol Branch (Document Control Desk). 2pp. 39753:223-39753:224. 


F. Security, medical, emergency & fire protection plan® 

8702120056 Updates commitments re 10CFR50,App R items, responds to NRC fire pro- 
tection concerns & identifies need to reevaluate previous response concerning compli- 
ance to fire protection codes & stds. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/04. YOUNGBLOOD.B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD.B.J. Document Con- 
trol Branch (Document Control Desk). 8pp. 39591:085-39591:092. 

8702190117 Forwards Insp Repts 50-390/86-25 & 50-391/86-25 on 861121-870104 & 
notice of violation.Two unresolved items re installation of containment H2 analyzers & 
instrumentation line separation documentation identified. 

ZECH.G.G. Region 2, Office of Director. 87/02/04. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 39680:286-39680:300. 

-8702190149 Insp Repts 50-390/86-25 & 50-391/86-25 on 861121-870104. Violations 
noted.instrument lines installed w/o meeting 18-inch separation requirement & ineffec- 
tive corrective action on Nonconforming Condition Repts 6713 & 6738. 

BRANCH, M.W., POWELL, T.B., ELROD, S.A. Region 2, Office of Director. 87/01/29. 
1 1 pp. 39680:290-39680:300. 

8702200360 Forwards Insp Repts 50-390/86-24 & 50-391/86-24 on 861021- 1120 & 
notice of violation. 

ZECH.G.G. Region 2, Office of Director. 87/02/12. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 39696:247-39696:264. 

“8702200366 Insp Repts 50-390/86-24 & 50-391/86-24 on 861021-1120. Violations 
noted:failure to follow procedures, instructions & drawings, per 10CFR50,App B & fail- 
ure to provide appropriate quality stds in design documents. 

BRANCH, M.W., POWELL, T.B., BEARDEN, W. Region 2, Office of Director. 87/01/15. 
14pp. 39696:251-39696:264. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG.R.C. Office of inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702030183 Forwards Insp Repts 50-259/86-35,50-260/86-35,50-296/86-35, 50-327/ 
86-56,50-328/86-56,50-390/86-22,50-391/86-22, 50-438/86-08 & 50-439/86-08 for 
several months during 1 986 & notices of violations. 

TAYLOR.J.M. Office of Inspection & Enforcement, Director (Post 820201). 87/01/28. 
WHITE.S.A. Tennessee Valley Authority. 6pp. 39484:227-39485:107. 

~8702030243 Notice of violation from insp on 86021 1-0623. Violations noted:failure to 
rept error described in WBNCEB8508 for design of two pipe clamps supporting valve 
operators & deficiencies noted in piping support calculations. 

TAYLOR.J.M. Office of Inspection & Enforcement, Director (Post 820201). 87/01/28. 
2pp. 39484:236-39484:237. 

“8702030272 Insp Repts 50-259/86-35,50-260/86-35,50-296/86-35, 50-327/86-56,50- 
328/86-56,50-390/86-22,50-391/86-22, 50-438/86-08 & 50-439/86-08 on 860211- 
0930. Major areas inspected-.engineering design control mechanisms/mgt sys. 
SHEWMAKER.R.E. Office of Inspection & Enforcement, Director (Post 820201). 87/ 
01/16. 200pp. 39484:240-39485:107. 


8702180637 Forwards status of review efforts of util responses to selected items in Ge- 
neric Ltr 83-28. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 87/02/11. WHITE.S.A. Tennessee 
Valley Authority. 17pp. 39690:004-39690:020. 

8702190147 Forwards second progress rept on TVA activities re containment isolation 
features at facilities.Rept provides info as to actions taken to date.results.actions 
planned & schedule for next progress rept. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/13. YOUNGBLOOD.B.J Document 
Control Branch (Document Control Desk). YOUNGBLOOD.B.J. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 5pp. 39693:279-39693-283. 


8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. f07pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 
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8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, ‘‘Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702110267 Responds to NRC 870107 Itr re violations noted in Insp Repts 50-390/86- 
20 & 50-391 /86-20.Corrective actions:util reviewed disposition of DN-22, including re- 
evaluation of testing method.Meeting will be planned to discuss results. 

GRIDLEY.R, Tennessee Valley Authority. 87/02/04. GRACE, J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE, J.N. Document Control Branch 
(Document Control Desk). 6pp. 39580:104-39580:109. 

8702190117 Forwards Insp Repts 50-390/86-25 & 50-391/86-25 on 861121-870104 & 
notice of violation.Two unresolved items re installation of containment H2 analyzers & 
instrumentation line separation documentation identified. 

ZECH.G.G. Region 2, Office of Director. 87/02/04. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 39680:286-39680:300. 

—8702190133 Notice of violation from insp on 861121-870104. 

ZECH.G.G. Region 2, Office of Director. 87/02/04. 2pp. 39680:288-39680:289. 

-8702190149 Insp Repts 50-390/86-25 & 50-391/86-25 on 861121-870104. Violations 
noted:instrument lines installed w/o meeting 18-inch separation requirement & ineffec- 
tive corrective action on Nonconforming Condition Repts 6713 & 6738. 

BRANCH, M.W., WALTON, G.A., HUMPHREY, P.G. Region 2, Office of Director. 87/01/ 
29. 1 1 pp. 39680:290-39680:300. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702180045 Summary of 870131 meeting w/TVA in Bethesda.MD re plant welding 
reinsp program.Transcript of public meeting end. 

LONG.W.O. PWR Project Directorate 2. 87/02/10. PWR Project Directorate 2. 3pp. 
39673:031-39673:179. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702200084 Forwards Insp Repts 50-390/86-21 & 50-391/86-21 on 860921-1020 & 
notice of violation.Unresolved item re fillet weld adequacy will be pursued during 
future insps. 

ZECH.G.G. Region 2, Office of Director. 87/02/12. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 39694:095-39694: 1 13. 

-8702200093 Notice of violation from insp on 860921-1020. 

ZECH.G.G. Region 2, Office of Director, 87/02/12. 3pp. 39694:097-39694:099. 

-8702200102 Insp Repts 50-390/86-21 & 50-391/86-21 on 860921-1020. Violation 
noted:failure to meet post-mod testing requirements, failure to control weld insps & in- 
adequate design control. 

BRANCH, M.W., WALTON, G.A., HUMPHREY, P.G. Region 2, Office of Director. 87/02/ 
12.1 4pp. 39694: 1 00-39694: 113. 

8702200360 Forwards Insp Repts 50-390/86-24 & 50-391/86-24 on 861021- 1120 & 
notice of violation. 

ZECH.G.G. Region 2, Office of Director. 87/02/12. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 39696:247-39696:264. 

-8702200363 Notice of violation from insp on 861021-1120. 

ZECH.G.G. Region 2, Office of Director. 87/02/12. 2pp. 39696:249-39696:250. 

-8702200366 Insp Repts 50-390/86-24 & 50-391/86-24 on 861021-1120. Violations 
noted:failure to follow procedures, instructions & drawings, per 1QCFR50,App B & fail- 
ure to provide appropriate quality stds in design documents. 

BRANCH, M.W., WALTON, G.A., HUMPHREY, P.G. Region 2, Office of Director. 87/01/ 
15. 14pp, 39696:251-39696:264. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


R. Periodic operating reports & related correspondence 

8702060386 Forwards weekly schedule of TVA activities for wks of 870202 & 09. 
THOMPSON, H.L. Office of Nuclear Reactor Regulation, Director (post 851125). 87/ 
01/30. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). ZECH.G. 
Region 2, Office of Director. 4pp. 39546:353-39546:356. 


8702060380 Forwards updates of TVA activities for wks of 870202 & 09. 

GRIDLEY.R.L. NRC - No Detailed Affiliation Given. 87/02/02. THOMPSON, H. NRC - 
No Detailed Affiliation Given. BARR.K. Region 2, Office of Director. 14pp. 39546:339- 
39546:352. 

8702110325 Submits Dec monthly rept re status of investigations of allegations through 
861 231, per 860627 commitment. Investigation repts for concerns closed in Dec also 
end. W/o repts. 

GRIDLEY.R.L Tennessee Valley Authority. 87/02/04. ZECH.G. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 2pp. 39629:260-39629:260. 

8702170004 Forwards update of TVA activities for wks of 870209 & 16. 

GRIDLEY.R.L Tennessee Valley Authority. 87/02/06. THOMPSON.H. NRC - No De- 
tailed Affiliation Given. 17pp. 39660:173-39660:189. 


S. Reportable occurrences, LERs & related correspondence 


8603250029 Second Interim Deficiency Rept NRC 6302 re improper use of cable in 
Class IE circuits inside containmentlnitially reported on 851022-Testing by Wyle Labs 
demonstrated that cable acceptable for use.Next rept expected by 860516. 
GRIDLEY.R.L. Tennessee Valley Authority. 86/03/10. GRACE, J.N. Region 2, Office of 
Director. 2pp. 35221:325-35221:327. 

8603240542 Interim Deficiency Rept NCR WBN 6537 re incorrect wiring type used in 
control panel mods.lnitially reported on 860122.Westinghouse will determine accept- 
ability of safety injection sys wiring.Next rept will be submitted by 860516. 
GRIDLEY.R.L. Tennessee Valley Authority. 86/03/12. GRACE, J.N. Region 2, Office of 
Director. 2pp. 35193:355-35193:356. 

8702120515 Third interim deficiency rept re as-constructed drawings not accurately re- 
flecting actual installed configuration of components or features. Initially reported on 
851009.Drawings program under evaluation.Next rept submitted by 870202. 
GRIDLEY.R. Tennessee Valley Authority. 86/12/15. GRACE, J.N, Region 2, Office of 
Director. 2pp. 39630:080-39630:081. 

8702020406 Interim deficiency rept re unacceptable weld radiographs previously accept- 
ed by one weld inspector.lnitially reported on 861126.Radiographs w/indications not 
meeting ASME Section Ell requirements under review.Fina! rept expected by 870330. 
GRIDLEY.R. Tennessee Valley Authority. 87/01/14. GRACE, J.N. Region 2, Office of 
Director. 3pp. 39468:255-39468:257. 

8702030260 Revised final deficiency rept re four seismic Category I water lines installed 
through nonseismic plaster wall. Initially reported on 860507. Memo issued to all de- 
signers delayed.New process for document preparation revised. 

GRIDLEY.R. Tennessee Valley Authority. 87/01/26. Document Control Branch (Docu- 
ment Control Desk). 4pp. 39480:008-39480:011. 

8702030492 Final deficiency rept re cable insulation failing fire protection testlnitially re- 
ported on 840405. PN,PJ,PNJ & PJJ cables used for safe shutdown circuits relocated 
to meet App R separation requirements or replaced. 

GRIDLEY.R. Tennessee Valley Authority. 87/01/26. GRACE, J.N. Document Control 
Branch (Document Control Desk). GRACE, J.N. Office of Nuclear Reactor Regulation, 
Director (post 851125). 4pp. 39490:246-39490:249. 

8702040153 Final deficiency rept re non-QA data for cable weights & outside diameters 
used in calculations.lnitially reported on 860 102. Verified values for Class IE & non- 
Class IE cables established & documented. 

GRIDLEY.R. Tennessee Valley Authority. 87/01/29. GRACE.J.N. Document Control 
Branch (Document Control Desk), GRACE.J.N. Office of Nuclear Reactor Regulation, 
Director (post 851125). 4pp. 39495:046-39495:049. 

8702100010 Final Deficiency Repts NCR WBN 6498, NCR WBN 6567, NCR WBN 6564 
& NCR W-435-P re control of process pipe supports attached to embedded 
features. Initially reported on 851227.Field change requests initiated for evaluation. 
GRIDLEY.R. Tennessee Valley Authority, 87/02/03. GRACE.J.N. Document Control 
Branch (Document Control Desk). 4pp. 39570:042-39570:045. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.List of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs encl. 

HOLAHAN.G.M, Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 

8702190130 Interim deficiency rept re potential disengagement of valve stem & actuator 
yoke on certain quarter turn valves fitted w/actuators.lnitially reported on 
870112.Active valves reviewed & repaired.Next rept will be submitted by 870619. 
GRIDLEY.R. Tennessee Valley Authority. 87/02/11. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 3pp. 39679:113-39679:115. 

8702190150 Interim deficiency rept re potential loss of ECCS inventory through air 
return fan.lnitia.IIy reported on 870112. Evaluation re unsealing crane wall elevation 
continuing.Next rept to be submitted by 870615, 

GRIDLEY.R. Tennessee Valley Authority. 87/02/11. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 3pp. 39679:197-39679:199. 

8702190181 Interim deficiency rept re use of use-as-is or repair dispositions in const 
nonconformance repts.lnitially reported on 8701 12. Engineering project procedure 
issued establishing requirements for handling CAQs. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/11. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 5pp. 39686:305-39686:309. 

8702190201 Part 21 & Interim Deficiency Rept SCR W-492-P-S re unqualified air condi- 
tioning sys valves.lnitially reported on 870112.Evaluation continuing.Valves will be re- 
placed. Next rept to be submitted by 870830. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/11. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 3pp. 39691:358-39691:360. 
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8702260158 Interim deficiency rept re inadequately qualified ice condenser floor drain 
piping.lnitially reported on 870116. Corrective action being coordinated w/ 
Westinghouse. Next rept expected by 880226. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/13. GRACE, J.N. Office of Nuclear 
Reactor Regulation, Director {post 851125). GRACE, J.N. Document Control Branch 
(Document Control Desk). 4pp. 39753:001-39753:004. 

8702260243 Final deficiency rept re concrete pullout capacity for embedded 
plates.lmtially reported on 86081 8.Util conducting complete evaluation. Revised em- 
bedment drawings will be issued. 

GRIDLEY,R. Tennessee Valley Authority. 87/02/13. GRACE, J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE, J.N. Document Control Branch 
(Document Control Desk). 4pp. 39745:177-39745:180. 


-8702030351 SER accepting util 831104 response to Generic Ltr 83-28,Stem 2.1 (Part 
2) re vendor interface program for reactor trip sys components. 

* PWR Project Directorate 2. 87/01/30. 3pp. 39487:208-39487:21 0 


8702060024 Forwards SER supporting util 831104 response to Generic Ltr 83-28, Item 
4.5.2 re on-line testing of reactor trip sys reliability. 

HOPKINS, J.B. PWR Project Directorate 2. 87/01/30. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 39526:032-39526:035. 


-8702060028 SER supporting util 831104 response to Generic Ltr 83-28, Item 4.5 2 re 
on-line testing of reactor trip sys reliability. 

* NRC - No Detailed Affiliation Given. 87/01/30. 2pp. 39526:034-39526:035. 


8702250466 Part 21 rept listing plants furnished w/penetration assemblies & notinq 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J.C. Office of Inspection & En- 
forcement, Director (Post 820201), Ip. 39735:028-39735:028. 

8702260171 Revised final deficiency rept re qualification of epoxy grout for safety-relat- 
ed applicationsJnitially reported on 810827.General Const Spec G-32 revised to pre- 
clude use of epoxy-grouted anchors in safety-related applications. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/18. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 4pp. 39740:250-39740:253. 

8702260241 Second interim deficiency rept re inadequate as-constructed wetd connec- 
tions for control bldg structural framing. Initially reported on 861020,lnsp & repair of 
weld in proaress.Final rept will be submitted on 870807. 

GRIDLEY.R. Tennessee Valley Authority. 87/02/18. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 4pp. 39739:353-39739:356. 

8702260264 Second interim deficiency rept re previously accepted questionable weld 
radiographs. Initially reported on 861126. Radiographs reviewed & QC personnel 
trained in strengthened procedure.Final rept wilt be submitted on 870430. 

GRIDLEY.R. L. Tennessee Valley Authority. 87/02/18. GRACE.J.N. Office of Nuclear 
Reactor Regulation. Director (post 851125). GRACE.J.N. Document Control Branch 
(Document Control Desk). 4pp. 39739:342-39739:345. 

T. Hearing transcripts on non-antltruat matters 

8702180045 Summary of 870131 meeting w/TVA in Bethesda.MD re plant welding 
reinsp program.Transcript of public meeting end. 

Pr ° ject Directorate 2* 87/02/10. PWR Project Directorate 2. 3pp. 
oyo/o:Uo l-o9o73:179. 

-8702180054 Transcript of 870121 meeting w/TVA in Bethesda.MD re plant welding 
iram.Pp 1 -1 22. Attendance list.viewgraphs, TVA handouts & TVA list of re- 
ins restiltinn fmm me«finn onrl 


reinsp program.! ^ . 

quired actions resulting from meeting end. 

* NRC - No Detailed Affiliation Given. 87/01/21. 145pp. 39673:034-39673:179. 
DOCKET 50-395 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1 

A. Appllcatlon/constructlon stage documents & correspondence 

®^J®216076 Confirms 811002 telcon request for reporter to prepare transcript of 
m , 1 ^2 I 5 ^ e n ^ n9 / Transcnpt reduired 2 or 3 days after meeting.Meeting notice encl 
BUCKLEY.B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. y 

-8209290285 Advises that ASLBs for Diablo Canyon floatina nuclear 
plants Summer, Callaway 1 & Comanche Peak will be informed of control rod drive 
guide tube support pm failures at Westinghouse plants 

ing V lT3 T 9782 A U9-3978 0 |m r Ucensins >- 82/08/1 e - Assistant Director for Licens- 

-870224 0360 Advises end info should be issued to appropriate Boards & parties as 

F^ a FwmT n a r ° n 82 ‘ 72 ' ln ?. discu ! ses , resutts of Region IV investigation at Teledyne. 
EISENHUT.D.G Division of Licensing (800428-851124). 82/07/08 TEDESCO.R As- 
sistant Director for Licensing. Ip. 39782:139-39782:141. 

F. Security, medical, emergency & fire protection plana 

86 10CFR73 8 21) OrV/ardS Amend 16 t0 physical S8Curit y plan. Amend withheld (ref 

NAUMAN.D.A. South Carolina Electric & Gas Co. 86/12/12. DENTON H R Office of 
Nudear Reactor Regulation, Director (post 851125). 2pp. 39007:213-39007:214. ° 

Rev 18 X ? radiati ? n emergency plan, per 10CFR50.54(q).Rev re- 
n emer 9 enc y Classification sys.offsite emergency organization & onsite 
meteorological: measurement program. W/o end. 

NAUMAN D.A South Carolina Electric & Gas Co. 86/12/12. GRACE.J.N Region 2 
Office of Director. 2pp. 39553:359-39553:360. ' g o A 

re Y f ? w of Rev 18 to Oct 1986 radiation emergency pian.Rev 

wL“oX s p 4 9Uiaance in NUREG06S4 should 66 

El^tric’&^ias Go° 3pp. 39693:207^3^93^209 7/ ° 2/ 1 1 NAUMAN ' DA South Carolina 
P. Operating license stage documents & correspondence 
* wS® S i? t ^nf»^£t,S,J? arti 1P ate "L 870218 lncident Investigation Program 

Eteclfc’a Ga^do^pp. 3E^I:^3^I9^^3S5^ 01 ^ NAUMAN ’ D A ' 8c«h Carolina 

8702030W9 Forward s SER accepting util 831104 response to Generic Ltr 83-28, Item 
wopkimI ?d 6 S£ Pf°9^ ms tor reactor trip sys components. 

™!^^ n 2^ 7 %S 7 2 2 10 7/01/3 °' NAUMANAA ' S ° Uth Car0li ™ 


8702170726 Summary of 870127 meeting w/util in Bethesda,MD re status of licensing 
action for facility, including licensee approach to maintaining steam generator integrity 
& amends needed for refueling commencing in Mar 1987. List of attendees encl 
HOPKINS.J.B. PWR Project Directorate 2. 87/02/04. PWR Project Directorate 2. 3pp 
39671:149-39671:151. 

8702130251 Forwards request for addl info needed to continue review of 861209 appli- 
cation for amend re fuel assembly reconstitution. Response requested within 20 days 
of ltr date to maintain review schedule. 

HOPKINS.J.B. PWR Project Directorate 2. 87/02/05. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 3pp. 39643:285-39643:287. 

Q. Inspection reports, !E Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Deqraded 
Fuel.” Svc list end. 

J9F D * N>EL division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list encl. 

oX Emergency Preparedness & Engineering Response (Post 
2o2J25on 87/01/30 ' Consolid ated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list encl. 

~9F^N ,EL - Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

^ 300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

Response (Post 
108pp. 39548:212- 


D'wsion of Emergency Preparedness & Engineering 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 1( 
39548:318. 


8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list encl. 

1 E E Division of Emergency Preparedness & Engineering Response (Post 
™2}2 3) o O 87/02/04 - Cor,solid ated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:1 38. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

01 Emergency Preparedness & Engineering Response (Post 
22212 3 Jc-? 7/02/05 ' Cortsol,d ated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702190213 Forwards Insp Rept 50-395/87-01 on 870101-31.No violations or devi- 
ations noted. 

c, ERR i L , Li P M . Region of . Director - 87/02/09. NAUMAN.D.A. South Carolina 

Electnc & Gas Co. 2pp. 39693:166-39693:174. 

lnsp 50-395/87-01 on 870101-31.No violations or deviations 
noted. Major areas inspected:licensee action on previous insp findings, onsite followup 
°!j?yents & subsequent written repts & monthly maint observation 

•' M0DEN0S ' LP - Re °‘ on 2 . °««> O' Director. 87/02/ 

87 Pum^ 1 " lie list°end tiCe 87 " 010, “ Potential tor Water Hammer During Restart of RHR 

8?o R inT’fl7 L ;n?/ V i? i0 r® f Emergency Preparedness & Engineering Response (Post 
39702^227 87/02/1 1 Donwlidated Edison Co. of New York, Inc. 96pp. 39702:134- 

87 Areas 8 " Svc^is^encl^ 0 ^ 06 87 ’ 011, “ Enci of Vital Equipment Within Designated Vital 

Preparedness & Engineering Response (Post 
39702 3 343 87/02/13 ’ Conso,lclatec i Edison Co. of New York, Inc. ?07pp. 39702:228- 

47 B^kere[GE^y^AKF-2-25." Svc list ench* 6098 * Pr ° b ' emS W/Matal Clad Circui ' 
830 103^ ’ 87^0 w Pre Paredness & Engineering Response (Post 

39691-265 7/02/13 Conso ,c,ated Ed »son Co. of New York, Inc. 108pp. 3969 1:1 56- 

87 JOR[?AN 3 F? UP nLliin IE i c f ° Notice 881 06 * "Feedwater Line Break." Svc list encl. 
83<^l^3(^'fi^owi ? 0 fVknc/^w e iH? ir &)i' Preparednass & Engineering Response (Post 
39784-22^ 7/02/13 Consol,dated Edison Co. of New York, Inc. 111pp. 39784:116- 
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8702270336 Forwards Insp Rept 50-395/87-01 on 87011 2-1 6.No violation or deviation 
noted. 

VERRELLI.D.M. Region 2, Office of Director. 87/02/19. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 39799:081-39799:085. 

-8702270345 Insp Rept 50-395/87-01 on 87011 2-1 6.No violation or deviation 
noted.Major areas inspectedcontro! room habitability & followup of TMI action items. 
MARSTON.R.R., KAHLE.J.B. Region 2, Office of Director. 87/02/18. 3pp. 39799:083- 
39799:085. 


R. Periodic operating reports & related correspondence 

8702190110 Monthly operating rept for Jan 1987.W/870213 Itr. 

LOIGNON.G.A., NAUMAN.D.A. South Carolina Electric & Gas Co. 87/01/31. 
BARRY, L.W. Office of Resource Management, Director. 5pp. 39679:140-39679:144. 


U. Congresstonaf/Executiv© Correspondence 

8702200120 Discusses NRC analysis of licensing schedules for facility, per util 870202 
request for NRC statement to State of CA. NRC Sept 1981 - Feb 1982 monthly repts 
to Congress re licensing projections for pending OL applications end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
06. HULETT.S.W. California, State of. 4pp. 39703:001-39703:028. 

-8203150015 Forwards NRC 16th monthly status rept for 820115-0215, discussing ac- 
tions taken on operating reactors & licensing reviews of new facilities.per House Rept 
96-1 093. Licensing schedules for perding OL & CP/ML applications end. 
PALLADINO.N.J. Commissioners. 82/02/26. BEVILL.T. House of Rep., Appropriations. 
17pp. 39703:104-39703:120. 


DOCKET 50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

8702090348 Forwards Exam Rept 50-062/OL-86-02 of exams administered on 861014. 
VERRELLI.D.M. Region 2, Office of Director. 87/01/06. MULDER, R.U. Virginia, Univ. 
of, Charlottesville, VA. Ip. 39556:326-39556:343. 

-8702090354 Exam Rept 50-062/OL-86-02 on 861014.Exam resultsione candidate ad- 
ministered written exam & passed.Senior reactor operator exam questions & answer 
key end. 

BROCKMAN, K.E. Region 2, Office of Director. 86/12/23. 30pp. 39556:327-39556:343. 


V. Operator Examinations 

8603250147 Notifies that written & oral senior operator licensing exams scheduled for 
wk of 86051 2.Encl ref matl requested by 860331 in order to meet exam schedule. 
VERRELLI.D.M., PANCIERA.V.W. Region 2, Office of Director. 86/03/20. 
MULDER, R.U. Virginia, Univ. of, Charlottesville, VA. 6pp. 35191:188-35191:193. 

8702090348 Forwards Exam Rept 50-062/OL-86-02 of exams administered on 861014. 
VERRELLI.D.M. Region 2, Office of Director. 87/01/06. MULDER, R.U. Virginia. Univ. 
of, Charlottesville, VA. Ip. 39556:326-39556:343. 

-8702090354 Exam Rept 50-062/OL-86-02 on 861014.Exam resultsrone candidate ad- 
ministered written exam & passed.Senior reactor operator exam questions & answer 
key end 

BROCKMAN, K.E., MUNRO.J.F. Region 2, Office of Director. 86/12/23. 30pp. 
39556:327-39556:343. 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8702020411 Ack receipt of 860929 Itr informing NRC of steps taken to correct violations 
noted in notice of violation dtd 860905. Corrective actions will be reviewed during 
future physical security insp. 

MONTGOMERY.J.L. Region 5, Office of Director. 87/01/23. SORENSEN, G.C. Wash- 
ington Public Power Supply System. Ip. 39449:150-39449:150. 

8702040660 Forwards fire protection program description in response to 870113-15 fire 
protection insp to facilitate implementation of License Condition 2.C(14). 
SORENSEN.G.C. Washington Public Power Supply System. 87/01/29. Document 
Control Branch (Document Control Desk). 10pp. 39503:127-39503:136. 

8702090108 Rev 3 to Emergency Plan Implementing Procedure 13.2.3, “Toxic or Flam- 
mable Gas Releases or Oxygen Deficient Atmosphere.” 

BAKER.J.W. Washington Public Power Supply System. 87/01/30. 14pp. 39554:293- 
39554:304, 

8702090364 Requests transfer of lead responsibility for evaluation of Insp Rept 50-397/ 
86-25, Item 86-25-03 re analysis of underground fire mains routed beneath safety-relat- 
ed structures to recipient branch. 

KIRSCH.D.F. Region 5, Office of Director. 87/02/02. HOLAHAN.G. Operating Reac- 
tors Assessment Staff (post 851125). 2pp. 39556:258-39556:259. 

8702130399 Informs that attachment to 870129 Itr will be considered approved fire pro- 
tection program.Approval of program contingent on timely submittal of license amend 
request per Generic Ltr 86-10. 

ADENSAM.E.G. BWR Project Directorate 3. 87/02/05. SORENSEN.G.C. Washington 
Public Power Supply System. 2pp. 39639:355-39639:356. 

8702170697 Ack receipt of 861210 Itr informing NRC of steps taken to correct Violation 
A noted in Insp Rept 50-397/86-30.Basis for denial of Violation B unacceptahle.Date 
of util discovery of violation considered to be 860605. 

MONTGOMERY, J.L Region 5, Office of Director. 87/02/10. SORENSEN.G.C. Wash- 
ington Public Power Supply System. 2pp. 39661:074-39661:075. 


8702190376 Application for amend to License NPF-21 .modifying License Condition 
2.C.(14) to incorporate std fire protection license condition & remove fire protection 
Tech Specs, per Generic Ltr 86-10.Fee paid. 

SORENSEN.G.C. Washington Public Power Supply System. 87/02/10. Document 
Control Branch (Document Control Desk). 4pp. 39686:076-39686:108. 

—@702190386 Proposed Tech Specs re deletion of fire protection requirements. 

* Washington Public Power Supply System. 87/02/10. 29pp. 39686:080-39686:108. 

@702180627 Revised emergency plan implementing procedures, including Rev 4 to 
13.2.1, “Fires/Explosions, Rev 3 to 13.2.4, “Missiles/’ Rev 3 to 13.3.2, “High Winds/ 
Tornados” & Rev 3 to 13.3.3, “Floods.” Revised index also end. 

BAKER, J. Washington Public Power Supply System. 87/02/11. 141pp. 39677:029- 
39677:169. 


J. Insurance & Indemnity Information 


8702260187 Submits property & liabilty insurance coverage for facility, per 
1 0CFR50.54(w)(4). 

SORENSEN.G.C. Washington Public Power Supply System. 87/02/19, Document 
Control Branch (Document Control Desk). Ip. 39755:145-39755:145. 


P. Operating license stage documents & correspondence 


8612230084 Discusses status of geoscience activities at facility, including mineral leas- 
ing near site & new geological & geophysical info. 

SOBEL.P. Engineering Branch (BWR). 86/12/15. LAGRANGE, R. Engineering Branch 
(BWR). 2pp. 39642:206-39642:207. 

8702090119 Forwards Rev 0 to Calculation ME-02-87-28,Rev 0 to Calculation ME-02- 
86-80, Calculation 6.21 .02 & rept re foundation investigation.per FSAR.App 2.5E. 
SORENSEN.G.C. Washington Public Power Supply System. 87/01/15. RICHARDS, S. 
Region 5, Office of Director. 69pp. 39584:1 29-39584:252. 

—8702090129 “Foundation Investigation WPPSS Hanford 2 Nuclear Power Plant, Central 
Plant Facilities, Benton County.Washington." 

* Bums & Roe Co. 71/08/05. 55pp. 39584:198-39584:252. 

8701270478 Final response to FOIA request.App F documents re Marviken II project 
end & available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/01/20. MORROW, D.C. Fried, 
Frank, Harris, Shriver & Jacobson. 19pp. 39540:001-39543:062. 

-8702040209 Summary of 801008 meeting w/Mark II Owners to discuss long term pro- 
gram chugging load spec.Load reduction due to either spatial averaging or desynch- 
ronization justified w/ adequate documentation of methodology. 

ANDERSON, C.J. Generic Issues Branch. 80/10/28. KNIEL.K. Generic Issues Branch. 
14pp. 39543:240-39543:253. 

8702020404 Requests approval to apply ASME Code Case N411 on facility, to enhance 
sys reliability & personnel safety through optimization of snubber installations.Fee 
paid. 

SORENSEN.G.C. Washington Public Power Supply System. 87/01/21. Document 
Control Branch (Document Control Desk). 4pp. 39449:146-39449:149. 

8702030457 Forwards Amend 36 to License NPF-21 & safety evaluation. Amend revises 
Tech Specs re chlorine detection & control room emergency filtration sys. 
ADENSAM.E.G. BWR Project Directorate 3. 87/01/21. SORENSEN.G.C. Washington 
Public Power Supply System. 2pp. 39486:015-39486:030. 

-8702030469 Amend 36 to License NPF-21 .revising Tech Specs re chlorine detection & 
control room emergency filtration sys. 

ADENSAM.E.G. BWR Project Directorate 3. 87/01/21. 11pp. 39486:017-39486:027. 

—8702030483 Safety evaluation supporting Amend 36 to License NPF-21 . 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/21. 2pp. 
39486:028-39486:030. 

8702170283 Requests fee for 861120 application for NRC approval of turbine sys maint 
program as required by License Condition 2.C.(7) of License NPF-21. 

DIGGS, R.M. License Fee Management Branch (Post 861123). 87/02/10. 
SORENSEN.G.C. Washington Public Power Supply System. Ip. 39672:023-39672:023. 

8702190376 Application for amend to License NPF-21 .modifying License Condition 
2.C.(14) to incorporate std fire protection license condition & remove fire protection 
Tech Specs, per Generic Ltr 86-10.Fee paid. 

SORENSEN.G.C. Washington Public Power Supply System. 87/02/10. Document 
Control Branch (Document Control Desk). 4pp. 39686:076-39686:108. 

-8702190386 Proposed Tech Specs re deletion of fire protection requirements. 

* Washington Public Power Supply System. 87/02/10. 29pp. 39686:080-39686:108. 

8702190307 Informs that Washington State Energy Facility Site Evaluation Council has 
no comments on proposed amends to License NPF-21 re exemption & changes to 
App J & Section 4.6.1. 2.d & B & C leak rate testing. 

ESCHELS.C. Washington, State of. 87/02/11. ADENSAM.E.G. BWR Project Director- 
ate 3. Ip. 39685:291-39685:291. 

8702200134 Provides supplemental info on request for exemption & Tech Spec change 
re App J Type B & C leak rate testing.Type C containment isolation valves will Be 
tested at intervals not greater than 27 months. 

SORENSEN.G.C. Washington Public Power Supply System. 87/02/11. Document 
Control Branch (Document Control Desk). 2pp. 39700:009-39700:010. 

8702260355 Corrected Itr expressing appreciation for opportunity to review util 
860131 ,0822 & 870109 requests for amend to Tech Specs re B&C leak rate testing & 
860710 request concerning safety/ relief valve tolerances.No comments offered. 
ESCHELS.C. Washington, State of. 87/02/19. ADENSAM.E.G. BWR Project Director- 
ate 3. Ip. 39749:342-39749:342. 
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Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020709 Forwards Insp Rept 50-397/86-37 on 861 11 6-870 103.No violations identi- 
fied. 

CHAFFEE, A.E. Region 5, Office of Director. 87/01/16. SORENSEN, G.C. Washington 
Public Power Supply System. 2pp. 39467:338-39467:351 . 

-8702020718 Insp Rept 50-397/86-37 on 861 11 6-8701 03.No violations or deviations 
identified.Major areas inspected:ESF status.LERs, surveillance program.maint 
program, special insp topics & licensee action on previous insp findings. 

DODDS,R.T., BARR.R.C., JOHNSON, P.H. Region 5, Office of Director. 87/01/16. 
12pp. 39467:340-39467:351. 

8702020411 Ack receipt of 860929 Itr informing NRC of steps taken to correct violations 
noted in notice of violation dtd 860905. Corrective actions will be reviewed during 
future physical security insp. 

MONTGOMERY, J.L. Region 5, Office of Director. 87/01/23. SORENSEN, G.C. Wash- 
ington Public Power Supply System. Ip. 39449:150-39449:150. 

8702030553 Ack receipt of 861218 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-397/86-36. 

KIRSCH.D.F. Region 5, Office of Director. 87/01/27. SORENSEN, G.C. Washington 
Public Power Supply System. 1 p. 39490:254-39490:257. 

-8702040210 Responds to NRC 861124 Itr re violations noted in Insp Rept 50-397/86- 
36.Corrective action: Nuclear Safety Assurance Program Instruction 6.0 revised to in- 
clude reminder of documentation requirements of ANSI 3.1-1981. 

SORENSEN, G.C. Washington Public Power Supply System. 86/12/18. MARTIN, J.B. 
Region 5, Office of Director. 3pp. 39490:255-39490:257. 


8702110132 IE Info Notice 87-012, “Potential Problems W/Meta! Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


S. Reportable occurrences, LERs & related correspondence 

8702190041 LER 86-033-02:on 861 008, cable derating calculations for standby svc 
water pump feeders did not correctly consider portion of cables routed in duct 
banks.Cable ampacity will be recalculated.Part 21 related. W/87021 2 Itr. 
WASHINGTON, S.L., POWERS, C.M. Washington Public Power Supply System. 87/02/ 
12. 6pp. 39685:285-39685:290. 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 

~8204290026 Forwards list of documents re Diablo Canyon design verification program 
which will be placed in Shearon Harris LPDR. 

MIRAGLIA.F.J. Licensing Branch 3. 82/04/16. ROTHSCHILD, M. Office of the Execu- 
tive Legal Director (Pre 860701). 2pp. 39782:036-39782:037. 


F. Security, medical, emergency & fire protection plans 


8702040660 Forwards fire protection program description in response to 870113-15 fire 
protection insp to facilitate implementation of License Condition 2.C(14). 

SORENSEN, G.C. Washington Public Power Supply System. 87/01/29. Document 
Control Branch (Document Control Desk). 10pp. 39503:127-39503:136. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8702090364 Requests transfer of lead responsibility for evaluation of Insp Rept 50-397/ 
86-25, Item 86-25-03 re analysis of underground fire mains routed beneath safety-relat- 
ed structures to recipient branch. 

KIRSCH.D.F, Region 5, Office of Director. 87/02/02. HOLAHAN.G. Operating Reac- 
tors Assessment Staff (post 851125). 2pp. 39556:258-39556:259. 


8702090148 Submits scope & objectives of full-scale emergency preparedness exercise 
scheduled for 870228,per RC Lewis 841011 Itr to EE Utley.Exercise intended to fulfill 
1 0CFR5O, App E requirements. 

CUTTER.A.B. Carolina Power & Light Co. 86/12/17. GRACE, J.N. Region 2, Office of 
Director. 3pp. 39554:008-39554:01 0. 

8702090287 Ack receipt of scope & objectives for 1987 emergency preparedness exer- 
cise scheduled for 870228-Complete scenario will be reviewed when received & de- 
tails of exercise will be transmitted to RG Black. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/12. UTLEY, E.E. Carolina Power & 
Light Co. Ip. 39553:149-39553:149. 

8702030155 Forwards partially withheld insp Rept 50-400/86-95 on 861230-31 (ref 
10CFR2.790(d) & 73.21). Violation under review & no notice of violation issued. Results 
of review will be forwarded separately. 

REYES, L.A. Region 2, Office of Director. 87/01/21. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 39474:213-39474:215. 

“8702030172 Partially withheld Insp Rept 50-400/86-95 on 861230-31 (ref 
10CFR2.790(d) & 73.21). Violation noted:uncompensated vital area breach. 
MASNYK.O.M., MCGUIRE, D.R. Region 2, Office of Director. 87/01/15. Ip. 
39474:215-39474:215. 


8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 


8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04, Consolidated Edison Co. of New York, inc. 105pp. 39575:032- 

OOR7C.1 OO rr 


8702190119 Confirms 870204 mgt meeting & enforcement conference in Region II ofc 
to discuss facility operations & breach of security barrier as delineated in Rept 50- 
400/86-95,per 870121 telcon. 

GRACE, J.N. Region 2, Office of Director. 87/01/28. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 39680:231-39680:231. 

8702170099 Revised emergency plan implementing procedures, including Rev 3 to PEP- 
212, "Operational Support Ctr Leader,” Rev 2 to PEP-382, "Personnel Accountability” 
& Rev 5 to PEP-215, “Assembly Area Leader.” W/870209 Itr. 

WATSON, R.A. Carolina Power & Light Co. 87/02/09. 118pp. 39647:015-39647:132. 


8702110006 Invites participation in 870311 Incident Investigation Program (IIP) work- 
shop in Walnut Creek, CA. Presentation of status of Performance Indicator Program 
included.Agenda & revised IIP procedures end.W/o procedures. 

MARTIN, J.B, Region 5, Office of Director. 87/02/04. SORENSEN, G.C. Washington 
P. ihii/t D™. 0r Supply System, 3pp. 39590:282-39590:284. 


8702200144 Forwards response to Insp Rept 50-400/86-92 on 870114. Enel withheld 
(ref 10CFR73.21). 

WATSON, R.A. Carolina Power & Light Co. 87/02/13. Document Control Branch (Doc- 
ument Control Desk). Ip. 39696:001-39696:001. 

8702240448 Forwards partially withheld Insp Rept 50-400/87-07 on 8701 27-28. Violation 
under consideration for escalated enforcement action. 

GRACE, J.N. Region 2, Office of Director. 87/02/13. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 39722:311-39722:313. 


“8702240460 Partially withheld Insp Rept 50-400/87-07 on 870127-28 (ref 10CFR2.790 
& 73.21).Vioiation noted:failure to provide adequate vital area barrier. 

MASNYK.O.M., MCGUIRE, D.R. Region 2, Office of Director. 87/02/11 Id 
39722:313-39722:313. 
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8702030421 NRC staff motion for e>ctension of time.* One day extension of time until 
870128 to file response to Intervenors motion for stay of ALAB-856 
requested.Granted for ASLB on 8701 28.W/ Certificate of Svc. 

MOORE, J.E. Assistant General Counsel for Hearings. #187 2351. 87/01/27. Atomic 
Safety and Licensing Appeal Panel. 2pp. 39474:102-39474:103. 

8702030055 NRC staff response to intervenor application for stay of ALAB-856.* Motion 
should be denied since Coalition for Alternatives to Shearon Harris lacks standing to 
file motion & 10CFR2.788 criteria not met.Certificate of Svc end. 

MOORE, J.E. Assistant General Counsel for Hearings. #187 2358. 87/01/28. Atomic 
Safety and Licensing Appeal Panel. 13pp. 39475:068-39475:080. 

8702030463 Second suppl to licensee response to CASH/Eddleman show cause peti- 
tion.* Forwards 870128 affidavit of JW Mckay, which amends previous affidavit, filed w/ 
original response, to make minor correction. 

BAXTER, T.A. Carolina Power & Light Co. BAXTER, T.A. North Carolina Municipal 
Power Agencies. BAXTER, T.A. Shaw, Pittman, Potts & Trowbridge. #187 2392. 87/ 
0 1 /29. 1 p. 39474:069-39474:073. 

-8702030473 Affidavit of JW Mckay.* Provides minor corrections to 861017 
affidavit.Corrections should be made to allegation on undercut tolerances for holes 
drilled to receive “maxi-bolt” anchors.Certificate of Svc end. 

MCKAY, J.W. Carolina Power & Light Co. 87/01/28. 4pp. 39474:070-39474:073. 

8702130132 Order.* Denies motion for stay of ASLB 861231 final decision.Served on 
870210. 

TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #187 2474. 87/02/09. 
Eddleman, W. 3pp. 39634:078-39634:080. 


H. General correspondence 

8702190645 Responds to 870107 request for reply to constituent Itr expressing view 
that low powec testing at plant should be completed prior to issuance of full power 
license.Low power testing completed on 870109 & license issued on 870112. 
STELLO.V. Office of the Executive Director for Operations. 87/02/09. HELMS, J. 
Senate. 4pp. 39690:027-39690:033. 

“6702190654 Requests response to CM Cameron 870102 Itr expressing opposition to 
issuance of full power license w/o completion of low power testing. 

HELMS, J. Senate. 87/01/07. Office of Congressional Affairs. 3pp. 39690:031- 
39690:033. 

8702250042 Responds to 870108 Itr expressing constituent concerns re safety of facility 
& licensing process.Extent of NRC evaluation of util application for OL & presence of 
NRC resident inspectors onsite discussed. 

ZECH.L.W. Commissioners. 87/02/12. VALENTINE, T. House of Rep. 3pp. 39727:262- 
39727:266. 

“8702250049 Reiterates belief that public safety should be top priority in NRC evalua- 
tion of nuclear power facilities & granting OLs.Second District citizens expressed con- 
cerns re plant safety & licensing process. 

VALENTINE, T. House of Rep. 87/01/08. ZECH.L.W. Commissioners. 2pp. 39727:265- 
39727:266. 

8702250055 Responds to 870109 Itr expressing constituent concerns re issuance of full 
power OL to util.NRC actions leading to issuance of OL & presence of NRC resident 
inspectors onsite discussed. 

ZECH.L.W. Commissioners. 87/02/13. PRICE, D.E. House of Rep. 5pp. 39727:268- 
39727:273. 

“8702250061 Urges careful scrutiny of all aspects of full power testing if license 
issued.Constituents have expressed concerns re safety of facility. 

PRICE.D.E. House of Rep. 87/01/09. ZECH.L.W. Commissioners. Ip. 39727:273- 
39727:273. 


J. insurance & indemnity information 

8702130286 Forwards Amend 3 to Indemnity Agreement B-1 03, modifying Article 1, Para- 
graph 9 re storage of byproduct matl fit SNM. 

RUBENSTEIN.L.S. PWR Project Directorate 2. 87/02/09. UTLEY, E.E. Carolina Power 
& Light Co. 5pp. 39644:073-39644:077. 


P. Operating license stage documents & correspondence 

8702090344 Forwards info re status of preoperational test program, including status & 
safety evaluation of sys preoperational testing or equivalent compensatory measures 
& proposed license conditions. 

WATSON, R.A. Carolina Power & Light Co. 86/12/19. GRACE, J.N. Region 2, Office of 
Director. 7pp. 39559:052-39559:058. 

8702030077 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/16. UTLEY, E.E. Carolina Power & 
Light Co, 3pp. 39482:137-39482:139. 

8702030372 Forwards JN Grace 861022 fit 870112 memos re status of facility comple- 
tion & Region II recommendation of full power license, respectively, per request. 
BUCKLEY.B.C. PWR Project Directorate 2. 87/01/30. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 39486:112-39486:117. 

“8702030381 Recommends issuance of full power license, per Commission 870108 
decision. Util has completed low power testing program. No safety issues identified on 
insp effort per 2.206 submittal. 

GRACE, J.N. Region 2, Office of Director. 87/01/12. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851 125). Ip. 39486:1 14-39486:114. 

“8702030383 Informs that const & preoperational testing of facility completed per 
FSAR, other docketed commitments & regulatory requirements.lssuance of low power 
license recommended. 

GRACE, J.N. Region 2, Office of Director. 86/10/22. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 39486:1 15-39486:1 17. 


87020401 74 TECHNICAL SPECIFICATIONS FOR SHEARON HARRIS NUCLEAR 
POWER PLANT UNIT NO. 1. Docket No. 50-400.(Carolina Power & Light Company) 
* Division of Pressurized Water Reactor Licensing - A (post 851125). NUREG-1240. 
87/01/31. 400pp. 39508:110-39509:222. 

8702110159 Requests return of fees remitted for payment of first & second quarter In- 
voices F0371 & F0385, respectively, until final ruling made on 870116 request for ex- 
emption from 10CFR171 annual fees. 

CUTTER.A.B. Carolina Power & Light Co. 87/02/02. HOLLOWAY, CJ. License Fee 
Management Branch (Post 861123). 2pp. 39579:322-39579:323. 

8702120521 Forwards NRR monthly status rept, including info available as of 
870131.Rept identifies potential or actual licensing delay for Shoreham .Comanche 
Peak Unit I.Braidwood Unit 1 & Seabrook Unit 1. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
05. STELLO.V. Office of the Executive Director for Operations. 21pp. 68773:241- 
68773:261. 

8702240351 Advises that statement of position re JJ McWeeney complaint filed w/Dept 
of Labor in Case 86-ERA-40 will be provided by 870316.Statement will reflect factual 
& legal positions util would take had adjudicatory hearing been held on complaint. 
CUTTER.A.B. Carolina Power & Light Co. 87/02/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 39718:152-39718:152. 

8702260136 Forwards completed nuclear fuel cycle industry future activity survey, in re- 
sponse to 870102 request 

ZIMMERMAN, S.R. Carolina Power & Light Co. 87/02/20. Document Control Branch 
(Document Control Desk). 2pp. 39753:190-39753:191. 

8702260100 Forwards changes to FSAR description of Rev 0 to Procedure 9104-S-20, 
“Auxiliary Feedwater Turbine Driven & Motor Driven Pump Endurance Test," per 
1 0CFR50.59. 

WATSON, R.A. Carolina Power & Light Co. 87/02/23. Document Control Branch (Doc- 
ument Control Desk). 2pp. 39740:023-39740:024. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus,” W/o svc list. 

DEYOUNG,R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702090427 Responds to NRC 861117 Itr re violations noted in Insp Rept 50-400/86- 
80-01 .Corrective actions:Westinghou$e Main Control Board Drawings 1364-2217,2317 
& 2280 revised to reflect as-built condition as shown on site generated drawings. 
WATSON, R.A. Carolina Power & Light Co. 86/12/16. GRACE, J.N. Region 2, Office of 
Director. 2pp. 39559:032-39559:033. 

8702120169 Forwards Insp Rept 50-400/86-91 on 8611 20-1 220.No violation or devi- 
ation noted. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/13. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 39630:281-39630:282. 

-8702120188 Insp Rept 50-400/86-91 on 8611 20-1 220.No violation or deviation 
noted.Major areas inspected:s?atus of TMI action items, license© action on previous 
enforcement matters, unresolved items & Tech Specs verification. 

MAXWELL, G.F., BURRIS, S.P., FREDRICKSON, P.E Region 2, Office of Director. 87/ 
01/13. 6pp. 39630:283-39630:288. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020531 Ack receipt of 861115 & 1210 Itrs informing NRC of steps taken to correct 
violations noted in Insp Rept 50-400/86-68. 

REYES, L.A. Region 2, Office of Director. 87/01/20. UTLEY, E.E. Carolina Power & 
Light Co. Ip. 39464:082-39464:082. 

3702020529 Ack receipt of 861216 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-400/86-80. 

REYES, L.A. Region 2, Office of Director. 87/01/21. UTLEY, E.E. Carolina Power fit 
Light Co. Ip. 39464:083-39464:083. 

8702030155 Forwards partially withheld Insp Rept 50-400/86-95 on 861230-31 (ref 
10CFR2. 790(d) & 73.21). Violation under review & no notice of violation issued. Results 
of review will be forwarded separately. 

REYES, L.A. Region 2, Office of Director. 87/01/21. UTLEY, E.E. Carolina Power fit 
Light Co. 2pp. 39474:213-39474:215. 

-8702030172 Partially withheld Insp Rept 50-400/86-95 on 861230-31 (ref 
10CFR2.790(d) & 73.21 ). Violation noted.uncompensated vital area breach. 
MASNYK.O.M., MCGUIRE, D.R. Region 2, Office of Director. 87/01/15. Ip. 
39474:215-39474:215. 

8702020675 Responds to NRC 861229 Itr re violations noted in Insp Rept 50-400/86- 
76.Corrective actions:notes added to emergency diesel generator operating procedure 
requiring operator to secure generator if test stopped. 

WATSON, R.A. Carolina Power & Light Co. 87/01/23. Record Services Branch (Docu- 
ment Control Desk). 3pp. 39468:248-39468:250. 

8702060410 Forwards anonymous Itr, sent through DOE, re Allegation RH-86-A-0311 con- 
cerning unqualified QC personnel at plant. Review & necessary Insps or investigations 
requested.Safety issue questions should be brought to NRC attention.W/o Itr, 
VERRELLI.D.M. Region 2, Office of Director. 87/01/23. UTLEY, E.E. Carolina Power & 
Light Co. Ip. 39537:012-39537:012. 

8702100176 Ack receipt of 861219 Itr in response to violation noted in Insp Rept 50- 
400/86-66.Response & findings documented in Insp Rept 50-400/86-86 of 861117-21 
insp substantiate that corrective actions complete & separation issue closed. 

GRACE, J.N. Region 2, Office of Director. 87/01/27. UTLEY, E.E. Carolina Power & 
Light Co. 1 p. 39568:1 53-39568:1 53. 
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8702180613 Forwards Exam Rept 50-400/OL-86-04 of exams administered on 861 104- 
OS. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/28. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 39668:042-39668:045. 

-8702180628 Exam Rept 50-400/OL-86-04 on 871 104-06. Exam resu!ts:seven simulator 
exam candidates passed & four of seven candidates passed simulator reexam. 
CASTO.C., MUNRO.J.F. Region 2, Office of Director. 87/01/15. 2pp. 39668:044- 
39668:045. 

8702190119 Confirms 870204 mgt meeting & enforcement conference in Region II ofc 
to discuss facility operations & breach of security barrier as delineated in Rept 50- 
400/86-95, per 870121 telcon. 

GRACE, J.N. Region 2, Office of Director. 87/01/28. UTLEY, E.E. Carolina Power & 
Light Co. Ip. 39680:231-39680:231. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702030372 Forwards JN Grace 861022 & 870112 memos re status of facility comple- 
tion & Region II recommendation of full power license, respectively, per request. 
BUCKLEY, B.C. PWR Project Directorate 2. 87/01/30. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 39486: 1 1 2-39486: 117. 

-8702030381 Recommends issuance of full power license, per Commission 870108 
decision. Util has completed low power testing program.No safety issues identified on 
insp effort per 2.206 submittal. 

GRACE, J.N. Region 2, Office of Director. 87/01/12. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 39486:114-39486:114. 

8702060480 Ack receipt of 870119 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-400/86-87-01. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/30. UTLEY, E.E. Carolina Power & 
Light Co. 1 p. 39536:207-39536:207. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702090410 Ack receipt of 8701 14 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-400/86-90. 

REYES, L.A. Region 2, Office of Director. 87/02/03. UTLEY, E.E. Carolina Power & 
Light Co. Ip. 39558:006-39558:007. 

8702180339 Forwards Insp Rept 50-400/86-96 on 861230-870106 & notice of violation. 
REYES, L.A, Region 2, Office of Director. 87/02/03. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 39666:142-39666:152. 

-8702180348 Notice of violation from insp on 861230-870106. 

REYES, L. A. Region 2, Office of Director. 87/02/03. Ip. 39666:145-39666:145. 

-8702180362 Insp Rept 50-400/86-96 on 861 230-8701 OS.Violation noted: inadequate 
test & surveillance procedures for determination of RCS leakage. 

BURNETT.P.T., JAPE.F. Region 2, Office of Director. 87/01/29. 7pp. 39666:146- 
39666:152. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators," Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100431 Responds to 870108 Itr re violation noted in Insp Rept 50-400/86-01 .Cor- 
rective actions.-formalized testing of SM & UVX relay functions & self-test circuitry of 
load sequencer completed by listed periodic & operating surveillance tests. 
WATSON.R.A. Carolina Power & Light Co. 87/02/06. Document Control Branch (Doc- 
ument Control Desk). 4pp. 39573:064-39573:067. 

8702180746 Forwards Insp Rept 50-400/87-03 on 87011 3-1 4.No violation or deviation 
noted. 

VERRELLI.D.M. Region 2, Office of Director. 87/02/09. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 39676:350-39676:358. 

—8702180748 Insp Rept 50-400/87-03 on 87011 3-1 4.No violation or deviation 
noted.Major areas inspected:preoperational insp of radioactive liquid & gaseous efflu- 
ent treatment sys & radiological effluent monitoring sys. 

STODDART.P.G., KAHLE.J.B. Region 2, Office of Director. 87/02/05. 7pp. 
39676:352-39676:358. 

8702180398 Ack receipt of 870119 response to violation noted in Insp Rept 50-400/86- 

REYES.L.A. Region 2, Office of Director. 87/02/10. UTLEY.E.E. Carolina Power & 
Ught Co. Ip. 39662:220-39662:220. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/ Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702200072 Forwards Insp Rept 50-400/87-01 on 861 203-8701 23.No violations or devi- 
ations noted. 

REYES, L.A. Region 2, Office of Director. 87/02/13. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 39694:159-39694:190. 

-8702200086 Insp Rept 50-400/87-01 on 861 203-8701 23.No violations or deviations 
noted.Major areas inspected:concern$ identified by former employee in intervenor 
861017 2.206 petition. 

LENAHAN.J.J., HARRIS, J.R., WRIGHT, R.W. Region 2, Office of Director. 87/02/12. 
30pp. 39694:161-39694:190. 

8702200144 Forwards response to Insp Rept 50-400/86-92 on 870114. Enel withheld 
(ref 10CFR73.21). 

WATSON.R.A. Carolina Power & Light Co. 87/02/13. Document Control Branch (Doc- 
ument Control Desk). Ip. 39696:001-39696:001. 

8702240448 Forwards partially withheld Insp Rept 50-400/87-07 on 8701 27-28. Violation 
under consideration for escalated enforcement action. 

GRACE, J.N. Region 2, Office of Director. 87/02/13. UTLEY.E.E. Carolina Power & 
Ught Co. 2pp. 39722:311-39722:313. 

-8702240460 Partially withheld Insp Rept 50-400/87-07 on 870127-28 (ref 10CFR2.790 
& 73.21 ).Violation noted:failure to provide adequate vital area barrier. 

MASNYK.O.M., MCGUIRE.D.R. Region 2, Office of Director. 87/02/11. Ip. 
39722:313-39722:313. 


R. Periodic operating reports & related correspondence 


8702190020 Monthly operating rept for Jan 1987.W/870213 Itr. 

WESTMORELAND, J., WATSON.R.A. Carolina Power & Ught Co. 87/01/31. 5pp. 
39680:080-39680:084. 


S. Reportable occurrences, LERs & related correspondence 


8702090057 LER 87-002-0Q:on 8701 02, discovered that testing of reactor protection sys 
logic, reactor trip breaker & bypass breaker not staggered properly per Tech Spec 
Table 4.3-1 .Caused by personnel error.Tests staggered.W/870202 Itr. 

HUDSON, O.N., WATSON, R.A. Carolina Power & Light Co. 87/02/02. 4pp. 39549:150- 
39549:153. 

8702100367 Part 21 rept re incorrect operation of HFA auxiliary relays, per 861114 GE 
Svc Advice Ltr 188.1. Relays installed in standby diesel generator sys af plantSvc Itr 
forwarded to util. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 87/02/04. Office of Inspection & Enforce- 
ment, Director (Post 820201). Ip. 39572:023-39572:023. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.List of 
attendees, events discussed.summary of events for input into performance indicator 
program & viewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 

8702180202 LER 87-001 -00:on 8701 11, alarm received indicating that Data B inputs 
failed on rod withdrawn from core.Caused by mfg deficiency leading to unreliable rod 
position info.Reactor trip breakers opened.W/870206 Itr. 

HUDSON, O.N., WATSON, R.A. Carolina Power & Light Co. 87/02/06. 4pp. 39666:079- 
39666:082. 


8702170178 Special repfcon 8701 26, waste processing bldg vent stack 5 wide range 
monitor RM-1 MV-3546-1 experienced loss of sample flow control alarm. Caused by 
equipment failure.Connection & fittings tightened & sample pump & solenoid valve in- 
stalled. 

WATSON.R.A. Carolina Power & Light Co. 87/02/09. Document Control Branch (Doc- 
ument Control Desk). 3pp. 39648:204-39648:206. 

8702180466 LER 87-003-00:on 8701 13, cooldown initiated due to inoperable motor- 
driven 1 A-SA auxiliary feedwater pump.Caused by assembly error during initial installa- 
tion of pump.Flow test frequency changed & pump repaired. W/87021 2 Itr. 

HUDSON, O.N., WATSON.R.A. Carolina Power & Ught Co. 87/02/12. 7pp. 39664:287- 
39664:293. 

8702250466 Part 21 rept listing plants furnished w/penetration assemblies & noting 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J.C. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 

8702250513 LER 87-004-00:on 8701 21, reactor tripped while power level reduced due to 
intermediate-range channel N-36 remaining in trip condition.Caused by reset value set 
too low.Setpoints adjusted to values based on data collected. W/870220 Itr. 
SCHWABENBAUER, WATSON.R.A. Carolina Power & Ught Co. 87/02/20. 4pp. 
39728:219-39728:222. 
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8702260201 LER 87-005-00:on 8701 22, reactor tripped due to lo-lo level in steam gener- 
ator A.Caused by trip of condensate pump A & inability to restore feedwater 
flow.Control valve repaired. Cause of pump failure will be determined.W/870223 Itr. 
HUDSON, O.N., WATSON, R.A. Carolina Power & Light Co. 87/02/23. 6pp. 39754:153- 
39754:158. 


V. Operator Examinations 

8702180268 Ack receipt of acceptance to speak at 860227 dinner meeting to honor 
members of util who recently passed NRC operator licensing exams. 

MCDUFFIE, M.A. Carolina Power & Light Co. 86/01 /30. GRACE.J.N. Region 2, Office 
of Director. Ip. 39666:107-39666:107. 

8702180613 Forwards Exam Rept 50-400/OL-86-04 of exams administered on 861104- 
06. 

VERRELLI.D.M. Region 2, Office of Director. 87/01 /28. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 39668:042-39668:045. 

-8702180628 Exam Rept 50-400/OL-86-04 on 871104-06.Exam results:seven simulator 
exam candidates passed & four of seven candidates passed simulator reexam. 
CASTO.C., MUNRO.J.F. Region 2, Office of Director. 87/01/15. 2pp. 39668:044- 
39668:045. 


DOCKET 50-401 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 2 


A. Appilcation/construction stage documents & correspondence 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 

-8204290026 Forwards list of documents re Diablo Canyon design verification program 
which will be placed in Shearon Harris LPDR. 

MIRAGLIA.F.J. Licensing Branch 3. 82/04/16. ROTHSCHILD.M. Office of the Execu- 
tive Legal Director (Pre §60701). 2pp. 39782:036-39782:037. 


DOCKET 50-402 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 3 


A. Application/construction stage documents & correspondence 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 

-8204290026 Forwards list of documents re Diablo Canyon design verification program 
which will be placed in Shearon Harris LPDR. 

MIRAGLIA.F.J. Licensing Branch 3. 82/04/16. ROTHSCHILD.M. Office of the Execu- 
tive Legal Director (Pre §60701). 2pp. 39782:036-39782:037. 


DOCKET 50-403 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 4 


A. Application/construction stage documents & correspondence 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN.P. Office of the Secretary of 
the Commission. 1 p. 39781 :1 21 -39781 :1 30. 

-8204290026 Forwards list of documents re Diablo Canyon design verification program 
which will be placed in Shearon Harris LPDR. 

MIRAGLIA.F.J. Licensing Branch 3. 82/04/16. ROTHSCHILD.M. Office of the Execu- 
tive Legal Director (Pre §60701). 2pp. 39782:036-39782:037. 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 


F. Security, medical, emergency & fire protection plans 

8702190269 Responds to NRC 861231 Itr re weaknesses noted in Insp Rept 50-409/ 
86-11. Corrective actions:870127 meeting w/States of Wl & MN scheduled to discuss 
inadequate scope & content of info provided in communications. 

TAYLOR, J.W. Dairyland Power Cooperative. 87/01/20. SHAFER, W.D. Region 3, 
Office of Director. 4pp. 39683:304-39683:307. 

8702020658 Responds to 870106 mgt meeting re emergency response concerns. Long- 
standing concerns identified during meeting & in insp repts encI.Review of corrective 
actions planned for Feb 1987. 

HIND.J.A. Region 3, Office of Director. 87/01/21. TAYLOR, J.W. Dairyland Power Co- 
operative. 9pp. 39468:218-39468:226. 

8702090352 Forwards proprietary response to NRC 861216 Itr re violations noted in 
Insp Rept 50-409/86-1 4.Response withheld (ref 10CFR73.21). 

TAYLOR, J.W. Dairyland Power Cooperative. 87/01/26. AXELSON.W.L. Region 3, 
Office of Director. Ip. 39549:293-39549:293. 

8702250406 Requests addl info re 861006 changes to security plan. Response request- 
ed within 45 days of Itr date. 

AULUCK.R. BWR Project Directorate 1. 87/02/17. TAYLOR, J.W. Dairyland Power Co- 
operative. 3pp. 39743:233-39743:235. 


P. Operating license stage documents & correspondence 

8702130393 Advises of util commitment for surveillance of ASEA-ATOM (AA) design 
control rods used at plant in lieu of 870317 commitment to submit request for surveil- 
lance Tech Spec applicable to ASEA-ATOM control rods. 

TAYLOR, J.W. Dairyland Power Cooperative. 87/02/05. Document Control Branch 
(Document Control Desk). 2pp. 39644:168-39644:169. 


O. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.*' Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702190269 Responds to NRC 861231 Itr re weaknesses noted in Insp Rept 50-409/ 
86-1 1 .Corrective actions:8701 27 meeting w/States of Wl & MN scheduled to discuss 
inadequate scope & content of info provided in communications. 

TAYLOR, J.W. Dairyland Power Cooperative. 87/01/20. SHAFER, W.D. Region 3, 
Office of Director. 4pp. 39683:304-39683:307. 

8702020658 Responds to 870106 mgt meeting re emergency response concerns.Long- 
standing concerns identified during meeting & in insp repts encI.Review of corrective 
actions planned for Feb 1 987. 

HIND.J.A. Region 3, Office of Director. 87/01/21. TAYLOR, J.W. Dairyland Power Co- 
operative, 9pp. 39468:218-39468:226. 

8702020142 Forwards Safety Insp Rept 50-409/86-18 on 861217 & 30 & notice of vio- 
lation. 

HARRISON, J.J. Region 3, Office of Director. 87/01/22. TAYLOR, J.W. Dairyland 
Power Cooperative. 2pp. 39464:126-39464:133. 

-8702020146 Notice of violation from insp on 861217 & 30. 

HARRISON, J.J. Region 3. Office of Director. 87/01/22. Ip. 39464:128-39464:128. 

“8702020154 Insp Rept 50-409/86-18 on 861217 & 30. Violation noted: failure of engi- 
neering to review support design changes. 

YIN.l.T., DANIELSON, D.H. Region 3, Office of Director. 87/01/21. 5pp. 39464:129- 
39464:133. 

8702090352 Forwards proprietary response to NRC 861216 Itr re violations noted in 
Insp Rept 50-409/86-1 4.Response withheld (ref 10CFR73.21). 

TAYLOR, J.W. Dairyland Power Cooperative. 87/01/26. AXELSON.W.L Region 3, 
Office of Director. 1 p. 39549:293-39549:293. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702130393 Advises of util commitment for surveillance of ASEA-ATOM (AA) design 
control rods used at plant in lieu of 870317 commitment to submit request for surveil- 
lance Tech Spec applicable to ASEA-ATOM control rods. 

TAYLOR, J.W. Dairyland Power Cooperative. 87/02/05. Document Control Branch 
(Document Control Desk). 2pp. 39644:168-39644:169. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 
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8702180613 Forwards Exam Rapt 5Q-400/OL-86-04 of exams administered on 861104- 
06. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/28. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 39668:042-39668:045. 

~8702180628 Exam Rept 50-400/OL-86-04 on 871104-06.Exam results:seven simulator 
exam candidates passed & four of seven candidates passed simulator reexam. 
CASTO.C., MUNRO.J.F. Region 2, Office of Director. 87/01/15. 2pp. 39668:044- 
39668:045. 

8702190119 Confirms 870204 mgt meeting & enforcement conference in Region II ofc 
to discuss facility operations & breach of security barrier as delineated in Rept 50- 
400/86-95,per 870121 telcon. 

GRACE.J.N. Region 2, Office of Director. 87/01/28. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 39680:231-39680:231. 

8701220055 IE Info Notice 87-006. “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702030372 Forwards JN Grace 861022 & 870112 memos re status of facility comple- 
tion & Region II recommendation of full power license.respectively.per request. 
BUCKLEY, B.C. PWR Project Directorate 2. 87/01/30. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 39486:1 1 2-39486:1 1 7. 

—8702030381 Recommends issuance of full power license, per Commission 870108 
decision.Util has completed low power testing program.No safety issues identified on 
insp effort per 2.206 submittal. 

GRACE.J.N. Region 2. Office of Director. 87/01/12. DENTON, H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). Ip. 39486:114-39486:114. 

8702060480 Ack receipt of 870119 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-400/86-87-01. 

VERRELLI.D.M. Region 2. Office of Director. 87/01/30. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 39536:207-39536:207. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469162- 
39469:258. 

870130007® IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 


8702090410 Ack receipt of 870114 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-400/86-90. 

REYES, L.A. Region 2, Office of Director. 87/02/03. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 39558:006-39558:007. 

8702180339 Forwards Insp Rept 50-400/86-96 on 861230-870106 & notice of violation 
REYES, L.A. Region 2, Office of Director. 87/02/03. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 39666:142-39666:152. 

—8702180348 Notice of violation from insp on 861230-870106. 

REYES, L.A. Region 2, Office of Director. 87/02/03. Ip. 39666:145-39666:145. 

-8702180362 Insp Rept 50-400/86-96 on 861 230-870 106. Violation noted: inadequate 
test & surveillance procedures for determination of RCS leakage. 

BURNETT, P.T., JAPE.F. Region 2, Office of Director. 87/01/29. 7pp. 39666:146- 

CO 


8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York. Inc. 105pp. 39575-032- 
39575:138. 


8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Desian 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 


8702100431 Responds to 870108 Itr re violation noted in Insp Rept 50-400/86-01 Cor 
rective actions:forma!ized testing of SM & UVX relay functions & self-test circuitry o 
load sequencer completed by listed periodic & operating surveillance tests. 

WATSON, R.A. Carolina Power & Light Co. 87/02/06. Document Control Branch (Doc 
ument Control Desk). 4pp. 39573:064-39573:067. v 


8702180746 Forwards Insp Rept 50-400/87-03 on 07G113-14.No violation or deviation 
noted. 

VERRELLI.D.M, Region 2, Office of Director. 87/02/09. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 39676:350-39676:358. 


8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers.GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppi 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702200072 Forwards Insp Rept 50-400/87-01 on 861 203-8701 23.No violations or devi- 
ations noted. 

REYES, L.A. Region 2, Office of Director. 87/02/13. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 39694:159-39694:190. 

-8702200086 Insp Rept 50-400/87-01 on 861 203-8701 23.No violations or deviations 
noted.Major areas inspected:concerns identified by former employee in intervenor 
861017 2.206 petition. 

LENAHAN.J.J., HARRIS, J.R., WRIGHT, R.W. Region 2, Office of Director. 87/02/12. 
30pp. 39694:161-39694:190. 

8702200144 Forwards response to Insp Rept 50-400/86-92 on 870114. End withheld 
(ref 10CFR73.21). 

WATSON, R. A. Carolina Power & Light Co. 87/02/13. Document Control Branch (Doc- 
ument Control Desk). Ip. 39696:001-39696:001. 

8702240448 Forwards partially withheld Insp Rept 50-400/87-07 on 870 127-28. Violation 
under consideration for escalated enforcement action. 

GRACE.J.N. Region 2, Office of Director. 87/02/13. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 39722:311-39722:313. 

“8702240460 Partially withheld Insp Rept 50-400/87-07 on 870127-28 (ref 10CFR2.790 
& 73.21). Violation noted:failure to provide adequate vital area barrier. 

MASNYK.O.M., MCGUIRE, D.R. Region 2, Office of Director. 87/02/11. Ip. 
39722:313-39722:313. 


R. Periodic operating reports & related correspondence 


8702190020 Monthly operating rept for Jan 1987.W/870213 Itr. 

WESTMORELAND, J., WATSON.R.A. Carolina Power & Light Co. 87/01/31. 5pp. 
39680:080-39680:084. 


S. Reportable occurrences, LERs & related correspondence 


8702090057 LER 87-002-00:on 870102,discovered that testing of reactor protection sys 
logic, reactor trip breaker & bypass breaker not staggered properly per Tech Spec 
Table 4.3-1. Caused by personnel error.Tests staggered.W/870202 Itr. 

HUDSON, O.N., WATSON, R.A. Carolina Power & Light Co. 87/02/02. 4pp. 39549:150- 
39549:153. 


8702100367 Part 21 rept re incorrect operation of HFA auxiliary relays, per 861114 GE 
Svc Advice Ltr 188.1. Relays installed in standby diesel generator sys af p!ant.Svc Itr 
forwarded to util. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 87/02/04. Office of Inspection & Enforce- 
ment, Director (Post 820201). Ip. 39572:023-39572:023. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.List of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 


8702180202 LER 87-001-00:on 8701 11, alarm received indicating that Data B inputs 
failed on rod withdrawn from core.Caused by mfg deficiency leading to unreliable rod 

R Dsition info.Reactor trip breakers opened.W/870206 Itr. 

UDSON.O.N., WATSON.R.A. Carolina Power & Light Co. 87/02/06. 4pp. 39666:079- 
39666:082. 


8702170178 Special rept:on 870126,waste processing bldg vent stack 5 wide range 
monitor RM-1MV-3546-1 experienced loss of sample flow control alarm.Caused by 
equipment failure.Connection & fittings tightened & sample pump & solenoid valve in- 
stalled. 

WATSON.R.A. Carolina Power & Light Co. 87/02/09. Document Control Branch (Doc- 
ument Control Desk). 3pp. 39648:204-39648:206. 


-8702180748 Insp Rept 50-400/87-03 on 870113-14.No violation or deviation 
noted.Major areas inspected:preoperational insp of radioactive liquid & gaseous efflu- 
ent treatment sys & radiological effluent monitoring sys. 

STODDART.P.G., KAHLE.J.B. Region 2, Office of Director. 87/02/05 7dd 
39676:352-39676:358. ' 


8702180466 LER 87-003-00:on 8701 13, cooldown initiated due to inoperable motor- 
driven 1A-SA auxiliary feedwater pump.Caused by assembly error during initial installa- 
tion of pump.Flow test frequency changed & pump repaired.W/870212 Itr. 

HUDSON, O.N., WATSON, R.A. Carolina Power & Light Co. 87/02/12. 7pp. 39664:287- 


8702180398 Ack receipt of 870119 response to violation noted in Insp Rept 50-400/86- 

REYES.L.A. Region 2, Office of Director. 87/02/10. UTLEY.E.E. Carolina Power & 
Ught Co. Ip. 39662:220-39662:220. 


8702250466 Part 21 rept listing plants furnished w/penetration assemblies & noting 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J.C. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 


8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

of E , agency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702-134- 
39702:227. 


8702250513 LER 87-004-00:on 8701 21 .reactor tripped while power level reduced due to 
intermediate-range channel N-36 remaining in trip condition.Caused by reset value set 
too low.Setpoints adjusted to values based on data collected.W/870220 Itr. 
SCHWABENBAUER, WATSON.R.A. Carolina Power & Light Co. 87/02/20. 4pp. 
39728:219-39728:222. 



DOCKETED ITEMS 177 


8702260201 LER 87-005-00:on 8701 22, reactor tripped due to lo-lo level in steam gener- 
ator A.Caused by trip of condensate pump A A inability to restore feedwater 
flow.Control valve repaired. Cause of pump failure will be determined. W/8 70223 Itr. 
HUDSON.O.N., WATSON, R.A. Carolina Power & Light Co. 87/02/23. 6pp. 39754:153- 
39754:158. 


V. Operator Examinations 

8702180268 Ack receipt of acceptance to speak at 860227 dinner meeting to honor 
members of util who recently passed NRC operator licensing exams. 

MCDUFFIE, M.A. Carolina Power A Light Co. 86/01 /30. GRACE, J.N. Region 2, Office 
of Director. Ip. 39666:107-39666:107. 

8702180613 Forwards Exam Rept 50-400/OL-86-04 of exams administered on 861104- 
06. 

VERRELU.D.M. Region 2, Office of Director. 87/01 /28. UTLEY, E.E. Carolina Power A 
Light Co. 2pp. 39668:042-39668:045. 

-8702180628 Exam Rept 50-400/ OL-86-04 on 871104-06.Exam results:seven simulator 
exam candidates passed A four of seven candidates passed simulator reexam. 
CASTO.C., MUNRO.J.F. Region 2, Office of Director. 87/01/15. 2pp. 39668:044- 
39668:045. 


DOCKET 50-401 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 

-8204290026 Forwards list of documents re Diablo Canyon design verification program 
which will be placed in Shearon Harris LPDR. 

MIRAGLIA.F.J. Licensing Branch 3. 82/04/16. ROTHSCHILD, M. Office of the Execu- 
tive Legal Director (Pre 860701). 2pp. 39782:036-39782:037. 


DOCKET 50-402 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 3 


A. Application/construction stage documents & correspondence 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 

-8204290026 Forwards list of documents re Diablo Canyon design verification program 
which will be placed in Shearon Harris LPDR. 

MIRAGLIA.F.J. Licensing Branch 3. 82/04/16. ROTHSCHILD, M. Office of the Execu- 
tive Legal Director (Pre 860701). 2pp. 39782:036-39782:037. 


DOCKET 50-403 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 4 


A. Application/construction stage documents & correspondence 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 

-8204290026 Forwards list of documents re Diablo Canyon design verification program 
which will be placed in Shearon Harris LPDR. 

MIRAGLIA.F.J. Licensing Branch 3. 82/04/16. ROTHSCHILD, M. Office of the Execu- 
tive Legal Director (Pre 860701). 2pp. 39782:036-39782:037. 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 


F. Security, medical, emergency & fire protection plans 

8702190269 Responds to NRC 861231 Itr re weaknesses noted in Insp Rept 50-409/ 
86-1 1 .Corrective actions:870127 meeting w/States of Wl & MN scheduled to discuss 
inadequate scope & content of info provided in communications. 

TAYLOR, J.W. Dairyland Power Cooperative. 87/01/20. SHAFER, W.D. Region 3, 
Office of Director. 4pp. 39683:304-39683:307. 

8702020658 Responds to 870106 mgt meeting re emergency response concerns. Long- 
standing concerns identified during meeting & in insp repts end. Review of corrective 
actions planned for Feb 1987. 

HIND.J.A. Region 3, Office of Director. 87/01/21. TAYLOR, J.W. Dairyland Power Co- 
operative. 9pp. 39468:218-39468:226. 

8702090352 Forwards proprietary response to NRC 861216 Itr re violations noted in 
Insp Rept 50-409/86-1 4,Response withheld (ref 10CFR73.21). 

TAYLOR, J.W. Dairyland Power Cooperative. 87/01/26. AXELSON.W.L. Region 3, 
Office of Director. Ip. 39549:293-39549:293. 

8702250406 Requests addl info re 861006 changes to security plan. Response request- 
ed within 45 days of Itr date. 

AULUCK.R. BWR Project Directorate 1. 87/02/17. TAYLOR, J.W. Dairyland Power Co- 
operative. 3pp. 39743:233-39743:235. 


P. Operating license stage documents & correspondence 

8702130393 Advises of util commitment for surveillance of ASEA-ATOM (AA) design 
control rods used at plant in lieu of 870317 commitment to submit request for surveil- 
lance Tech Spec applicable to ASEA-ATOM control rods. 

TAYLOR, J.W. Dairyland Power Cooperative. 87/02/05. Document Control Branch 
(Document Control Desk). 2pp. 39644:168-39644:169. 


Q. inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g encv Escape Self-Contained Breathing Apparatus." W/o svc list. 

EYOUNG.R.C. Office of Inspection A Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. flOpp. 39446:138- 
39446:248. 


8702190269 Responds to NRC 861231 Itr re weaknesses noted in Insp Rept 50-409/ 
86-1 1 .Corrective actions:870127 meeting w/States of Wl & MN scheduled to discuss 
inadequate scope & content of info provided in communications. 

TAYLOR, J.W. Dairyland Power Cooperative. 87/01/20. SHAFER, W.D. Region 3, 
Office of Director. 4pp. 39683:304-39683:307. 

8702020658 Responds to 870106 mgt meeting re emergency response concems.Long- 
standing concerns identified during meeting A in insp repts encI.Review of corrective 
actions planned for Feb 1 987. 

HIND, J A Region 3, Office of Director. 87/01/21. TAYLOR, J.W. Dairyland Power Co- 
operative. 9pp. 39468:218-39468:226. 

8702020142 Forwards Safety Insp Rept 50-409/86-18 on 861217 & 30 & notice of vio- 
lation. 

HARRISON, J.J. Region 3, Office of Director. 87/01/22. TAYLOR, J.W. Dairyland 
Power Cooperative. 2pp. 39464:126-39464:133. 

-8702020146 Notice of violation from insp on 861217 & 30. 

HARRISON, J.J. Region 3, Office of Director. 87/01/22. Ip. 39464:128-39464:128. 

-8702020154 Insp Rept 50-409/86-18 on 861217 A 30. Violation noted: failure of engi- 
neering to review support design changes. 

YIN.l.T., DANIELSON, D.H. Region 3, Office of Director. 87/01/21. 5pp. 39464:129- 
39464:133. 


8702090352 Forwards proprietary response to NRC 861216 Itr re violations noted in 
Insp Rept 50-409/86-1 4.Response withheld (ref 10CFR73.21). 

TAYLOR, J.W. Dairyland Power Cooperative. 87/01/26. AXELSON.W.L Region 3, 
Office of Director. 1 p. 39549:293-39549:293. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness A Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness A Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 


8702130393 Advises of util commitment for surveillance of ASEA-ATOM (AA) design 
control rods used at plant in lieu of 870317 commitment to submit request for surveil- 
lance Tech Spec applicable to ASEA-ATOM control rods. 

TAYLOR, J.W. Dairyland Power Cooperative. 87/02/05. Document Control Branch 
(Document Control Desk). 2pp. 39644:168-39644:169. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers.GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater line Break.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 
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R. Periodic operating reports & related correspondence 

8702190470 “La Crosse BWR Annual Rept,1986." W/870127 Itr. 

TAYLOR, J.W. Dairyland Power Cooperative. 86/12/31. 12pp. 39686:230-39686:241. 


S. Reportable occurrences, LERs & related correspondence 

8702050302 Discusses plant & Genoa-3 stacks performance during straight wind 
event.Genoa-3 chimney not threat to plant containment bldg during high windspeed 
event & plant chimney column capable of withstanding windspeed of 161 mph. 
TAYLOR, J.W. Dairyland Power Cooperative. 87/01/14. ZWOLINSKI.J. BWR Project 
Directorate 1. 18pp. 39523:319-39523:336. 

8702030194 LER 86-036-01 :on 861 209, reactor scrammed from 97% power. Caused by 
failure of scram solenoids on control rod 18.Scram solenoids replaced & will be added 
to CRD mechanism preventive maint program. W/8701 23 Itr. 

GOODMAN, L.S., TAYLOR, J.W. Dairyland Power Cooperative. 87/01/23. 3pp. 

39478:024-39478:026. 

8702040107 LER 87-001-00:on 870107,reactor scrammed when turbine stop valve par- 
tially closed. Possibly caused when turbine reset during simulated overspeed test or oil 
pressure at stop valve temporarily decreasing.Valve closed.W/870123 Itr. 

GOODMAN, L.S., TAYLOR, J.W. Dairyland Power Cooperative. 87/01/23. 4pp. 

39495:273-39495:276. 


8702050522 Certifies completion, review & approval of preoperational test of offgas sys 
re util 860502 & 0703 requests for schedular exemptions to defer operability of sys 
until MS!Vs cpcnc-c following plant startup, per 861031 commitment. 

P/ANGAN.C.V. Niagara MchawK Power Corp. 87/01/30. Document Control Branch 
(Document Control Desk). 3pp. 39522:101-39522:103. 

8702050518 Certifies completion, review & approval of preoperational test of DBA hydro- 
gen recombine:' sys rs ut:l BSCS : 3 5. 0703 requests for schedular exemptions to defer 
operability of sys until initial criticality, per 861031 commitment. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/01/31. Document Control Branch 
(Document Control Desk). 3pp. 39522:104-39522:106. 

8702090003 Submits changes to 870127 MSIV prototype test spec, per 870130 discus- 
sion ■-i/f'IF-IC.ReviseG spec L-. test results will be submitted by 870515. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/02/03. Document Control Branch 
(Document Control Desk). 3pp. 39550:123-39550:125. 

8702190506 Application to amend License NPF-54, revising Tech Spec Table 3.6.3-1, 
“Primary Containment Isolation Valves,” to clarify Type C testing of valves. 
MANGAN.C.V. Niagara Mohawk Power Corp. 87/02/03. Document Control Branch 
(Document Control Desk). 3pp. 39685:274-39685:277. 

-8702190513 Proposed Tech Spec Table 3.6.3-1, “Primary Containment Isolation 
Valves.” 

* Niagara Mohawk Power Corp. 87/02/03. Ip. 39685:277-39685:277. 
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E. NRC Safety Evaluation Report (SER), ©uppls & correspondence 

8702020144 Responds to NRC 861222 request for explanation of how redundant safety 
sys verified as operable before taking sister safety sys out of svc.per util 861126 re- 
quest that NRC revise Pace 15-2 of SSER 5. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/01/23. Document Control Branch 
(Document Control Desk). 3pp. 39451:348-39451:350. 


F. Security, medical, emergency & fir® protection plans 

8702180671 Rev 5 to Emergency Action Procedure EAP-3, “Emergency Personnel 
Action Procedures.” W/870213 Itr. 

VOLZA.P., BERATTA.J., MANGAN.C.V. Niagara Mohawk Power Corp. 87/02/13. 
72pp. 39667:176-39667:247. 


P. Operating license stage documents & correspondence 


8702O90329 Responds to NRC 870128 request for addl info re max credible fault test of 
J-10 relay.Test procedure & summary of results addressing NRC questions end. 
MANGAN.C.V. Niagara Mohawk Power Corp. 87/02/04. Document Control Branch 
(Document Control Desk). 4pp. 39558:078-39558:088. 

-8702100006 “Max Credible Fault Testing for Gould J10 Relay.” 

JULKA.A.K., BUNYAN.J.R. Niagara Mohawk Power Corp. 87/02/02. 7pp. 39558:082- 
39558:088. 


8702110182 Forwards results of asphalt based vol reduction & solidification sys preo- 
perational test, per 861205 & 870119 commitments.Sys will be declared operational in 
30 days.NUS Process Svc Corp will solidify wastes on interim basis. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/02/06. Document Control Branch 
(Document Control Desk). 403pp. 39581:119-39582:213. 

8702120092 Clarifies 861020 Itr re MSIV leakage data.Table 4-3 through- the-seat leak- 
age values used to confirm between-the-seat (BTS) data on gross bases.BTS test re- 
sults conservatively factor of two greater than obtained through-the-seats. 
MANGAN.C.V. Niagara Mohawk Power Corp. 87/02/06. Document Control Branch 
(Document Control Desk). 2pp. 39591:265-39591:266. 


8612040106 Forwards proprietary NEDC-31336, “GE Instrument Setpoint Methodology," 
per LRG Instrument Setpoint Methodology Group 840629 Itr.Rept applicable to listed 
plants & withheld (ref 10CFR2.790). 

VtLLA.R. General Electric Co. 86/11/19. BERKOW.H.N. Standardization & Special 
Project Directorate. 5pp. 38826:1 57-38826:161 . 

870127O478 Final response to FOIA request. App F documents re Marviken il project 
end & available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/01/20. MORROW, D.C. Fried, 
Frank, Harris, Shriver & Jacobson. 19pp. 39540:001-39543:062. 

—8702040209 Summary of 801008 meeting w/Mark il Owners to discuss long term pro- 
gram chugging load spec. Load reduction due to either spatial averaging or desynch- 
ronization- justified w/adequate documentation of methodology. 

ANDERSON.C.J. Generic Issues Branch. 80/10/28. KNIEL.K. Generic Issues Branch. 
14pp. 39543:240-39543:253. 

8702020179 Forwards response to 870120 request for addl info on MSIV hydraulic actu- 
ator & acceptability of actuator hydraulic fluid when used w/ revised actuator 
design.Revised actuator operations manual will be provided to util by 870215. 
MANGAN.C.V. Niagara Mohawk Power Corp. 87/01/27. Document Control Branch 
(Document Control Desk). 10pp. 39452:022-39452:031. 

8702020186 Clarifies commitment re operation of MSIVs per Tech Specs through first 
refueling outage.Balls & seats of valves in substantially better condition than test ball 
& seats described in util 870114 Itr. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/01/27. Document Control Branch 
(Document Control Desk). 2pp. 39455:235-39455:236. 

8702030239 Forwards Rev C to "MSIV Phase I Test Spec Nine Mile Point Unit 2," for 
MSIV testing scheduled for 870202 at Crosby facilities.Comments requested prior to 
test date. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/01/27. Document Control Branch 
(Document Control Desk). 2pp. 39474:134-39474:183. 

-8702030245 Rev C to Spec JJB86-90, “MSIV Phase I Test Spec Nine Mile Point Unit 

BOSEMAN.J.J., EHSAN.H. Niagara Mohawk Power Corp. 87/01/27. 48pp. 39474:1 SB- 

On/"* DO 1 ’ 


8702040692 Notifies that hydrogen recombiner sys will be tested by metered makeup 
testing to comply w/NUREG-0737,TMi Action Item III.D.1.1 & FSAR Page 1. IQ- 
125, Item 2.Sys valved in during Type A testing of primary containment. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/01/29. Document Control Branch 
(Document Control Desk), ip. 39503:073-39503:073. 


8702050396 Provides certification of completion of turbine electrical hydraulic sys & 
summarizes description of actions taken to assure regulations met re operability of 
sys, per 861031 Itr. Affidavit end. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/01/30. Document Control Branch 
(Document Control Desk). 3pp. 39521:186-39521:188. 

8702050420 Requests withdrawal of 861209 proposed change to Tech Spec 
46.6.1. b.1 .Per NRC 870113 telcon w/M Haughey, proposed change not necessary for 
safe operatjon. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/01/30. Document Control Branch 
(Document Control Desk). 2pp. 39521:189-39521:190. 


8702190355 Requests expedited review of WasteChem topical rept & suppl re asphalt 
based radwaste solidification sys.Current NRC schedule for completion of review re- 
quested to allow planning for implementation of sys. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/02/13. Document Control Branch 
(Document Control Desk). 3pp. 39686:123-39686:125. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8612110007 Forwards Safety Insp Rept 50-410/86-60 on 861031-1 105.No violations 
noted. 

EBNETER.S.D. Region 1, Office of Director. 86/12/04. MANGAN.C.V. Niagara 
Mohawk Power Corp. 2pp. 39024:271-39024:277. 

—8612110009 Insp Rept 50-410/86-60 on 861031-1105.No violations noted. Major 
areas inspected:initiai fuel load activities, QA/QC interfaces, independent verifications & 
calculations & plant tours & meetings. 

EVANS, M., FLOREK.D. Region 1, Office of Director. 86/11/26. 5pp. 39024:273- 
39024:277. 


8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response {Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. flOpp. 39446:138- 
39446:248. 


8702040043 Responds to NRC 861223 Itr re violations noted in insp of License NPF- 
54. Corrective actions:vice president of QA replaced by J Perry, QA dept reorganized & 
QA program implemented allowing employees to present concerns/problems. 
DONLON.W.J. Niagara Mohawk Power Corp. 87/01/21. MURLEY.T.E. Region 1, 
Office of Director. 6pp. 39498:268-39498:272. 


8702020193 Revises response to Insp Rept 50-41 0/86-33,per agreement. Results of 
Rev 0 to Preliminary Test MD.0100.A03 reviewed & approved by joint test group on 


MANGAN.C.V. Niagara Mohawk Power Corp. 87/01/22. 
(Document Control Desk). 2pp. 39452:032-39452:033. 


Document Control Branch 


8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting Prom Loss of Siphon." Svc list end. 

S D i N ’«; L M?li sio [l of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

of Agency Preparedness & Engineering Response (Post 
830]03). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 
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8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702190262 Discusses Safety Insp Rept 50-410/86-56 on 861001-1116 & forwards 
notice of violation.Violations demonstrate need for addl training & improved oversight 
of operations to assure that plant operated in accordance w/Tech Specs. 

KANE.W.F. Region 1, Office of Director. 87/02/04. MANGAN.C.V. Niagara Mohawk 
Power Corp. 3pp. 39686:339-39686:343. 

-8702190274 Notice of violation from insp on 861 001 -11 16. Violations noted:source 
range monitor downscale rod block channels inoperable during refueling mode & not 
placed in tripped condition & failure to notify NRC of unplanned actuation. 

* Region 1, Office of Director. 87/02/04. 2pp. 39686:342-39686:343. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190145 Forwards Insp Repts 50-220/86-26 & 50-410/86-65 on 861117-870104 & 
notice of violation.Activities re maint of reactor bldg integrity & corrective action for 
unplannned scram while shut down violated NRC requirements. 

GALLO, R.M. Region 1, Office of Director. 87/02/11. MANGAN.C.V. Niagara Mohawk 
Power Corp. 2pp. 39684:062-39684:079. 

“8702190164 Notice of violation from insp on 861117-870104. 

* Region 1, Office of Director. 87/02/11. Ip. 39684:064-39684:064. 

“8702190175 Insp Repts 50-220/86-26 & 50-410/86-65 on 861117-870104. Violations 
noted:ineffective corrective action for scram discharge vol high level trip & momentary 
breach of reactor bldg integrity while in power operating mode. 

LINVILLE.J.C. Region 1, Office of Director. 87/02/06. 15pp. 39684:065-39684:079. 

8702110131 IE Info Notice OT 01 1 , "Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list enci. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702250136 Forwards Radiological Controls Insp Repts 50-220/87-02 & 50-410/87-04 
on 87011 2-1 6.No violations noted.Weaknesses in ALARA program & in control of 
portal monitors identified. 

MARTIN, T.T. Region 1, Office of Director. 87/02/17. MANGAN.C.V. Niagara Mohawk 
Power Corp. 2pp. 397'>C.334-39729:345. 

-8702250145 Safety Insp Repts 50-220/87-02 & 50-410/87-04 on 870112-16. No viola- 
tions or deviations noted.Major areas inspected: radiation protection program & previ- 
ously identified items. Weaknesses in ALARA area re goal setting & mgt noted. 
LEQUIA.D.. SHANBAKY.M. Region 1, Office of Director. 87/02/17. 10pp. 39729:336- 
39729:345. 


S. Reportable occurrences, LERs & related correspondence 

8508280326 Final deficiency rept re standby diesel generator wiring drawing errors for 
governor.lnitially reported on 850703. Drawing to be revised to show correct wiring cir- 
cuit. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/08/06. STAROSTECKI.R. Region 1, 
Office of Director. 2pp. 32398:150-32398:151. 

8702020401 Part 21 rept re improper seating of GE-supplied agastat GP series 
relays.Defect attributed to inadequate original installation, workers coming in contact 
w/installed relays or both.Corrective actions listed. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/01/26. MURLEY.T. Office of Inspec- 
tion & Enforcement, Director (Post 820201). 4pp. 39468:258-39468:261. 

8702040422 LER 86-025-00:on 861 231 automatic initiation of standby gas treatment sys 
Train B occurred.Caused by component location design deficiency. Design changed to 
relocate exterior differential pressure primary elements.W/870130 Itr. 

RANDALL, R.G., MANGAN.C.V. Niagara Mohawk Power Corp. 87/01/30. 4pp. 

39506:130-39506:133. 

8702040485 LER 86-024-00:on 861 231, visible corrosion observed on Div I & II battery 
bus bars & terminals.Caused by naturally occurring leakage from battery 
seals.Corrosion removed. W/870129 Itr. 

RANDALL, R.G., MANGAN.C.V. Niagara Mohawk Power Corp. 87/01/30. 5pp. 

39501:179-39501:183. 


8702100290 LER 86-008-01 :on 861 1 1 7, discovered potential breaches in safety-related 
fire barriers.Caused by contractor failure to follow established procedures for identify- 
ing incomplete const work.Breaches sealed.W/870130 Itr. 

RANDALL, R.G., MANGAN.C.V. Niagara Mohawk Power Corp. 87/01/30. 5pp. 
39574:250-39574:254. 

8702050548 Amended final deficiency rept re inadequate flow rate for hydrogen recom- 
biners supplied by Rockwell.Blower impeller orientation for both trains corrected & 
tested. Cause of improper installation will be submitted by 870213. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/01/31. Document Control Branch 
(Document Control Desk). 3pp. 39522:003-39522:005. 

8702110180 Part 21 rept re use of improperly designed S&W electrical manhole duct 
seals. initially reported on 870123.Manhole covers redesigned by S&W to prevent 
flooding of manhole. Covers installed prior to initial criticality. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/02/02. MURLEY.T.E. Region 1, 
Office of Director. 5pp. 39578:283-39578:286. 

8702120008 LER 87-002-00:on 870109, trains of standby gas treatment sys automatical- 
ly initiated.Caused by failure to adequately review markup.Operators cleared red 
markup & restored power to inlet dampers.W/870206 Itr. 

RANDALL, R.G., LEMPGES.T.E. Niagara Mohawk Power Corp. 87/02/06. 8pp. 
39591:093-39591:100. 

8702190024 LER 87-003-00:on 8701 16, single jumper fell off & shorted to ground caus- 
ing reactor bldg ventilation exhaust damper to close.Caused by difficulty in obtaining 
tight grip w/jumper alligator clip on head of termination screw.W/870213 Itr. 

RANDALL, R.G., MANGAN.C.V. Niagara Mohawk Power Corp. 87/02/13. 5pp. 
39679:182-39679:186. 

8702190652 Forwards results of root cause investigation for problems re DBA hydrogen 
recombiners. Improper installation of blower impellers & error found in vendor qualifica- 
tion rept. Recombiner sys tested & declared operational via 870131 Itr. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/02/13. Document Control Branch 
(Document Control Desk). 5pp. 39685:267-39685:271. 
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A. Application/construction stage documents & correspondence 


8506260564 Discusses position re whether backfit involved in steam generator level 
appeal issue in response to 850520 memo. Issue not backfit,per Manual Chapter 
0514. 

BERNERO.R.M. Division of Systems Integration (811005-851124). 85/06/15. 
THOMPSON, H.L. Division of Licensing (800428-851124). 6pp. 39470:017-39470:022. 

8611240395 Forwards proprietary App C to WHIPJET final rept, containing info re prop- 
erties of ferritic steel base & weld metals. Application for withholding end. Proprietary 
App C withheld (ref 1 0CFR2.79O). 

CAREY, J.J. Duquesne Light Co. 86/11/17. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM.P. Division of Pressurized Water Reactor Li- 
censing - A (post 851125). 2pp. 38699:041-38699:043. 

-8611240405 Requests withholding of WHIPJET apps (ref 1 0CFR2.79O), where indicat- 

LEUNG.J.S. Robert L. Cloud Associates, Inc. 86/10/17. NRC - No Detailed Affiliation 
Given. Ip. 38699:043-38699:043. 

8702050353 Forwards updated FSAR Section 13.1, “Organizational Structure.” Matl will 
be included in Amend 15 to FSAR expected to be submitted by Mar 1987. 

CAREY, J.J. Duquesne Light Co. 87/01/27. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM.P. Division of Pressurized Water Reactor Li- 
censing - A (post 851125). 51pp. 39521:283-39521:333. 

8702030361 Forwards proof & review Tech Specs for comment by 870211. 

TAM.P.S. PWR Project Directorate 2. 87/01/28. CAREY, J.J. Duquesne Light Co. 
400pp. 39486:123-39487:181. 

8702090038 Requests partial exemption from GDC 4 of 10CFR50,App A by applying 
leak-before-break technology as alternative to providing hardware & proprietary with- 
holding of App B to WHIPJET program rept (ref 10CFR2.790).Encl withheld. 
CAREY.J.J. Duquesne Light Co. 87/02/02. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM.P. Division of Pressurized Water Reactor Li- 
censing - A (post 851 125). 3pp. 39555:058-39555:060. 

8702130294 Responds to 861212 request for approval to use ASME Code Case N-253- 

1 , “Const of Class 2 or Class 3 Components for Elevated Temp Svc, Section lll.Div 1,” 
Use of code case for emergency diesel generator exhaust acceptable. 
RUBENSTEIN.L.S. PWR Project Directorate 2. 87/02/02. CAREY, J .J. Duquesne Light 
Co. 2pp. 39643:308-39643:309. 

8702170628 Forwards “WHIPJET Program Final Rept” & proprietary App B, "Stainless 
Steel Matl Properties,” to justify partial exemption from 10cFR50,App A, GDC 4 leak- 
before-break technology.Proprietary info withheld (ref 10CFR2.790). 

CAREY, J.J. Duquesne Light Co. 87/02/02. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM.P. Division of Pressurized Water Reactor Li- 
censing - A (post 851125). 6pp. 39646:195-39647:014. 

—8702170635 "Whipjet Program Final Rept.” 

* Stone & Webster Engineering Corp. * Robert L Cloud Associates, Inc. * Electric 
Power Research Institute. 87/01/30. 174pp. 39646:201-39647:014. 

8702180567 Forwards addl info re plans for mod of control room emergency habitability 
sys (CREHS) & control room pressure envelope.Planned mods will increase capacity 
of CREHS, add control room ventilation monitors & remove temporary wall. 

SIEBER.J.D. Duquesne Light Co. 87/02/09. Document Control Branch (Document 
Control Desk). 2pp. 39668:162-39668:204. 

-8702180574 Rev 1 to "Control Room Emergency Air Sys for Units 1 & 2.” 

NASS.S.A., MANTINE.F.J., PULLING, W.T. Duquesne Light Co. DCP 611 R01. 85/04/ 

02. 12pp. 39668:164-39668:175. 
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-8702180591 Rev 0 to “Remove Wall Separating Beaver Valley Power Station 1/2 
Control Rooms.” 

ETZEL.F.W., NASS.S.A., MCGHEE.T.M. Duquesne Light Co. DCP 766 R00. 86/10/31. 
19pp. 39668:186-39668:204. 

8702180160 Notification of meetings w/util to discuss & prepare final version of Tech 
Specs.Meetings will take place from notice date through Apr 1987. 

TAM.P.S. PWR Project Directorate 2. 87/02/10. RUBENSTEIN.LS. PWR Project Di- 
rectorate 2. 3pp. 39674:334-39674:336. 

8702200005 Describes plans to remove temporary wall separating Unit 1 & 2 control 
room areas.Wall installed to operate Unit 1 prior to Unit 2 completion.Operation of 
Unit 1 control room during removal requested. W/ 10 oversize figures & rev to Tech 
Specs. 

SIE8ER.J.D. Duquesne Light Co. 87/02/10. Document Control Branch {Document 
Control Desk). 54pp. 39696:172-39696:216. 

8702170729 Forwards review comments on proof & review Tech Specs, per NRC 
870128 request 

CAREY, J.J. Duquesne Light Co. 87/02/11. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM,P. Division of Pressurized Water Reactor Li- 
censing - A (post 851125). 340pp. 39652:001-39653:077. 

8702180225 Summary of 870116 meeting w/util re issues that remained open as result 
of review of WHIPJET final rept dtd 861117. Suggests applicant submit formal request 
for exemption from GDC 4 for piping addressed in rept.Related info end. 

TAM.P.S. PWR Project Directorate 2. 87/02/11. PWR Project Directorate 2. 4pp. 
39674:093-39674:096. 

8702200027 Forwards Human Engineering Discrepancies (HEDs) 2C1C-5132 through 
2CIC-5230 from App A to util 870108 DCRDR supplemental summary rept.HEDs im- 
properly reproduced in original submittat.Copies forwarded directly to R Eckenrode. 
CAREYJ.J. Duquesne Light Co. 87/02/11. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM.P. Division of Pressurized Water Reactor Li- 
censing - A (post 851 125). 91pp. 39695:228-39695:316. 


E. NRC Safety Evaluation Report (SER), auppls & correspondence 


8702190660 Forwards add! info re fire protection, including info re SRP deviation on 
structural steel & vendor justification of thickness requirements for HVAC ductwork fire 
wrap, per NRC 870126-30 fire protection site visit. 

CAREY, J.J. Duquesne Light Co. 87/02/11. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM,P. Division of Pressurized Water Reactor Li- 
censing - A (post 851125). 24pp. 39685:226-39685:249. 

8702260191 Forwards detailed schedule for completion of remaining preoperability work 
on combined station security sys.per exit briefing from Insp 50-41 2/87-05.QC involve- 
ment in security sys installation will be addressed separately. 

SIEBER.J.D. Duquesne Light Co. 87/02/13. Document Control Branch (Document 
Control Desk). Ip. 39753:317-39753:321. 

8702240491 Notification of 870224 meeting w/util in Bethesda,MD to discuss personnel 
issues arising as result of NRC review of fire protection safe shutdown rept (SER 
Open Issue 5). 

TAM.P.S. PWR Project Directorate 2. 87/02/17. RUBENSTEIN.LS. PWR Project Di- 
rectorate 2. 3pp. 39726:183-39726:185. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8702050199 Forwards Amend 14 to FSAR, consisting of updated FSAR fire protection 
info provided in author 870106 Itr.lnfo affects Section 9.5.1 of SER. 

CAREY, J.J. Duquesne Light Co. 87/01/30. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM,P. Division of Pressurized Water Reactor Li- 
censing - A (post 851125). 4pp. 39514:001-39514:311. 

-8702050212 Amend 14 to FSAR for Beaver Valley Power Station. W/four oversize fig- 
ures end. 

* Stone & Webster Engineering Corp. 87/02/28. 400pp. 39514:005-39514:311. 

8702100297 Forwards affidavit certifying distribution of Amend 14 to FSAR for Beaver 
Valley Power Station, Unit 2, per 10CFR2.101 & Enel 1 .Certificate of Svc end. 
CAREY.JJ. Duquesne Light Co. 87/02/04. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM.P. Division of Pressurized Water Reactor Li- 
censing - A (post 851125). 3pp. 39570:350-39570:352. 


8702030544 Forwards proprietary WCAP-11366 & nonproprielary WCAP-11367, “Wes- 
tinghouse Setpoint for Protection Sys, Beaver Valley Unit 2," per SER Section 7.2.2.4 
(NUREG-1 057).Related info also encl.W/o WCAP-1 1367. 

CAREY, JJ. Duquesne Light Co. 87/01/26. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM.P. Division of Pressurized Water Reactor Li- 
censing - A (post 851125). 3pp. 39483:001-39483:012. 

-8702030548 Requests withholding of WCAP-11366, “Westinghouse Setpoint for Pro- 
tection Sys, Beaver Valley Unit 2, per 10CFR2.790. Affidavit end. 

WIESEMANN.R.A. Westinghouse Electric Corp. 87/01/09. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 9pp. 39483:004-39483:012. 

8702050366 Forwards add! info re SER Backfit Item 7 (fire suppression in cable spread- 
ing room), per NRC request in SER Section 9.5.1.6.Response to Item 4 provided in JJ 
Carey 851008 Itr, per SSER 3. 

CAREY, J.J. Duquesne Light Co. 87/01/28. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM,P. Division of Pressurized Water Reactor Li- 
censing - A (post 851125). 4pp. 39522:116-39522:119. 

8702050199 Forwards Amend 14 to FSAR, consisting of updated FSAR fire protection 
info provided in author 870106 Itr.lnfo affects Section 9.5.1 of SER. 

CAREY.JJ. Duquesne Light Co. 87/01/30. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM.P. Division of Pressurized Water Reactor Li- 
censing - A (post 851125). 4pp. 39514:001-39514:311. 

8702090067 Forwards current lists, as of 87012 2, re SER outstanding issues.Description 
of issues not resolved to staff satisfaction requested. 

CAREY J.J. Duquesne Light Co. 87/01/30. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM,P. Division of Pressurized Water Reactor Li- 
censing - A (post 851125). 12pp. 39548:324-39548:335. 

8702180214 Submits followup of recent discussion re SER Open Issue 11, NUREG- 
0737, Item II.D.1 concerning safety/relief valves. Suggests personnel contact Unit 1 

P ersonnel to seek guidance.since review on same issue completed. 

AM.P.S. PWR Project Directorate 2. 87/02/11. CAREY JJ. Duquesne Light Co. 4pp. 
39674:341-39674:344. 

8702240491 Notification of 870224 meeting w/util in Bethesda.MD to discuss personnel 
issues arising as result of NRC review of fire protection safe shutdown rept (SER 
0p6n issue 5) 

TAM.P.S. PWR Project Directorate 2. 87/02/17. RUBENSTEIN.LS. PWR Project Di- 
rectorate 2. 3pp. 39726:1 83-39726:1 85. 


F. Security, medical, emergency & lire protection plans 


Q. Inspection reports, SE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702190485 FOIA request for documents re allegations.investigations, fines, convictions 
& other dispositions of cases in which operators of listed facilities charged w/violating 
federal whistle-blowing statutes. 

HIGHAM.S.J. Morning Call, Allentown, PA. 87/01/05. Office of Administration. Ip. 
39688:224-39688:224. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020731 Forwards Safety Insp Rept 50-412/86-46 on 861208-11 & notice of viola- 
tion. 

EBNETER.S.D. Region 1, Office of Director. 87/01/23. CAREYJ.J. Duquesne Light 
Co. 2pp. 39468:273-39468:282. 

-8702020732 Notice of violation from insp on 861208-11. 

* Region 1, Office of Director. 87/01/23. Ip. 39468:275-39468:275. 

-8702020733 Insp Rept 50-412/86-46 on 861208-11. Violation observed: failure to 
follow procedures requiring deburring of sharp edges in contact w/safety-related 

PAOLINO.R.J., ANDERSON.C.J. Region 1, Office of Director. 87/01/12. 7pp. 
39468:276-39468:282. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon ” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. f07pp. 39525:233- 
39525:339. 

8702090079 Submits info to identify preservice insp program criteria & methodology for 
visual exam (VT-3) of component supports selected for exam where portion of support 
covered/buried w/ insulation. 

CAREY.JJ. Duquesne Light Co. 87/01730. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM.P. Division of Pressurized Water Reactor Li- 
censing - A (post 851 125). 2pp. 39549:165-39549:166. 


8702030356 Requests security passes be provided to personnel for 4-day site review to 
begin on 870108 re fire protection issues. 

TAM.P.S. PWR Project Directorate 2. 87/01/27. CAREYJ.J. Duquesne Light Co. 2pp. 
39487:198-39487:199. 

8702050366 Forwards add! info re SER Backfit Item 7 (fire suppression in cable spread- 
ing room), per NRC request in SER Section 9.5.1. 6.Response to Item 4 provided in JJ 
Carey 851008 Itr, per SSER 3. 

CAREY JJ. Duquesne Light Co. 87/01/28. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM,P, Division of Pressurized Water Reactor Li- 
censing - A (post 851125). 4pp, 39522:116-39522:1 19. 

8702050199 Forwards Amend 14 to FSAR.consisting of updated FSAR fire protection 
info provided in author 870106 itr.lnfo affects Section 9.5.1 of SER. 

CAREY J.J. Duquesne Light Co. 87/01/30. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125), TAM.P. Division of Pressurized Water Reactor Li- 
censing - A (post 851125). 4pp. 39514:001-39514:311. 

•48702050212 Amend 14 to FSAR for Beaver Valley Power Station. W/four oversize fig- 
ures enct. 

* g Corp. 87/02/28. 400pp. 39514:005-39514:31 1. 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


WW W Forwards Safety Insp Rept 50-412/87-01 qn 870105-09.No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 87/02/02. CAREY.JJ. Duquesne Liaht 
Co. 2pp. 39591:002-39591:011. 


—8702110333 Insp Rept 50-412/87-01 on 8701 05-09. No violation noted.Major areas 
inspected:procedure preparation.staffing & implementation for operations, maint & in- 
strumentation & control areas in preparation for OL. 

FINKEL.A., WALLACE, D., JOHNSON, J. Region 1, Office of Director. 87/01/30. 8pp. 

39591 004-39591 *01 1 


8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

of fr? er 9 ency Preparedness & Engineering Response (Post 
87/02/03 * Consolidated Edison Co. of New York, Inc. 1 08pp. 39548:212- 
39548:318. 



DOCKETED ITEMS 181 


@702100145 Forwards Meeting Summary Insp Rept 50-412/87-08 on 870105. 
WENZINGER.E. Region 1, Office of Director. 87/02/03. CAREY, J.J. Duquesne Light 
Co. 2pp. 39570:058-39570:062. 

—8702100151 Meeting Insp Rept 50-412/87-08 on 870105.Major areas discussed:status 
of operator cross-training program & dual licensing of selected senior operators. 

* Region 1, Office of Director. 87/02/03. 3pp. 39570:060-39570:062. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limrtorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 37-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012. “Potential Problems W/Metal Clad Circuit 
Breakers.GE Type AKF-2-25," Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break.” Svc list end. 
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702240439 Forwards Safety Insp Rept 50-412/86-47 on 861215-19 & 870105-09 & 
notice of violation.Response to violation should include description of equipment in- 
spected under Procedure IP-5.2 & address impact on QA during storage of equipment. 
EBNETER.S.D. Region 1, Office of Director. 87/02/13. CAREY, J.J. Duquesne Light 
Co. 2pp. 39722:290-39722:302. 

-8702240444 Notice of violation from insp on 861215-19 & 870105-09. 

* Region 1, Office of Director. 87/02/13. 2pp. 39722:292-39722:293. 

-8702240455 Insp Rept 50-412/86-47 on 861215-19 & 8701 05-09. Violations 
noted:failure to follow procedures, improper storage of cables & QC program did not 
detect failure to follow procedures over extended period of time. 

WOODARD, C.H., ANDERSON, C.J. Region 1, Office of Director. 87/02/05. 9pp. 
39722:294-39722:302. 

8702260191 Forwards detailed schedule for completion of remaining preoperability work 
on combined station security sys, per exit briefing from Insp 50-41 2/87-05.QC involve- 
ment in security sys installation will be addressed separately. 

SIEBER.J.D. Duquesne Light Co. 87/02/13. Document Control Branch (Document 
Control Desk). 1 p. 39753:31 7-39753:321 . 


S. Reportable occurrences, LERs & related correspondence 

8702090408 Interim Deficiency Rept 86-15 re non-Class IE curcuits in auxiliary relay 
racks.Agreements reached between S&W & Westinghouse re classification of circuits 
involved w/Class 1 E cable connections. 

CAREY, J.J. Duquesne Light Co. 87/01/02. MURLEY,T.E. Region 1, Office of Director. 
2pp. 39556:308-39556:309. 

8702090417 Final Deficiency Rept 86-15 re Class IE circuits routed through non-Class 
IE auxiliary relay racks. Initially reported on 861202.Analysis performed by Westing- 
house to assure that failures would not propagate circuits. 

CAREY, J.J. Duquesne Light Co. 87/01/02. MURLEY.T.E. Region 1, Office of Director. 
3pp. 39557:228-39557:230. 

8702090385 Final Deficiency Rept 86-16 re temp envelope requirements on environ 
qualification of equipment outside containment for high energy line breaks.Advance 
Change Notice ACN-0067 issued for const of insulated end to pressure transmitters. 
CAREY, J.J. Duquesne Light Co. 87/01/22. MURLEY.T.E. Region 1, Office of Director. 
5pp. 39549:276-39549:279. 

8702090377 Final Deficiency Rept 85-03 re equipment qualification of core exit thermo- 
couple sys.lnitially reported on 850510. Reactor vessel level indication sys temp input 
changed from core exit thermocouples to loop resistance temp detectors. 

CAREY, J.J. Duquesne Light Co. 87/01/27. MURLEY.T.E. Region 1, Office of Director. 
3pp. 39549:281-39549:283, 

8702120308 Interim Deficiency Rept 86-17 re two welds having linear indications on 
radiographs.One weld has lack-of-fusion & other weld acceptable.Deficiency under 
evaluation for engineering disposition.Next rept expected by 870415. 

CAREY, J.J, Duquesne Light Co. 87/01/29. MURLEY.T.E. Region 1, Office of Director. 
3pp. 39627:295-39627:297. 

8702100410 PNS-87-001 :on 870206, site telephone operator received anonymous call 
stating that three bombs placed in facility. Bomb threat procedure & security survey 
initiated. 

ROTH.J., KEIMIG.R, Region 1, Office of Director. 87/02/06. Ip. 39573:266- 
39573:266. 

8702250301 Deficiency Rept 87-01 re hot pipe/cable clearance.lnitially reported on 
8701 12.Li$ted formal calculations generated, approved & issued & Field Procedure 
2BVM-237, “Hot Pipe Clearance Criteria” developed.No addl repts anticipated. 

CAREY, J.J. Duquesne Light Co. 87/02/11. MURLEY.T.E. Region 1, Office of Director. 
5pp. 39729:003-39729:006. 


8702250291 Deficiency Rept 87-02 re HVAC control circuit problems on loss of offsite 
power. Initially reported on 8701 16. Advanced Change Notice ACN-D-0015 issued to 
rewire circuits &/or add/ delete timers for performance.Retated info end. 

CAREY.J.J. Duquesne Light Co. 87/02/13. MURLEY.T.E. Region 1, Office of Director. 
20pp. 39729:146-39729:165. 


V. Operator Examinations 

8702100145 Forwards Meeting Summary Insp Rept 50-412/87-08 on 870105. 
WENZINGER.E. Region 1, Office of Director. 87/02/03. CAREY, J.J. Duquesne Light 
Co. 2pp. 39570:058-39570:062. 

-8702100151 Meeting Insp Rept 50-412/87-08 on 8701G5.Major areas discussed:status 
of operator cross-training program & dual licensing of selected senior operators. 

* Region 1, Office of Director. 87/02/03. 3pp. 39570:060-39570:062. 
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F. Security, medical, emergency & fir® protection plans 

3702090361 Forwards public version of revised emergency plan implementing 
procedures, including Rev 0 to HP/O/B/ 1009/04, "Environ Monitoring for Emergency 
Conditions Within 10-Mile Radius." W/870205 release memo. 

TUCKER, H.B. Duke Power Co. 87/01 /26. Document Control Branch (Document Con- 
trol Desk). 3pp. 39564:071-39564:240. 

-8702100086 Public version of revised emergency plan implementing 
procedures, including Rev 0 to HP/O/B/ 1009/04, "Environ Monitoring Emergency 
Conditions Within 10-Mile Radius” & HP/O/B/ 1009/05, “Personnel/Vehicle Monitor- 
ing for...." 

* Duke Power Co. 87/01/26. 171pp. 39564:073-39564:240, 

8702060497 Forwards listed auxiliary feedwater & auxiliary svc water piping 
documentation.per CE Gaskin request.Matl includes chronological listing of events & 
Insp Repts 50-369/85-26 & 50-370/85-31. Ends withheld (ref 10CFR73.21) 

TUCKER, H.B. Duke Power Co. 87/01/28. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). 3pp. 39537:115-39537:117. 

8702130366 Advises that 870108 Rev 6 to safeguards contingency plan consistent w/ 
provisions of 10CFR50.54(p) & acceptable. 

REYES, L.A. Region 2, Office of Director. 87/02/05. TUCKER, H.B. Duke Power Co. 
3pp. 39631:022-39631:024. 

8702170732 Notification of 870223-26 meetings w/util at sites to discuss implementa- 
tion of vital area barriers, per 10CFR73.55. 

JABBOUR.K.N. PWR Project Directorate 4. 87/02/05. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 5pp. 39671:158-39671:162. 

8702190299 Notification of cancellation of 870223-26 meetings w/utits at sites to dis- 
cuss implementation of vital area barriers in accordance w/1QCFR73.55, 
JABBOUR.K.N. PWR Project Directorate 4. 87/02/05. YOUNGBLOOD.B.J. PWR 
Project Directorate 4. 5pp. 39687:279-39687:283. 


P. Operating license stage documents & correspondence 

8702030090 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents. Agenda encl.W/o procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/16. TUCKER, H.B. Duke Power Co. 
3pp. 39482:134-39482:136. 

8702030348 Requests remittance of application fee for review of “Rod Swap Methodol- 
ogy Rept for Startup Physics Testing.” 

DIGGS, R.M. License Fee Management Branch (Post 861123). 87/01/28. 

TUCKER, H.B. Duke Power Co. Ip. 39487:211-39487:211. 

8702030529 Forwards SER re util responses to Generic Ltr 83-28, Item 4.5.2 re reactor 
trip sys on-line testing.Stations designed to permit required periodic on-line testing & 
acceptable. Item considered closed. 

HOOD.D. PWR Project Directorate 4. 87/01/28. TUCKER, H.B. Duke Power Co. 3pp. 
39485:184-39485:189. 

-8702030536 SER supporting util responses to Generic Ltr 83-28, Item 4.5,2 re reactor 
trip sys on-line testing. 

* NRC - No Detailed Affiliation Given. 87/01/28. 3pp. 39485:187-39485:189. 

8702060207 Forwards Amends 21 & 1 1 to Licenses NPF-35 & NPF-52, respectively & 
safety evaluation, Amends modify Tech Specs to allow changing alarm/trip setpoint for 
Containment Radiation Monitor tMF-39, 

JABBOUR.K. PWR Project Directorate 4. 87/01/29. TUCKER, H.B. Duke Power Co. 
2pp. 39546:037-39546:048. 

-8702060222 Amends 21 & 1 1 to Licenses NPF-35 8 NPF-52, respectively, modifying 
Tech Specs to allow changing alarm/trip setpoint for Containment Radiation Monitor 
EMF-39. 

JABBOUR.K. PWR Project Directorate 4. 87/01/29, 7pp. 39546:039-39546:045. 

-8702060226 Safety evaluation supporting Amends 21 & 11 to Licenses NPF-35 & 
NPF-52,respectively. 

* PWR Project Directorate 4. 87/01/29. 3pp. 39546:046-39546:048. 

8702060026 Requests fees for 830309 & 851025 inservice test programs for pumps & 
valves for Units 1 & 2, respectively. 

DIGGS, R.M. License Fee Management Branch (Post 861123). 87/01/30. 
TUCKER.H.B. Duke Power Co. 2pp. 39526:030-39526:031. 

8702060315 Discusses end procedure for disposal of radioactively contaminated 
wood.Evaluation not issued & licensing action not completed because proposal in ju- 
risdiction of Agreement States.Document should be placed in PDR for info. 

STOLZ.J. PWR Project Directorate 6. 87/02/02. NRC - No Detailed Affiliation Given. 
2pp. 39546:210-39546:211. 
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-8502150418 Forwards EIA supporting proposed procedure for disposal of radioactively 
contaminated wood &/cr wood products. 

MULLER, D.R. Assistant Director for Radiation Protection. 85/02/07. LAINAS G C As- 
sistant Director for Operating Reactors. 4pp. 39546:212-39546:227. 


-8502150442 EIA supporting proposed procedure for disposal of radioactively contami- 
nated wood «&/or wood products. 

* NRC - No Detailed Affiliation Given. 85/02/06. 12pp. 39546:216-39546:227. 

8702200402 Forwards Rev 6 to response to Suppl 1 of NUREG-0737 re solutions for 
discrepancies.lnitial response transmitted by 830414 Itr. 

TUCKER H.B. Duke Power Co, 87/02/10. Document Control Branch (Document Con- 
trol Desk . 14DO. 39696:2P6-39fi9fi-9.qQ ' 


8702180328 Forwards response to NRC 870112 request for add! info re determination 
of rod worth using rod swap methodology. Methodology described in 861204 submittal 
will be used for 870501 reloads of plants. 

Lm K eTki H 4^ D °“ C °" ,rol Branch (Document Con- 


87 5?^ 3 ? 4 Re9uests remittance of fee for 861208 application for exemptions from 
GDC 4 for pressurizer surge line.accumulator line & RHR line breaks. 

? 7n ^' c , en o e Ma ^gement Branch (Post 861123). 87/02/13. 

TUCKER, H.B. Duke Power Co. Ip. 39687:284-39687:284. 


8702250040 Forwards marked-up rev to Tech Spec 3/4.7.7 re auxiliary bldg filtered ex- 
haust sys.as suppl to 860409 Tech Spec change request.Rev deletes proposed action 
when both trains of sys inoperable & complies w/intent of NUREG-0452 
TUCKER.H.B. Duke Power Co. 87/02/13. Document Control Branch (Document Con- 
trol Desk). 4pp. 39724:056-39724:059. 


8702270418 Forwards Amends 22 & 12 to Licenses NPF-35 & NPF-52, respectively & 
safety evaluation.Amends modify Tech Specs to delete max fuel rod weight limit of 
1,619 g of U from design features section. 

JABBOUR.K. PWR Project Directorate 4. 87/02/18. TUCKER.H.B. Duke Power Co. 
2pp. 39789:310-39789:321. 


8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JDPDAN.E.L. D.vsion of Emergency Preparedness & Engineering Response (Post 
33C 103;. 87>C2-'05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702190152 Forwards Insp Repts 50-413/87-01 & 50-414/87-01 on 870107 & 28.No 
violations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/06. TUCKER.H.B. Duke Power 
Co. 2pp, 39679:191-39679:196. 

-8702190163 Insp Repts 50-413/87-01 & 50-414/87-01 on 870107 & 28.No violations 
or deviations noted. Major areas inspected: investigation of auxiliary bldg high radiation 
levels & subsequent onsite & offsite dose estimates. 

KUZO.G.B., KAHLE.J.B. Region 2, Office of Director. 87/02/03. 4pp. 39679:193- 
39679:196. 

8702190169 Forwards Insp Repts 50-413/86-51 & 50-414/86-54 on 861226-870125 & 
notices of violation & deviation.Attention invited to unresolved item identified in insp 
rept. 

REYES.L.A. Region 2, Office of Director. 87/02/06. TUCKER.H.B. Duke Power Co. 
2pp. 39680:301-39680:316. 

-8702190178 Notice of violation from insp on 861226-870125. 

REYES, L.A. Region 2, Office of Director. 87/02/06. 2pp. 39680:303-39680:304. 

-8702190186 Notice of deviation from insp on 861226-870125. 

REYES, L.A. Region 2, Office of Director. 87/02/06. Ip. 39680:305-39680:305. 

-8702190199 Insp Repts 50-413/86-51 & 50-414/86-54 on 861226-870125. Violations 
noted:failure to follow procedures & Tech Spec 4.11.2.1.1 re radioactive gas release & 
to comply w/Toch Sooc 3 3.2 re ESF actuation sys.One deviation noted. 

VAN DOCRNP.K.. SKINNER, P.H., LESSER, M.S. Region 2. Office of Director. 87/02/ 
05. 11pp. 39680:306-39680:316. 


—8702270420 Amends 22 & 12 to Licenses NPF-35 & NPF-52,respectively. Amends 
modify Tech Specs to delete max fuel rod weight of 1,619 g of U from desiqn features 
section. 

JABBOUR.K. PWR Project Directorate 4. 87/02/18. 7pp. 39789:312-39789:318. 


8702200161 Forwards Rev 1 to 860110 response to Violation 413/85-48-01 noted in 
Insp 50-41 3/85-48.Work request priority sys, specifically identifying work required for 
completion by restart following outage, being implemented. 

TUCKER.H.B. Duke Power Co. 87/02/10. Document Control Branch (Document Con- 
trol Desk). 3pp. 39700:141-39700:143. 


■8702270426 Safety evaluations supporting Amends 22 & 12 to Licenses NPF-35 & 
NPF-52, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/18. 3pp. 
39789:319-39789:321. 


8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


G. inspection reports, HE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702170415 Rev 0 to “Inservice Insp Rept, Catawba Unit 1 1986 Refueling Outage 1." 
W/87Q213 Itr. 

HOGGE.A.J., TUCKER.H.B. Duke Power Co. 87/01/12. 126pp. 39650:001-39650:125. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 


8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break.” Svc list end. 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8702040386 Responds to violations noted in Insp Repts 50-413/86-44, 50-413/86- 
47,50-369/86-32,50-370/86-32,50-269/86-32, 50-270/8 6-32 & 50-287/89-32.Correc- 
tive actions:Procedure OP/ 1/B/6400/01 A re conventional wastewater revised. 
TUCKER.H.B, Duke Power Co. 87/01 /23. Document Control Branch (Document Con- 
trol Desk). 8pp. 39506:1 48-39506:1 55. 

8702100394 Requests approval of change to corrective actions outlined in 861106 re- 
sponse to Violation 50-413/86-20-01 noted in insp Rept 50-41 3/86-20.Measurement 
of fraction of beta radiation to depth of 300 mg/cm(2) will be made as listed. 
TUCKER.H.B. Duke Power Co. 87/01 /29. Document Control Branch (Document Con- 
trol Desk). Ip. 39577:330-39577:330. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702090015 Ack receipt of 870109 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-413/86-47 & 50-414/86-50. 

REYES, L.A. Region 2, Office of Director. 87/01/30. TUCKER.H.B. Duke Power Co. 
Ip. 39550:153-39550:153. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 


8702260137 Forwards schedule of time required to complete operational verification 
program on all safety-related motor-operated valves, per IE Bulletin 85-003.$chedule 
based on listed factors. 

TUCKER.H.B. Duke Power Co. 87/02/18. Document Control Branch (Document Con- 
trol Desk). 5pp. 39753:185-39753:189. 


R. Periodic operating reports & related correspondence 

8702240278 Monthly operating repts for Jan 1987.W/870216 Itr. 

REAVIS, J.A., TUCKER.H.B. Duke Power Co. 87/01/31. 15pp. 39718:137-39718:151. 


S. Reportable occurrences, LERs & related correspondence 

8702020487 Special repfcon 861 21 2, Channel 3 of vibration & loose parts monitoring sys 
declared inoperable.Cause unknown.Repair will be implemented during future outage. 
TUCKER.H.B. Duke Power Co. 87/01/21. Document Control Branch (Document Con- 
trol Desk). 2pp. 39465:156-39465:157. 

8702090343 LER 86-039-01 :on 86071 5, turbine driven auxiliary feedwater pump 1 & 
standby shutdown sys discovered inoperable.Caused by personnel failure to ensure 
that CA pump 1 stop check valve opened prior to being locked. W/57013C Itr. 
OUELLETTE, R.W., TUCKER.H.B. Duke Power Co. 37/C1/3C 5pp. 39555:074- 


8702090060 Submits written followup of 870130 request for temporary waiver of Tech 
Spec 3.0.3 action statement re time required in Mode 4 hot shutdown, per Region II 
8701 1 4 notification of potential problem w/containment air return fans 
TUCKER.H.B. Duke Power Co. 87/02/02. Document Control Branch (Document Con- 
trol Desk). 2pp. 39549:155-39549:156. 


8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202. List of 
attendees, events discussed.summary of events for input into performance indicator 
program & viewgraphs end. 

HOLAHAN.G.M. Operatina Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 
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8702200082 LER 87-002-00:on 8701 11 .unit shutdown commenced when unidentified re- 
actor coolant leakage greater than 1 gpm determined.Caused by leak in Loop C RTD 
manifold tubing. Leak repaired & unit returned to power.W/860210 Itr. 

OUELLETTE, R.W., TUCKER, H.B. Duke Power Co. 87/02/10. 5pp. 39694:001- 

39694:005. 

8702200206 LER 87-001 -00:on 8701 05, inadvertent radioactive gas release 

occurred.Caused by failure of waste gas drain trap T-04 & mgt & QA 

deficiencies.Wcrk roouest initiated to repair drain trap.W/870210 Itr. 

CLFLLETTE.R.W. TUCKER.H.B. Duke Power Co. 87/02/10. 9pp. 39693:330- 

39693:338. 

8702240497 LER 86-059-01 :on 861 11 9, one of four containment pressure gauges de- 
clared inoperable.On 861 206, investigation revealed isolation valve for pressure trans- 
mitter closed.Caused by personnel error.lncident reviewed w/personnel.W/870216 Itr. 
OUELLETTE, R.W., TUCKER, H.B. Duke Power Co. 87/02/16. 5pp. 39721:252- 

39721:256. 


V. Operator Examinations 

8702040002 Forwards safety evaluation supporting licensed operator replacement & re- 
qualification programs, per SRP.Future resubmittals of programs will be needed upon 
completion of final rulemaking on rev to 10CFR55. 

HOQD.D. PWR Project Directorate 4. 87/01/28. TUCKER, H.B. Duke Power Co. 4pp. 
3S5C 7:339-39507.350. 

--8702040003 Safety evaluation supporting licensed operator replacement & requalifica- 
tion programs, per SRP (NUREG-0800). 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/28. 8pp. 
39507:343-39507:350. 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8702090361 Forwards public version of revised emergency plan implementing 
procedures, including Rev 0 to HP/O/B/ 1009/04, “Environ Monitoring for Emergency 
Conditions Within 10-Mile Radius.” W/870205 release memo. 

TUCKER.H.B. Duke Power Co. 87/01 /26. Document Control Branch (Document Con- 
trol Desk). 3pp. 39564:071-39564:240. 

-8702100086 Public version of revised emergency plan implementing 
procedures, including Rev 0 to HP/O/B/ 1009/04, “Environ Monitoring Emergency 
Conditions Within 10-Mile Radius" & HP/O/B/1 009/05, “Personnel/Vehicle Monitor- 
ing for....’’ 

* Duke Power Co. 87/01/26. 171pp. 39564:073-39564:240. 

8702060497 Forwards listed auxiliary feedwater & auxiliaiy svc water piping 
documentation, per CE Gaskin request.Matl includes chronological listing of events & 
Insp Repts 50-369/85-26 & 50-370/85-31. Ends withheld (ref 10CFR73.21) 
TUCKER.H.B. Duke Power Co. 87/01/28. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). 3pp. 39537:115-39537:117. 

8702170732 Notification of 870223-26 meetings w/util at sites to discuss implementa- 
tion of vital area barriers, per 10CFR73.55. 

JABBOUR.K.N. PWR Project Directorate 4. 87/02/05. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 5pp. 39671:158-39671:162. 

8702190299 Notification of cancellation of 870223-26 meetings w/utiis at sites to dis- 
cuss implementation of vital area barriers in accordance W/10CFR73.55. 
JABBOUR.K.N. PWR Project Directorate 4. 87/02/05. YOUNGBLOOD, B.J. PWR 
Project Directorate 4, 5pp. 39687:279-39687:283. 


P. Operating license stage documents & correspondence 

8702030090 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/16. TUCKER, KB. Duke Power Co. 
3pp. 39482:134-39482:136. 

8702030348 Requests remittance of application fee for review of “Rod Swap Methodol- 
ogy Rept for Startup Physics Testing." 

DIGGS, R.M. License Fee Management Branch (Post 861123). 87/01/28. 

TUCKER.H.B. Duke Power Co. Ip. 39487:21 1-39487:211. 

8702030529 Forwards SER re util responses to Generic Ltr 83-28, Item 4.5.2 re reactor 
trip sys on-line testing.Stations designed to permit required periodic on-line testing & 
acceptable. Item considered closed. 

HOOD.D. PWR Project Directorate 4. 87/01/28. TUCKER.H.B. Duke Power Co. 3pp. 
39485:184-39485:189. 

-8702030536 SER supporting util responses to Generic Ltr 83-28, Item 4.5.2 re reactor 
trip sys on-line testing. 

* NRC - No Detailed Affiliation Given. 87/01/28. 3pp. 39485:187-39485:189. 

8702060207 Forwards Amends 21 & 1 1 to Licenses NPF-35 & NPF-52, respectively & 
safety evaluation. Amends modify Tech Specs to allow changing alarm/trip setpoint for 
Containment Radiation Monitor EMF-39. 

JABBOUR.K, PWR Project Directorate 4. 87/01/29. TUCKER.H.B. Duke Power Co. 
2pp. 39546:037-39546:048. 

“8702060222 Amends 21 & 11 to Licenses NPF-35 & NPF-52, respectively, modifying 
Tech Specs to allow changing alarm/trip setpoint for Containment Radiation Monitor 
EMF-39. 

JABBOUR.K. PWR Project Directorate 4. 87/01/29. 7pp. 39546:039-39546:045. 

“8702060226 Safety evaluation supporting Amends 21 & 11 to Licenses NPF-35 & 
NPF-52,respectively. 

* PWR Project Directorate 4. 87/01/29. 3pp. 39546:046-39546:048. 

8702060026 Requests fees for 830309 & 851025 inservice test programs for pumps & 
valves for Units 1 & 2, respectively. 

DIGGS, R.M. License Fee Management Branch (Post 861123). 87/01/30. 

TUCKER.H.B. Duke Power Co. 2pp. 39526:030-39526:031. 


8702060315 Discusses end procedure for disposal of radioactively contaminated 
wood. Evaluation not issued ?■ licensing action n ot completed because proposal in ju- 
risdiction c i Agroa-en: States Doc-'- :ont snouid be placed in PDR for info. 

STOLZ.J. PW-t Freed DTor.srnto 6 »/'C?/32. NRC - No Detailed Affiliation Given. 
2pp. 39546:210-39546:21 1 . 

--85021 50418 Forwards EIA supporting proposed procedure for disposal of radioactively 
contaminated wood &/or wood products. 

MULLER, D.R. Assistant Director for Radiation Protection. 85/02/07. LAINAS.G.C. As- 
sistant Director for Operating Reactors. 4pp. 39546:212-39546:227. 

-8502150442 EIA supporting proposed procedure for disposal of radioactively contami- 
nated wood &/or wood products. 

* NRC - No Detailed Affiliation Given. 85/02/06. 12pp. 39546:216-39546:227. 

8702200402 Forwards Rev 6 to response to Suppl 1 of NUREG-0737 re solutions for 
human engineering discrepancies.lnitial response transmitted by 830414 Itr. 
TUCKER.H.B. Duke Power Co. 87/02/10. Document Control Branch (Document Con- 
trol Desk). 14pp. 39696:226-39696:239. 

8702180328 Forwards response to NRC 870112 request for addl Info re determination 
of rod worth using rod swap methodology. Methodology described in 861204 submittal 
will be used for 870501 reloads of plants. 

TUCKER.H.B. Duke Power Co. 87/02/11. Document Control Branch (Document Con- 
trol Desk). 5pp. 39667:001-39667:089. 

8702190357 Forwards request for addl info re 831104 & 840201 & 02 responses to Ge- 
neric Ltr 83-28, Item 2.2, (Part 1), "Equipment Classification (Programs for All Safety- 
Related Components)." Response requested within 45 days. 

HOOD.D. PWR Project Directorate 4. 87/02/12. TUCKER.H.B. Duke Power Co. 4pp. 
39688:094-39688:097. 

8702250040 Forwards marked-up rev to Tech Spec 3/4.7.7 re auxiliary bldg filtered ex- 
haust sys, as suppl to 860409 Tech Spec change requestRev deletes proposed action 
when both trains of sys inoperable & complies w/intent of NUREG-0452. 

TUCKER.H.B. Duke Power Co. 87/02/13. Document Control Branch (Document Con- 
trol Desk). 4pp. 39724:056-39724:059. 

8702270418 Forwards Amends 22 & 12 to Licenses NPF-35 & NPF-52, respectively & 
safety evaluation.Amends modify Tech Specs to delete max fuel rod weight limit of 
1 ,61 9 g of U from design features section. 

JABBOUR.K. PWR Project Directorate 4. 87/02/18. TUCKER.H.B. Duke Power Co. 
2pp. 39789:310-39789:321. 

-8702270420 Amends 22 & 12 to Licenses NPF-35 & NPF-52, respectively. Amends 
modify Tech Specs to delete max fuel rod weight of 1,619 g of U from design features 
section. 

JABBOUR.K. PWR Project Directorate 4. 87/02/18. 7pp. 39789:312-39789:310. 

-8702270426 Safety evaluations supporting Amends 22 & 12 to Licenses NPF-35 & 
NPF-52,respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/18. 3pp. 
39789:319-39789:321. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702090015 Ack receipt of 870109 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-413/86-47 & 50-414/86-50. 

REYES, L.A. Region 2, Office of Director. 87/01/30. TUCKER.H.B. Duke Power Co. 
Ip. 39550:153-39550:153. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03, Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co, of New York, Inc. 108pp. 39528:251- 
39528:357. 
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8702190152 Forwards Insp Repts 50-413/87-01 & 50-414/87-01 on 870107 & 28.No 
violations or deviations noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/02/06. TUCKER, H.B. Duke Power 
Co. 2pp. 39679:191-39679:196. 

-8702190163 Insp Repts 50-413/87-01 & 50-414/87-01 on 870107 & 28.No violations 
or deviations noted.Major areas inspected: investigation of auxiliary bldg high radiation 
levels & subsequent onsite & offsite dose estimates. 

KUZO.G.B., KAHLE.J.B. Region 2, Office of Director. 87/02/03. 4pp. 39679:193- 
39679:196. 

8702190169 Forwards Insp Repts 50-413/86-51 & 50-414/86-54 on 861226-870125 & 
notices of violation & deviation.Attention invited to unresolved item identified in insp 
rept. 

REYES, L.A. Region 2, Office of Director. 87/02/06. TUCKER, H.B. Duke Power Co. 
2pp. 39680:301-39680:316. 

-8702190178 Notice of violation from insp on 861226-870125. 

REYES, L.A. Region 2, Office of Director. 87/02/06. 2pp. 39680:303-39680:304. 

-8702190186 Notice of deviation from insp on 861226-870125. 

REYES.L.A. Region 2, Office of Director. 87/02/06. Ip. 39680:305-39680:305. 

-8702190199 Insp Repts 50-413/86-51 & 50-414/86-54 on 861226-870125. Violations 
noted:failure to follow procedures & Tech Spec 4.11.2.1.1 re radioactive gas release & 
to comply w/Tech Spec 3.3.2 re ESF actuation sys.One deviation noted. 

VAN DOORN.P.K., SKINNER, P.H., LESSER, M.S. Region 2, Office of Director. 87/02/ 
05. 1 1 pp. 39680:306-39680:31 6. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702260137 Forwards schedule of time required to complete operational verification 
program on all safety-related motor-operated valves.per IE Bulletin 85-003.Schedule 
based on listed factors. 

TUCKER,H.B. Duke Power Co. 87/02/18. Document Control Branch (Document Con- 
trol Desk). 5pp. 39753:185-39753:189. 


R. Periodic operating reports & related correspondence 

8702240278 Monthly operating repts for Jan 1987.W/870216 Itr. 

REAVIS, J.A., TUCKER, H.B. Duke Power Co. 87/01/31. 15pp. 39718:137-39718:151. 

8702260037 Forwards quarterly update to startup rept for Cycle I.Some tests not yet 
complete.as indicated in author 861117 Itr to JN Grace.Addl updates to startup rept 
will be submitted as required by Tech Specs. 

TUCKER, H.B. Duke Power Co. 87/02/16. Document Control Branch (Document Con- 
trol Desk). 2pp. 39740:359-39740:360. 


S. Reportable occurrences, LERs & related correspondence 

8702090060 Submits written followup of 870130 request for temporary waiver of Tech 
Spec 3.0.3 action statement re time required in Mode 4 hot shutdown, per Region II 
870114 notification of potential problem w/containment air return fans. 

TUCKER, H.B. Duke Power Co. 87/02/0 2. Document Control Branch (Document Con- 
trol Desk). 2pp. 39549:155-39549:156. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 8702Q2.List of 
attendees, events discussed.summary of events for input into performance indicator 
program & viewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 

8702200221 LER 86-035-01 :on 860805,discovered several electrical valve motor opera- 
tors w/wiring for which environ qualification unverifiable.Caused by mfg 
deficiency.Questionable internal wiring replaced.W/870209 Itr. 

OUELLETTE, R.W., TUCKER, H.B. Duke Power Co. 87/02/09. 5pp, 39693:325- 
39693:329. 

8702200242 LER 86-051-Q1:on 861 120, reactor trip occurred.Caused by out-of-calibr 
feedwater pump suction flow pressure switch. Work request initiated & completed on 
pressure switch. W/87021 1 Itr. 

OUELLETTE.R.W., TUCKER.H.B. Duke Power Co. 87/02/11. 7pp. 39693:297- 
39693:303. 


V. Operator Examinations 

8702040002 Forwards safety evaluation supporting licensed operator replacement & re- 
qualification programs, per SRP.Future resubmittals of programs will be needed upon 
completion of final rulemaking on rev to 10CFR55, 

HOOD.D, PWR Project Directorate 4. 87/01/28. TUCKER.H.B. Duke Power Co. 4pp. 
39507:339-39507:350. 


-8702040003 Safety evaluation supporting licensed operator replacement & requalifica- 
tion programs, per SRP (NUREG-0800). 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/28. 8pp. 
39507:343-39507:350. 


DOCKET 50-416 GRAND GULF NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8612160254 Forwards Rev 1 to training & qualification plan incorporating name change 
of Middle South Energy, Inc to Sys Energy Resources, Inc (SERI).SERI will assume re- 
sponsibility for operation of facility.Rev withheld (ref 10CFR2.790). 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/12/04. GRACE.J.N. Region 2, 
Office of Director. 2pp. 39000:081 -39000:082. 

8612160260 Forwards Rev 3 to safeguards contingency plan changing name of Middle 
South Energy, Inc to Sys Energy Resources, Inc (SERI).SERI assuming responsibility 
for operation of facility.Rev withheld (ref 10CFR72.790). 

KINGSLEY, O.D. Mississippi Power & Light Co. 86/12/04. GRACE.J.N. Region 2, 
Office of Director. 3pp. 39000:083-39000:085. 

8702030465 Advises that 861124 Rev 13 to physical security plan consistent w/ provi- 
sions of 10CFR50.54(p) & acceptable.Rev withheld (ref 10CFR73.21). 

REYES.L.A. Region 2, Office of Director. 87/01/21. KINGSLEY, O.D. Mississippi 
Power & Light Co. 3pp. 39490:237-39490:239. 

8702090126 Revised emergency plan procedures consisting of Temporary Change No- 
tices 2 & 4 to Rev 7 to 10-S-01-5 re general emergency & Rev 11 to 10-S-01-12 re 
offsite dose calculations, respectively. W/870202 Itr. 

HURLEY, J., KINGSLEY, O.D. System Energy Resources, Inc. 87/02/02. 8pp. 
39554:222-39554:229. 

8702090340 Advises of withdrawal of Rev 1 to security training & qualification plan dtd 
861204.Rev of subj plan designated as Rev 1 previously submitted on 81Q724.With- 
drawn version will be revised & resubmitted. 

KINGSLEY, O.D. System Energy Resources, Inc. 87/02/04. Document Control Branch 
(Document Control Desk). 2pp. 39555:083-39555:084. 

8702260147 Rev 8 to Emergency Plan Implementing Procedure 1Q-S-01-5, “General 
Emergency.” W/87021 8 Itr. 

HURLEY, J., KINGSLEY.O.D. System Energy Resources, Inc. 87/02/18. 13pp. 
39752:340-39752:352. 


P. Operating license stage documents & correspondence 

8612040106 Forwards proprietary NEDC-31336, "GE Instrument Setpoint Methodology,” 
per LRG Instrument Setpoint Methodology Group 840629 Itr.Rept applicable to listed 
plants & withheld (ref 10CFR2.790). 

VILLA, R. General Electric Co. 86/11/19. BERKOW.H.N. Standardization & Special 
Project Directorate. 5pp. 38826:157-38826:161. 

8702100007 Informs that testing program for final reportability determination on “as- 
found” conditions of sealed splices delayed until Feb 1987,per 861212 telcon. Program 
includes Raychem tube configurations found in BWR & PWR applications. 
KINGSLEY.O.D. Mississippi Power & Light Co. 86/12/19. GRACE.J.N. Region 2, 
Office of Director. 2pp. 39572:033-39572:034. 

8702180607 Forwards former employee concerns re unacceptable practices concerning 
personnel safety, industrial safety & harassment of employees. Requests util provide 
info from investigations of issues.EncI withheld (ref 10CFR2.790). 

VERRELLI.D.M. Region 2, Office of Director. 87/01/13. KINGSLEY.O.D. Mississippi 
Power & Light Co. 2pp. 39668:048-39668:049. 

8702030111 Extends invitation to participate in 870218 incident Investigation Program 
workshop in Atlanta, G A. Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 
GRACE.J.N. Region 2, Office of Director. 87/01/20. KINGSLEY.O.D. Mississippi 
Power & Light Co. 3pp. 39482:359-39482:361. 

8702040511 Forwards info provided to bank for electronic transfer of supplemental pay- 
ment of 10CFR170 fees for contractual costs re 850812 application.Payment made on 
870113 in response to corrected Invoice F0305. 

KINGSLEY.O.D. System Energy Resources, Inc. 87/01/28. Document Control Branch 
(Document Control Desk). 3pp. 39503:166-39503:168. 

8702040113 Submits results of review of mineral rights/exclusion area control issue & 
affirms purchase of addl mineral rights within exclusion area. "Geologists Rept on Oil 
& Gas Exploration...” encl.W/one oversize end. 

KINGSLEY, O.D. System Energy Resources, Inc. 87/01/29. Document Control Branch 
(Document Control Desk). 42pp. 39490:286-39490:328. 

8702050434 Amended application for amend to License NPF-29, originally submitted on 
860522 & 1209.Wording of footnote to Tech Spec Table 4.8.1. 1.2-1 changed to reflect 
discussion w/NRC. 

KINGSLEY.O.D. System Energy Resources, Inc. 87/01/29. Document Control Branch 
(Document Control Desk). 2pp. 39512:115-39512:120. 

-8702050528 Proposed Tech Spec change to Table 4.8.1. 1.2-1 re diesel generator test 
schedule. 

* System Energy Resources, Inc. 87/01/29. 4pp. 39512:117-39512:120. 

8702050445 Discusses inconsistencies between 860902 application for amend to Li- 
cense NPF-29 & FSAR re ownership of property & mineral rights.Two mistakes in 
FSAR, Sections 2. 1.1.2 & 2.1.2. 1 discovered. Listed corrective actions implemented. 
KINGLSEY.O.D. System Energy Resources, Inc. 87/01/30. Document Control Branch 
(Document Control Desk). 7pp. 39513:328-39513:334. 

8702090008 Forwards results of evaluation for component operability & 10CFR50.72 & 
50.73 reportability on as-found condition of Limitorque motor-operated & air-operated 
valves.per 861 205 & 1 8 commitments. 

KINGSLEY.O.D. System Energy Resources, Inc. 87/01/30. Document Control Branch 
(Document Control Desk). 7pp. 39550:130-39550:136. 
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8702100089 Forwards response to NRC 861016 Itr re tritium measurement 
disagreement, per NRC 860410 request that util analyze spiked liquid samples as part 
of Confirmatory Measurements Program. Original measurement low due to inadequate 
mixing of sample. 

KINGSLEY, O.D. System Energy Resources, Inc. 87/02/04. Document Control Branch 
(Document Control Desk). 5pp. 39566:329-39566:333. 

8702100369 Forwards replacement check per 10CFR170.21.R Diggs 870127 Itr advised 
util that original check lost during processing. 

* System Energy Resources, Inc. 87/02/04. Document Control Branch (Document 
Control Desk). 2pp. 39578:248-39578:249. 

8702170576 Discusses 870128 payment of Second Quarter FY87 fees required by 
1 0CFR1 71 .Info re electronic transfer of payment end. 

KINGSLEY, O.D. System Energy Resources, Inc. 87/02/10. Document Control Branch 
(Document Control Desk). 2pp. 39651:284-39651:285. 

8702180129 Requests addl info re util 851014 description of plans for implementing re- 
quirements of 10CFR50.62.Plan acceptable. Addl info re proposed design & endorse- 
ment of design presented in NEDE-31906-P also requested. 

KINTNER.L.L. BWR Project Directorate 4. 87/02/11. KINGSLEY, O.D. System Energy 
Resources, Inc. 5pp. 39673:215-39673:219. 

8702200113 Trip rept of 870123 site visitTour included Unit 1 control room, Unit 1 con- 
tainment airlock, Unit 1 auxiliary bldg, Unit 2 control room, Unit 2 drywell,Unit 2 turbine 
bldg & Unit 2 containment. 

KINTNER.L.L. BWR Project Directorate 4. 87/02/13. BWR Project Directorate 4. 4pp. 
39707:258-39707:261. 

8702240057 Revises 861111 application for amend to License NPF-29, changing Tech 
Spec 4.6.2.3.d.1 re drywell airlock seal pressure instrumentation channel functional 
test submitted on 860528, per discussion w/NRC.Proposed Tech Spec page end. 
KINGSLEY, O.D. System Energy Resources, Inc. 87/02/13. Document Control Branch 
(Document Control Desk). 3pp. 39701:039-39701:042. 

-8702240061 Proposed Tech Spec 4.6.2.3 re surveillance requirements for containment 
sys concerning drywell air lock. 

* System Energy Resources, Inc. 87/02/13. Ip. 39701:042-39701:042. 

8702250022 Forwards summary rept of safety evaluations conducted as result of updat- 
ed FSAR change notice review programmer util 860410 response to Violation 50-416/ 
86 - 02 - 01 . 

KINGSLEY, O.D. System Energy Resources, Inc. 87/02/18. Document Control Branch 
(Document Control Desk). 225pp. 39723:238-39724:055. 

8702250288 Concludes that Revs 7 & 8 to offsite dose calculation manual (ODCM) 
acceptable, per NUREG-0133.Changes made in Rev 8 satisfactorily addressed con- 
cerns expressed in 860402 safety evaluation of Rev 6 to ODCM. 

KINTNER.L.L. BWR Project Directorate 4. 87/02/18. KINGSLEY, O.D. System Energy 
Resources, Inc. 3pp. 39743:167-39743:169. 

8702250359 Summary of 870122 meeting w/util re status & schedule of licensing 
actions.List of attendees end. 

KINTNER,L.L. BWR Project Directorate 4. 87/02/18. BWR Project Directorate 4. 
17pp. 39743:184-39743:200. 

8702270407 Summary of 870203 meeting w/Mark III Containment Hydrogen Control 
Owners Group re CLASIX-3 computer code validation & emergency procedure 
guidelines. List of attendees end. 

KINTNER.L.L. BWR Project Directorate 4. 87/02/24. BWR Project Directorate 4. 5pp. 
39781:041-39781:045. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, H.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701020063 Responds to IE Bulletin 79-26 re boron loss from BWR control 
biades.Listed three actions required by bulletin determined to be applicable to 
facility.Fee paid. 

KINGSLEY.O.D. System Energy Resources, Inc. 86/12/23, DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). 5pp. 39145:016-39145:020. 

8702090439 Forwards Insp Rept 50-416/86-38 on 861 127-1 201. No violations or devi- 
ations noted. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/14. KINGSLEY.O.D. Mississippi 
Power & Light Co. 2pp. 39557:278-39557:283. 

-8/02090448 Insp Rept 50-416/86-38 on 861 127-1 201 .No violations or deviations 
noted.Major areas inspected:post-refueling startup. 

MATHIS, J.L., JAPE.F. Region 2, Office of Director. 87/01/09. 4pp. 39557:280- 
39557:283. 


8702100182 Forwards Insp Rept 50-416/86-41 on 861220-8701 16. No violations or devi- 
ations noted. Attention invited to unresolved item identified in rept. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/29. KINGSLEY.O.D. System 
Energy Resources, Inc. 2pp. 39572:072-39572:088. 

-8702100189 Insp Rept 50-416/86-41 on 861220-8701 16.No violations or deviations 
noted.Major areas noted:licensee action on previous enforcement matters, operational 
safety verification & inspector followup & unresolved items. 

BUTCHER, R.C., SMITH, W.F., DANCE, H.C. Region 2, Office of Director. 87/01/28. 
14pp. 39572:074-39572:088. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105op. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702180598 Ack receipt of 870116 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-41 6/86-37.NRC understands, in licensee response to Item 
V(E),that 24 h equivalent to 1 working day. 

REYES.L.A. Region 2, Office of Director. 87/02/05. KINGSLEY.O.D. System Energy 
Resources, Inc. Ip. 39668:108-39668:108. 

8702180102 Partial response to FOIA request for all records re main steam turbine 
bypass lines at facility.Forwards App B records.App A & B records available in PDR. 
GRIMSLEY.DK Division of Rules and Records. 87/02/09. PUNTENNEY.J.E. Safe 
Energy Coalition of Michigan. 5pp. 39675:300-39676:112. 

-8702180125 Partially withheld memo forwarding potentially generic issue data sheet re 
steam leaks in main steam bypass lines due to fatigue faiTure.Diagrams & deviation/ 
event rept also end. 

LEWIS, R.C. Region 2, Office of Director. 84/10/19. PARTLOW.J.G. Region 1, Office 
of Director. DENISE, R.P. Region 4, Office of Director. BISHOP, T.W. Region 5, Office 
of Director. 7pp. 39675:305-39675:311. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190371 Responds to violations noted in Insp Rept 50-416/86-39. Corrective 
actions:two former ascension test program personnel assigned to assist in conducting 
remainder of new procedures. 

KINGSLEY.O.D. System Energy Resources, Inc. 87/02/12. Document Control Branch 
(Document Control Desk). 2pp. 39685:331-39685:332. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Ar68s ** Svc list end 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156* 
39691:265. 


8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel,” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020600 Forwards Insp Rept 50-416/86-39 on 861115-1219 & notice of violation. 
VERRELLI.D.M. Region 2, Office of Director. 87/01/16. KINGSLEY.O.D. System 
Energy Resources, Inc. 2pp. 39465:172-39465:190. 


“8702020606 Notice of violation from insp on 870115-1219. 

VERRELLI.D.M. Region 2, Office of Director. 87/01/16. Ip. 39465:174-39465:174. 

“6702020619 Insp Rept 50-416/86-39 on 861 11 5-1 21 9. Violation noted: failure to follow 
procedures for intermediate range monitor Range 6 to Range 7 correlation test. 
BUTCHER, R.C., SMITH.W.F., DANCE, H.C. Region 2, Office of Director. 87/01/13. 
16pp. 39465:175-39465:190. 


8702030003 Confirms 870129 meeting at site to discuss NRC PRA application program 
for conducting insps at nuclear power stations, per 870106 telcon.lntroductory remarks 
will be made by Ah Herdt followed by technical discussion. 

GRACE, J.N. Region 2, Office of Director. 87/01/20. KINGSLEY.O.D. Mississippi 
Power & Light Co. 2pp. 39472:294-39472:295. 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702250022 Forwards summary rept of safety evaluations conducted as result of updat- 
ed FSAR change notice review program,per util 860410 response to Violation 50-416/ 
86 - 02 - 01 . 

KINGSLEY.O.D. System Energy Resources, Inc. 87/02/18. Document Control Branch 
(Document Control Desk). 225pp. 39723:238-39724:055. 


R. Periodic operating reports & related correspondence 

87022(H) 185 Monthly operating rept for Jan 1987.W/870213 Itr. 

HOBBS.S.H., KINGSLEY.O.D. System Energy Resources, Inc. 87/01/31. 6pp. 
39699:228-39699:233. 

8702100336 Forwards "Degraded Core Accident Hydrogen Control Program," quarterly 
status rept for quarter ending 861 231 . 

KINGSLEY.O.D. System Energy Resources, Inc. 87/02/06. Document Control Branch 
(Document Control Desk). Ip. 39574:301-39574:304. 
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Program/' quarterly status 
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R. Periodic operating reports & related correspondence 

8702060444 Forwards “Summary of Environ Protection Program re Const of Grand Gulf 
2 for Six-Months Ending 861231." 

KINGLSEY.O.D. System Energy Resources, Inc. 87/02/02. Document Control Branch 
(Document Control Desk). 3pp. 39536:143-39536:145. 


S. Reportable occurrences, LERs & related correspondence 

8702180102 Partial response to FOIA request for all records re main steam turbine 
bypass lines at facility.Forwards App B records.App A & B records available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 87/02/09. PUNTENNEY.J.E. Safe 
Energy Coalition of Michigan. 5pp. 39675:300-39676:112. 

-8702180125 Partially withheld memo forwarding potentially generic issue data sheet re 
steam leaks in main steam bypass lines due to fatigue failure. Diagrams & deviation/ 
event rept also end. 

LEWIS, R.C. Region 2, Office of Director. 84/10/19. PARTLOW.J.G. Region 1, Office 
of Director. 7pp. 39675:305-39675:31 1 . 


V. Operator Examinations 

8702260300 Informs of replacement written.plant oral &/or simulator exams scheduled 
for wk of 87051 8. Requests approved ref matl listed in end by 870518. 

VERRELU.D.M. Region 2, Office of Director. 87/02/17. KINGSLEY, O.D. System 
Energy Resources, Inc. 6pp. 39751:127-39751:132. 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


A. Appllcatlon/construction stage documents & correspondence 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting. Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. 1 p. 39781 :1 21 -39781 :1 30. 

“8311230117 Informs that due to participation of J Knox in Diablo Canyon 
hearings, Millstone Unit 3 draft SER input will be delayed from 831101 to 1201 .Me- 
chanical draft SER input will be submitted by end of Dec 1983. 

RUBENSTEIN.L.S. Assistant Director for Core & Plant Systems. 83/11/03. 
NOVAK, T.M. Assistant Director for Licensing. Ip. 39783:300-39783:302. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8702250315 Forwards safety evaluation of open issues on three-loop 
operatlon.Evaluation supplements SSER 4 (NUREG-1 031), based on info submitted in 
JF Opeka 860701 Itr.lnforms that items identified in 860701 Itr resolved. 

DOOLITTLE, E.L. PWR Project Directorate 5. 87/02/11. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 39743:146-39743:151. 

-8702250317 Evaluation of open issues on three-loop operation.Five open issues identi- 
fied in SSER 4 (NUREG-1 031) closed, pending compliance w/ conditions imposed by 
review of generic steam generator tube rupture topical repts. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/11. 4pp. 
39743:148-39743:151. 


F. Security, medical, emergency & fire protection plans 

8612160346 Forwards Rev 4 to physical security plan.Rev withheld (ref 10CFR2.790 & 
73.21). 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 86/12/12. DENTON, H.R. Office of Nuclear Reac- 
tor Regulation, Director (post 851125). 2pp. 39007:209-39007:210. 

8702050383 Suppls 861010 Itr re implementation of read & sign training program for site 
access for NRC inspectors. NRC training for individuals w/L & Q security clearances 
identical. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/01/27. Document Control 
Branch (Document Control Desk). 2pp. 39522:113-39522:114. 

8702060431 Forwards Insp Rept 50-423/86-35 on 861118-870105.No violations 
noted.Written schedule for unresolved item re environ qualification of containment 
high radiation monitors requested within 90 days. 

WENZINGER.E.C. Region 1, Office of Director. 87/01/27. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 39536:292-39536:305. 

“8702060436 Insp Rept 50-423/86-35 on 86111 8-8701 05.No violations noted. Major 
areas in$pected:phy$ical security, fire protection, shutdown planning, plant 

operations, radiation protection, surveillance & maint. 

MCCABE, E.C. Region 1, Office of Director. 87/01/16. 12pp. 39536:294-39536:305. 

8702090062 Forwards Insp Repts 50-245/86-26,50-336,86-32 & 50-423/86-30 on 
861211-12 & notice of violations. 

MARTI N.T.T. Region 1, Office of Director. 87/01/30. MROCZKA.EJ. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 3pp. 39549:158-39549:164. 

-8702090071 Partially withheld notice of violation from insps on 861211-12 (ref 
10CFR73.21). 

* Region 1, Office of Director. 87/01/30. Ip. 39549:161-39549:161. 

-8702090081 Partially withheld Physical Security Insps Repts 50-245/86-26,50-336/86- 
32 & 50-423/86-38 on 861211-12 (ref 10CFR73.21). Violations noted:protected area 
barrier degraded for more than 46 h & no compensatory measures implemented. 
SMITH, G.C. Region 1, Office of Director. 87/01/30. 3pp. 39549:162-39549:164. 

8702180357 Submits info re practices & techniques used to detect drug abuse & deter- 
mine fitness for duty at facilities both now & during const.per NRC 870106 request. 
MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.EJ. Northeast Utilities. 87/02/11. Document Control Branch (Document 
Control Desk). 4pp. 39666:354-39666:357. 


8702270355 Revised emergency plan implementing procedures, including Rev 9 to EPIP 
4602, “Communications Telephone Test” & Rev 6 to EPIP 4610, “Communications - 
Radiopaging & Callback Recorder Monthly Drill.” W/87021 7 Itr. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 87/02/17. 40pp. 39793:138-39793:177. 


H. General correspondence 


8702180546 Advises that all correspondence to utils should be addressed to EJ 
Mroczka to assure that all appropriate personnel receive NRC correspondence & that 
all necessary actions properly & promptly taken. 

MROCZKA, E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/02/10. 
Document Control Branch (Document Control Desk). 2pp. 39676:288-39676:289. 


P. Operating license stage documents & correspondence 

8702030491 Forwards SER re review of protection sys mods for N-1 loop 
operation.SER contains six open items which must be resolved before staff completes 
review.List of drawing errors encountered during review of design details end. . 
DOOLITTLE, E.L. PWR Project Directorate 5. 87/01/21. MROCZKA, E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 3pp. 39485:268-39485:286. 

“8702030495 SER discussing six open items found in licensee proposed mods to solid 
state protection sys for N-1 loop operation & design of loop isolation valve interlocks. 

* NRC - No Detailed Affiliation Given. 87/01/21. 15pp. 39485:272-39485:286. 

8702040265 Advises that util 861105 schedular commitments re compliance w/ 
10CFR50.62 by end of second refueling outage acceptable. Review will be completed 
within 6 months of receipt of plant specific info addressing 14 items from safety eval- 
uation. 

DOOLITTLE, E.L. PWR Project Directorate 3. 87/01/21. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 4pp. 39509:279-39509:282. 

8702060159 Application for amend to License NPF-49, extending 18-month surveillance 
testing requirements for diesel generator up to 4 months beyond max allowed by Tech 
Spec Section 4.0.2, on one-time basis. 

MROCZKA, E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 87/01/30. Document Control Branch (Document 
Control Desk). 4pp. 39533:150-39533:157. 

-8702060168 Proposed Tech Specs, extending diesel generator 18-month surveillance 
requirements up to 4 months beyond max allowed by Tech Spec Section 4.0.2 on 
one-time basis. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/01/31. 4pp. 
39533:154-39533:157. 

8702180357 Submits info re practices & techniques used to detect drug abuse & deter- 
mine fitness for duty at facilities both now & during const.per NRC 870106 request 
MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA, E.J. Northeast Utilities. 87/02/11. Document Control Branch (Document 
Control Desk). 4pp. 39666:354-39666:357, 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus.” W/o svc list. 
lEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020126 Forwards Insp Rept 50-423/86-39 on 861229-870107 of inoperability of 
safety injection Pump B from 861126-30. Safety function fulfilled by second train of 
emergency cooling equipment-Enforcement conference will be scheduled. 

KANE.W.F. Region 1, Office of Director. 87/01/21. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 39451:330-39451:337. 

-8702020134 Insp Rept 50-423/86-39 on 861 229-8701 07.Major area 

inspected:inoperability of safety injection Pump B on 861 126-30. Factors involved in- 
cluded procedure & procedure review inadequacy.Corrective actions in progress by 
util. 

MCCABE, E.C. Region 1, Office of Director. 87/01/13. 5pp. 39451:333-39451:337. 

8702050383 Suppls 861010 Itr re implementation of read & sign training program for site 
access for NRC inspectors.NRC training for individuals w/L & Q security dearances 
identical. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/01/27. Document Control 
Branch (Document Control Desk). 2pp. 39522:113-39522:114. 

8702060431 Forwards Insp Rept 50-423/86-35 on 861 11 8-8701 05.No violations 
noted.Written schedule for unresolved item re environ qualification of containment 
high radiation monitors requested within 90 days. 

WENZINGER.E.C. Region 1, Office of Director. 87/01/27. MROCZKA.EJ. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 39536:292-39536:305. 

-8702060436 Insp Rept 50-423/86-35 on 861 11 8-870 105.No violations noted. Major 
areas inspected:physical security, fire protection, shutdown planning, plant 
operations, radiation protection, surveillance & maint. 

MCCABE.E.C. Region 1, Office of Director. 87/01/16. 12pp. 39536:294-39536:305. 

8702040108 Describes cause & corrective actions for two occurrences re trip of turbine- 
driven auxiliary feedwater pump steam supply valve, per NRC 861120 Itr on Insp Rept 
50-423/86-33.Valve labeled to ensure valve in full counterclockwise direction. 
MROCZKA, E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.EJ. Northeast Utilities. 87/01/28. Document Control Branch (Document 
Control Desk). 2pp. 39503:358-39503:359. 
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8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702090082 Forwards Insp Repts 50-245/86-26,50-336/86-32 & 50-423/86-38 on 
861211-12 & notice of violation. 

MARTIN, T.T. Region 1, Office of Director. 87/01/30. MROC2KA.E.J. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 3pp. 39549:158-39549:164. 

-8702090071 Partially withheld notice of violation from insps on 861211-12 (ref 
10CFR73.21). 

* Region 1, Office of Director. 87/01/30. Ip. 39549:161-39549:161. 

-8702090081 Partially withheld Physical Security Insps Repts 50-245/86-26,50-336/86- 
32 & 50-423/86-38 on 861211-12 (ref 10CFR73.21). Violation noted:protected area 
barrier degraded for more than 46 h & no compensatory measures implemented. 
SMITH, G.C., KEIMIG.R.R. Region 1, Office of Director. 87/01/30. 3pp. 39549:162- 
39549:164. 

8701220053 IE Info Notice 87-005, "Miswiring in Wesfinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8702190143 LER 87-003-00:on 870114 & 0205, Train B emergency diesel generator did 
not start within required 10 s during surveillance testing.Caused by inadequate purge 
of air from fuel injectors & low oil temp.Maint perforrned.W/870212 Itr. 

HULME.N.D., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE,S.E. Northeast Utilities. 87/02/12. 3pp. 39685:279-39685:281. 

8702200232 Part 21 rept re insufficient length of upper adjusting ring retaining pins on 
Dresser main steam safety valves. Initially reported on 870211. Defective pins re- 
placed. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 87/02/13. Document Control Branch (Document 
Control Desk). 3pp. 39700:158-39700:160. 


DOCKET 50-424 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 1 


A. Appileation/eomtnsctSon stage documents & correspondence 


8611240443 Requests withholding encS Calculation X6CJM.49, "Limitorque Thermal Lag 
Transient Analysis Inside Containment” (ref 10CFR2.790).DJ Stoker affidavit also 
end. 

MARSH, F.B. Bechtel Corp. 86/11/18. DENTON, H.R. Office of Nuclear Reactor Regu- 
lation, Director (post 851125). 2pp. 38696:294-38696:298. 


870130OO79 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 


3612120204 Forwards proprietary mechanical equipment test data in response to NRC 
861203 Itr.Techno Corp info re tornado dampers, Anchor Darling info re stop check 
valves & Garrett info re (PORV) solenoid-operated pilot valves end. 

BAILEY, J.A. Georgia Power Co. 86/12/04. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 2pp. 38994:199-38994:200. 


8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc fist end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

870210012® IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas.” Svc fist end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers,GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 


8702260630 Forwards updated status of corrective actions (ref SALP Rept 50-423/85- 
99) & summary of util performance during Jan 1986 - Jan 1987. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 87/02/18. Document Control Branch (Document 
Control Desk). 1 7pp. 39756:1 62-39756:1 79. 


R. Periodic operating reports & related correspondence 


8702190023 Monthly operating rept for Jan 1987.W/870211 Itr. 

ELMS, A., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities) 
SCACE.S.E. Northeast Utilities. 87/01/31. 4pp. 39680:184-39680:187, 


8702170641 Forwards info received during discussions between Region II personnel & 
concerned individual re maint of electrical terminations & crane maintRequests find- 
ings within 20 days of Itr receipLEncl withheld (ref 10CFR2.790). 

BROWNLEE.V.L. Region 2, Office of Director. 86/12/08. MILLER, J.H. Georgia Power 
Co. 3pp. 39660:296-39660:298. 

6702170688 Forwards info received during discussions between Region II personnel 8 
concerned individual re honeycombing of auxiliary bldg wall (RJI-86-A-0281).Concem 
provided for info & appropriate action.tnc! withheld (ref 10CFR2.790). 
BROWNLEE.V.L Region 2, Office of Director. 86/12/08. MILLER, J.H. Georgia Power 
Co. 3pp. 39661:078-39661:080. 

8612170104 Advises that discussion of FAPPS computer program inadvertently deleted 
from Amend 25 to FSAR.Corrected FSAR pages encl.lnfo will be included in next 
FSAR amend. 

BA! LEY, J. A. Georgia Power Co. 86/12/10. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 3pp. 39020:345-39020:347. 

8702090072 Requests deferral of testing of control room ESF ventilation & HEPA & 
carbon filter package until Mode 4 & issuance of low power license permitting com- 
mencement of fuel Toad activity on 870114. 

CONWAY, R.E. Georgia Power Co. 87/01/09. GRACE, J.N. Region 2, Office of Direc- 
tor. 2pp. 39549:006-39549:007. 

8702190651 Forwards summary of investigative/corrective actions re allegation on sep- 
aration of electrical cable. Violating cables in Tray 1AE302THBG reworked.Cables in 
Trays 1AE302TFBG & 1AE302TGBG dispositioned “use as is.” 

CONWAY, R.E. Georgia Power Co. 87/01/12. BROWNLEE.V.L Region 2, Office of Di- 
rector. 2pp, 39693:120-39693:121. 

8702090276 Forwards minutes of 861202 mgt meeting w/NRC & util in AtJanta,GA re 
continued progress, ongoing activities, fuel load status & completion of faciliiy.List of at- 
tendees also encl.W/o ends. 

GRACE, J.N. Region 2, Office of Director. 87/01/13. O’REILLY, J.P. Georgia Power Co. 
2pp. 39553:150-39553:151. 

3702090335 Requests util participation in 870118 workshop on NRC Incident Investiga- 
tion Program. Forwards Rev 1 to "Incident Investigation Manual,” for insight into NRC 
procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/15. MILLER, J.H. Georgia Power Co. 
4pp. 39555:166-39556:023. 


E. NRC Safety Evaluation Report (SER), supple & correspondence 


S. Reportable occurrences, LERs & related correspondence 


$702110353 Part 21 rept re failure of isolated worm shaft gear when certain critical 
^eds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM.F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 


$7021 10067 Summary of Operating Reactors Events Meeting 87-03 on 870202 List i 
attendees, events discussed.summary of events for input into performance indicat 
program & viewgraphs end. 

F ? eact £ rs Assessment Staff (post 851125). 87/02/0 
0f ™ udear Reactor Regulation, Director (post 851125). 24p 


8612160367 Forwards proprietary thermal lag calculations in response to SER Open 
Item 1 re equipment qualification.Request for withholding proprietary info from public 
disclosure encl. Calculations withheld (ref 10CFR2.790). 

BAILEY,J.A. Georgia Power Co. 86/12/05. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 3pp. 39017:342-39017:349. 

-8612160373 Requests withholding of proprietary calculations re Limitorque thermal lag 
transient analysis inside containment from public disclosure (ref 10CFR2.790). 

MARSH, F.B. Bechtel Corp. 86/12/05. DENTON, H.R. Office of Nuclear Reactor Regu- 
lation, Director (post 851125). 5pp. 39017:345-39017:349. 

8702040378 Forwards SSER 5 re application for OLs.W/o encl. 

MILLER, M . A PWR Project Directorate 4. 87/01/27. O'REILLY, J.P. Georgia Power Co. 
2pp. 39509:308-39509:309. 


8703190155 LER 87-00 1-00:on 8701 13, plant received automatic reactor trip as result of 
automatic turbine tnp.Caused by inadequate communications between operations per- 
sonnel. Operational procedures updated. W /870210 itr. 

*4 SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 87/02/10. 4pp. 39685:095-39685:098. 

8702190051 LER 87-002-00:on 8701 14, reactor trip occurred when reactor operator ac- 
cidently reset source range high flux reactor trip block.Caused by operator error com- 
PJlfjSSiy ^siWe ^ftch^xtenders removed & caution tags added.W/87021 1 Itr. 
SSrcec’ Enef 9 y of Northeast Utilities). 

SCACE.S.E. Northeast Utilities. 87/02/11. 4pp. 39679: 1 52-39679: 1 55. 


8702060100 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
VOGTLE ELECTRIC GENERATING PLANT.UNITS 1 AND 2.Docket Nos. 50-424 And 
50-425.(Georgia Power Company, Municipal Electric Authority Of Georgia, Oglethorpe 
Power Corporation) 

* Division of Pressurized Water Reactor Licensing - A (post 851125). NUREG-1137 
SOS. 87/01/31. 111pp. 39526:288-39527:048. 


8702250575 Confirms installation of annunciator for high-flow signal which initiates isola- 
tion of electric steam boiler line, per Confirmatory Item 55 in SSER 4. 

GUCWA.LT. Georgia Power Co. 87/02/18. Document Control Branch (Document 
Control Desk). 2pp. 39728:223-39728:224. 
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F. Security, medical, emergency & lire protection plane 


8702240355 Revised emergency plan implementing procedures, including Rev 7 to 
91002-C, “Emergency Notifications” & Rev 3 to 91304-C, “Computerized & Manual 
Backup Methods for Release Rate & Dose Calculations.” W/revised table of contents. 

* Georgia Power Co. 86/11/10. 68pp. 39720:001-39720:068. 

8702200137 Revised emergency plan implementing procedures, consisting of Rev 1 to 
91108-C, “Duties of Maint Supervisor (TSC)," Rev 6 to 91305-C, "Protective Action 
Guidelines” & Rev 4 to 91307-C, “Contaminated injury.” W/revised table of contents. 

* Georgia Power Co. 86/11/18. 32pp. 39696:110-39696:141. 

@612030528 Forwards Insp Repts 50-424/86-97 & 70-3040/86-97 on 861006- 09.No 
violations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 86/11/20. MILLER, J.H. Georgia Power 
Co. 3pp. 38815:098-38815:101. 

-8612030536 Partially withheld Insp Repts 50-424/86-97 & 70-3040/86-97 on 861006- 
09 (ref 10CFR2.790 & 73.21 ).No violations or deviations noted.Major areas 
inspected:physical inventory, training & records. 

NINH.S.Q., MCALPINE.E.J. Region 2, Office of Director. 86/11/14. Ip. 38815:101- 
38815:101. 

8702200002 Revised emergency plan implementation procedures, including Rev 3 to 
91102-C, "Duties of Emergency Director,” Rev 5 to 91103-C, "Duties of Technical 
Support Ctr Manager" & Rev 3 to 91105-C, “Duties of Emergency Operations Facili- 

&KHOLD.G. Georgia Power Co. 86/12/07. 150pp. 39694:314-39695:169. 

8702200110 Rev 3 to Emergency Plan Implementing Procedure 91110-C, "Duties of 
Health Physics Supervisor (TSC)." W/revised table of contents. 

* Georgia Power Co. 86/12/10. 12pp. 39696:160-39696:171. 

©702240309 Revised emergency plan implementing procedures, including Nuclear Oper- 
ations Instructions NO1-Q8-120 re duties of director of corporate response & NOI-08- 
122 re duties of engineering svc manager. 

HOWARD, E.M. Georgia Power Co. 87/01/14. 35pp. 39719:223-39719:257. 

8702190364 Requests addl info or comments re listed areas of SALP Repts 50-424/86- 
85 & 50-425/86-42, per 861219 meeting. 

CONWAY, R.E. Georgia Power Co. 87/01/28. GRACE, J.N. Region 2, Office of Direc- 
tor. 3pp. 39686:120-39686:122. 

8702060461 Forwards Insp Rept 50-424/86-132 on 861208-19 & notice of violation. 
REYES, L.A. Region 2, Office of Director. 87/01/29. O’REILLY, J.P. Georgia Power Co. 
3pp. 39537:085-39537:098. 

-8702060475 Insp Rept 50-424/86-132 on 861 208-1 9. Violation noted: inadequate docu- 
mentation & review of remote shutdown panel test results. 

NICHOLSON, L.E., THOMAS, M., JAPE.F. Region 2, Office of Director. 87/01/20. 9pp. 
39537:090-39537:098. 

8702090452 Forwards Insp Rept 50-424/87-07 on 870105-08.No violations or devi- 
ations noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/02/02. O’REILLY, J.P. Georgia 
Power Co. 3pp. 39558:002-39558:005. 

—8702090467 Partially withheld Preoperational Insp Rept 50-424/87-07 on 870105-08 
(ref 10CFR2.790 & 73.21 ).Major areas inspected: regulatory requirements & licensee 
commitments, security plan & implementing procedures & security organization. 
TILLMAN, A., THOMPSON, D., GIBSON, G. Region 2, Office of Director. 87/02/02. Ip. 
39558:005-39558:005. 

©702180364 Forwards Insp Repts 50-424/86-136 & 50-425/86-63 on 861216- 
870123.No violations or deviations identified.One unresolved item identified. 
BROWNLEE, V.L Region 2, Office of Director. 87/02/03. O’REILLY, J.P. Georgia 
Power Co. 3pp. 39668:007-39668:041. 

-8702180381 Insp Repts 50-424/86-136 & 50-425/86-63 on 861 21 6-8701 23.No viola- 
tions or deviations identified. Major areas inspected: fire protection, containment & 
safety-related structures, auxiliary sys.instrumentation & TMI action items. 

LIVERMORE, H.H., ROGGE, J.F., SCHEPENS.R.J. Region 2, Office of Director. 87/02/ 
03. 32pp. 39668:010-39668:041. 

8702180729 Forwards summary of 861229 meeting in Region II ofc re continued 
progress, ongoing activities, fuel load status & completion of facility.Attendance list also 
end 

GRACE, J.N. Region 2, Office of Director. 87/02/04. O’REILLY, J.P. Georgia Power Co. 
5pp. 39668:053-39668:057. 

8702200051 Forwards Insp Rept 50-424/87-02 on 870112-16 & notice of violation. 
REYES.L.A. Region 2, Office of Director. 87/02/12. O’REILLY, J.P. Georgia Power Co. 
3pp. 39695:172-39695:190. 

-8702200054 Notice of violation from insp on 870112-16. 

REYES, L.A. Region 2, Office of Director. 87/02/12. 2pp. 39695:175-39695:176. 

-8702200063 Insp Rept 50-424/87-02 on 8701 12-1 6. Violation noteddailure to property 
implement fire protection evaluation for maint work orders involving removal of radiant 
energy shields for Instruments PT-403 & LT-459. 

MILLER, W.H., CONLON.T.E. Region 2, Office of Director. 87/02/05. 14pp. 
39695:177-39695:190. 

@702240357 Revised nuclear operations emergency plan implementing 
instructions.including NOI-08-120 re duties of director of corporate response & NOI- 
08-122 re duties of engineering svc manager. W/87021 2 Itr. 

HOWARD, E.M., GUCWA.LT. Georgia Power Co. 87/02/12. 300pp. 39720:074- 
39721:075. 

8702240403 Page 9 of Rev 4 to Emergency Plan Implementing Procedure 91001-C, 
“Figure 4 - Emergency Classification Level Determination.” 

* Georgia Power Co. 87/02/24. 2pp. 39721:076-39721:078. 


G. Adjudicatory correspondence 

8702060135 Order.* ASLB 861223 concluding partial initial decision (LBP-86-41) will be 
reviewed sua sponte.Decision not deemed final until further order issued.Served on 
870203. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #187 2401. 87/02/02. 
2pp. 39535:118-39535:119. 

©702100311 Requests Insp Repts 50-424/86-111,50-425/86-50 & closeout rept. Served 
on 870206. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #187 2454. 87/02/05. 
BORDENICK.B.M. Office of the General Counsel. Ip. 39570:272-39570:272. 

@702190407 Forwards ASLB 861223 concluding partial initial decision, per 

10CFR51.102.FES transmitted w/850412 itr. 

MILLER, M.A. PWR Project Directorate 4. 87/02/11. HIRSCH.A. Environmental Protec- 
tion Agency. 4pp. 39689:024-39689:080. 

-©702190422 Concluding partial initial decision.* Director of NRR authorized to 
issue, upon making requisite findings re matters not embraced in initial 
decisions.licenses authorizing operation of facilities.Served on 861223. 
MARGULIES.M.B., UNENBERGER.G., PARIS, O.H. Atomic Safety and Licensing 
Board Panel. 86/12/23. 53pp. 39689:028-39689:080. 

8702190125 Submits clarifications re 870115 Itr submitting info on Limitorque motor 
operators. During cable termination.bum damage to motor power leads discovered in 
vicinity of internal heater eiemenLEIement disconnected.W/svc list. 

CHURCHILL, B.W. Georgia Power Co. CHURCHILL.B.W. Shaw, Pittman, Potts & Trow- 
bridge. #187 2511. 87/02/12. EDLES.G.J., KOHL.C.N., WILBER.H.A. Atomic Safety 
and Licensing Appeal Panel. 4pp. 39666:001-39666:004. 


J. Insurance & Indemnity Information 

8702030505 Forwards License NPF-61 .notice of issuance of OL, Amend 1 to Indemnity 
Agreement B-107 & SSER 5.License authorizes low power testing & operation not to 
exceed 5%.W/o SSER. 

NOVAK, T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 87/ 
01/16. O’REILLY, J.P. Georgia Power Co. 4pp. 39485:230-39485:267. 

—8702030519 Notice of issuance of License NPF-61 .Amend 1 to Indemnity Agreement 
B-107 end. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 87/01/16. 5pp. 39405:263- 
39485:267. 

8702170650 Forwards Endorsement 1 to NELIA Policy N-111 a MAELU Policy M-111. 
HOFFMAN, J. Marsh & McLennan, Inc. 87/02/02. DINITZ.I. Assistant Director for 
State & Licensee Relations. 3pp. 39653:354-39653:356. 

8702180315 Unexecuted Amend 1 to Indemnity Agreement B-107, deleting Items 2A a 
3,substituting listed amounts a license number & amending Item 5 to add Nuclear 
Energy Liability Policy MAELU MF-129,effective on 870116. 

NASH, D. A. Assistant Director for State © Licensee Relations. 87/02/11. 2pp. 
39674:131-39674:132. 


P. Operating license stag® documents & correspondence 

8702020656 Summarizes 861223 panel review re readiness for licensing of faciiity.Util 
advised Region II that fuel load date would slip to middle of Jan 1987 due to comple- 
tion of preoperational test program.Facility ready for licensing. 

WALKER, R.D. Region 2, Office of Director. 87/01/16. GRACE, J.N. Region 2, Office of 
Director. 3pp. 39464:298-39464:300, 

8702030505 Forwards License NPF-61 .notice of issuance of OL, Amend 1 to Indemnity 
Agreement B-107 & SSER 5.Ucense authorizes low power testing & operation not to 
exceed 5%.W/o SSER. 

NOVAK, T.M. Division of Pressurized Wafer Reactor Licensing - A (post 851125). 87/ 
01/16. O’REILLY, J.P. Georgia Power Co. 4pp. 39485:230-39485:267. 

-8702030514 License NPF-61 for Georgia Power Co.authorizing operation up to 5% 

?OLl.MER,R.H. Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/ 
16. 29pp. 39485:234-39485:262. 

-8702030519 Notice of issuance of License NPF-61 .Amend 1 to Indemnity Agreement 
B-107 end. 

YOUNGBLOOD.B.J. PWR Project Directorate 4. 87/01/16. 5pp. 39485:263- 
39485:267. 

8702020138 Forwards 861218-19 & 22-23 meetings summaries re Tech Specs. Final 
draft Tech Specs end. 

BAILEY, J.A. Georgia Power Co. BAILEY, J.A. Southern Company Services, Inc. 87/01/ 
22. Document Control Branch (Document Control Desk). 220pp. 39453:018- 
39453:279. 

8702060231 TECHNICAL SPECIFICATIONS FOR VOGTLE ELECTRIC GENERATING 
PLANT, UNIT 1. Docket No. 50-424. (Georgia Power Company) 

* Division of Pressurized Water Reactor Licensing - A (post 851125). NUREG-1237. 
87/01/31. 200pp. 39538:194-39539:293. 

8702120589 Forwards summary of 861218-19 & 22-23 meetings w/utils & Bechtel re 
Tech Specs. List of participants also end. 

MILLER ,M. A. PWR Project Directorate 4. 87/02/03. PWR Project Directorate 4. 3pp. 
39603:039-39603:302. 

8702170456 Application for amend to License NPF-61 .delaying applicability of Tech 
Spec 3.7.7 re piping penetration area filtration & exhaust sys, until entry into Mode 2 to 
prevent delay in power ascension. Fee paid. 

BECKHAM, J.T. Georgia Power Co. 87/02/04. Document Control Branch (Document 
Control Desk). 5pp. 39650:286-39650:293. 

-8702170521 Proposed Tech Specs postponing applicability of Tech Spec 3.3.7 re- 
quirements re piping penetration area filtration & exhaust sys until initial entry into 

* Georgia Power Co. 87/02/04. Ip. 39650:293-39650:293. 
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8702180729 Forwards summary of 861229 meeting in Region II ofc re continued 
progress, ongoing activities, fuel load status & completion of facility.Attendance list also 
encT. 

GRACE, J.N. Region 2, Office of Director. 87/02/04. O’REILLY, J.P. Georgia Power Co. 
5pp. 39668:053-39668:057. 

8702120521 Forwards NRR monthly status rept, including info available as of 
870131,Rept identifies potential or actual licensing delay for Shoreham, Comanche 
Peak Unit I.Braidwood Unit 1 & Seabrook Unit 1. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
05. STELLO.V, Office of the Executive Director for Operations. 21pp. 68773:241- 
68773:261. 

8702190161 Forwards "Nuclear Svc Cooling Water Welding Concern," per request.Final 
analysis supports conclusions in end Y Chung 860801 Itr to DL Kinnsch.Results pro- 
vide further assurance of fitness for svc of installation. 

BAILEY, J.A. Georgia Power Co. BAILEY, J.A. Southern Company Services, Inc. 87/02/ 
09. Document Control Branch (Document Control Desk). 9pp. 39678:309-39679:112. 

“8702190173 “Nuclear Svc Cooling Water Welding Concern." 
e Georgia Power Co. * Southern Company Services, Inc. 87/02/09. 200pp. 
39678:318-39679:112. 

8702180734 Forwards statement of concerns re miscellaneous electrical & instrumenta- 
tion concerns from anonymous caller.Results of investigation re concerns requested 
within 20 days of Itr date. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/10. O’REILLY, J.P. Georgia 
Power Co. 3pp. 39668:21 1-39668:213. 

87 02250574 Forwards lists of correspondence between NRC & util for which responses 
required.for info. 

GUCWA.L.T. Geo* , g i a Pcwe r Cc. 87/02 '16. Document Control Branch (Document 
Control Desk). 5pc 3«V28:225-39723:229. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYC-LNG,R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8612030528 Forwards Insp Repts 50-424/86-97 & 70-3040/86-97 on 861006- 09.No 
violations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 86/11/20. MILLER.J.H. Georgia Power 
Co. 3pp. 38815:098-38815:101. 

-8612030536 Partially withheld Insp Repts 50-424/86-97 & 70-3040/86-9 7 on 861006- 
09 (ref 10CFR2.790 & 73.21 ).No violations or deviations noted.Major areas 
inspectedrphysical inventory, training & records. 

NINH.S.Q., MCALPINE.E.J. Region 2, Office of Director. 86/11/14. Ip. 38815:101- 
38815:101. 

8702020524 Forwards lab input to Insp Repts 50-424/86-135 & 50-424/86-62 on 
861 21 5-1 9.Util maint procedure & review of reactor trip circuit breakers inadequate. 
CHAN.P.M. Lawrence Livermore National Laboratory. 87/01/06. MERR I WEATHER, N. 
Region 2, Office of Director. 11pp. 39464:084-39464:094, 

8702090471 Responds to violations noted in Insp Repts 50-424/86-74 & 50-425/86- 
3S.Corrective actions:Procedure CAT-M-04 revised on 861027 to include testing for 
sudden loss of instrument air to safety-related air-operated valves w/positioners. 

RICE, P.D. Georgia Power Co, 87/01/06. WALKER, R.D. Region 2, Office of Director. 
2pp. 39557:156-39557:157. 

8702100233 Responds to violations noted in Insp Repts 50-424/86-109 & 50-425/86- 
48.Corrective action:calculation data sheets revised to ensure weight of full cable 
lengths connected to EPA being used in moment loading calculations. 

RICE.P.D. Georgia Power Co. 87/01/08. WALKER, R.D. Region 2, Office of Director. 
2pp. 39571:279-39571:280. 

8702090486 Forwards Readiness Review Program Module 22 Independent Design 
Review Insp Rept 50-424/86-128 on 850415-861009. Design process acceptable w/ 
conditional acceptance of one item re safety-related electrical cables. 

GRACE, J.N. Region 2, Office of Director. 87/01/09. MILLER.J.H. Georgia Power Co. 
3pp. 39557:304-39557:343. 

-8702100211 Insp Rept 50-424/86-128 on 850416-86081 S.Major areas 
inspected:readiness review program Module 22 re independent design review. 
PARKHILL.R. Office of Inspection & Enforcement, Director (Post 820201). IMBRO.E. 
Quality Assurance Branch. SINKULE.M. Region 2, Office of Director. 87/01/02. 37pp. 
39557:307-39557:343. 

8702100014 Forwards Insp Repts 50-424/86-130 & 50-425/86-60 on 861208-12 & 
notice of violation. 

WALKER, R.D. Region 2, Office of Director. 87/01/13. MILLER.J.H. Georgia Power 
Co. 3pp. 39570:1 1 2-39570:1 22. 

“8702100016 Notice of violation from insp on 861208-12. 

WALKER, R.D, Region 2, Office of Director. 87/01/13. 2pp. 39570:115-39570:116. 

-8702100022 Insp Repts 50-424/86-130 & 50-425/86-60 on 861208-12. Violation 
noted;auxiiiary bldg structural steel piatform connection (beam to column) not erected 
in accordance w/ current approved as-built drawings. 

WRIGHT, R.W., BELISLE.G.A. Region 2. Office of Director. 86/12/30. 6pp. 39570:1 17- 
39570:122. 

8702090478 Forwards Insp Rept 50-424/86-134 on 861 216-1 9.No violations or devi- 
ations noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/01/15. O’REILLY, J.P. Georgia 
Power Co. 2pp. 39557:291-39557:296. 

“8702090483 Insp Rept 50-424/86-134 on 861216-19.No violations or deviations 
noted.Major areas inspected:review of proposed startup tests. 

BURNETT, P.T., JAPE.F. Region 2, Office of Director. 87/01/14. 4pp. 39557:293- 
39557:296. 


8701140224 IE info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc fist end. 

JORDAN, E.L. Division of Emercenc'' Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:246. 

8702020551 Ack receipt of 861219 Str informing NRC of steps taken to correct violations 
noted in Insp Repts 50-424/86-93 & 50-425/33-43. 

REYFSLA. Region 2. Off ! ce of Director. 87/01/20. MILLER.J.H. Georgia Power Co. 
2pp. 3£Wfi---.C 7 5-33--5-- 0 ■' 7. 

8702020689 Forwards Insp Rept 50-424/86-37 of Readiness Review Module 7 re plant 
operations & support. Specific programs reviewed by NRC acceptable & in compliance 
w 'rpp-cndr rcqdnforv recuirements.Several deficiencies identified. 

GR.\C:.' i .,. v Rrfc-on 2 0: - . : ce of Director. 87/01/20. O’REILLY, J.P. Georgia Power Co. 


“8702020693 Insp Rept 50-424/86-37 on 860401-081 1. Major areas inspected: Readi- 
ness Review Module 7, “Plant Operations & Support." 

SINKULE.M.V., COLLINS, D.M. Region 2, Office of Director. NOVAK, T. Division of 
Pressurized Water Reactor Licensing - A (post 851125). 87/01/16. 45pp. 39465:238- 
39465:282. 

8702060455 Forwards Insp Repts 50-424/86-120 & 50-425/86-56 on 861 11 7-21. No vio- 
lation or deviation noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/01/26. O’REILLY, J.P. Georgia 
Power Co. 3pp. 39536:270-39536:291 . 

-8702060466 Insp Repts 50-424/86-120 & 50-425/86-56 on 861117-21.No violation or 
deviation noted.Major areas inspected:licensee action on previous enforcement 
matters.housekeeping.mati control & nonwelding programs. 

HALLSTROM.G.A., BLAKE, J.J. Region 2, Office of Director. 87/01/16. 19pp. 
39536:273-39536:291. 

8702100013 Forwards Insp Rept 50-424/86-50.One unresolved item & three inspector 
followup items identified.Applicant readiness review, App J program for ensuring proper 
equipment qualification acceptable. 

GRACE J N. Reg ! cn 3. G^ice of Director. 87/01/28. O’REILLY, J.P. Georgia Power Co. 
3pp. 395” 1 :3 ■ 3-3957 1 :3Z 1 . 

~8702100019 Insp Rept 50-424/86-50 on 860609-0828. Major areas inspected: readi- 
ness review program, App J, “Equipment Qualification." One unresolved & three in- 
spector followup items identified. 

CONLON.T.E., SINKULE.M.V. Region 2, Office of Director. 87/01/16. 35pp. 
39571:316-39571:351. 

8702190364 Requests addl info or comments re listed areas of SALP Repts 50-424/86- 
85 & 50-425/86-42, per 861219 meeting. 

CONWAY, R.E. Georgia Power Co. 87/01/28. GRACE, J.N. Region 2, Office of Direc- 
tor. 3pp. 39686:120-39686:122. 

8702060461 Forwards Insp Rept 50-424/86-132 on 861208-19 & notice of violation. 
REYES LA. Region P, Office of Director. 87/01 /29. O’REILLY, J.P. Georgia Power Co. 
3pp. 3953 7:085-39537: 393. 

“8702060470 Notice of violation from insp on 861208-19. 

REYES, L.A. Region 2, Office of Director. 87/01/29. 2pp. 39537:088-39537:089. 

“8702060475 Insp Rept 50-424/86-132 on 861 208-1 9. Violation noted: inadequate docu- 
mentation & review of remote shutdown panel test results. 

NICHOLSON, L.E., THOMAS.M., JAPE.F. Region 2, Office of Director. 87/01/20. 9pp. 
39537:090-39537:098. 

8702100117 Forwards insp Repts 50-424/87-04 & 50-425/87-04 on 870105-09.No vio- 
lations or deviations noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/01/29. O’REILLY, J.P. Georgia 
Power Co. 3pp. 39569:299-39569:312. 

“8702100128 Insp Repts 50-424/87-04 & 50-425/87-04 on 870105-09.No violations or 
deviations noted.Major areas inspected:const NDE Unit 2, inspector identified 
items.general observation of const activities, general housekeeping & matl storage. 
NEWSOME, R.W., BLAKE, J.J. Region 2, Office of Director. 87/01/27. 11pp. 
39569:302-39569:312. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, inc. 107pp. 39525:233- 
39525:339. 

8702060493 Forwards Insp Rept 50-424/86-133 on 861215-19.No violations or devi- 
ations noted. 

BROWN LEE, V.L Region 2, Office of Director. 87/01/30. O’REILLY, J.P. Georgia 
Power Co. 3pp. 39537:034-39537:044. 

-8702060498 Insp Rept 50-424/86-133 on 861215-19.No violations or deviations 
noted.Major areas inspected: licensee action on previously identified 

findings.preoperational test records & preoperational test QA. 

MOORE, L.R., BELISLE.A. Region 2, Office of Director. 87/01/22. 8pp. 39537:037- 
39537:044. 

8702090080 Ack receipt of 861219 response to 861121 notice of violation noted in insp 
Repts 50-424/86-95 & 50-425/86-45. Part 1 of Violation B deleted from records 
based on review of util denial. Part 2 of violation remains. 

REYES.L.A. Region 2, Office of Director. 87/01/30. O’REILLY, J.P. Georgia Power Co. 
2pp. 39549:167-39549:168. 

8702100191 Forwards Insp Rept 50-424/86-54 based on review of Readiness Review 
Module 4 for mechanical equipment & piping. Certain deficiencies exist involving ade- 
quacy of identification & verification of commitments & review of design documents. 
GRACE, J.N. Region 2, Office of Director. 87/01/30. O’REILLY, J.P. Georgia Power Co. 
3pp. 39572:089-39572:130. 
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-8702100202 insp Rept 50-424/86-54 on 850715-860509 of NRC evaluation of readi- 
ness review program mechanical equipment & piping. Deficiencies identified including 
implementation of commitments & review of design documents. 

BLAKE, J.J., SINKULE.M.V. Region 2, Office of Director. NOVAK, T. Division of Pres- 
surized Water Reactor Licensing - A (post 851125). 87/01/16. 39pp. 39572:092- 
39572:130. 

8702100206 Forwards Insp Repts 50-424/87-03 & 50-425/87-03 on 870105-09.No vio- 
lations or deviations identified. 

BROWNLEE, V.L. Region 2, Office of Director. 87/01/30. O’REILLY, J.P. Georgia 
Power Co. 3pp. 39572:131-39572:143. 

-8702100216 Insp Repts 50-424/87-03 & 50-425/87-03 on 870105-09.No violations or 
deviations identified.Major areas inspected: seismic analysis for as-built safety-related 
piping sys (IE Bulletin 79-14) & safety-related piping sys. 

VIAS.S.J., BLAKE, J.J. Region 2, Office of Director. 87/01/29. 10pp. 39572:134- 
39572:143. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8702090452 Forwards Insp Rept 50-424/87-07 on 870105-08.No violations or devi- 
ations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/02. O’REILLY, J.P. Georgia 
Power Co. 3pp. 39558:002-39558:005. 

-8702090467 Partially withheld Preoperational Insp Rept 50-424/87-07 on 870105-08 
(ref 10CFR2.790 & 73.21 ).Major areas inspected: regulatory requirements & licensee 
commitments, security plan & implementing procedures & security organization. 
TILLMAN, A., THOMPSON, D., GIBSON.G. Region 2, Office of Director. 87/02/02. Ip. 
39558:005-39558:005. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702060356 Ack receipt of 870112 response to Insp Rept 50-424/86-91. Region II will 
followup in future on actions taken, pending & being considered. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). 87/02/03. 
CONWAY, R.E. Georgia Power Co. 5pp. 39546:264-39546:268. 

B702 180364 Forwards Insp Repts 50-424/86-136 & 50-425/86-63 on 861216- 
870123.No violations or deviations identified, One unresolved item identified. 
BROWNLEE, V.L. Region 2, Office of Director. 87/02/03. O’REILLY, J.P. Georgia 
Power Co. 3pp. 39668:007-39668:041 . 

-8702180381 Insp Repts 50-424/86-136 & 50-425/86-63 on 861 21 6-8701 23.No viola- 
tions or deviations identified.Major areas inspected: fire protection, containment & 
safety-related structures, auxiliary sys, instrumentation & TMI action items. 

LIVERMORE, H.H., ROGGE, J.F., SCHEPENS.R.J. Region 2, Office of Director. 87/02/ 
03. 32pp. 39668:01 0-39668:041 . 

8702180646 Forwards corrected Insp Rept 50-424/86-1 37, originally issued as Insp Rept 
50-424/86-128 & corrected 870105 transmittal Itr.Rept inadvertently issued w/same 
number as Vogtle Readiness Review Module 22, "Independent Design Review.” 
BROWNLEE, V.L. Region 2, Office of Director. 87/02/03. O’REILLY, J.P. Georgia 
Power Co. 2pp. 39676:240-39676:251 . 

“8702180668 Corrected Itr forwarding Insp Rept 50-424/86-137 on 861208-11. Rept in- 
correctly ref as 50-424/86-128. 

BROWNLEE, V.L Region 2, Office of Director. 87/01 /05. MILLER, J.H. Georgia Power 
Co. 3pp. 39676:242-39676:251. 

“8702180688 Corrected Insp Rept 50-424/86-137 on 861208-1 1, correcting rept 
number, previously identified as 50-424/86-1 28. 

STODDART.P., KAHLE.J. Region 2, Office of Director. 86/12/30. 7pp. 39676:245- 
39676:251. 

8702020135 IE Info Notice 87-008, ’’Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702190176 Advises that Paragraph 4 of Insp Repts 50-424/86-110 & 50-425/86-49 
should be corrected to indicate that no new unresolved item noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/02/05. O’REILLY, J.P. Georgia 
Power Co. 2pp. 39683:294-39683:295. 

8702190418 Responds to violation noted in Insp Rept 50-424/86-118. Corrective 
actions:review conducted of shift supervisor & plant operator logs to identify attempt- 
ed diesel generator starts since reliability testing completion. 

RICE, P.D. Georgia Power Co. 87/02/05. REYES, L.A. Region 2, Office of Director. 
2pp. 39691:280-39691:281. 

8702180386 Ack receipt of 861022 response to violations noted in Insp Rept 50-424/ 
86-77. Response meets 10CFR2.201 requirements. 

REYES, L.A. Region 2, Office of Director. 87/02/10. O'REILLY.J.P. Georgia Power Co. 
2pp. 39668:226-39668:227. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11, Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


8702190248 Forwards Insp Repts 50-424/86-116 & 50-425/86-55 on 861112-14 & 24- 
26.No violations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/11. O’REILLY.J.P. Georgia 
Power Co. 2pp. 39683:272-39683:287. 

“8702190264 Insp Repts 50-424/86-116 & 50-425/86-55 on 861112-14 & 24-26.No 
violations or deviations noted.Major areas inspected:seismic analysis for as-built 
safety-related piping sys & supports & base plate designs. 

VIAS.S.J., BLAKE, J.J. Region 2, Office of Director. 87/02/06. 14pp. 39683:274- 
39683:287. 

8702190318 Forwards insp Repts 50-424/87-05 & 50-425/87-05 on 870105- 09 & 
notice of violation. 

REYES, L.A. Region 2, Office of Director. 87/02/11. O’REILLY.J.P. Georgia Power Co. 
3pp. 39685:292-39685:307. 

“8702190326 Notice of violation from insp on 870105-09. 

REYES, L. A. Region 2, Office of Director. 87/02/11. 2pp. 39685:295-39685:296. 

“8702190334 Insp Repts 50-424/87-05 & 50-425/87-05 on 870105-09. Violation 
noted:failure to protect permanent plant equipment. 

HALLSTROM.G.A., BLAKE, J.J. Region 2, Office of Director. 87/02/06. 11pp. 
39685:297-39685:307. 

8702190598 Ack receipt of 870108 response to violation noted in Insp Repts 50-424/ 
86-109 & 50-425/86-48. 

REYES, L.A. Region 2, Office of Director. 87/02/11. O’REILLY.J.P. Georgia Power Co. 
2pp. 39679:135-39679:136. 

8702270353 Responds to violations noted in Insp Repts 50-424/86-130 & 50-425/86- 
60.Corrective actions:field change request (FCR) logs reviewed & evaluation of FCRs 
issued prior to 850920 will be conducted. 

RICE, P.D. Georgia Power Co. 87/02/11. REYES.L.A. Region 2, Office of Director. 
2pp. 39798:263-39798:264. 

8702180312 Forwards Insp Rept 50-424/87-09 on 870115-16 & 0202-03.No violations 
or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/02/12. O’REILLY.J.P. Georgia 
Power Co. 3pp. 39668:084-39668:095. 

-8702180324 Insp Rept 50-424/87-09 on 870115-16 & 0202-03.No violations or devi- 
ations noted.Major areas inspected:preoperational insp of liquid & gaseous radwaste 
sys, liquid & gaseous effluent monitoring A NUREG-0737 items. 

STODDART.P., KAHLE.J. Region 2, Office of Director. 87/02/11. 9pp. 39668:087- 
39668:095. 

8702180521 Forwards Insp Rept 50-424/87-10 on 87Q118-25.No violations or devi- 
ations noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/02/12. O’REILLY, J.P. Georgia 
Power Co. 3pp. 39676:310-39676:316. 

“8702180524 Insp Rept 50-424/87-10 on 870118-22.No violations or deviations 
noted.Major areas inspected:initial fuel load witnessing & engineering procedures 

TBViOW 

LONG.A.R., JAPE.F. Region 2, Office of Director. 87/02/10. 4pp. 39676:313- 
39676:316. 

8702200051 Forwards Insp Rept 50-424/87-02 on 870112-16 & notice of violation. 
REYES.L.A. Region 2. (Office of Director. 87/02/12. O’REILLY, J.P. Georgia Power Co. 
3pp. 39695:1 72-39695:1 90. 

-8702200054 Notice of violation from insp on 870112-16. 

REYES.L.A. Region 2, Office of Director. 87/02/12. 2pp. 39695:175-39695:176. 

-8702200063 Insp Rept 50-424/87-02 on 8701 12-1 6. Violation noted:failure to properly 
implement fire protection evaluation for maint work orders involving removal of radiant 
energy shields for Instruments PT-403 & LT-459. 

MILLER, W.H., CONLON.T.E. Region 2, Office of Director. 87/02/05. 14pp. 
39695:177-39695:190. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break.’’ Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224, 

8702270235 Forwards Insp Repts 50-424/86-135 ft 50-425/86-62 on 861215- 19.No 
violations or deviations identified.Attention to unresolved items requested. 
BROWNLEE, V.L. Region 2, Office of Director, 87/02/17. O’REILLY.J.P. Georgia 
Power Co. 3pp. 39773:066-39773:088. 

-8702270241 Insp Repts 50-424/86-135 & 50-425/86-62 on 86121 5-19.No violations or 
deviations identified.Major areas inspected: response to Generic Ur 83-28, “Required 
Actions Based on Generic Implications of Salem ATWS." 

MERRIWEATHER.N,, BIBB.P., CHAN,P. Region 2, Office of Director. 87/02/12. 20pp. 
39773:069-39773:088. 


R. Periodic operating reports ft related correspondence 

8702260613 Monthly operating rept for Jan 1987.W/870213 Itr. 

FLORIAN.R.J., GUCWA.LT. Georgia Power Co. 87/01/31. 5pp. 39750:079- 
39750:083. 
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S. Reportable occurrences, LERs & related correspondence 

8702090238 Deficiency rept re support of cable in long vertical raceway runs.lnitially 
identified during S&W independent design review. Evaluation results expected by 
870109. 

RICE.P.D. Georgia Power Co. 86/12/11. GRACE, J.N. Region 2, Office of Director. Ip. 
39553:282-39553:282. 

8702060486 Deficiency rept re partial penetration of Pullman Const Industries duct sup- 
port shop welds in HVAC supports where full penetration required.Corrective actions 
dtd 840919 inadequate. Alternate actions listed. 

RICE.P.D. Georgia Power Co. 86/12/12. GRACE, J.N. Region 2, Office of Director. 
2pp. 39536:093-39536:094. 

8702020685 Part 21 & deficiency rept re support of cable in vertical raceway runs.Tie 
wraps evaluated in util 861222 Itr provide adequate support for first fuel cycle.Long- 
term evaluation underv'sv.lrvtiallv receded on 860410. 

RICE.P.D. Georg:* =cv'si Co 57/31 -03 GRACE, J.N. Region 2, Office of Director. 
7pp. 39465:191-39465:234. 

8702020699 Part 21 & deficiency rept re burn damage to internal wiring in Limitorque 
valve motor operators. Initially reported on 851108.Encl Tables 1 & 2 revised to reflect 
equipment & sys changes. 

RICE.P.D. Georgia Power Co. 87/01/09. GRACE, J.N. Region 2, Office of Director. 
9pp. 39465:163-39465:171. 

8702020702 Part 21 & deficiency rept re pilot solenoid valves associated w/ 
MSIVs.Initially reported on 861203.AM solenoids returned to Keane Controls Corp for 
insp & testing. 

RICE.P.D. Georgia Power Co. 87/01/09. GRACE, J.N. Region 2, Office of Director. 
4pp. 39465:159-39465:162. 

8702090433 Part 21 & deficiency rept re centrifugal charging pump feeder breaker lock- 
out during ESFAS preoperational testing. Initially reported on 870 107. Reset time of 
load shea circuit reset timer adjusted. 

RICE.P.D. Georgia Power Co. 87/01/10. GRACE, J.N. Region 2, Office of Director. 
3pp. 39557:222-39557:224. 

8702090458 Part 21 & deficiency rept re failure of solid state protection sys slave relay 
K622 to reset. Initially reported on 861 204. Relays installed on Unit 1 adequate. Results 
of long-term assessment will be sent by 871101. 

RICE.P.D. Georgia Power Co. 87/01/10. GRACE, J.N. Region 2, Office of Director. 
7pp. 39557:078-39557:084. 

8702090491 Part 21 & deficiency rept re diesel generator exciter circuitry. Initially report- 
ed on 870107.Circuitry modified to reset circuit upon receipt of emergency start signal. 
Unit 1 mods completed.Design changes issued for Unit 2. 

RICE.P.D. Georgia Power Co. 87/01/10. GRACE, J.N. Region 2, Office of Director. 
3pp. 39557:219-39557:221. 

8702020616 Revised Part 21 & deficiency rept re lockout of chemical vol & control sys 
centrifugal charging pump during ESF actuation sys preoperational testing.lnitially re- 
ported on 8601 10. Reset time of load shed circuit reset timer adjusted. 

RICE.P.D. Georgia Power Co. 87/01/14. GRACE, NJ. Region 2, Office of Director. 
3pp. 39464:302-39464:304. 

8702190002 PNO-H-87-008:on 8701 16, low power license issued. Problem experienced 
w/fuel upender on fuel handling side while loading first element.Problem 
corrected.Resident inspector monitoring efforts to correct source range monitor NI-31. 
CHRISTNOT.E., BROWNLEE, V. Region 2, Office of Director. 87/01/21. Ip. 
39683:359-39683:359. 

8702250459 LER 87-001 -00:on 8701 19, data review revealed that plant effluent radiation 
monitoring sys vent flow transmitter had been indicating zero flow since 
870116.Caused by vendor installing incorrect circuit board.W/870218. 

BURNS, W.E., GUCWA.L.T. Georgia Power Co. 87/02/13. 6pp. 39735:061-39735:066. 


V. Operator Examinations 


8702250300 Advises that written, oral & simulator reactor operator & senior reactor oper- 
ator exams scheduled for wks of 870413 & 20, per telcon between J Badgett & R 
Baldwin. Requests selected ref matl from end list by 870115. 

BROWNLEE.V.L Region 2, Office of Director. 87/01/26. MILLER, J.H. Georgia Power 
Co. 6pp. 39724:068-39724:073. 

8702190364 Requests add! info or comments re listed areas of SALP Repts 50-424/86- 
85 & 50-425/86-42, per 861219 meeting. 

CONWAY, R.E. Georgia Power Co. 87/01/28. GRACE, J.N. Region 2, Office of Direc- 
tor. 3pp. 39686:120-39686:122. 

8702200259 Confirms 870204 telcon request re deferment of operator license exams 
until 871Q19.Umited time available re eligibility requirements for hot licenses necessi- 
tates delay in exam schedule. 

GUCWA.L.T. Georgia Power Co. 87/02/09. Document Control Branch (Document 
Control Desk). 2pp. 39700:276-39700:277. 


DOCKET 50-425 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

8811240443 Requests withholding end Calculation X6CJH.49, “Limitorque Thermal Lag 
Transient Analysis Inside Containment" (ref 10CFR2.790).DJ Stoker affidavit also 

MARSH, F.B. Bechtel Corp. 86/11/18. DENTON, H.R. Office of Nuclear Reactor Regu- 
lation, Director (post 851125). 2pp. 38696:294-38696:298. 

8812120204 Forwards proprietary mechanical equipment test data in response to NRC 
861203 Itr.Techno Corp info re tornado dampers.Anchor Darling info re stop check 
valves & Garrett info re (PORV) solenoid-operated pilot valves end. 

BAILEY, J.A, Georgia Power Co. 86/12/04. YOUNGBLOOD, B.J. PWR Project Director- 
‘ 1. 2pp. 38994:199-38994:200. 


8612170104 Advises that discussion of FAPPS computer program inadvertently deleted 
from Amend 25 to FSAR.Corrected FSAR pages encl.lnfo will be included in next 
FSAR amend. 

BAILEY, J.A. Georgia Power Co. 86/12/10. YOUNGBLOOD, B.J. PWR Project Director- 
ate 4. 3pp. 39020:345-39020:347. 

8702190651 Forwards summary of investigative/corrective actions re allegation on sep- 
aration of electrical cable. Violating cables in Tray 1AE302THBG reworked.Cables in 
Trays 1AE302TFBG & 1AE302TGBG dispositioned “use as is.” 

CONWAY, R.E. Georgia Power Co. 87/01/12. BROWNLEE.V.L. Region 2, Office of Di- 
rector. 2pp. 39693:120-39693:121. 

8702090335 Requests util participation in 870118 workshop on NRC Incident Investiga- 
tion Program. Forwards Rev 1 to “Incident Investigation Manual," for insight into NRC 
procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/15. MILLER, J.H. Georgia Power Co. 
4pp. 39555:166-39556:023. 

8702190161 Forwards "Nuclear Svc Cooling Water Welding Concern,” per request.Final 
analysis supports conclusions in end Y Chung 860801 Itr to DL Kinnsch. Results pro- 
vide further assurance of fitness for svc of installation. 

BAILEY, J.A. Georgia Power Co. BAILEY, J.A. Southern Company Services, Inc. 87/02/ 
09. Document Control Branch (Document Control Desk). 9pp. 39678:309-39679:112. 

-8702190173 “Nuclear Svc Cooling Water Welding Concern.” 

* Georgia Power Co. * Southern Company Services, Inc. 87/02/09. 200pp. 
39678:318-39679:112. 

8702180734 Forwards statement of concerns re miscellaneous electrical & instrumenta- 
tion concerns from anonymous caller.Results of investigation re concerns requested 
within 20 days of Itr date. 

BROWNLEE.V.L. Region 2, Office of Director. 87/02/10. O’REILLY, J.P. Georgia 
Power Co. 3pp. 39668:21 1-39668:213. 

8702250574 Forwards lists of correspondence between NRC & util for which responses 
required.for info. 

GUCWA.L.T. Georgia Power Co. 87/02/16. Document Control Branch (Document 
Control Desk). 5pp. 39728:225-39728:229. 

8702270382 Confirms 870206 telcon re 870324 mgt meeting w/util in Region II to 
present util proposed readiness review program for facility. Proposed meeting agenda 
encl.W/o end. 

GRACE, J.N. Region 2, Office of Director. 87/02/19. O’REILLY, J.P. Georgia Power Co. 
2pp. 39796:101-39796:102. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8612160367 Forwards proprietary thermal lag calculations in response to SER Open 
Item 1 re equipment qualification.Request for withholding proprietary info from public 
disclosure end. Calculations withheld (ref 10CFR2.790). 

BAILEY, J.A. Georgia Power Co. 86/12/05. YOUNGBLOOD, B.J. PWR Project Director- 
ate 4. 3pp. 390 1 7:342-3901 7:349. 

-8612160373 Requests withholding of proprietary calculations re Limitorque thermal lag 
transient analysis inside containment from public disclosure (ref 10CFR2.790). 

MARSH, F.B. Bechtel Corp. 86/12/05. DENTON, H.R. Office of Nuclear Reactor Regu- 
lation, Director (post 851 1 25). 5pp. 3901 7:345-3901 7:349. 

8702040378 Forwards SSER 5 re application for OLs.W/o end. 

MILLER, M.A. PWR Project Directorate 4. 87/01/27. O’REILLY, J.P. Georgia Power Co. 
2pp. 39509:308-39509:309. 

8702060100 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
VOGTLE ELECTRIC GENERATING PLANT, UNITS 1 AND 2.Docket Nos. 50-424 And 
50-425.(Georgia Power Company, Municipal Electric Authority Of Georgia, Oglethorpe 
Power Corporation) 

* Division of Pressurized Water Reactor Licensing - A (post 851125). NUREG-1137 
SOS. 87/01 /31 . 1 1 1 pp. 39526:288-39527:048. 

8702250575 Confirms installation of annunciator for high-flow signal which initiates isola- 
tion of electric steam boiler line, per Confirmatory Item 55 in SSER 4. 

GUCWA.L.T. Georgia Power Co. 87/02/18. Document Control Branch (Document 
Control Desk). 2pp. 39728:223-39728:224. 


F. Security, medical, emergency & fire protection plane 


8702240355 Revised emergency plan implementing procedures, including Rev 7 to 
91002-C, "Emergency Notifications" & Rev 3 to 91304-C, “Computerized & Manual 
Backup Methods for Release Rate & Dose Calculations.” W/revised table of contents. 

* Georgia Power Co. 86/11/10. 68pp. 39720:001-39720:068. 

8702200137 Revised emergency plan implementing procedures, consisting of Rev 1 to 
91108-C, “Duties of Maint Supervisor (TSC),” Rev 6 to 91305-C, “Protective Action 
Guidelines" & Rev 4 to 91307-C, “Contaminated Injury." W/reviseid table of contents. 

* Georgia Power Co. 86/11/18. 32pp. 39696:110-39696:141. 

8702200002 Revised emergency plan implementation procedures, including Rev 3 to 
91102-C, "Duties of Emergency Director," Rev 5 to 91103-C, "Duties of Technical 
Support Ctr Manager" & Rev 3 to 91105-C, "Duties of Emergency Operations Facili- 

BOCKHOLD.G. Georgia Power Co. 86/12/07. 150pp. 39694:314-39695:169. 

8702200110 Rev 3 to Emergency Plan Implementing Procedure 91110-C, “Duties of 
Health Physics Supervisor (TSC).” W/revised table of contents, 

* Georgia Power Co. 86/12/10. 12pp. 39696:160-39696:171. 

8702240309 Revised emergency plan implementing procedures, including Nuclear Oper- 
ations Instructions NOI-08-120 re duties of director of corporate response & NOI-08- 
1 22 re duties of engineering svc manager. 

HOWARD.E.M. Georgia Power Co. 87/01/14. 35pp. 39719:223-39719:257. 



DOCKETED ITEMS 193 


8702190364 Requests addl info or comments re listed areas of SALP Repts 50-424/86- 
85 & 50-425/86-42, per 861219 meeting. 

CONWAY.R.E. Georgia Power Co. 87/01/28. GRACE, J.N. Region 2, Office of Direc- 
tor. 3pp. 39686:1 20-39686:1 22. 

8702180364 Forwards Insp Repts 50-424/86-136 & 50-425/86-63 on 861216- 
870123.No violations or deviations identified.One unresolved item identified. 
BROWNLEE, V.L. Region 2, Office of Director. 87/02/03. O’REILLY, J.P. Georgia 
Power Co. 3pp. 39668:007-39668:041. 

-8702180381 Insp Repts 50-424/86-136 & 50-425/86-63 on 861 21 6-8701 23.No viola- 
tions or deviations identified.Major areas inspected: fire protection, containment & 
safety-related structures, auxiliary sys, instrumentation & TMI action items. 

LIVERMORE, H.H., SINKULE,M.V. Region 2, Office of Director. 87/02/03. 32pp. 
39668:010-39668:041. 

8702240357 Revised nuclear operations emergency plan implementing 
instructions, including NOI-08-120 re duties of director of corporate response & NOI- 
08-122 re duties of engineering svc manager. W/87021 2 Itr. 

HOWARD.E.M., GUCWA.L.T. Georgia Power Co. 87/02/12. 300pp. 39720:074- 
39721:075. 

8702240403 Page 9 of Rev 4 to Emergency Plan Implementing Procedure 91 001 -C, 
“Figure 4 - Emergency Classification Level Determination.” 

* Georgia Power Co. 87/02/24. 2pp. 39721:076-39721:078. 


G. Adjudicatory correspondence 

6702060135 Order.* AS LB 861223 concluding partial initial decision (LBP-86-41) will be 
reviewed sua sponte.Decision not deemed final until further order issued.Served on 
870203. 

SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #187 2401. 87/02/02. 
2pp. 39535:118-39535:119. 

8702100311 Requests Insp Repts 50-424/86-111,50-425/86-50 & closeout rept.Served 
on 870206. 

SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #187 2454. 87/02/05. 
BORDENICK.B.M. Office of the General Counsel. Ip. 39570:272-39570:272. 

8702190407 Forwards ASLB 861223 concluding partial initial decision, per 

1 0CFR51.1 02.FES transmitted w/85041 2 Itr. 

MILLER, M.A. PWR Project Directorate 4. 87/02/11. HIRSCH.A. Environmental Protec- 
tion Agency. 4pp. 39689:024-39689:080. 

-8702190422 Concluding partial initial decision.* Director of NRR authorized to 
issue, upon making requisite findings re matters not embraced in initial 
decisions, licenses authorizing operation of facilities.Served on 861223. 
MARGULIES.M.B., LINENBERGER.G., PARIS, O.H. Atomic Safety and Licensing 
Board Panel. 86/12/23. 53pp. 39689:028-39689:080. 

8702190125 Submits clarifications re 870115 Itr submitting info on Limitorque motor 
operators.During cable termination, burn damage to motor power leads discovered in 
vicinity of internal heater elementElement disconnected.W/svc list. 

CHURCHILL, B.W. Georgia Power Co. CHURCHILL, B.W. Shaw, Pittman, Potts & Trow- 
bridge. #187 2511. 87/02/12. EDLES.G.J., KOHL.C.N., WILBER, H.A. Atomic Safety 
and Licensing Appeal Panel. 4pp, 39666:001-39666:004. 


«j. insurance & indemnity information 

8702170650 Forwards Endorsement 1 to NELIA Policy N-111 & MAELU Policy M-111. 
HOFFMAN, J. Marsh & McLennan, Inc. 87/02/02. DINITZ.I. Assistant Director for 
State & Licensee Relations. 3pp. 39653:354-39653:356. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

B encv Escape Self-Contained Breathing Apparatus,” W/o svc list. 

EYuUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702090471 Responds to violations noted in Insp Repts 50-424/86-74 & 50-425/86- 
35.Corrective actions.Procedure CAT-M-04 revised on 861027 to include testing for 
sudden loss of instrument air to safety-related air-operated valves w/positioners. 
RICE.P.D. Georgia Power Co. 87/01/06. WALKER, R.D. Region 2, Office of Director. 
2pp. 39557:1 56-39557: 1 57. 

8702100233 Responds to violations noted in Insp Repts 50-424/86-109 & 50-425/86- 
48,Corrective actiomcalculation data sheets revised to ensure weight of full cable 
lengths connected to EPA being used in moment loading calculations. 

RICE, P.D. Georgia Power Co. 87/01 /08. WALKER, R.D. Region 2, Office of Director. 
2pp. 39571:279-39571:280. 

8702100014 Forwards Insp Repts 50-424/86-130 & 50-425/86-60 on 861208-12 & 
notice of violation. 

WALKER, R.D. Region 2, Office of Director. 87/01/13. MILLER, J.H. Georgia Power 
Co. 3pp. 39570:1 1 2-39570:1 22. 

-8702100016 Notice of violation from insp on 861206-12. 

WALKER.R.D. Region 2, Office of Director. 87/01/13. 2pp. 39570:115-39570:116. 

-8702100022 Insp Repts 50-424/86-130 & 50-425/86-60 on 861208-12. Violation 
notediauxiliary bldg structural steel platform connection (beam to column) not erected 
in accordance w/ current approved as-built drawings. 

WRIGHT,R.W., BELISLE.G.A. Region 2, Office of Director. 86/12/30. 6pp. 39570:117- 
39570:122. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020551 Ack receipt of 861219 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-424/86-93 & 50-425/86-43. 

REYES, LA. Region 2, Office of Director. 87/01/20. MILLER, J.H. Georgia Power Co. 
2pp. 39464:076-39464:077. 


8702060455 Forwards Insp Repts 50-424/86-120 & 50-425/86-56 on 861 11 7-21 .No vio- 
lation or deviation noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/01/26. O’REILLY, J.P. Georgia 
Power Co. 3pp. 39536:270-39536:291. 

-8702060466 Insp Repts 50-424/86-120 & 50-425/86-56 on 861 117-21. No violation or 
deviation noted.Major areas inspecteddicensee action on previous enforcement 
matters, housekeeping, matl control & nonwelding programs. 

HALLSTROM.G.A., BLAKE.J.J. Region 2, Office of Director. 87/01/16. 19pp. 
39536:273-39536:291. 

8702190364 Requests addl info or comments re listed areas of SALP Repts 50-424/86- 
85 & 50-425/86-42, per 861219 meeting. 

CONWAY.R.E. Georgia Power Co. 87/01/28. GRACE, J.N. Region 2, Office of Direc- 
tor. 3pp. 39686:120-39686:122. 

8702100117 Forwards Insp Repts 50-424/87-04 & 50-425/87-04 on 870105-09.No vio- 
lations or deviations noted. 

BROWNLEE.V.L. Region 2, Office of Director. 87/01/29. O’REILLY, J.P. Georgia 
Power Co. 3pp. 39569:299-39569:312. 

-8702100128 Insp Repts 50-424/87-04 & 50-425/87-04 on 870105-09.No violations or 
deviations noted.Major areas inspected:const NDE Unit 2, inspector identified 
items, general observation of const activities, general housekeeping & matl storage. 
NEWSOME.R.W., BLAKE.J.J. Region 2, Office of Director. 87/01/27. 11pp. 
39569:302-39569:312. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702090080 Ack receipt of 861219 response to 861121 notice of violation noted in Insp 
Repts 50-424/86-95 & 50-425/86-45. Part 1 of Violation B deleted from records 
based on review of util denial. Part 2 of violation remains. 

REYES, L. A. Region 2, Office of Director. 87/01/30. O’REILLY, J.P. Georgia Power Co. 
2pp. 39549:167-39549:168. 

8702100206 Forwards Insp Repts 50-424/87-03 & 50-425/87-03 on 870105-09.No vio- 
lations or deviations identified. 

BROWNLEE.V.L. Region 2, Office of Director. 87/01/30. O’REILLY, J.P. Georgia 
Power Co. 3pp. 39572:131-39572:143. 

-8702100216 Insp Repts 50-424/87-03 & 50-425/87-03 on 870105-09.No violations or 
deviations identified.Major areas inspected: seismic analysis for as-built safety-related 
piping sys (IE Bulletin 79-14) & safety-related piping sys. 

VIAS.S.J., BLAKE.J.J. Region 2, Office of Director. 87/01/29, 10pp. 39572:134- 
39572:143. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702180364 Forwards Insp Repts 50-424/86-136 & 50-425/86-63 on 861216- 
870123.No violations or deviations identified.One unresolved item identified. 
BROWNLEE.V.L. Region 2, Office of Director. 87/02/03. O'REILLY, J.P. Georgia 
Power Co. 3pp. 39668:007-39668:041. 

-8702180381 Insp Repts 50-424/86-136 & 50-425/86-63 on 861 21 6-8701 23.No viola- 
tions or deviations identified.Major areas inspected: fire protection, containment & 
safety-related structures, auxiliary sys, instrumentation & TMI action items. 
LIVERMORE.H.H., ROGGE, J.F., SCHEPENS.R.J. Region 2. Office of Director. 87/02/ 
03. 32pp. 39668:010-39668:041. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

870219017$ Advises that Paragraph 4 of Insp Repts 50-424/86-110 & 50-425/86-49 
should be corroded to indicate that no new unresolved Item noted. 

BROWNLEE.V.L Region 2, Office of Director. 87/02/05. O'REILLY, J.P. Georgia 
Power Co. 2pp. 39683:294-39683:295. 

87021(H) 126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702190248 Forwards Insp Repts 50-424/86-116 & 50-425/86-55 on 861112-14 6 24- 
26. No violations or deviations noted. 

BROWNLEE.V.L Region 2, Office of Director. 87/02/11. O'REILLY, J.P. Georgia 
Power Co. 2pp. 39683:272-39683:287. 

—8702190264 Insp Repts 50-424/86-116 & 50-425/86-55 on 861112-14 & 24-26.No 
violations or deviations noted.Major areas inspected:seismic analysis for as-built 
safety-related piping sys & supports & base plate designs. 

VIAS.S.J., BLAKE.J.J. Region 2, Office of Director. 87/02/06. 14 pp, 39683:274- 
39683:287. 
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° f DireC '° r ' 87/02/11 °' REILLY - J - P - Georgia Power Co. 

Notice of violation from insp or -tot-- - on 
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S. Reportable occurrences, LERs 4 related correspondence 
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V. Operator Examinations 
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DOCKET STN-50-437 FLOATING NUCLEAR PLANT 
Q. Inspection reports, IE Bulletins & correspondence 
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DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 

A. Appiication/construction stag© documents & correspondence 
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8702110166 Advises that commitment to revise FSAR Table 3.10.4-1, “Bellefonte Seis- 
mic Qualification” not completed by 861201. Util expects to complete electrical pene- 
tration seism'c Qualification & revise table by 921001. 

CFlCiEY.R. Tennessee Vgi-ey Auinority. 87/02/04. STOLZ.J.F. Office of Nuclear Re- 
so:o. - Rcgjic’.ior., DsrecTor (cos: 851125). STOLZ.J.F. Document Control Branch (Doc- 
UTont Control Dusk)- 'P- 39583:252-39588:252. 

8702190637 Forwards status of review efforts of util responses to selected items in Ge- 
neric Ltr 83-28. 

YOUNGBLOOD, BJ. PWR Project Directorate 4. 87/02/11. WHITE.S.A. Tennessee 
Valley Authority. 17pp. 39690:004-39690:020. 

8702240276 Notification of contract execution, Mod 10,to “Use of TVA Reactor Simula- 
tor Facilities at Chattanooga, TN for Training on Browns Ferry, Sequoyah & Bellefonte 
Simulators." ContractonTVA. 

COLEMAN, R. Contract Administration Branch (Post 860421). FIN B-8717. 87/02/13. 
SHOWE.S. Office of Inspection & Enforcement, Director (Post 820201). Ip. 
39715:023-39715:026. 

-8702240281 Mod 10, providing addl work entailing training for NRC inspectors & 
supervisors, to “Use of TVA Reactor Simulator Facilities at Chattanooga, TN for Train- 
ing on Browns Ferry, Sequoyah & Bellefonte Simulators.” 

JOHNSON, R.J. Tennessee Valley Authority. FIN B-8717. 87/02/13. 3pp. 39715:024- 
39715:026. 


G. Adjudicatory correspondence 


8702130133 Petition for immediate action to relieve undue risk posed by nuclear power 

K ‘ ‘s designed by B&W Co.* OLs & CPs for facilities should be suspended until 
NRC actions taken. 

WEISS, E.R. Union of Concerned Scientists. #187 2490. 87/02/10. Commissioners. 
60pp. 39634:016-39634:077. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8603180006 Forwards JA Domer affidavit certifying distribution of FSAR Amend 26. 
DOMER, J.A. Tennessee Valley Authority. 86/03/11. STOLZ.J.F. PWR Project Direc- 
torate 6. 2pp. 34998:359-34998:360. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o sve list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702030183 Forwards Insp Repts 50-259/86-35,50-260/86-35,50-296/86-35. 50-327/ 
86-56,50-328/86-56,50-390/86-22,50-391/86-22, 50-438/86-08 & 50-439/86-08 for 
several months during 1 986 & notices of violations. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 87/01/28. 
WHITE.S.A. Tennessee Valley Authority. 6pp. 39484:227-39485:107. 

—8702030272 Insp Repts 50-259/86-35,50-260/86-35,50-296/86-35, 50-327/86-56,50- 
328/86-56,50-390/86-22,50-391/86-22, 50-438/86-08 & 50-439/86-08 on 860211- 
0930.Major areas inspected-.engineering design control mechanisms/mgt sys. 
SHEWMAKER.R.E. Office of Inspection & Enforcement, Director (Post 820201). 87/ 
01/16. 200pp. 39484:240-39485:107. 

8702040540 Responds to NRC 861229 ltr re violations in noted Insp Repts 50-438/86- 
07 & 50-439/86-07.Corrective actions: requirements for timely documenting of condi- 
tions adverse to quality reviewed by involved supervisors. 

DOMER, J.A. Tennessee Valley Authority. 87/01/28. GRACE, J.N. Document Control 
Branch (Document Control Desk). GRACE.J.N. Office of Nuclear Reactor Regulation, 
Director (post 851125). 3pp. 39503:163-39503:165. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702080413 IE Info N6tice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 


8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702200066 Ack receipt of 870128 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-438/86-07 & 50-439/86-07. 

ZECH.G.G. Region 2, Office of Director. 87/02/12. WHITE.S.A. Tennessee Valley Au- 
thority. Ip. 39694:249-39694:249. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc, 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/ Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


R. Periodic operating reports 8c related correspondence 


8702110325 Submits Dec monthly rept re status of investigations of allegations through 
86 1231, per 860627 commitment. Investigation repts for concerns dosed in Dec also 
end. W/o repts. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/02/04. ZECH.G. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 2pp. 39629:260-39629:260. 

8702170004 Forwards update of TVA activities for wks of 870209 & 16. 

GRIDLEY.R.L Tennessee Valley Authority. 87/02/06. THOMPSON.H. NRC - No De- 
tailed Affiliation Given. 17pp. 39660:173-39660:189. 


S. Reportable occurrences, LERs & related correspondence 


8603250006 Final deficiency rept re relief valves 1KC- & 2KC-VRFC-1 54, 183,194 & 205 
violating ASME Section III.Div 1 .Section ND-3677.2.lnitially reported on 821223.Relief 
valves relocated upstream of stop valves. 

GRIDLEY.R.L. Tennessee Valley Authority. 86/03/10. GRACE.J.N. Region 2, Office of 
Director. 3pp. 35221:122-35221:123. 

8702170805 Revised final deficiency rept re unsuccessful attempt to synchronize diesel 
nerator w/sys. Initially reported on 86073Q.Generator endturns cleaned & greased 
fore repairs made.Permissive sychronization relay scheme installed. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/02/04. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 39654:153-39654:156. 


U. Congressional/Executive Correspondence 


8702200120 Discusses NRC analysis of licensing schedules for facility, per util 870202 
request for NRC statement to State of CA. NRC Sept 1981 - Feb 1982 monthly repts 
to Congress re licensing projections for pending OL applications end. 

DENTON.H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 87/02/ 
06. HULETT.S.W. California, State of. 4pp. 39703:001-39703:028. 

-8702200150 Forwards fourteenth monthly status rept for 811115-811215, discussing 
actions taken on operating reactors & licensing reviews of new facilities.ASLB issued 
811214 partial initial decision re TMI-1 design.procedures & emergency planning. 
PALLADINO.N.J. Commissioners. 81/12/30. BEV1LL.T. House of Rep., Appropnations. 
17pp. 39703:075-39703:103. 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Appllcatlon/conatruction stage documents & correspondence 


8702030122 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, G A. Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda encl.W/o procedures. 

GRACE, J.N. Region 2, Office of Director. 87/01/20. WHITE.S.A. Tennessee Valley 
Authority. 3pp. 39482:350-39482:352. 

8702090350 Provides new employee concern program rept for Dec 1986 as committed 
in 860627 ltr. List of closed concerns & updated summary sheets by site, new concerns 
& data trend charts from new concerns during Feb-Dec 1 986 end. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/02/03. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 60pp. 39559:191-39559:251. 

8702110168 Advises that commitment to revise FSAR Table 3.10.4-1, "Bellefonte Seis- 
mic Qualification" not completed by 861201. Util expects to complete electrical pene- 
tration seismic qualification & revise table by 921001 . 

GRIDLEY.R. Tennessee Valley Authority. 87/02/04. $TOLZ,J.F, Office of Nuclear Re- 
actor Regulation, Director (post 851125), STOLZ.J.F. Document Control Branch (Doc- 
ument Control Desk). Ip. 39588:252-39588:252. 

8702190637 Forwards status of review efforts of util responses to selected Items in Ge- 
neric Ltr 83-28. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 87/02/11. WHITE, S.A. Tennessee 
Valley Authority. 17pp. 39690:004-39690:020. 
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@702240270 Notification o! contract execution.Mod 10, to “Use of TVA Reactor Simula- 
tor Facilities at Chattanooga, IN for Training on Browns Ferry.Sequoyah & Bellefonte 
Simulators.” Contractor.TVA. 

COLEMAN, R. Contact Administration Branch (Post 860421). FIN B-8717. 87/02/13. 
SHOWE.S. Office of inspection & Enforcement, Director (Post 820201). Ip. 
39716:023-39715:026. 

-8702240281 Mod 10, providing addl work entailing training for NRC inspectors & 
supervisors, to “Use of TVA Reactor Simulator Facilities at Chattanooga, TN for Train- 
ing on Browns Ferry, Sequoyah & Bellefonte Simulators.” 

JOHNSON, R.J. Tennessee Valley Authority. FIN B-8717. 87/02/13. 3pp. 39715:024- 
39715:026. 


$702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


R. Periodic operating reports & related correspondence 


G. Adjudicatory correspondence 

8702130133 Petition for immediate action to relieve undue risk posed by nuclear power 
plants designed by B&W Co.* OLs & CPs for fadlities should be suspended until 
listed NRC actions taken. 

WEISS.E.R. Union of Concerned Scientists. #187 2490. 87/02/10. Commissioners. 
60pp. 39634:016-39634:077. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8702110325 Submits Dec monthly rept re status of investigations of allegations through 
861 231, per 860627 commitment. Investigation repts for concerns closed in Dec also 
end. W/o repts. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/02/04. 2ECH.G. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 2pp. 39629:260-39629:260. 

8702170004 Forwards update of TVA activities for wks of 870209 & 16. 

GRIDLEY.R.L Tennessee Valley Authority. 87/02/06. THOMPSONS. NRC - No De- 
tailed Affiliation Given. 17pp. 39660:173-39660:189. 


8603180006 Forwards JA Domer affidavit certifying distribution of FSAR Amend 26. 
DOMER.J.A. Tennessee Valley Authority. 86/03/11. STOLZ.J.F. PWR Project Direc- 
torate 6. 2pp. 34998:359-34998:360. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

E ency Escape Self-Contained Breathing Apparatus." W/o svc list 
IEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702030183 Forwards Insp Repts 50-259/86-35,50-260/86-35,50-296/86-35, 50-327/ 
86-56,50-328/86-56.50-390/86-22,50-391/86-22, 50-438/86-08 & 50-439/86-08 for 
several months during 1986 & notices of violations. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 87/01/28. 
WHITE.S.A. Tennessee Valley Authority. 6pp. 39484:227-39485:107. 

-8702030272 Insp Repts 50-259/86-35,50-260/86-35,50-296/86-35, 50-327/86-56,50- 
328/86-56,50-390/86-22,50-391/86-22, 50-438/86-08 & 50-439/86-08 on 860211- 
0fl30.Major areas inspected:engineering design control mechanisms/mgt sys. 
SHEWMAKER.R.E. Office of Inspection & Enforcement, Director (Post 820201). 87/ 
01/16. 200pp. 39484:240-39485:107. 

8702040540 Responds to NRC 861229 Itr re violations In noted Insp Repts 50-438/86- 
07 & 50-439/ 86-07.Corrective actions: requirements for timely documenting of condi- 
tions adverse to quality reviewed by involved supervisors. 

DOMER.J.A. Tennessee Valley Authority. 87/01/28. GRACE, J.N. Document Control 
Branch (Document Control Desk). GRACE.J.N. Office of Nuclear Reactor Regulation, 
Director (post 851 125). 3pp. 39503:163-39503:165. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Umitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
630103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 


S. Reportable occurrences, LERs & related correspondence 

8603250006 Final deficiency rept re relief valves 1KC- & 2KC-VRFC-154, 183,194 & 205 
violating ASME Section III.Div 1, Section ND-3677.2.lnitially reported on 821223.Relief 
valves relocated upstream of stop valves. 

GRIDLEY.R.L Tennessee Valley Authority. 86/03/10. GRACE.J.N. Region 2, Office of 
Director. 3pp. 35221 : 122-35221 : 123. 
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F. Security, medical, emergency & fire protection plans 

8702250421 Forwards “Rept of Emergency Evacuation Review Team on Emergency 
Response Plans for Perry & Davis-Besse Nuclear Power Plants.” Rept concluded that 
current emergency response plan inadequate.Served on 870128. 

CELESTE, R.F. Ohio, State of. #187 2323. 87/01/14. ZECH.L.W. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 39744:018-39744:060. 

8702190639 Revised emergency plan implementing instructions including Temporary 
Change 1 to Rev 5 to EPI-A6, "Technical Support Ctr Activation” & Temporary 
Change 1 to Rev 4 to EPI-A8, “Emergency Operations Facility Activation.” W/87021 1 
Itr. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/02/11. 51pp. 39685:175- 
39685:225. 

8702240199 Forwards notification of change to emergency plan, Rev 6. Change re- 
viewed per 10CFR50.54(q> & determined not to decrease effectiveness of plan. 
EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/02/11. Document Control 
Branch (Document Control Desk). 3pp. 39718:182-39718:186. 

-8702240218 Instruction Temporary Change TCN-2 to Rev 6 to OM15A EP, “Emergen- 
cy Pian for Perry Nuclear Power Plant." 

ANDERSON.J.D. Cleveland Electric Illuminating Co. 87/01/22. Ip. 39718:185- 
39718:186. 

8702240325 Rev 4 to emergency public info organization implementing instructions 
manual.W/87021 1 Itr. 

SHAW.E.J., COLE.W.E. Cleveland Electric Illuminating Co. EDELMAN.M.R. Common- 
wealth Edison Co. 87/02/11. 200pp. 39722:028-39722:237. 

8702240445 Forwards description of scope & objectives for 870513 annual emergency 
preparedness exercise.Comments requested by 870313 to allow for submittal of de- 
tailed scenario description by 870327. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/02/11. Document Control 
Branch (Document Control Desk). 6pp. 39721:198-39721:203. 


H. General correspondence 

8702250409 Advises of change of address for State of OH Dept of Health. Functions of 
power siting commission transferred to board operating under auspices of PUC of 
State of OH. 

QUILLIN.R.M. Ohio, State of. 87/02/13. STOLZ.J.F. PWR Project Directorate 6. Ip. 
39735:052-39735:056. 


8702060413 IE info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100128 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702200066 Ack receipt of 870128 Itr informing NRC of steps taken to correct violations 
noted in insp Repts 50-438/86-07 & 50-439/86-07. 

ZECH.G.G. Region 2, Office of Director. 87/02/12. WHITE, S.A. Tennessee Valley Au- 
thority. Ip. 39694:249-39694:249. 


I. Financial information 


8702130317 Forwards notice of consideration of issuance of amend to License NPF-58 
& proposed NSHC determination & opportunity for hearing, per 870123 request. 

LEECH, P.H. BWR Projed Directorate 4. 87/02/05. EDELMAN.M.R. Cleveland Electric 
Illuminating Co. 3pp. 39644:083-39644:094. 

-8702130324 Notice of consideration of issuance of amend to License NPF-58 & pro- 
posed NSHC determination & opportunity for hearing on 870123 request re sale & 
leaseback transactions by Ohio Edison Co concerning ownership interests in plant. 
CARUSO, R. BWR Project Directorate 4. 87/02/05. 9pp. 39644:086-39644:094. 


J. Insurance $ indemnity information 


8702110131 IE Info Notice 87-011, “Encl of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13, Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 


6702090496 Forwards Endorsements 16 & 10 to NELIA Policy NF-291 & MAELU Policy 
MF-1 24, respectively & Endorsement 2 to NELIA & MAELU Certificates N-102 & M- 
102 . 

ERTLE.R.F. Centerior Energy. 87/01/22. DINITZ.I. Assistant Director for State & Li- 
censee Relations. 5pp. 39557:344-39557:348. 
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P. Operating license stage documents & correspondence 


8612040106 Forwards proprietary NEDC-31336, “GE Instrument Setpoint Methodology,” 
per LRG Instrument Setpoint Methodology Group 840629 Itr.Rept applicable to listed 
plants & withheld (ref 10CFR2.790). 

VILLA, R. General Electric Co. 86/11/19. BERKOW.H.N. Standardization & Special 
Project Directorate. 5pp. 38826:157-38826:161. 

8702130317 Forwards notice of consideration of issuance of amend to License NPF-58 
& proposed NSHC determination & opportunity for hearing, per 870123 request. 

LEECH, P.H. BWR Project Directorate 4. 87/02/05. EDELMAN.M.R. Cleveland Electric 
Illuminating Co. 3pp. 39644:083-39644:094. 

—8702130324 Notice of consideration of issuance of amend to License NPF-58 & pro- 
posed NSHC determination & opportunity for hearing on 870123 request re sale & 
leaseback transactions by Ohio Edison Co concerning ownership interests in plant. 
CARUSO, R. BWR Project Directorate 4. 87/02/05. 9pp. 39644:086-39644:094. 

8702170388 Forwards marked-up Tech Spec Page 3/4 6-41 .placing upper bound on 
opening setpoint of containment vacuum breaker isolation valve per NRC request. 
EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/02/10. Document Control 
Branch (Document Control Desk). 2pp. 39650:298-39650:299. 

8702250350 Application for amend to License NPF-58,adding footnote to Tech Spec 
3.7.3 to modify applicable conditions during which RCIC sys required to operate. Fee 
paid. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/02/20. Document Control 
Branch (Document Control Desk). 4pp. 39729:111-39729:120. 

—8702250355 Proposed Tech Spec 3/4.7.3 modifying surveillance requirements re oper- 
ability of RCIC sys.Related info end. 

* Commonwealth Edison Co. 87/02/20. 6pp. 39729:1 15-39729:120. 

8702270407 Summary of 870203 meeting w/Mark III Containment Hydrogen Control 
Owners Group re C LASIX-3 computer code validation & emergency procedure 
guidelines.List of attendees end. 

KINTNER.L.L. BWR Project Directorate 4. 87/02/24. BWR Project Directorate 4. 5pp. 
39781:041-39781:045. 


G. inspection report®, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 

02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702170366 Responds to NRC Itr re observations noted in Insp Rept 50-440/86-27 on 
86ll05-07.Corrective actions:efforts to streamline/simplify LERs & facilitate imple- 
mentation of LER trend rept recommendations underway. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 86/12/22. NORELIUS.C.E. Region 

3, Office of Director. 4pp. 39648:256-39648:259. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring In Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8702090099 Forwards Safety Insp Rept 50-440/86-33 on 861203-8701 16. No violations 
identified. 

WARNICK.R.F. Region 3, Office of Director. 87/02/02. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 39555:025-39555:036. 

-8702090112 Insp Rept 50-440/86-33 on 861203-8701 16. No violation or deviation 
identified.Major areas inspected:previous insp items, Part 21 repts & operational 
safety.Facility remained shut down pending repair of RCIC sys isolation valves. 
KNOP.R.C. Region 3, Office of Director. 87/02/02. 10pp. 39555:027-39555:036. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque IX Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


8702110131 IE Info Notice 87-011, “End of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


6702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 07/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


R. Periodic operating reports & related correspondence 


8702180617 Monthly operating rept for Jan 1987.W/870213 Itr. 

FARMER, T.L, EDELMAN.M.R. Cleveland Electric Illuminating Co, 87/01/31. 7pp. 
39667:353-39667:359. 


8702050393 Forwards “Quarterly Progress Rept Cleveland Electric Illuminating Seismic 
Monitoring Program for Northeastern Ohio, 861 01 5*8701 15," per Oct 1986 discussions 
re cause of 860131 earthquake. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/02/02. Document Control 
Branch (Document Control Desk). 2pp. 39521:1/0-39521:185. 

-8702050397 "Quarterly Progress Rept.Cleveland Electrical Illuminating Seismic Moni- 
toring Program for Northeastern Ohio.861015- 870115.” 

• Weston Geophysical. 87/01/15. 14pp. 39521:172-39521:185. 


S. Reportable occurrences, LERs & related correspondence 


8702020639 PNO-1 11-87-01 Lon 8701 23,licensee began shutdown from 5% power to 
repair steam isolation valve for turbine in RCIC sys.During testing, valve would not 
open because of failure of motor operafor.Repair expected to take more than 2 days. 
KNOP.R., WARNICK.R. Region 3, Office of Director. 87/01/23. Ip. 39468:075- 
39468:075. 


8702030426 Forwards LERs 86-091-00,86-092-00,86-093-00 & 86-094-00. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/01/27. Document Control 
Branch (Document Control Desk). Ip. 39474:090-39474:101. 

-8702030453 LER 86-091 -00: on 861 228, nuclear steam supply shutoff sys Div 2 bal- 
ance-of-plant isolation occurred when power supply breaker for isolation actuation 
relays inadvertently opened. Caused by personnel error.Maint personnel counseled. 
RUSS.P. Cleveland Electric Illuminating Co. 87/01/27. 2pp. 39474:091-39474:092. 

-8702030437 LER 86-092-00:on 861 230, reactor shutdown conducted to comply w/ 
Tech Spec 3.4.4,due to high reactor coolant conductivity. Caused by failure of three ' 
main condenser tubes. Leakage & damaged tubes plugged & loose lagging removed. 
RUSS.P. Cleveland Electric Illuminating Co. 87/01/27. 3pp. 39474:093-39474:095. 

-8702030471 LER 86-093-00: on 861 229, plant placed into Operational Condition 1 when 
containment vacuum breaker opened.Caused by personnel error.lndividuals counseled 
re responsibility to initiate limiting condition for operation. 

RUSS.P. Cleveland Electric Illuminating Co. 87/01/27. 3pp. 39474:096-39474:098. 

-8702030475 LER 86-094-00:on 8701 01, discovered reactor mode switch not fully 
locked into shutdown position.Caused by bent mode switch key.Bent mode switch key 
discarded & temporarily replaced w/new duplicate key. 

RUSS.P. Cleveland Electric Illuminating Co. 87/01/27. 3pp. 39474:099-39474:101. 

8702110020 Forwards LERs 87-001-00 & 87-002-00. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/02/06. Document Control 
Branch (Document Control Desk). Ip. 39580:022-39560:028. 

-8702110028 LER 87-001 -00:on 870107.RWCU containment isolation occurred due to 
indicated high differential flow.Caused by flow control valve problems. Engineering 
design change implemented to provide mass & temp compensation for RWCU instru- 
ments. 

RUSS.P. Cleveland Electric Illuminating Co. 87/02/06. 3pp. 39580:023-39580:025. 

-8702110042 LER 87-002-00:on 8701 08, unexpected Div 1 RCIC sys isolation occurred 
during performance of leak detection sys surveillance test instruction.Cause 
unknown.Timer replaced on 870119 & surveillance test satisfactorily reperformed. 
RUSS.P. Cleveland Electric Illuminating Co. 87/02/06. 3pp. 39580:026-39580:028. 

9702180395 LER 87-003-00:on 870110 & 22, inboard containment isolation steam 
supply valve for RCIC sys failed to open causing RCIC to be inoperable .Cause 
indeterminate. Failed motors replaced & operator & valve internals inspected.W/ 
870209 Itr. 

RUSS.P., EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/02/09. 4pp. 
39662:221-39662:224. 


9702250468 Part 21 rept listing plants furnished w/ penetration assemblies & noting 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J.C. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 

8702260096 LER 87-004 -00:on 8701 27, unexpected reactor protection sys actuation oc- 
curred due to upscale trips on intermediate range neutron monitors.Caused by person- 
nel error.Waming sign will be posted 6 Individuals counseled.W/87021 9 Itr. 
DUNN.G.A., EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/02/20. 3pp. 
39737:302-39737:304. 
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DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

8612040106 Forwards proprietary NEDC-31336, “GE instrument Setpoint Methodology,” 
per LRG Instrument Setpoint Methodology Group 840629 Itr.Rept applicable to listed 
plants & withheld (ref 1 0CFR2.790). 

VILLA, R. General Electric Co. 86/11/19. BERKOW.H.N. Standardization & Special 
Project Directorate. 5pp. 38826:1 57-38826:1 61 . 

8702270407 Summary of 870203 meeting w/Mark III Containment Hydrogen Control 
Owners Group re CLASIX-3 computer code validation & emergency procedure 
guidelines.List of attendees end. 

KINTNER.LL. BWR Project Directorate 4. 87/02/24. BWR Project Directorate 4. 5pp 
39781:041-39781:045. 


8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp, 39575:032- 

'3QC7E.1 GQ r ’ 


8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Coolinq Desiqn 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 

GQCOQ.GC7 


8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 


F. Security, medical, emergency & fire protection plans 

8702250421 Forwards “Rept of Emergency Evacuation Review Team on Emergency 
Response Plans for Perry & Davis-Besse Nuclear Power Plants.” Rept concluded that 
current emergency response plan inadequate.Served on 870128. 

CELESTE.R.F. Ohio, State of. #187 2323. 87/01/14. 2ECH.L.W. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 39744:018-39744:060. 

8702190639 Revised emergency plan implementing instructions including Temporary 
Change 1 to Rev 5 to EPI-A6, “Technical Support Ctr Activation” & Temporary 
Change 1 to Rev 4 to EPI-A8, “Emergency Operations Facility Activation.” W/87021 1 
Itr. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/02/11. 51 pp 39685 175- 

GQftflC.OGC r ’ 


8702240199 Forwards notification of change to emergency plan, Rev 6. Change re- 
viewed per 1 0CFR50.54(q) & determined not to decrease effectiveness of plan. 
EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/02/11. Document Control 
Branch (Document Control Desk). 3pp. 39718:182-39718:186. 

-8702240218 Instruction Temporary Change TCN-2 to Rev 6 to OM15A EP, "Emergen- 
cy Plan for Perry Nuclear Power Plant.” 

ANDERSON, J.D. Cleveland Electric Illuminating Co. 87/01/22. Ip. 39718-185- 


8702110131 IE Info Notice 87-011, “End of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 

GG7f\G.GAG rr 


8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 

oaco i -occ r r 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8702270167 Forwards Safety Insp Rept 50-441/87-01 on 870112-16 & notice of viola- 
tion. 

WARNICK.R.F. Region 3, Office of Director. 87/02/18. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 39772:01 1 -39772:01 8. 

—8702270172 Notice of violation from insp on 870112-16. 

WARNICK.R.F. Region 3, Office of Director. 87/02/18. Ip. 39772:013-39772:013. 


8702240325 Rev 4 to emergency public info organization implementing instructions 
manual.W/87021 1 Itr. 

SHAW.E.J., COLE.W.E. Cleveland Electric Illuminating Co. EDELMAN.M.R. Common- 
wealth Edison Co. 87/02/11. 200pp. 39722:028-39722:237. 

8702240445 Forwards description of scope & objectives for 870513 annual emergency 
preparedness exercise.Comments requested by 870313 to allow for submittal of de- 
tailed scenario description by 870327. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/02/11. Document Control 
Branch (Document Control Desk). 6pp. 39721:198-39721:203. 


H. General correspondence 


Dept of Health. Functions of 
under auspices of PUC of 

QUILUN.R.M. Ohio, State of. 87/02/13. STOLZ.J.F. PWR Project Directorate 6. Ip. 


8702250409 Advises of change of address for State of OH 
power siting commission transferred to board operating 
State of OH. 


-8702270183 Insp Rept 50-441/87-01 on 8701 12-1 6. Violation noted:Parmly Road lay- 
down yard exhibited several areas not in conformance w/program,such as,plastic end 
caps not installed on high end of spool, piping not up on cribbing or dunnage. 
KEATING.D.E., KNOP.R.C. Region 3, Office of Director. 87/02/17. 5pp. 39772:014- 
39772:018. 


R. Periodic operating reports & related correspondence 

8702050393 Forwards “Quarterly Progress Rept Cleveland Electric Illuminating Seismic 
Monitoring Program for Northeastern Ohio, 861 01 5-8701 15,” per Oct 1986 discussions 
re cause of 860131 earthquake. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/02/02. Document Control 
Branch (Document Control Desk). 2pp. 39521:170-39521:185. 

-8702050397 “Quarterly Progress Rept, Cleveland Electrical Illuminating Seismic Moni- 
tonng Program for Northeastern Ohio, 861 01 5- 8701 1 5.” 

* Weston Geophysical. 87/01/15. 14pp. 39521:172-39521:185. 


J. Insurance & Indemnity Information 

8702090496 Forwards Endorsements 16 & 10 to NELIA Policy NF-291 & MAELU Policy 
MF-1 24, respectively & Endorsement 2 to NELIA & MAELU Certificates N-102 & M- 

ERTLE.R.F, Centerior Energy. 87/01/22. DINITZ.I. Assistant Director for State & Li- 
censee Relations. 5pp. 39557:344-39557:348. 

Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG.R.C. Office of Inspection & Enforcement Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

®70 1140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. w 

‘I of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp?39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Svs 
Pumps Resulting From Loss of Siphon." Svc list end. 

of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107ppL 39525:233- 

w9D&5!o39, 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 8 7/ 02 /0 2. Consolidated Edison Co. of New Yoric, Inc 97f^ 39469‘l62- 

w94o9x5o, 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
h y Outside Contractors." Svc list end. 


% 


of Preparedness & Engineering Response (Post 

S212 3 J; a 87/02/03 - Consol,dated Edison Co. of New York, Inc. 108pfx 39548:212- 
39548:318. 


S. Reportable occurrences, LERs & related correspondence 

8702250466 Part 21 rept listing plants furnished w/penetration assemblies & noting 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J.C. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 

DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 

F. Security, medical, emergency & fire protection plans 

8702120600 Forwards, for filing, FEMA/Regional Assistance Committee review of Rev 2 
to New Hampshire State & Local Radiological Response Plans for Seabrook Nuclear 
Power Station.’ Certificate of Svc end.Related correspondence. 

FLYNN, H J . Federal Emergency Management Agency. #187 2102. 86/12/22. Docket- 
ing & Services Branch. 150pp. 39604:001-39604:308. 

8702060087 FOIA request for records re review, critique or discussion of listed 
a®^. s ;l n £^i!!. n 9« P LG-0432, “Seabrook Station Risk Mgt & Emergency Planning Study” 
J,fj-G-0465, Seabrook Station Emergency Planning Sensitivity Study.” 

SHOLLY.S.C. MHB Technical Associates. 86/12/29. GRIMSLEY.D.H. Division of 
Rules and Records. 2pp. 39539:338-39539:339. 

S7 ?£?l2ii 5 «f? rwards Rev 4 t0 securit V training & qualification plan.Rev withheld (ref 
10CFR73.21). 

THOMAS, 6 * 3 * Public Service Co. of New Hampshire. 87/01/30. Document Control 
Branch (Document Control Desk). Ip. 39558:008-39558:008. 

8702060094 Responds to FOIA request re review of documents concerning facility 
®™® r 9® n cy Planning. Enel App A documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/02. SHOLLY.S.C. MHB Tech- 


nical Associates. 2pp. 39539:340-39539:352. 


1 bud 9 et P, r °po sal !°'; mc work: "Review of Emergency Plannin 
Sensjjvrty Study for S^brook." Related documentation end. 

RRA T r ’ V £ T - B L°5& h ^ en National Laboratory. FIN A-3855 
86/08/11. BAGCHI.G. Engineenng Branch (PWR-A). 11pp. 39539:342-39539:352. 
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8702110423 Forwards Safety Insp Rept 50-443/86-54 on 861111-870102 & notice of 
deviation. 

WENZINGER.E.C. Region 1, Office of Director. 87/02/03. HARRISON, R.J. Public 
Service Co. of New Hampshire. 6pp. 39588:094-39588:120. 

-8702110444 Partially withheld Insp Rept 50-443/86-54 on 861111-870102 (ref 
10CFR73.21). Deviations noted:design for control room makeup ventilation sys did not 
provide for maintaining positive pressure within control room complex. 

ELSASSER.T.C. Region 1, Office of Director. 87/01/29. 20pp. 39588:101-39588:120. 

8702170141 Responds to 861219 Itr opposing reduction of EPZ.Issue part of current 
adjudicatory proceeding. No specific response can be provided at present. 

ZECH.L.W. Commissioners. 87/02/04. MAVROULES.N. House of Rep. 5pp. 
39671:168-39671:174. 

-8702170160 Opposes reduction of EPZ from 10 to 2 miles.Action serves as cavalier 
dismissal of legitimate health & safety concerns of public. 

MAVROULES.N. House of Rep. 86/12/19. ZECH.L.W. Commissioners. 2pp. 
39671:173-39671:174. 

8702100287 Seacoast Anti-Pollution League contention & motion to admit late-filed 
contention, reopen record on onsite emergency planning & condition issuance of li- 
cense up to 5% of rated power on applicants compliance w/10CFR5Q.47(b)(5).* 
BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon. #187 2466. 87/02/06. Atomic Safety and Licensing Board Panel. 9pp. 
39571:003-39571:025. 

-8702100294 Affidavit of FH Anderson/ Discusses failure of 870131 audible test of 
emergency notification sirens.Related documentation encl.W/Certificate of Svc. 
ANDERSON, F.H. Seacoast Anti-Pollution League. ANDERSON, F.H. Ideas & Informa- 
tion, Inc. 87/02/06. 14pp. 39571:012-39571:025. 

8702270344 Forwards “State of ME Ingestion Pathway Plan for Seabrook 
Station, Seabrook, N H. ’ ’ 

THOMAS, G.S. Public Service Co. of New Hampshire. 87/02/13. Document Control 
Branch (Document Control Desk). 4pp. 39798:265-39799:077. 

-8702270347 “State of ME Ingestion Pathway Plan for Seabrook Station, 
Seabrook, NH." 

* Maine, State of. 87/02/13. 400pp. 39798:269-39799:077. 


G. Adjudicatory correspondence 

8702030100 Response of State of NH to petition of US Senator GJ Humphrey for per- 
mission to participate as state representative in ASLB proceeding per 
10CFR2.715(c).* No objection to participation offered.Certificate of Svc end. 
BISBEE.G.D. New Hampshire, State of. #187 2334. 87/01/21. Commissioners. 4pp. 
39474:225-39474:228. 

8702030060 Applicant response to petition of US Senator GJ Humphrey for permission 
to participate as state representative in ASLB proceedings per 10CFR2.7 15(c)/ No 
objection raised. Certificate of Svc end. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#187 2333. 87/01/23. Atomic Safety and Licensing Board Panel. 5pp. 39475:063- 
39475:067. 

8702060122 Town of Kensington partially completed response to applicants petition 
under 10CFR2.758 & 50.47(c) w/respect to regulations requiring planning for plume 
exposure pathway emergency planning zone.../ Certificate of Svc end. 

GAVUTIS.S. Kensington, NH. #187 2422. 87/01/23. Atomic Safety and Licensing 
Board Panel. 4pp. 39535:110-39535:113. 

8702130100 Forwards author 870123 Itr to E Shamwell re 870115 meeting between 
author, E Shamwell & NRC.Served on 870210. 

COMLEY.S.B. Affiliation Not Assigned. #187 2477. 87/01/23. HARBOUR, J. Atomic 
Safety and Licensing Board Panel. 3pp. 39631:188-39631:190. 

8702030023 On review sua sponte by Commission of decision of ASLAP (ALAB-853) 
issued 861120 denying appeal of decision of Board granting applicant motion for au- 
thorization to issue license to conduct fuel load.,./ W/Certificate of Svc. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#187 2313. 87/01/26. Commissioners. 18pp. 39473:126-39473:143. 

8702030051 Response of State of NH to applicant petition under 10CFR2.758 & 
50.47(c) re regulations requiring planning for plume exposure pathway EPZ in excess 
of 1 mile radius/ Unsigned agreement & Certificate of Svc end. 

BISBEE.G.D. New Hampshire, State of. #187 2331. 87/01/26. Atomic Safety and Li- 
censing Board Panel. 11pp. 39475:086-39475:096. 

8702030558 Responds to ASLB 870107 memorandum & order directing that responses 
to applicant petition re EPZ in excess of 1-mile radius be filed by 8701 27. Advises that 
written response can be completed on or before 870209.W/Certificate of Svc. 
AHRENS.P. Maine, State of. #187 2353. 87/01/26. HOYT.H.F., LUEBKE.E.A., 
HARBOUR, J. Atomic Safety and Licensing Board Panel. 6pp. 39473:340-39473:345. 

8702030011 NRC staff response to intervenors joint motion for leave to file supplemen- 
tal opposition/ Intervenors failed to provide basis for withhoiding issuance of partial 
initial decision re issuance of low power license.Certificate of Svc end. 

TURK.S.E. Assistant General Counsel for Hearings. #187 2363. 87/01/27. Atomic 
Safety and Licensing Board Panel. 9pp. 39472:328-39472:336. 

8702030083 Seacoast Anti-Pollution League brief in opposition to applicant petition 
under 10CFR2.758 & 50.47(c) for reduction in size of Seabrook Station plume expo- 
sure pathway EPZ/ Certificate of Svc & svc list end. 

BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon. #187 2340. 87/01/27, Atomic Safety and Licensing Board Panel. 23pp. 
39475:033-39475:060. 

-8702030073 Affidavit of RL Kaufmann re proposed one mile plume exposure pathway 
EPZ.Proposed zone does not meet criteria in rationales which underlay original deci- 
sion to require generic 1 0-mile zone. 

KAUFMANN, R.L. New Hampshire, Univ. of, Durham, NH. 87/01/24, 5pp. 39475:056- 
39475:060. 


8702030064 Notifies that Seacoast Anti-Pollution League filed brief in opposition to ap- 
plicants petition under 10CFR2.758 & 1 0CFR50.47(c) for reduction in size of facility 
plume exposure pathway EPZ, per ASLB 870107 order. 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #187 2350. 87/01/27. HOYT.H., LUEBKE.E.A., HARBOUR, J. Atomic Safety and 
Licensing Board Panel. 2pp. 39474:358-39474:359. 

8702030446 Applicants response to “Intervenors New England Coalition on Nuclear 
Pollution, Commonwealth of MA.Town of Hampton & Seacoast Anti-Pollution League 
Joint Appeal of ASLB Supplemental Memorandum....”* Certificate of Svc end. 
DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#187 2391. 87/01/27. Atomic Safety and Licensing Appeal Panel. 16pp. 39474:074- 
39474:089. 

8702030041 NRC staff response in accordance with ASLB order of 870107 re applicant 
petition for waiver from emergency planning regulations/ Recommends establishment 
of separate licensing board to consider subj petition.Certificate of Svc end. 

PERLIS.R.G. Assistant General Counsel for Hearings. #187 2357. 87/01/28. Atomic 
Safety and Licensing Board Panel. 7pp. 39473:333-39473:339. 

8702030062 Memorandum & order (extension of 870127 date for response to applicant 
petition of 861218)/ New England Coalition on Nuclear Pollution & NRC granted ex- 
tensions until 870202. Addl extension listed.Served on 870129. 

HOYT.H.F. Atomic Safety and Licensing Board Panel. #187 2344. 87/01/28. New 
England Coalition on Nuclear Pollution. 2pp. 39475:061-39475:062. 

8702030081 NRC staff brief in support of ALAB-853/ ALAB-853, issued on 861 120, hold- 
ing that OL authorizing fuel loading & precriticality testing could be issued per 
10CFR50.47(d) & 50.57(c) prior to submittal of offsite emergency plans. 

PERLIS.R.G. Assistant General Counsel for Hearings. #187 2342. 87/01/28. Commis- 
sioners. 16pp. 39474:328-39474:343. 

8702030010 NRC staff response to State of MA motion to admit late-filed contention/ 
Motion filed on 870112 should be denied due to erroneous factual premise. 
PERLIS.R.G. Assistant General Counsel for Hearings. #187 2359. 87/01/29. Atomic 
Safety and Licensing Board Panel. 4pp. 39472:318-39472:327. 

-8702030017 Affidavit of AC Cerne re operability of emergency alert & notification 
sirens in town of Merrimac,MA.Sirens tested & are operable.W/Certificate of Svc. 
CERNE, A.C. NRC - No Detailed Affiliation Given. 87/01/29. Atomic Safety and Li- 
censing Board Panel. 6pp. 39472:322-39472:327. 

8702030025 NRC staff response to petition of US Senator GJ Humphrey to participate 
under 10CFR2.715(c)/ Admission of senator appears to be inconsistent w/prior ASLB 
Decisions LBP-79-28 & LBP-82-25.W/Certificate of Svc. 

TURK.S.E. Assistant General Counsel for Hearings. #187 2360. 87/01/29. Atomic 
Safety and Licensing Board Panel. 5pp. 39473:175-39473:179. 

8702060042 Seacoast Anti-Pollution League first supplemental brief in opposition to ap- 
plicant petition under 10CFR2.758 & 10CFR50.47(c) for reduction in size of Seabrook 
Station plume exposure EPZ.* Certificate of Svc end. 

BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #187 2398. 87/01/29. Atomic Safety and Licensing Board Panel. 4pp. 
39533:356-39533:359. 

8702060052 Requests that end Itrs from RC Smith to Judge Hoyt & Judge Hoyt re- 
sponse to RC Smith be served to parties in proceeding.Served on 870203. 

SWEENEY, O. NRC - No Detailed Affiliation Given. #187 2397. 87/01/30. Docketing & 
Services Branch. Ip. 39533:329-39533:335. 

—8702060063 Responds to 870123 procedural questions re proceeding in matter of fa- 
cilities offsite emergency planning issues. 

HOYT.H.F. Atomic Safety and Licensing Board Panel. 87/01/30. SMITH, R.C. House 
of Rep. 3pp. 39533:330-39533:335. 

-8702060071 Forwards 861202 Itr re opposition to change in regulatory policy of NRC 
which would reduce size of 10-mile EPZ required for full power licensing of 
facilities.Requests permission to testify at hearings re 861218 petition. 

SMITH, R.C. House of Rep., Science & Technology. 87/01/23. HOYT.H. Atomic Safety 
and Licensing Board Panel. 2pp. 39533:333-39533:335. 

8702060039 Requests that ends be served to parties in proceeding re plant offsite 
emergency planning issues.Served on 870204. 

SWEENEY, O. Atomic Safety and Licensing Board Panel. #187 2413. 87/02/02. Dock- 
eting & Services Branch. 1 p. 39533:352-39533:355. 

—8702060046 Ack receipt of comments re applicant petition in offsite emergency plan- 
ning proceeding concerning reduction in EPZ. Comments considered limited appear- 
ance written statement, per 10CFR2.7 15(a). 

HOYT.H.F. Atomic Safety and Licensing Board Panel. 87/02/02. HUMPHREY.G.J. 
Senate. Ip. 39533:353-39533:353. 

-8702060050 Ack receipt of SG Kurtz affidavit re applicant petition in offsite emergency 
planning proceeding concerning reduction of EPZ.Affidavjt considered limited appear- 
ance written statement, per 10CFR2.715(a). 

HOYT.H.F. Atomic Safety and Licensing Board Panel. 87/02/02. Holland, Donovan, 
Beckett & Welch. Ip. 39533:354-39533:354. 

—8702080057 Ack receipt of comments on applicant petition re offsite emergency plan- 
ning proceeding concerning reduction of EPZ. Comments considered limited appear- 
ance written statement.per 10CFR2.7 15(a). 

HOYT.H.F. Atomic Safety and Licensing Board Panel. 87/02/02. LEWIS, M.l. Lewis, M. 
Ip. 39533:355-39533:355. 

8702060076 New England Coalition on Nuclear Pollution opposition to applicants peti- 
tion under 10CFR2.758 & 10CFR50.47(C) for waiver of 10-mile EPZ.* Certificate of 
Svc encl. 

CURRAN, D., FERSTERAC. New England Coalition on Nuclear Pollution. CURRAN, D. 
Harmon & Weiss. #187 2412. 87/02/02. Atomic Safety and Licensing Board Panel. 
45pp. 39535:029-39535:073. 

8702060089 Discusses 861216 public meeting in King of Prussia, PA & 861216 meeting 
w/util & NRC in Washington, DC re EPZ.Licensee did not divulge in public meeting that 
2.758 petition would be filed to reduce EPZ to 1 mile as discussed in DC meeting. 
WEISS, E.R. New England Coalition on Nuclear Pollution. WEISS, E.R. Harmon & 
Weiss. #187 2411. 87/02/02. HOYT.H., HARBOR, J., LINENBERGER.G. Atomic 
Safety and Licensing Board Panel. 2pp. 39535:074-39535:075. 
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8702090032 Reply brief of Seacoast Anti-Pollution League in support of reversal of 
A LAB-853.* Decision should be reversed since Congress has clearly required NRC to 
require emergency plans as condition of issuing OL. 

BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #187 2433. 87/02/02. Commissioners. 8pp. 39550:228-39550:235. 

8702060070 Memorandum & order (rejecting staff response to applicant petition for 
waiver of emergency planning regulations).* Technical response considered unrespon- 
sive to 8701 07 order. Served on 870205. 

HOVT.H.F., LINENBERGER.G., HARBOUR.J. Atomic Safety and Licensing Board 
Panel. #187 2423. 87/02/03. 3pp. 39534:358-39534:360. 


8702200305 Memorandum & order (ruling on contentions - Rev 2 New Hampshire radio- 
logical emergency response plan).* Listed contentions admitted & rejected.Hearing 
dates scheduled for 870601-05 & 0622-26 in Concord, NH.Served on 870219. 
HOYT.H.F. Atomic Safety and Licensing Board Panel. #187 2539. 87/02/18. Office of 
the General Counsel. 6pp. 39692:027-39692:032. 

8702250102 Rept on status of State of NH radiological emergency response plan.* 
State of NH Civil Defense Agency continues to implement emergency response train- 
ing & complete emergency response resource inventory.W/Certificate of Svc. 
BISBEE,G.D. New Hampshire, State of. #187 2580. 87/02/18. 13pp. 39722:340- 
39722:352. 


8702060104 New England Coalition on Nuclear Pollution reply brief in support of atty 
general of MA appeal of ALAB-853.* Plant low power operation should not be permit- 
ted w/o satisfaction of emergency planning requirements.Certificate of Svc end. 
CURRAN, D., FERSTER.A. New England Coalition on Nuclear Pollution. CURRAN.D. 
Harmon & Weiss. #187 2425. 87/02/04. Commissioners. 11pp. 39535:086- 
39535:096. 


8702250137 State of NH Superior Court decision re siren poles.* Forwards 870213 
notice of appeal from lower court decision filed w/$tate of NH Supreme Court by 
State of NH counsel for util.Related correspondence. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#187 2583. 87/02/18. HOYT.H., WOLFE, S.J., HARBOUR.J. Atomic Safety and Li- 
censing Board Panel. 121pp. 39723:075-39723:195. 


8702090026 Atty General JM Shannon reply brief in support of reversal of ALAB-853.* 
Commission should reverse ALAB-853 until applicants submit offsite response plan & 
meet substantive emergency planning requirement.Certificate of Svc end. 
SNEIDER.C.S. Massachusetts, Commonwealth of. #187 2434. 87/02/04. Commis- 
sioners. 13pp. 39550:193-39550:205. 

8702100301 Notice of appearance.* GM Huntington will represent State of NH & SE 
M erri 1 1 . Certificate of Svc end. 

HUNTINGTON, G. New Hampshire, State of. #187 2458. 87/02/04. 3pp. 39570:329- 
39570:331. 

8702100304 Forwards corrected Page 6, constituting conclusions in original brief re 
emergency plans as condition of issuing OL.Certificate of Svc end. 

BACKUS.R.A. Seacoast Anti-Pollution league. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #187 2453. 87/02/04. Docketing & Services Branch. 4pp. 39570:317- 
39570:320. 

8702100287 Seacoast Anti-Pollution League contention & motion to admit late-filed 
contention, reopen record on onsite emergency planning & condition issuance of li- 
cense up to 5% of rated power on applicants compliance w/10CFR50.47(b)(5).* 
BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #187 2466. 87/02/06. Atomic Safety and Licensing Board Panel. 9pp. 
39571:003-39571:025. 

-8702100294 Affidavit of FH Anderson.* Discusses failure of 870131 audible test of 
emergency notification sirens.Related tioo.mentat:on cr.d.VV. Cemrcatc of Svc. 
ANDERSON, F.H. Seacoast Anti-Pollution _eague AMDFRSON.F.H. Ideas & Informa- 
tion, Inc. 87/02/06. 14pp. 39571:012-39571:025. 

8702100315 State of ME memorandum in opposition to applicant petition to reduce 
emergency planning zone.* Requests that applicant petition to reduce emergency 
planning zone to 1 mile be denied.Notice of appearance & Certificate of Svc end. 
BRANN.P.J. Maine, State of. #187 2464. 87/02/06. Atomic Safety and Licensing 
Board Panel. 10pp. 39570:262-39570:271. 

8702100333 Seacoast Anti-Pollution League second supplemental brief in opposition to 
applicant petition under 1 0CFR2.75B & 50.47(c) for reduction in size of Seabrook Sta- 
tion plume exposure EPZ.* Certificate of Svc & svc list end. 

BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #187 2465. 87/02/06. Atomic Safety and Licensing Board Panel. 8pp. 
39570:224-39570:231. 

8702130114 Memorandum & order (granting intervenor motion to file supplemental op- 
position but denying joint suppl opposition).* Served on 870210. 

WOLFE, S.J., HARBOUR.J., LUEBKE.E.A. Atomic Safety and Licensing Board Panel. 
#187 2473. 87/02/06. Office of the General Counsel. 6pp. 39631:176-39631:181. 

8702130146 Memorandum & order (denying State of MA motion of 870112).* Request 
to admit late-filed contention, that ASLB refrain from issuing low power license & to 
reopen record denied. Served on 87021 0. 

WOLFE, S.J., HARBOUR.J., LUEBKE.E.A. Atomic Safety and Licensing Board Panel. 
#187 2483. 87/02/06. Massachusetts, Commonwealth of. 10pp. 39634:254- 

OOCO/.'lM 


8702130125 NRC motion for clarification of ASLB 870203 order.* ASLB memorandum & 
order rejected NRC 870128 response to applicant petition for waiver from emergency 
planning regulations. Certificate of Svc end. 

PERLtS.R.G. Assistant General Counsel for Hearings. #187 2494. 87/02/10. Atomic 
Safety and Licensing Board Panel. 5pp. 39631:166-39631:170. 


8702130138 Forwards 870206 SECY-87-035 re consideration of emergency planning 
rule change to deal w/lack of governmental cooperation in offsite emergency 
planning.Related correspondence. 

REIS.E.J. Assistant General Counsel for Hearings. #187 2492. 87/02/10. 
ROSENTHAL.A.S., EDLES.G.J., HOYT.H. Atomic Safety and Licensing Board Panel. 
Ip. 39633:330-39633:358. 


—8702130141 Recommends that Commission consider emergency planning rule 
5?. w/lack of governmental cooperation in offsite emergency planning. 
PARLER.W.C. Office of the General Counsel. STELLO.V. Office of the Executive Di- 
rector for Operations. SECY-87-035. 87/02/06. 28pp. 39633:331-39633:358. 


8702130128 Memorandum & order (ruling on petition of US Senator GJ Humphrey for 
status as participant per 1 0CFR2.71 5(c)). Status denied.Served on 8702 1 2. 

HOYT.H.F. Atomic Safety and Licensing Board Panel. #187 2495. 87/02/11. 5pp 
39634:1 1 2-39634: 1 1 6. 


8702240078 Memorandum & order (Ruling on New England Coalition on Nuclear Pollu- 
tion Motion of 870212).* Parties may provide addl responses, including technical re- 
sponses to applicant 10CFR2.758 petition, by 870227.Served on 870220. 

HOYT.H.F. Atomic Safety and Licensing Board Panel. #187 2553. 87/02/19. New 
England Coalition on Nuclear Pollution. 2pp. 39702:101-39702:102. 


H. General correspondence 

8702250540 Urges denial of util request to reduce evacuation zone to 1 mile.Served on 
870202. 

TUFTS.A., BLAISDELL.R.R., GAGE.T.U. New Hampshire, State of. #187 2376. 87/ 
01/15. ZECH.L. Commissioners. Ip. 39744:177-39744:177. 

8702040136 Comments on pending licensing of plant & reducing emergency evacuation 
zone to 1 mile from present 10 miles. Evacuation regulations should be modified to 
allow util to prepare evacuation plan for independent review & approval. 
TYLISZCZAK.S. Affiliation Not Assigned. 87/01/27. NRC - No Detailed Affiliation 
Given. 2pp. 39494:318-39494:319. 


P. Operating license stage documents & correspondence 

8702200015 FOIA request for records re NRC.LLL & BNL review of Seabrook probabi- 
listic safety study & related repts. 

SHOLLY.S.C. MHB Technical Associates. 86/12/29. GRIMSLEY.D.H. Division of 
Rules and Records. 2pp. 39708:130-39708:131. 

8702020557 Responds to NRC 860414 request for investigation into applicability of al- 
leged use of controlled substances by individual formerly employed at 
facility.Allegation unsubstantiated for individual while employed at facility. 

THOMAS, G.S. Public Service Co. of New Hampshire. 87/01/27. Document Control 
Branch (Document Control Desk). 2pp. 39463:358-39463:359. 

8702120521 Forwards NRR monthly status rept, including info available as of 
8701 31. Rept identifies potential or actual licensing delay for Shoreham, Comanche 
Peak Unit 1 .Braidwood Unit 1 & Seabrook Unit 1 . 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
05. STELLO.V. Office of the Executive Director for Operations. 21pp. 68773:241- 
68773:261. 

8702170213 Forwards addl info describing control bldg habitability sys & results of con- 
firmatory dose calculations. Results of review showed no problems that could affect 
present design, maint or operation of sys re low power operation. 

THOMAS, G.S. Public Service Co. of New Hampshire. 87/02/09. Document Control 
Branch (Document Control Desk). 9pp. 39649:025-39649:033. 

8702200025 Partial response to FOIA request.App A documents available in PDR.App B 
documents re review of PRA end & being placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/11. SHOLLY.S.C. MHB Tech- 
nical Associates. 5pp. 39708:132-39710:214. 

—8404090451 Requests portion of funds allotted to FIN A-3754 be transmitted w/ state- 
ment of work & requests proposal for NRC work to LLLReview work must begin 
840401 in order to meet commitment to provide preliminary rept by 840930. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-3754. 84/03/19. 
FUNCHES.J.L. Planning & Program Analysis Staff (pre-851125). Ip. 39708:166- 
39708:166. 

-8404250235 Forwards independent assessment of probabilities of extreme wind speed 
from tornado & nontornado phenomena.Applicant reasonably estimated probability as- 
sociated w/tornadoes,but has not considered probabilities for nontornado phenom- 
ena. 

GAMMILL.W.P. Meteorology & Effluent Treatment Branch. 84/04/12. PARR.O.D. Aux- 
iliary Systems Branch. 4pp. 39708:295-39708:298. 

-8408270527 Forwards request for addl info re review of geotechnical & structural as- 
pects of accident sequences resulting from seismic events. W/o end. 

LEAR.G. Structural & Geotechnical Engineering Branch. 84/08/21. REITER.L. Geosci- 
ences Branch. 3pp. 39708:299-39708:301. 

-8408280374 Forwards comments & questions re probabilistic safety assessment exter- 
nal events analyses. 

REITER.L. Geosciences Branch. 84/08/20. THADANI.A. Reliability & Risk Assess- 
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-8411160067 Forwards util Itr reiterating position on probabilistic safety assessment. Util 
cannot provide addl support of PRA review due to financial probiems.Meeting recom- 
mended. 

NERSES.V. Licensing Branch 3. 84/11/05. THADANI.A. Reliability & Risk Assessment 
Branch. 2pp. 39709:055-39709:059. 

-8502070262 Forwards results of initial review of probabilistic safety assessment.No 
significant omissions identified re overall contribution of dominant sequences to core 
melt probability. 

SPEIS.T.P. Division of Safety Technology (800428-851124). 85/01/30. 

EISENHUT.D.G. Division of Licensing (800428-851124). 23pp. 39709:091-39709:113. 

-8503110134 Apprises of status of probabilistic safety assessment review effort & of 
decision to terminate review.Review did not identify any safety issues which merit im- 
mediate action. 

SPEIS.T.P. Division of Safety Technology (800428-851124). 85/02/27. 

THOMPSON, H.L. Division of Licensing (800428-851124). 3pp. 39709:201-39709:203. 

-8702200049 Discusses new work w/Structural Mechanics Assoc to perform detailed 
leakage model analysis of containment. Facility has robust large dry containment & 
simple thershold analysis gives exceptionally high ultimate strength failure pressure. 
BERNERO.R.M. Accident source Term Program Office. 83/12/09. VOLLMER.R. Divi- 
sion of Engineering (pre-851125). 29pp. 39708:137-39708:165. 

-8702200077 Forwards unexecuted std order for DOE work: “Review of Seabrook 
Power Plant Probabilistic Risk Analysis,” issued to LLL.Proposal containing info set 
forth in Enel 2 in format of statement of work requested within 40 days. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-0801. 84/04/03. 
DUVAL, R.A. Energy, Dept. of. 16pp. 39708:167-39708:188. 

-8702200085 Forwards draft std order for DOE work: "Review of PRA for Seabrook 
Nuclear Power Plant." Proposal to provide technical assistance to div should be 
submitted.EncI 2 details required work & should be used as basis for proposal. 
MATTSON, R.J. Division of Systems Integration (811005-851124). FIN A-3778. 84/05/ 
24. OGEKA.G.J. Energy, Dept. of. 27pp. 39708:189-39708:237. 

-8702200094 Discusses proposal to review PRA, examining aspects of PRA leading to 
estimates of frequencies of each plant damage state to determine accuracy of esti- 
mates. 

TUSZKA.M.E. Lawrence Livermore National Laboratory. 84/06/22. SPEIS,T. Division 
of Safety Technology (800428-851124). Ip. 39708:238-39708:251. 

-8702200106 Forwards set of questions on Seabrook PRA.resulting from preliminary 
work on PRA review. 

GARCIA, A.A. Lawrence Livermore National Laboratory. 84/08/13. DAVIS, S. Reliability 
& Risk Assessment Branch. 17pp. 39708:252-39708:268. 

-8702200131 Forwards 840621 memo re facility PRA review & site visit. Objective of 
site visit & type of util personnel to discuss specific questions w/ requested by 
840817. 

DAVIS, S.M. Reliability & Risk Assessment Branch. 84/08/16. SOBEL,P. Geosciences 
Branch. CHOKSHI.N., PICHUMANI.R. Structural & Geotechnical Engineering Branch. 
2pp. 39708:269-39708:274. 

-8702200156 Responds to 840621 memo re review of facilities PRA.Contract w/BNL to 
provide technical support in process.Final rept can not be provided by 841015.Draft 
contractor rept will be available on or about 841030 & final rept by mid-Dec 1984. 
BERNERO.R.M. Division of Systems Integration (811005-851124). 84/08/23. 
SPEIS.T.P. Division of Safety Technology (800428-851124). 8pp. 39708:302- 
39708:309. 

-8702200177 Forwards unexecuted std order for DOE work: “Review of Seabrook Nu- 
clear Power Plant PRA," in accordance w/Section III.B.2 of DOE/NRC 780224 
MOU.Accepts,w/minor mod, recipient 840605 proposal for continuation of 
projectFunds forwarded. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-0801. 84/08/28. 
DUVAL, R.A. Energy, Dept. of. 3pp. 39708:315-39708:317. 

-8702200210 Forwards unexecuted std order for DOE work: "Review of Seabrook Nu- 
clear Power Plant PRA." Transmits FY84 funds for continuation of project.Related info 
also end. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-0801. 84/09/12. 
DUVAL, R.A. Energy, Dept. of. 34pp. 39708:320-39708:353. 

—8702200235 Forwards draft “Summary of Results Presented in Seabrook PRA," for 
review & comment. 

GARCIA, A.A. Lawrence Livermore National Laboratory. 84/10/02. DAVIS, S.M. NRC - 
No Detailed Affiliation Given. 48pp. 39709:001-39709:048. 

-8702200264 Advises that result of Task 3, draft rept, delayed due to difficulty in obtain- 
ing necessary documentatipn & arranging plant visit. Penod of performance for FIN A- 
0801 extended to 850415 in order to provide time for review of rept. 

DAVIS, S.M. Reliability & Risk Assessment Branch. FIN A-0801. 85/01/01. Office of 
Nuclear Reactor Regulation, Director (pre-851125). Ip. 39709:075-39709:075. 

-8702200273 Advises that branch record indicates expiration of DOE work order re 
review of facility PRA on 850115.Appropriate paperwork should be initiated, including 
justification if period of performance should be extended or modified. 

MCGRATH, K. Planning & Program Analysis Staff (pre-851125). FIN A-0801. 84/12/ 
03. DAVIS, S. Reliability & Risk Assessment Branch. 3pp. 39709:076-39709:078. 

-8702200307 Discusses options for concluding review of facility probabilistic safety as- 
sessment due to lack of cooperation by util. 

GARCIA, A.A. Lawrence Livermore National Laboratory. 85/01/17. DAVIS, S.M. Reli- 
ability & Risk Assessment Branch. 4pp. 39709:079-39709:082. 

-8702200318 Forwards unexecuted std order for DOE work: “Review of Seabrook Nu- 
clear Power Plant PRA,” for FIN A-0801 .Period of performance retroactively extended 
to 850415. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-0801. 85/01/29. 
DUVAL, R.A. Energy, Dept. of. 4pp. 39709:087-39709:090. 

-8702200327 Forwards util responses to questions re probabilistic safety assessment. 
GARCIA.A.A. Lawrence Livermore National Laboratory. 85/02/06. DAVIS, S. Reliability 
& Risk Assessment Branch. 76pp. 39709:120-39709:195. 


-8702200336 Forwards std order for DOE work: "Review of Seabrook Nuclear Power 
Plant PRA," for FIN A-0801. Order stops work effective immediately due to lack of util 
participation & support. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-0801. 85/03/11. 
DUVAL, R. A. Energy, Dept. of. 6pp. 39709:204-39709:209. 

-8702200348 Forwards std order for DOE work: "Review of Seabrook Nuclear Power 
Plant PRA,” for FIN A-0801 .Charges incurred before issuance of 850311 stop work 
order transmitted. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-0801. 85/05/30. 
DUVAL, R.A. Energy, Dept. of. 2pp. 39709:225-39709:226. 

8702180602 Forwards Committee on Safety of Nuclear Installations completed “Survey 
of Use of Digital Computers in Control Rooms of Nuclear Power Plants." 

THOMAS, G.S. Public Service Co. of New Hampshire. 87/02/13. RUSSELL.W.T. Divi- 
sion of Human Factors Technology (post 851125), 23pp. 39666:321-39666:343. 

8702240483 Notification of 870227 meeting w/utii in Bethesda.MD to discuss proposed 
changes to STS, future Tech Spec improvements & other low power licensing issues. 
NERSES.V. PWR Project Directorate 5. 87/02/13. NOONAN, V.S. PWR Project Direc- 
torate 5. 3pp. 39725:151-39725:153. 

8702250005 Responds to 870113 Itr re crack or fissure mended in bedrock located 
below plant in course of const.No ref to matter found in Mar 1983 SER.Pages from 
SER & FSAR reviewed & end for info. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
18. WEDDLE, M. New Hampshire, State of. 11pp. 39727:246-39727:257. 

-8702250009 Requests confirmation of allegation re crack or fissure mended in bed- 
rock located below plant in course of constlndication of location of allegation in SER 
requested. 

WEDDLE, M. New Hampshire, State of. 87/01/13. ZECH,L.W. Commissioners. Ip. 
39727:257-39727:257. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o sve list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702030375 Forwards Safety Insp Rept 50-443/86-58 on 861 208-1 2.No violations 
noted. 

EBNETER.S.D. Region 1, Office of Director. 87/01/27. HARRISON, RJ. Public Service 
Co. of New Hampshire. 2pp. 39483:248-39483:266. 

-8702030391 Insp Rept 50-443/86-58 on 861 208-1 2.No violation noted. Major areas 
inspected:Generic Ltr 83-28 concerns re vendor interface & post-maint 
testing.Unresolved item identified re spare parts for Class IE automatic shunt trip 
relays 

NAPUDA.G., HUNTER, J., DEV.M. Region 1, Office of Director. 87/01/21. 17pp. 
39483:250-39483:266. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. i08pp. 39548:212- 
39548:318. 

8702110423 Forwards Safety Insp Rept 50-443/86-54 on 861111-870102 & notice of 
deviation. 

WENZINGER.E.C. Region 1, Office of Director. 87/02/03. HARRISON.R.J. Public 
Service Co. of New Hampshire. 6pp. 39588:094-39588:120. 

-8702110428 Notice of deviation from insp on 861111-870102. 

* Region 1, Office of Director. 87/02/03. Ip. 39588:100-39588:100. 

-8702110444 Partially withheld Insp Rept 50-443/86-54 on 861111-870102 (ref 
10CFR73.21).Deviations noted:design for control room makeup ventilation sys did not 
provide for maintaining positive pressure within control room complex. 

ELSASSER.T.C. Region 1, Office of Director. 87/01/29. 20pp. 39588:101-39588:120. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. i05pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 
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8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02711. Consolidated Edison Co. of New York, inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


R. Periodic operating reports & related correspondence 


S. Reportable occurrences, LERs St related correspondence 

8702050424 LER 86-Q03-00:on 861 230, automatic isolation of control room ventilation 
sys occurred & resulted in transfer of sys from normal to recirculation mode.Caused 
by electronic spike of west air intake radiation monitor RM RE6507A.W/870128 Itr. 
STASEK.S., THOMAS, G.S. Public Service Co. of New Hampshire. 87/01/28. 3pp. 
39512:126-39512:128. 

8702180178 LER 87-001 -00:on 8701 08, automatic isolation of control room ventilation 
sys occurred.Caused by east air intake radiation monitor RW RE6506A failure. Monitor 
assembly replaced. W/870206 Itr. 

STASEK.S., THOMAS, G.S. Public Service Co. of New Hampshire. 87/02/06. 3pp. 
39666:083-39666:085. 

8702180477 PNO-l-87-009:on 870211, both doors of equipment hatch air Sock declared 
inoperable.Caused by failed linkage on mechanical interlock for pressure-equalizing 
ball valves. Valves dosed manually & cooldown per Tech Specs terminated. 
ELSASSER.T. Region 1, Office of Director. 87/02/11. Ip. 39668:252-39668:252. 

8702250506 LER 87-002-00:on 8701 18, supply breaker to bus E6 inadvertently opened 
causing diesel generator output breaker to open & emergency power sequencer to 
activate. Caused by operator error. Operators instructed. W/8702 13 itr. 

BELANGER, R.„ THOMAS, G.S. Public Service Co. of New Hampshire. 87/02/13. 3pp. 
39729:055-39729:057. 


8702180382 Monthly operating rept for Jan 1 987. W/870206 Itr. 

COUTURE, R., THOMAS, G.S. Public Service Co. of New Hampshire. 87/01/31. 6pp. 
39662:242-39662:247. 

8702200025 Partial response to FOIA request.App A documents available in PDR.App B 
documents re review of PRA end & being placed in PDR. 

GRIMSLEY.D.H, Division of Rules and Records. 87/02/11. SHOLLY.S.C. MHB Tech- 
nical Associates. 5pp. 39708:132-39710:214. 

-8411050170 “Review of Seabrook PRA," Monthly Mgt Ltr 5 for Sept 1984. 

GARCIA, A.A., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
84/10/15. DAVIS, S.M. Reliability & Risk Assessment Branch. 6pp. 39709:049- 
39709:054. 

“8411210194 “Seabrook PRA Review & Recommended Approach for Completion of 
Project,” status rept as of 841101. 

GARCIA.A.A. Lawrence Livermore National Laboratory. 84/11/14. DAVIS, S.M. Reli- 
ability & Risk Assessment Branch. 10pp. 39709:060-39709:069. 

“8504180134 "Review of Seabrook PRA," Monthly Mgt Ltr 10 for Feb 1985. 
GARCIA.A.A., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
85/03/29. DAVIS, S.M. Reliability & Risk Assessment Branch. 5pp. 39709:210- 


“8702200163 “Review of Seabrook PRA," Monthly Mgt Ltr 3 for Jul 1984. 

GARCIA, A.A., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
84/08/24. DAVIS, S.M. Reliability & Risk Assessment Branch. 5pp. 39708:310- 


“8702200218 “Review of Seabrook PRA," Monthly Mgt Ltr 4 for Aug 1984. 

GARCIA.A.A., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
84/09/18. DAVIS, S.M. Reliability & Risk Assessment Branch. 5pp. 39708:354- 
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U. Congressional/Executive Correspondence 


8702090033 Responds to 870113 concerns re offsite emergency planning litigation con- 
ducted before ASLB. Improper to comment on Judge Hoyt interpretation of prima facie 
showing at present time as matter subj to litigation.Served on 870123. 

ZECH.L.W. Commissioners. #187 2430. 87/01/23. MARKEY.E. House of Rep., 
Energy & Commerce. 2pp. 39549:294-39549:318. 

“8702090043 Requests response to listed questions re Commission 870109 decision 
that no low power license for plant be issued until evacuation plans 
submitted.Clarification of 10CFR50 statements of consideration requested.Served on 
870205. 

RUDMAN.W.B. Senate. 87/01/14. ZECH.L. Commissioners. Ip. 39549:301- 
39549:301. 

-8702090052 Discusses lack of notice of scheduled meetings w/NRC & util re licensing 
proceeding. Listed arrangements for providing adequate notice for future meetings 
requested.Related documentation encl.Served on 870205. 

MARKEY.E.J. House of Rep., Energy & Commerce. 87/01/14. ZECH.L.W. Commis- 
sioners. 6pp. 39549:302-39549:312. 

“8702090065 Forwards Commonwealth of MA request for independent investigation of 
plant design & const.Request founded upon allegations of faulty design & 
const. Served on 870205. 

MAVROULES.N. House of Rep. 86/12/17. ZECH.L.W. Commissioners. 6pp. 
39549:313-39549:318. 

8702030178 Responds to applicant petition to reduce EPZ.Commission should not devi- 
ate from judgement that emergency planning necessary independent of engineered 
safety sys.Served on 870130. 

HUMPHREY.G.J. Senate. #187 2367. 87/01/27. HOYT.H. Atomic Safety and Licens- 
ing Board Panel. 2pp. 39478:014-39478:015. 


“8702200257 “Review of Seabrook PRA," Monthly Mgt Ltr 6 for Oct 1984. 

GARCIA.A.A., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
84/11/19. DAVIS, S.M. Reliability & Risk Assessment Branch. 5pp. 39709:070- 


“8702200316 “Review of Seabrook PRA," Monthly Mgt Ltr 7 for Nov 1984. 

GARCIA, A.A., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A-0801 . 
85/01/25. DAVIS, S.M. Reliability & Risk Assessment Branch. 4pp. 39709:083- 


8702170141 Responds to 861219 Itr opposing reduction of EPZ.Issue part of current 
adjudicatory proceeding.No specific response can be provided at present. 

ZECH.L.W. Commissioners. 87/02/04. MAVROULES.N. House of Rep. 5pp. 
39671:168-39671:174. 

“8702170160 Opposes reduction of EPZ from 10 to 2 miles. Action serves as cavalier 
dismissal of legitimate health & safety concerns of public. 

MAVROULES.N. House of Rep. 86/12/19. ZECH.LW. Commissioners. 2pp. 
39671:173-39671:174. 


“8702200322 “Review of Seabrook PRA," Monthly Mgt Ltr 8 for Dec 1984. 

GARCIA, A.A., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
85/02/04. DAVIS, S.M. Reliability & Risk Assessment Branch. 6pp. 39709:114- 


-8702200332 “Review of Seabrook PRA," Monthly Mgt Ltr 9 for Jan 1985. 

GARCIA.A.A., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
85/02/20. DAVIS, S.M. Reliability & Risk Assessment Branch. 5pp. 39709:196- 
nQ7no«onn rr 


-8702200341 “Review of Seabrook PRA," Monthly Mgt Ltr 11 for Mar 1985. 

GARCIA, A.A., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
85/05/01. DAVIS, S.M. Reliability & Risk Assessment Branch. 5pp. 39709:215- 
39709:219. 


8702100368 Responds to 870114 Itr re notification to parties when meetings conducted 
by NRC as part of review of license application.Commission policy statement on notifi- 
cation encl.Served on 870206. 

ZECH.LW. Office of Nuclear Reactor Regulation, Director (post 851125). #187 2452. 
87/02/05. MARKEY.E.J. House of Rep., Energy & Commerce. 2pp. 39571:037- 
39571:040. 

8702130373 Responds to 861217 itr to Chairman Zech re State of MA legislators re- 
quest for investigation of plant-Special team insp failed to identify significant 
problems.Addl actions inappropriate. 

STELLO.V. Office of the Executive Director for Operations. 87/02/05. 
MAVROULES.N. House of Rep. 5pp. 39640:106-39640:117. 
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-8702200343 “Review of Seabrook PRA," Monthly Mgt Ltr 12 for Apr 1985. 

GARCIA, A.A., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
85/05/01. DAVIS, S.M. Reliability & Risk Assessment Branch. 5pp. 39709:220- 
39709:224. 

“Review of Seabrook PRA," Monthly Mgt Ltr 13 for May 1985. 

GARCIA, A.A., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
85/06/27. DAVIS, S.M. Reliability & Risk Assessment Branch. 5pp. 39709:227- 
39709:234. 


A. Application/construction stage documents & correspondence 

8702180248 Requests that util 861203 Itr notifying NRC of surrender of CPPR-136 be 
treated as request for irrevocable surrender to eliminate confusion on part of Sea- 
brook joint owners. Meeting scheduled for wk of 870105 to discuss surrender process. 
THOMAS, G.S. Public Service Co. of New Hampshire. 86/12/19. NOVAK, T.M. Division 
of Pressurized Water Reactor Licensing - A (post 851125). 3pp. 39662:133-39662:135. 


*^702200354 “Review of Seabrook PRA,” Monthly Mgt Ltr 14 for June 1985. 

Lawrence Livermore National Laboratory. FIN A-0801. 
®5/08/09. DAVIS, S.M. Reliability & Risk Assessment Branch. 6pp. 39709:235- 

r US)»t4v‘ 


8702200015 FOIA request for records re NRC.LLL & BNL review of Seabrook probabi- 
listic safety study & related repts. 

SHOLLY.S.C. MHB Technical Associates. 86/12/29. GRIMSLEY.D.H. Division of 
Rules and Records. 2pp. 39708:130-39708:131. 


^Z?£?S? 3 ? 9 . "Review of Seabrook PRA," Monthly Mgt Ltr 1 5 for Jul 1 985. 

Lawrence Livermore National Laboratory. FIN A-08( 
®5/08/26. DAVIS, S.M. Reliability & Risk Assessment Branch. 4pp. 39709:2^ 

do/ lU'.fcl 4* 


8702170213 Forwards addl info describing control bldg habitability sys & results of con- 
firmatory dose calculations.Results of review showed no problems that could affect 
present design, maint or operation of sys re low power operation. 

THOMAS, G.S. Public Service Co. of New Hampshire. 87/02/09. Document Control 
Branch (Document Control Desk). 9pp. 39649:025-39649:033. 
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8702200025 Partial response to FOIA request.App A documents available in PDR.App B 
documents re review of PRA end & being placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/11. SHOLLY.S.C. MHB Tech- 
nical Associates. 5pp. 39708:132-39710:214. 

-8404090451 Requests portion of funds allotted to FIN A-3754 be transmitted w/state- 
ment of work & requests proposal for NRC work to LLL. Review work must begin 
840401 in order to meet commitment to provide preliminary rept by 840930. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-3754. 84/03/19. 
FLINCHES, J.L. Planning & Program Analysis Staff (pre-851 125). Ip. 39708:166- 
39708:166. 

-8404250235 Forwards independent assessment of probabilities of extreme wind speed 
from tornado & nontornado phenomena.Applicant reasonably estimated probability as- 
sociated w/tornadoes,but has not considered probabilities for nontornado phenom- 
ena. 

GAMMILL.W.P. Meteorology & Effluent Treatment Branch. 84/04/12. PARR.O.D. Aux- 
iliary Systems Branch. 4pp. 39708:295-39708:298. 

-8408270527 Forwards request for addl info re review of geotechnical & structural as- 
pects of accident sequences resulting from seismic events.W/o end. 

LEAR.G. Structural & Geotechnical Engineering Branch. 84/08/21. REITER, L. Geosci- 
ences Branch. 3pp. 39708:299-39708:301 . 

-8408280374 Forwards comments & questions re probabilistic safety assessment exter- 
nal events analyses. 

REITER, L. Geosciences Branch. 84/08/20. THADANI.A. Reliability & Risk Assess- 
ment Branch. 5pp. 39708:275-39708:294. 

-8409050138 Forwards Site Analysis Branch comments on probabilistic safety assess- 
ment (PLG-0300) Sections 9.3 re aircraft crash analysis & 9,7 re hazardous chemicals 
& transportation events.Sections acceptable. 

VOLLMER.R.H. Division of Engineering (pre-851 125). 84/08/30. SPEIS,T.P, Division 
of Safety Technology (800428-851124). 2pp. 39708:318-39708:319. 

-8410020092 Forwards Equipment Qualification Branch addl comment on preliminary 
review of external events analyses re probabilistic safety assessment. 

BROCOUM.S. Geosciences Branch. 84/09/21. THADANI.A. Reliability & Risk Assess- 
ment Branch. 2pp. 39708:359-39708:360. 

-8411160067 Forwards util Itr reiterating position on probabilistic safety assessment. Util 
cannot provide addl support of PRA review due to financial problems.Meeting recom- 
mended. 

NERSES, V. Licensing Branch 3. 84/11/05. THADANI.A. Reliability & Risk Assessment 
Branch. 2pp. 39709:055-39709:059. 

-8502070262 Forwards results of initial review of probabilistic safety assessment. No 
significant omissions identified re overall contribution of dominant sequences to core 
melt probability. 

SPEIS.T.P. Division of Safety Technology (800428-851124). 85/01/30. 

EISENHUT.D.G. Division of Licensing (800428-851124). 23pp. 39709:091-39709:113. 

-8503110134 Apprises of status of probabilistic safety assessment review effort & of 
decision to terminate review.Review did not identify any safety issues which merit im- 
mediate action. 

SPEIS.T.P. Division of Safety Technology (800428-851124). 85/02/27. 

THOMPSON, H.L. Division of Licensing (800428-851124) 3pp. 39709:201-39709:203. 

-8702200049 Discusses new work w/Structural Mechanics Assoc to perform detailed 
leakage model analysis of containment.Facility has robust large dry containment & 
simple thershold analysis gives exceptionally nigh ultimate strength failure pressure. 
BERNERO.R.M. Accident Source Term Program Office. 83/12/09. VOLLMER.R. Divi- 
sion of Engineering (pre-851 125). 29pp. 39708:137-39708:165. 

-8702200077 Forwards unexecuted std order for DOE work: “Review of Seabrook 
Power Plant Probabilistic Risk Analysis," issued to LLL.Proposal containing info set 
forth in Enel 2 in format of statement of work requested within 40 days. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-0801. 84/04/03. 
DUVAL, R.A. Energy, Dept. of. 16pp. 39708:167-39708:188. 

—8702200085 Forwards draft std order for DOE work: "Review of PRA for Seabrook 
Nuclear Power Plant.” Proposal to provide technical assistance to div should be 
submitted.EncI 2 details required work & should be used as basis for proposal. 
MATTSON, R.J. Division of Systems Integration (811005-851124). FIN A-3778. 84/05/ 
24. OGEKA.G.J. Energy, Dept. of. 27pp. 39708:189-39708:237. 

-8702200094 Discusses proposal to review PRA,examining aspects of PRA leading to 
estimates of frequencies of each plant damage state to determine accuracy of esti- 
ma tes 

TUSZKA.M.E. Lawrence Livermore National Laboratory. 84/06/22. SPEIS.T. Division 
of Safety Technology (800428-851124). Ip. 39708:238-39708:251. 

—8702200106 Forwards set of questions on Seabrook PRA, resulting from preliminary 
work on PRA review. 

GARCIA, A.A. Lawrence Livermore National Laboratory. 84/08/13. DAVIS, S. Reliability 
& Risk Assessment Branch. 17pp. 39708:252-39708:268. 

-8702200131 Forwards 840621 memo re facility PRA review & site visit. Objective of 
site visit & type of util personnel to discuss specific questions w/ requested by 
840817. 

DAVIS, S.M. Reliability & Risk Assessment Branch. 84/08/16. SOBEL.P. Geosciences 
Branch. CHOKSHI.N., PICHUMANI.R. Structural & Geotechnical Engineering Branch. 
2pp. 39708:269-39708:274. 

—8702200156 Responds to 840621 memo re review of facilities PRA.Contract w/BNL to 
provide technical support in process.Final rept can not be provided by 841015.Draft 
contractor rept will be available on or about 841030 & final rept by mid-Dec 1984. 
BERNERO.R.M. Division of Systems Integration (811005-851124). 84/08/23. 
SPEIS.T.P. Division of Safety Technology (800428-851124). 8pp. 39708:302- 
39708:309. 

—8702200177 Forwards unexecuted std order for DOE work: "Review of Seabrook Nu- 
clear Power Plant PRA," in accordance w/Section III.B.2 of DOE/NRC 780224 
MOU.Accepts.w/minor mod, recipient 840605 proposal for continuation of 
project. Funds forwarded. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-0801. 84/08/28. 
DUVAL.R.A. Energy, Dept. of. 3pp. 39708:315-39708:317. 


-8702200210 Forwards unexecuted std order for DOE work: “Review of Seabrook Nu- 
clear Power Plant PRA.” Transmits FY84 funds for continuation of projectRelated info 
cilso end 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-0801. 84/09/12. 
DUVAL.R.A. Energy, Dept. of. 34pp. 39708:320-39708:353. 

-8702200235 Forwards draft "Summary of Results Presented in Seabrook PRA," for 
review & comment. 

GARCIA, A.A. Lawrence Livermore National Laboratory. 84/10/02. DAVIS, S.M. NRC - 
No Detailed Affiliation Given. 48pp. 39709:001-39709:048. 

-8702200264 Advises that result of Task 3, draft rept, delayed due to difficulty in obtain- 
ing necessary documentation & arranging plant visit.Period of performance for FIN A- 
0801 extended to 850415 in order to provide time for review of rept. 

DAVIS, S.M. Reliability & Risk Assessment Branch. FIN A-0801. 85/01/01. Office of 
Nuclear Reactor Regulation, Director (pre-851 125). Ip. 39709:075-39709:075. 

-8702200273 Advises that branch record indicates expiration of DOE work order re 
review of facility PRA on 850115.Appropriate paperwork should be initiated, including 
justification if period of performance should be extended or modified. 

MCGRATH, K. Planning & Program Analysis Staff (pre-851 125). FIN A-0801. 84/12/ 
03. DAVIS, S. Reliability & Risk Assessment Branch. 3pp. 39709:076-39709:078. 

-8702200307 Discusses options for concluding review of facility probabilistic safety as- 
sessment due to lack of cooperation by util. 

GARCIA, A.A. Lawrence Livermore National Laboratory. 85/01/17. DAVIS, S.M. Reli- 
ability & Risk Assessment Branch. 4pp. 39709:079-39709:082. 

-8702200318 Forwards unexecuted std order for DOE work: “Review of Seabrook Nu- 
clear Power Plant PRA,” for FIN A-0801 .Period of performance retroactively extended 
to 850415. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-0801. 85/01/29. 
DUVAL.R.A. Energy, Dept. of. 4pp. 39709:087-39709:090. 

-8702200327 Forwards util responses to questions re probabilistic safety assessment. 
GARCIA, A.A. Lawrence Livermore National Laboratory. 85/02/06. DAVIS, S. Reliability 
& Risk Assessment Branch. 76pp. 39709:120-39709:195. 

-8702200336 Forwards std order for DOE work: "Review of Seabrook Nuclear Power 
Plant PRA," for FIN A-0801 .Order stops work effective immediately due to lack of util 
participation & support. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-0801. 85/03/11. 
DUVAL.R.A. Energy, Dept. of. 6pp. 39709:204-39709:209. 

-8702200348 Forwards std order for DOE work: "Review of Seabrook Nuclear Power 
Plant PRA," for FIN A-0801 .Charges incurred before issuance of 850311 stop work 
order transmitted. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-0801. 85/05/30. 
DUVAL, R.A. Energy, Dept. of. 2pp. 39709:225-39709:226. 

8702180602 Forwards Committee on Safety of Nuclear Installations completed “Survey 
of Use of Digital Computers in Control Rooms of Nuclear Power Plants.” 

THOMAS, G.S. Public Service Co. of New Hampshire. 87/02/13. RUSSELL, W.T. Divi- 
sion of Human Factors Technology (post 851125). 23pp. 39666:321-39666:343. 


F. Security, medical, emergency A fire protection plan# 

8702060087 FOIA request for records re review, critique or discussion of listed 
repts, including PLG-0432, “Seabrook Station Risk Mgt & Emergency Planning Study” 
& PLG-0465, “Seabrook Station Emergency Planning Sensitivity Study." 

SHOLLY.S.C. MHB Technical Associates. 86/12/29. GRIMSLEY.D.H. Division of 
Rules and Records. 2pp. 39539:338-39539:339. 

8702090445 Forwards Rev 4 to security training & qualification plan.Rev withheld (ref 
10CFR73.21). 

THOMAS, G.S. Public Service Co. of New Hampshire. 87/01/30. Document Control 
Branch (Document Control Desk). 1 p. 39558:008-39558:008. 

8702060094 Responds to FOIA request re review of documents concerning facility 
emergency planning.EncI App A documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/02. SHOLLY.S.C. MHB Tech- 
nical Associates. 2pp. 39539:340-39539:352. 

—8702060111 Project & budget proposal for NRC work: "Review of Emergency Planning 
Sensitivity Study for Seabrook." Related documentation end. 

KOUTS.H.J., KATO.W.Y., PRATT, W.T. Brookhaven National Laboratory. FIN A-3852. 
86/08/11. BAGCHI.G. Engineering Branch (PWR-A). 11pp. 39539:342-39539:352. 

8702170141 Responds to 861219 Itr opposing reduction of EPZ.Issue part of current 
adjudicatory proceeding.No specific response can be provided at present. 

ZECH.L.W. Commissioners. 87/02/04. MAVROULES.N. House of Rep. 5pp. 
39671:168-39671:174. 

-8702170160 Opposes reduction of EPZ from 10 to 2 miles. Action serves as cavalier 
dismissal of legitimate health & safety concerns of public. 

MAVROULES.N. House of Rep. 86/12/19. ZECH.LW. Commissioners. 2pp. 
39671:173-39671:174. 

8702100287 Seacoast Anti-Pollution League contention & motion to admit late-filed 
contention, reopen record on onsite emergency planning & condition issuance of li- 
cense up to 5% of rated power on applicants compliance w/10CFR50.47(b)(5).* 
BACKUS, R.A. Seacoast Anti-Pollution League. #187 2466. 87/02/06. Atomic Safety 
and Licensing Board Panel. 9pp. 39571:003-39571:025. 

-8702100294 Affidavit of FH Anderson.* Discusses failure of 870131 audible test of 
emergency notification sirens.Related documentation encl.W/Certificate of Svc. 
ANDERSON, F.H. Seacoast Anti-Pollution League. 87/02/06, 14pp. 39571:012- 
39571:025. 

@702270344 Forwards "State of ME Ingestion Pathway Plan for Seabrook 
Station, Seabrook, NH. " 

THOMAS, G.S. Public Service Co. of New Hampshire, 87/02/13. Document Control 
Branch (Document Control Desk). 4pp. 39798:265-39799:077. 
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-8702270347 “State of ME Ingestion Pathway Plan for Seabrook Station, 
Seabrook,NHL“ 

* Maine, State of. 87/02/13. 400pp. 39798:269-39799:077. 


G. Adjudicatory correspondence 

8702030100 Response of State of NH to petition of US Senator GJ Humphrey for per- 
mission to participate as state representative in ASLB proceeding per 
10CFR2.715(c),* No objection to participation offered.Certificate of Svc end. 
BISBEE.G.D. New Hampshire, State of. #187 2334. 87/01/21. Commissioners. 4pp. 
39474:225-39474:228. 


8702030025 NRC staff response to petition of US Senator GJ Humphrey to participate 
under 10CFR2.715(c).* Admission of senator appears to be inconsistent w/prior ASLB 
Decisions LBP-79-28 & LBP-82-25.W/Certificate of Svc. 

TURK.S.E. Assistant Genera) Counsel for Hearings. #187 2360. 87/01/29. Atomic 
Safety and Licensing Board Panel. 5pp. 39473:175-39473:179. 

8702060042 Seacoast Anti-Pollution League first supplemental brief in opposition to ap- 
plicant petition under 10CFR2.758 & 10CFR50.47(c) for reduction in size of Seabrook 
Station plume exposure EPZ.* Certificate of Svc end. 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon #187 2398. 87/01/29. Atomic Safety and Licensing Board Panel. 4pp. 
39533:356-39533:359. 


8702030060 Applicant response to petition of US Senator GJ Humphrey for permission 
to participate as state representative in ASL8 proceedings per 10CFR2.715(c).* No 
objection raised. Certificate of Svc end. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#187 2333. 87/01/23. Atomic Safety and Licensing Board Panel. 5pp. 39475:063- 
39475:067. 

8702060122 Town of Kensington partially completed response to applicants petition 
under 10CFR2.758 & 50.47(c) w/respect to regulations requiring planning for plume 
exposure pathway emergency planning zone....* Certificate of Svc end. 

GAVUTIS.S. Kensington, NH. #187 2422. 87/01/23. Atomic Safety and Licensing 
Board Panel. 4pp. 39535:110-39535:113. 

8702130100 Forwards author 870123 Itr to E Shamwell re 870115 meeting between 
author, E Shamwell & NRC.Served on 870210. 

COMLEY.S.B. Affiliation Not Assigned. #187 2477. 87/01/23. HARBOUR, J. Atomic 
Safety and Licensing Board Panel. 3pp. 39631:188-39631:190. 


8702060052 Requests that end Itrs from RC Smith to Judge Hcyt 2. Jude? Hcyt re- 
sponse to RC Smith be served to parties in proceeding.Served on 3702C3. 

SWEENEY, O. NRC - No Detailed Affiliation Given. #187 2397. 87/01/30. Docko mefi 
Services Branch. Ip. 39533:329-39533:335. 


-8702060063 Responds to 870123 procedural questions re proceeding in matter of fa- 
cilities offsite emergency planning issues. „ 

HOYT.H.F. Atomic Safety and Licensing Board Panel. 87/01/30. SMITH, R.C. House 
of Rep. 3pp. 39533:330-39533:335. 


-8702060071 Forwards 861202 Itr re opposition to change in regulatory policy of NRC 
which would reduce size of 10-mile EPZ required for full power licensing of 
facilities. Requests permission to testify at hearings re 861218 petition. 

SMITH.R.C. House of Rep., Science & Technology. 87/01/23. HOYT.H. Atomic Safety 
and Licensing Board Panel. 2pp. 39533:333-39533:335. 


8702030023 On review sua sponte by Commission of decision of AS LAP (ALAB-853) 
issued 861120 denying appeal of decision of Board granting applicant motion for au- 
thorization to issue license to conduct fuel load....* W/Certificate of Svc. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#187 2313. 87/01 /26. Commissioners. 18pp. 39473:126-39473:143. 

8702030051 Response of State of NH to applicant petition under 10CFR2.758 & 
50.47(c) re regulations requiring planning for plume exposure pathway EPZ in excess 
of 1 mile radius.* Unsigned agreement & Certificate of Svc end. 

BISBEE.G.D. New Hampshire, State of. #187 2331. 87/01/26. Atomic Safety and Li- 
censing Board Panel. 1 1 pp. 39475:086-39475:096. 


8702060039 Requests that ends be served to parties in proceeding re plant offsite 
emergency planning issues.Served on 870204. 

SWEENEY, O. Atomic Safety and Licensing Board Panel. #187 2413. 87/02/02. Dock- 
eting & Services Branch. 1 p. 39533:352-39533:355. 

-8702060046 Ack receipt of comments re applicant petition in offsite emergency plan- 
ning proceeding concerning reduction in EPZ. Comments considered limited appear- 
ance written statement, per 10CFR2.715(a). 

HOYT.H.F. Atomic Safety and Licensing Board Panel. 87/02/02. HUMPHREY, G.J. 
Senate. Ip. 39533:353-39533:353. 


8702030558 Responds to ASLB 870107 memorandum & order directing that responses 
to applicant petition re EPZ in excess of 1-mile radius be filed by 870127-Advises that 
written response can be completed on or before 87Q209.W/Certificate of Svc. 
AHRENS, P. Maine, State of. #187 2353. 87/01/26. HOYT.H.F., LUEBKE.E.A., 
HARBOUR, J. Atomic Safety and Licensing Board Panel. 6pp. 39473:340-39473:345. 

8702030011 NRC staff response to intervenors joint motion for leave to file supplemen- 
tal opposition,* Intervenors failed to provide basis for withholding issuance of partial 
initial decision re issuance of low power license.Certificate of Svc end. 

TURK.S.E. Assistant General Counsel for Hearings. #187 2363. 87/01/27. Atomic 
Safety and Licensing Board Panel. 9pp. 39472:328-39472:336. 

8702030063 Seacoast Anti-Pottution League brief in opposition to applicant petition 
under 10CFR2.758 & 50.47(c) for reduction in size of Seabrook Station plume expo- 
sure pathway EPZ.* Certificate of Svc & svc list end. 

BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon. #187 2340. 87/01/27. Atomic Safety and Licensing Board Panel. 23pp. 
39475:033-39475:060. 

-8702030073 Affidavit of RL Kaufmann re proposed one mile plume exposure pathway 
EPZ.Proposed zone does not meet criteria in rationales which underlay original deci- 
sion to require generic 1 0-mile zone. 

KAUFMANN, R.L. New Hampshire, Univ. of. Durham, NH. 87/01 /24. 5pp. 39475:056- 
39475:060. 

8702030064 Notifies that Seacoast Anti-Pollution League filed brief in opposition to ap- 
plicants petition under 10CFR2.758 & 1 0CFR50.47(c) for reduction in size of facility 
plume exposure pathway EPZ, per ASLB 870107 order. 

BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #187 2350. 87/01/27. HOYT.H., LUEBKE.E.A., HARBOUR, J. Atomic Safety and 
Licensing Board Panel. 2pp. 39474:358-39474:359. 

8702030446 Applicants response to "Intervenors New England Coalition on Nuclear 
Pollution, Commonwealth of MA.Town of Hampton & Seacoast Anti-Pollution League 
Joint Appeal of ASLB Supplemental Memorandum...."* Certificate of Svc end. 
DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#187 2391. 87/01/27. Atomic Safety and Licensing Appeal Panel. 16pp. 39474:074- 
39474:089. 

8702030041 NRC staff response in accordance with ASLB order of 870107 re applicant 
petition for waiver from emergency planning regulations.* Recommends establishment 
of separate licensing board to consider subj petition.Certificate of Svc end. 
PERUS.R.G. Assistant General Counsel for Hearings. #187 2357. 87/01/28. Atomic 
Safety and Licensing Board Panel. 7pp. 39473:333-39473:339. 

8702030062 Memorandum & order (extension of 870127 date for response to applicant 
petition of 861218).* New England Coalition on Nuclear Pollution & NRC granted ex- 
tensions until 870202. Addl extension listed.Served on 870129. 

HOYT,H.F. Atomic Safety and Licensing Board Panel. #187 2344. 87/01/28. New 
England Coalition on Nuclear Pollution. 2pp. 39475:061-39475:062. 

8702030081 NRC staff brief in support of ALAB-853.* ALAB-853, issued on 861 120, hold- 
ing that OL authorizing fuel loading & precriticality testing could be issued per 
10CFR50.47(d) & 50.57(c) prior to submittal of offsite emergency plans. 

PERUS.R.G. Assistant General Counsel for Hearings. #187 2342. 87/01/28. Commis- 
sioners. 16pp. 39474:328-39474:343. 

8702030010 NRC staff response to State of MA motion to admit late-filed contention.* 
Motion filed on 870112 should be denied due to erroneous factual premise. 
PERUS.R.G. Assistant General Counsel for Hearings. #187 2359. 87/01/29. Atomic 
Safety and Licensing Board Panel. 4pp. 39472:318-39472:327. 

-8702030017 Affidavit of AC Cerne re operability of emergency alert & notification 
sirens in town of Merrimac,MA.$irens tested & are operable. W/ Certificate of Svc. 
CERNE,A.C. NRC - No Detailed Affiliation Given. 87/01/29. Atomic Safety and U- 
censing Board Panel. 6pp, 39472:322-39472:327. 


-8702060050 Ack receipt of SG Kurtz affidavit re applicant petition in offsite emergency 
planning proceeding concerning reduction of EPZ.Affidavit considered limited appear- 
ance written statement, per 10CF r R2.715(a). 

HOYT.H.F. Atomic Safety and Licensing Board Panel. 87/02/02. Holland, Donovan, 
Beckett & Welch. Ip. 39533:354-39533:354. 

-8702060057 Ack receipt of comments on applicant petition re offsite emergency plan- 
ning proceeding concerning reduction of EPZ. Comments considered limited appear- 
ance written statement, per 10CFR2.7 15(a). 

HOYT.H.F. Atomic Safety and Licensing Board Panel. 87/02/02. LEWIS, M.l. Lewis, M. 
Ip. 39533:355-39533:355. 

8702060076 New England Coalition on Nuclear Pollution opposition to applicants peti- 
tion under 10CFR2.758 & 1GCFR50.47(C) for waiver of 10-mile EPZ.* Certificate of 
Svc end. 

CURRAN, D., FERSTER.A.C. New England Coalition on Nuclear Pollution. CURRAN, D. 
Harmon & Weiss. #187 2412. 87/02/02. Atomic Safety and Licensing Board Panel. 
45pp. 39535:029-39535:073. 

8702060089 Discusses 861216 public meeting in King of Prussia, PA & 861216 meeting 
w/util & NRC in Washington, DC re EPZ.Licensee did not divulge in public meeting that 
2.758 petition would be filed to reduce EPZ to 1 mile as discussed in DC meeting. 
WEISS, E.R. New England Coalition on Nuclear Pollution. WEISS, E.R. Harmon & 
Weiss. #187 2411. 87/02/02. HOYT.H,, HARBOR, J., LINENBERGER.G. Atomic 
Safety and Licensing Board Panel. 2pp. 39535:074-39535:075. 

8702090032 Reply brief of Seacoast Anti-Pollution League in support of reversal of 
ALAB-853.* Decision should be reversed since Congress has clearly required NRC to 
require emergency plans as condition of issuing OL. 

BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #187 2433. 87/02/02. Commissioners. 8pp. 39550:228-39550:235, 

8702060070 Memorandum & order (rejecting staff response to applicant petition for 
waiver of emergency planning regulations). * Technical response considered unrespon- 
sive to 870107 order. Served on 870205. 

HOYT.H.F., LINENBERGER.G., HARBOUR, J. Atomic Safety and Licensing Board 
Panel. #187 2423. 87/02/03. 3pp. 39534:358-39534:360. 

8702060104 New England Coalition on Nuclear Pollution reply brief in support of atty 
general of MA appeal of ALAB-853.* Plant low power operation should not be permit- 
ted w/o satisfaction of emergency planning requirements.Certificate of Svc encl. 
CURRAN, D„ FERSTER.A. New England Option on Nuclear Pollution. CURRAN, D. 
Harmon & Weiss. #187 2425. 87/02/04. Commissioners. 11pp. 39535:086- 
39535:096. 


8702090026 Atty General JM Shannon reply brief in support of reversal of ALAB-853.* 
Commission should reverse ALAB-853 until applicants submit offsite response plan & 
meet substantive emergency planning requirement.Certificafe of Svc end. 
SNEIDER.C.S. Massachusetts, Commonwealth of. #187 2434. 87/02/04. Commis- 
sioners. 13pp. 39550:193-39550:205. 

8702100301 Notice of appearance.* GM Huntington will represent State of NH & SE 
Merrill.Certificate of Svc encl. 

HUNTINGTON, G. New Hampshire, State of. #187 2458, 87/02/04. 3pp. 39570:329- 
39570:331. 


8702100304 Forwards corrected Page 6, constituting conclusions in original brief re 
emergency plans as condition of issuing OLCertificate of Svc encl. 

BACKUS.R.A. Seacoast Anti-Pollution league. BACKUS, R. A. Backus, Meyer & Solo- 
mon. #187 2453. 87/02/04. Docketing & Services Branch. 4pp. 39570:317- 
39570:320. 
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8702100287 Seacoast Anti-Pollution League contention & motion to admit late-filed 
contention, reopen record on onsite emergency planning & condition issuance of li- 
cense up to 5% of rated power on applicants compliance w/10CFR50.47(b)(5).* 
BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon. #187 2466. 87/02/06. Atomic Safety and Licensing Board Panel. 9pp. 
39571:003-39571:025. 

—8702100294 Affidavit of FH Anderson.* Discusses failure of 870131 audible test of 
emergency notification sirens.Related documentation encl.W/Certificate of Svc. 
ANDERSON, F.H. Seacoast Anti-Pollution League. ANDERSON, F.H. Ideas & Informa- 
tion, Inc. 87/02/06. 1 4pp. 39571 :01 2-39571 :025. 

8702100315 State of ME memorandum in opposition to applicant petition to reduce 
emergency planning zone.* Requests that applicant petition to reduce emergency 
planning zone to 1 mile be denied.Notice of appearance & Certificate of Svc end. 
BRANN.P.J. Maine, State of. #187 2464. 87/02/06. Atomic Safety and Licensing 
Board Panel. 10pp. 39570:262-39570:27 1 . 

8702100333 Seacoast Anti-Pollution League second supplemental brief in opposition to 
applicant petition under 10CFR2.758 & 50.47(c) for reduction in size of Seabrook Sta- 
tion plume exposure EPZ.* Certificate of Svc & svc list end. 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #187 2465. 87/02/06. Atomic Safety and Licensing Board Panel. 8pp. 
39570:224-39570:231. 

8702130114 Memorandum & order (granting intervenor motion to file supplemental op- 
position but denying joint suppl opposition).* Served on 870210. 

WOLFE, S.J., HARBOUR, J., LUEBKE.E.A. Atomic Safety and Licensing Board Panel. 
#187 2473. 87/02/06. Office of the General Counsel. 6pp. 39631:176-39631:181. 

8702130146 Memorandum & order (denying State of MA motion of 870112).* Request 
to admit late-filed contention .that ASLB refrain from issuing low power license & to 
reopen record denied. Served on 870210. 

WOLFE, S.J., HARBOUR, J., LUEBKE.E.A. Atomic Safety and Licensing Board Panel. 
#187 2483. 87/02/06. Massachusetts, Commonwealth of. 10pp. 39634:254- 
39634:263. 

8702130125 NRC motion for clarification of ASLB 870203 order.* ASLB memorandum & 
order rejected NRC 870128 response to applicant petition for waiver from emergency 
planning regulations. Certificate of Svc end. 

PERLIS.R.G. Assistant General Counsel for Hearings. #187 2494. 87/02/10. Atomic 
Safety and Licensing Board Panel, 5pp. 39631:166-39631:170. 

8702130138 Forwards 870206 SECY-87-035 re consideration of emergency planning 
rule change to deal w/lack of governmental cooperation in offsite emergency 
planning.Related correspondence. 

REIS.E.J. Assistant General Counsel for Hearings. #187 2492. 87/02/10. 
ROSENTHAL, A.S., EDLES.G.J., HOYT.H. Atomic Safety and Licensing Board Panel, 
ip. 39633:330-39633:358. 

-8702130141 Recommends that Commission consider emergency planning rule 
changes to deal w/lack of governmental cooperation in offsite emergency planning. 
PARLER.W.C. Office of the General Counsel. STELLO.V. Office of the Executive Di- 
rector for Operations. SECY-87-035. 87/02/06. 28pp. 39633:331-39633:358. 

8702130128 Memorandum & order (ruling on petition of US Senator GJ Humphrey for 
status as participant per 10CFR2.7 15(c)). Status denied.Served on 870212. 

HOYT.H.F. Atomic Safety and Licensing Board Panel. #187 2495. 87/02/11. 5pp. 
39634:112-39634:116. 

8702190092 New England Coalition on Nuclear Pollution (NECNP) response in support 
of NRC motion for clarification of Licensing Board order of 870203, or, in 
alternative, NECNP motion for clarification & request for....“* W/svc list. 

FERSTER.A. New England Coalition on Nuclear Pollution. FERSTER.A. Harmon & 
Weiss. #187 2505. 87/02/12. Atomic Safety and Licensing Board Panel. 9pp. 
39666:043-39666:051. 

8702200289 Memorandum & order.* Confirms applicant petition meets prima facie 
threshold.Requests Commission be provided w/sufficient record to reach conclusion 
re application of 10-mile EPZ requirement waiver.Served on 870217. 

HOYt.H.F. Atomic Safety and Licensing Board Panel. #187 2547. 87/02/12. Office of 
the General Counsel. 3pp. 39692:093-39692:095. 

8702200305 Memorandum & order (ruling on contentions - Rev 2 New Hampshire radio- 
logical emergency response plan).* Listed contentions admitted & rejected. Hearing 
dates scheduled for 870601-05 & 0622-26 in Concord, NH.Served on 870219. 

HOYT.H.F. Atomic Safety and Licensing Board Panel. #187 2539. 87/02/18. Office of 
the General Counsel. 6pp. 39692:027-39692:032. 

8702250102 Rept on status of State of NH radiological emergency response plan.* 
State of NH Civil Defense Agency continues to implement emergency response train- 
ing & complete emergency response resource inventory. W /Certificate of Svc. 
BISBEE.G.D. New Hampshire, State of. #187 2580. 87/02/18. 13pp. 39722:340- 
39722:352. 

8702250137 State of NH Superior Court decision re siren poles.* Forwards 870213 
notice of appeal from lower court decision filed w/State of NH Supreme Court by 
State of NH counsel for util.Related correspondence. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#187 2583. 87/02/18. HOYT.H., WOLFE, S.J., HARBOUR, J. Atomic Safety and Li- 
censing Board Panel. 121pp. 39723:075-39723:195. 

8702240078 Memorandum & order (Ruling on New England Coalition on Nuclear Pollu- 
tion Motion of 870212).* Parties may provide addl responses, including technical re- 
sponses to applicant 10CFR2.758 petition, by 870227.Served on 870220. 

HOYT.H.F. Atomic Safety and Licensing Board Panel. #187 2553. 87/02/19. New 
England Coalition on Nuclear Pollution. 2pp. 39702:101-39702:102. 


H. General correspondence 

8702250540 Urges denial of util request to reduce evacuation zone to 1 mile. Served on 
870202. 

TUFTS, A., BLAISDELL.R.R., GAGE.T.U. New Hampshire, State of. #187 2376. 87/ 
01/15. ZECH.L. Commissioners. Ip. 39744:177-39744:177. 


8702040136 Comments on pending licensing of plant & reducing emergency evacuation 
zone to 1 mile from present 10 miles.Evacuation regulations should be modified to 
allow util to prepare evacuation plan for independent review & approval. 
TYLISZCZAK.S. Affiliation Not Assigned. 87/01/27. NRC - No Detailed Affiliation 
Given. 2pp. 39494:318-39494:319. 


Q. inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list 
DEYOUNG, R.C. Office of Inspection & Enforcement Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

870114022 4 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post „ 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


R. Periodic operating reports & related correspondence 

8702200025 Partial response to FOIA requestApp A documents available in PDR.App B 
documents re review of PRA end & being placed In PDR. 

GR1MSLEY.D.H. Division of Rules and Records. 87/02/11. SHOLLY.S.C. MHB Tech- 
nical Associates. 5pp. 39708:132-39710:214. 

-8411050170 “Review of Seabrook PRA,” Monthly Mgt Ltr 5 for Sept 1984. 

GARCIA, A.A., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
84/10/15. DAVIS.S.M. Reliability & Risk Assessment Branch. 6pp. 39709:049- 
39709:054. 

-8411210194 “Seabrook PRA Review & Recommended Approach for Completion of 
Project," status rept as of 841101. 

GARCIAAA. Lawrence Livermore National Laboratory. 84/11/14. DAVIS, S.M. Reli- 
ability & Risk Assessment Branch. 10pp. 39709:060-39709:069. 

-8504180134 "Review of Seabrook PRA,” Monthly Mgt Ltr 10 for Feb 1985. 

GARCIA, A.A., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
85/03/29. DAVIS.S.M. Reliability & Risk Assessment Branch. 5pp. 39709:210- 
39709:214. 

-8702200163 “Review of Seabrook PRA,” Monthly Mgt Ltr 3 for Jul 1984. 

GARCIAAA., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
84/08/24. DAVIS.S.M. Reliability & Risk Assessment Branch. 5pp. 39708:310- 
39708:314. 

-8702200218 “Review of Seabrook PRA," Monthly Mgt Ltr 4 for Aug 1984. 
GARCIAAA., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
84/09/18. DAVIS, S.M. Reliability & Risk Assessment Branch. 5pp. 39708:354- 
39708:358. 
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-8702200257 “Review of Seabrook PRA," Monthly Mgt Ltr 6 for Oct 1984. 

GARCIA, A.A., CUMMIN GS.G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
84/11/19. DAVIS.S.M. Reliability & Risk Assessment Branch. 5pp. 39709:070- 

39709:074. 

-8702200316 "Review of Seabrook PRA,” Monthly Mgt Ltr 7 for Nov 1984. 

GARCIA.A.A., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
85/01/25. DAVIS.S.M. Reliability & Risk Assessment Branch. 4pp. 39709:083- 

39709:086. 

-8702200322 “Review of Seabrook PRA,” Monthly Mgt Ltr 8 for Dec 1984. 

GARCIA.A.A., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
85/02/04. DAVIS.S.M. Reliability & Risk Assessment Branch. 6pp. 39709:114- 

39709:119. 

-8702200332 “Review of Seabrook PRA,” Monthly Mgt Ltr 9 for Jan 1985. 

GARCIA.A.A., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0801 . 
85/02/20. DAVIS.S.M. Reliability & Risk Assessment Branch. 5pp. 39709:196- 

39709:200. 

-8702200341 “Review of Seabrook PRA," Monthly Mgt Ltr 11 for Mar 1985. 
GARCIA.A.A., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
85/05/01. DAVIS.S.M. Reliability & Risk Assessment Branch. 5pp. 39709:215- 

39709:219. 

-8702200343 “Review of Seabrook PRA," Monthly Mgt Ltr 12 for Apr 1985. 

GARCIA, A.A., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
85/05/01. DAVIS.S.M. Reliability & Risk Assessment Branch. 5pp. 39709:220- 

39709:224. 

-8702200351 “Review of Seabrook PRA,” Monthly Mgt Ltr 13 for May 1985. 

GARCIA, A.A., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
85/06/27. DAVIS.S.M. Reliability & Risk Assessment Branch. 5pp. 39709:227- 


-8702200354 “Review of Seabrook PRA," Monthly Mgt Ltr 14 for June 1985. 
GARCIA.A.A., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
85/08/09. DAVIS.S.M. Reliability & Risk Assessment Branch. 6pp. 39709-235- 

'5Q7nQ.o>tn 


-8702200359 “Review of Seabrook PRA," Monthly Mgt Ltr 15 for Jul 1985. 

GARCIA.A.A., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
85/08/26. DAVIS.S.M. Reliability & Risk Assessment Branch. 4pp 39709-241- 


U. Congresslonal/Executlve Correspondence 


-8209290285 Advises that ASLBs for Diablo Canyon.floating nuclear 
plants, Summer, Callaway 1 & Comanche Peak will be informed of control rod drive 
guide tube support pin failures at Westinghouse plants. 

NOVAK.T.M. Assistant Director for Licensing. 82/08/16. Assistant Director for Licens- 
ing. Ip. 39782:189-39782:198. 

8612020053 Forwards advance copy of FSAR rev re heat treatment & shotpeening on 
Unit 1 steam generator tubes & nonproprietary WCAP-11174.W/0 proprietary WCAP- 
1 1 1 7 5 & W CAP- 1 1 1 27 & nonproprietary WCAP- 11128. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 86/11/24. 
NOONAN, V.S. Comanche Peak Project (Technical Review Team). 2pp. 39570:158- 
39570:211. 

-8702100218 Nonproprietary “Row 1 & Row 2 Heat Treatment for Comanche Peak 
Unit 1.” 

* Westinghouse Electric Corp. 86/07/31. 52pp. 39570:160-39570:211. 

8702040344 Summary of 870107 meeting w/utils at site re applicants update on 
progress of Comanche Peak response team program plan & numerous corrective 
action programs underway. List of attendees & meeting transcription encl.W/o ends. 
TRAMMELL, C.M. PWR Project Directorate 5. 87/01/20. PWR Project Directorate 5. 
2pp. 39509:304-39509:305. 

8702110010 Forwards revs to Comanche Peak Steam Electric Station manuals. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/01/26. 
NOONAN, V.S. Comanche Peak Project (Technical Review Team). 8pp. 39589:003- 


-8702110039 Change Notice 1 to Rev 3 to Instruction QI-005, “Evaluation of inspector 
Performance.” 

HANS.D., YOUNG, J.E., ZILL.R. Evaluation Research Corp. 86/10/16. 5pp. 39589:011- 

OQCao.n-tc r 


-8702110054 Notice of cancellation to Rev 3 to Instruction QI-009, “Document Review 
of Conduit/R-E-CDUT.” 

GRAYSON, R.K., PATTERSON, A., ZILL.R. Evaluation Research Corp. 86/12/04. 2pp. 
39589:016-39589:017. 

—8702110078 Change Notice 2 to Rev 1 to Instruction QI-012, "Reinsp of Instrumenta- 
tion Equipment/l-fc-ININ.” 

MERHAN.R.S., PATTERSON.A., ZILL.R. Evaluation Research Corp. 86/09/26. 2pp. 
39589:018-39589:019. 

-8702110219 Change Notice 2 to Rev 2 to Procedure QI-051, “Reinsp of Pipe Whip 
Restraints.” 

SUYJH.B., PATTERSON.A., ZILL.R. Evaluation Research Corp. 86/11/05. 2pp. 
39589:020-39589:021. 


8702090033 Responds to 870113 concerns re offsite emergency planning litigation con- 
ducted before ASLB.Improper to comment on Judge Hoyt interpretation of prima facie 
showing at present time as matter subj to litigation.Served on 870123. 

ZECH.L.W. Commissioners. #187 2430. §7/01/23. MARKEY.E. House of Rep 
Energy & Commerce. 2pp. 39549:294-39549:318. 


-8702090043 Requests response to listed questions re Commission 870109 decision 
that no low power license for plant be issued until evacuation plans 
™ fitted. Clarification of 10CFR50 statements of consideration requested. Served on 
870205. 

RUDMAN’W.B. Senate. 87/01/14. ZECH.L. Commissioners. Ip. 39549:301- 


-8702090052 Discusses lack of notice of scheduled meetings w/NRC & util re licensing 
proceeding.Listed arrangements for providing adequate notice for future meetings 
requested.Related documentation encl.Served on 870205. 

MARKEY.E.J. House of Rep., Energy & Commerce. 87/01/14. ZECH,L.W. Commis- 
sioners. 6pp. 39549:302-39549:312. 

-8702090065 Forwards Commonwealth of MA request for independent investigation of 
plant design & constRequest founded upon allegations of faulty design & 
constS erved on 870205. y 

MAVROULES.N. House of Rep. 86/12/17. ZECH.L.W. Commissioners 6pp 
39549:313-39549-31 ft 


—8702110227 Change Notice 1 to Rev 4 to Instruction Q-019, “Reinsp of Small Bore 
Pipe Supports.” 

TABLERIAN.J., PATTERSON.A., ZILL.R. Evaluation Research Corp. 86/11/06. 2pp. 
39589:022-39589:023. 

—8702110238 Change Notice 4 to Rev 2 to Instruction QI-021, “Reinsp of Piping Sys 
Bolted Joint/Matl. 

JOYH.W., PATTERSON.A., ZILL.R. Evaluation Research Corp. 86/11/05. 4pp. 
39589:024-39589:027. 

-8702110247 Change Notice 1 to Rev 3 to Instruction QI-027, “Reinsp of Large Bore 
Pipe Supports - Rigid." 

TABLERIAN.J., PATTERSON.A., ZILL.R.D. Evaluation Research Corp. 86/11/06. 2pp. 
39589:028-39589:029. 

—8702110258 Change Notice 1 to Rev 3 to Instruction QI-029, “Reinsp of Large Bore 
Pipes Supports - Non-Rigid.” 

TALBIAN.J., PATTERSON.A., ZILL.R.D. Evaluation Research Corp. 86/11/10. 3pp. 
39589:030-39589:032. 

—8702110265 Rev 2 to Instruction QI-037, “Reinsp of Pipe SupportsTRT Issues-Pipe 
Supports in Room 77N,Safeguards Bldg.Unit 1.” 

ZILL.R.D. Evaluation Research Corp. 86/10/10. 15pp. 39589:033-39589:047. 


8702030178 Responds to applicant petition to reduce EPZ.Commission should not devi- 
ate from judgement that emergency planning necessary independent of engineered 
safety sys.Served on 870130. 

HUMPHREYS. J. Senate. #187 2367. 87/01/27. HOYT.H. Atomic Safety and Licens- 
ing Board Panel. 2pp. 39478:01 4-39478:01 5. 


8702170141 Responds to 861219 ltr opposing reduction of EPZ.Issue part of current 
adjudicatory proceeding.No specific response can be provided at present. 

ZECH.L.W. Commissioners. 87/02/04. MAVROULES.N. House of Rep. 5pp. 
39671:168-39671:174. 


-8702170160 Opposes reduction of EPZ from 10 to 2 mtles.Action serves as cavalier 
dismissal of legitimate health & safety concerns of public. 

MAVROULES.N. House of Rep. 86/12/19. ZECH.L.W. Commissioners. 2pp 


8702100368 Responds to 870114 ltr re notification to parties when meetings conducted 
by NRC as part of review of license application.Commission policy statement on notifi- 
cation encl.Served on 870206. 

ZECH.LW. Office of Nuclear Reactor Regulation, Director (post 851 125). #187 2452. 
87/02/05. MARKEY.E.J. House of Rep., Energy & Commerce. 2pp. 39571:037- 
39571:040. 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1 


—8702110277 Change Notice 2 to Rev 1 to Instruction QI-042, “Documentation Review 
of Field Fabricated Tanks.” 

BECKFORD.R., PATTERSON.A. Evaluation Research Corp. 86/10/29. 2pp. 
39589:048-39589:049. 

—8702110293 Change Notice 1 to Rev 3 to Instruction QI-045, “Reinsp Procedures for 
Structural Steel." 

PATTERSON.A., ZILL.R. Evaluation Research Corp. 86/10/24. 2pp. 39589:050- 


-8702110298 Change Notice 2 to Rev 2 to Instruction QI-047, “Reinsp of Small Bore 
Pipe Welds/Matl." K 

PATTERSON.A. Evaluation Research Corp. 86/12/09. 2pp. 39589:052-39589:053. 

-8702110304 Change Notice 2 to Rev 1 to Instruction QI-052, “Documentation Review 
of Pipe Whip Restraints.” 

SINGH, B.P. Evaluation Research Corp. 86/10/24. 3pp. 39589:054-39589:056. 

-8702110307 Change Notice 2 to Rev 1 to Instruction QI-053, “Reinsp of Cateqory I 
Conduit Supports/T-S-Cosp.’’ 

PATTERSON, A. Evaluation Research Corp. 86/10/31. 2pp. 39589:057-39589:058. 

~~®7p2 ^ 3 Change Notice 1 to Rev 2 to Instruction QI-055, “Reinsp of Instrument 
Pipe/Tube Supports/l-S-lnsp.” 

PATTERSON, A., ZILL.R. Evaluation Research Corp. 86/10/30. 2pp. 39589:059- 
aQSftQ-nen 


A. Appllcatlon/constructlon stage documents A correspondence 


8110210076 Confirms 811002 teicon request for reporter to prepare transcript of 
SI ranscri P t required 2 or 3 days after meeting.Meeting notice enci. 

BUCKLEY.B.C. Licensing Branch 3. 81/10/02. SULLIVAN.P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 


"“SI , 021 10317 Rev 7 10 Instruction QI-057, “Documentation Review of Fill & Backfill 
Placement." 

PATTERSON.A. Evaluation Research Corp. 86/11/03. 21pp. 39589:061-39589:081. 

-8702110342 Rev 3 to Instruction Qi-058, “Reinsp of Pipe Supports TRT Issues - 42 
Pipe Supports. 

' Evaluation Research Corp. 86/10/10. 97pp. 39589:082-39589:175. 
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-8702110345 Rev 4 to Instruction QI-059, “Reinsp of Mechanical Equipment Installs' 
tion." 

NEFTER.G. Evaluation Research Corp. 86/11/04. 26pp. 39589:176-39589:201. 

-8702110352 Change Notice 3 to Rev 1 to Instruction QI-066, “Reinsp of Equipment 
Supports." 

TALBIAN.J., PATTERSON, A. Evaluation Research Corp. 86/10/03. 2pp. 39589:202- 
39589:203. 

-8702110356 Change Notice 4 to Rev 1 to Instruction QI-066, “Reinsp of Equipment 
Supports." 

TALBIAN.J., PATTERSON, A. Evaluation Research Corp. 86/11/10. 2pp. 39589:204- 
39589:205. 

-8702110361 Rev 2 to Instruction QI-069, “Documentation Review of Epoxy Grout." 
BEASLEY, C., PATTERSON, A. Evaluation Research Corp. 86/10/08. 5pp. 39589:206- 
39589:210. 

-8702110366 Change Notice 2 to Rev 2 to Instruction QI-070, “Reinsp of Tubing 
Welds/Matl.” 

BEARD, J., PATTERSON, A. Evaluation Research Corp. 86/09/26. 3pp. 39589:211- 
39589:213. 

-8702110375 Change Notice 1 to Rev 1 to Instruction QI-071, “Reinsp of Lighting 
Cable/I-E-LITG." 

PERRINO.L.R., PATTERSON, A. Evaluation Research Corp. 86/11/07. 2pp. 
39589:214-39589:215. 

-8702110377 Change Notice 1 to Rev 1 to Instruction QI-039, “Reinsp of HVAC Ducts 
& Plenums." 

PATTERSON, A. Evaluation Research Corp. 86/11/25. 6pp. 39589:216-39589:221. 

-8702110391 Change Notice 2 to Rev 7 to Procedure CPP-010, “Preparation of Devi- 
ation Repts.” 

ZILL.R. Evaluation Research Corp. 86/10/03. 2pp. 39589:222-39589:223. 

-8702110399 Change Notice 2 to Rev 2 to Procedure CPP-011, “Evaluations of Ad- 
verse Trend Analyses, Const Deficiencies & QA/QC Program Deficiencies." 

ZILL.R., HANSEL, J.L. Evaluation Research Corp. 86/10/03. 2pp. 39589:224- 
39589:225. 

-8702110407 Change Notice 1 to Rev 2 to Procedure CPP-012, “QA/QC Interface W/ 
Constructor & TUGCO." 

ZILL.R., HANSEL, J. Evaluation Research Corp. 86/10/03. 2pp. 39589:226-39589:227. 

-8702110414 Notice of Cancellation to Rev 1 to Procedure CPP-013, “Title." 

JONES, J.A., ZILL.R.D. Evaluation Research Corp. 86/10/03. Ip. 39589:230- 
39589:230. 

-8702110420 Rev 3 to Procedure CPP-014, “For Collective Evaluation of Const QA/QC 
Program & of Quality of Const." 

JONES.J.A. Evaluation Research Corp. 86/10/03. 14pp. 39589:231-39589:244. 

-8702110425 Change Notice 1 to Rev 3 to Procedure CPP-016, “Safety Significance 
Evaluations of Deviation Repts." 

ZILL.R. Evaluation Research Corp. 86/10/03. 2pp. 39589:245-39589:246. 

-8702110429 Rev 2 to QA program for design adequacy program. 

DOUGHERTY, F.A., MILLER, J.C. TU Electric (formerly Texas Utilities Generating Co.). 
86/11/12. 17pp. 39589:275-39589:291. 

-8702110433 Change Notice 1 to Rev 2 to Procedure CPP-017, “Preparation of QA/QC 
Program Deviation Repts." 

ZILL.R. Evaluation Research Corp. 86/10/23. 3pp. 39589:247-39589:249. 

-8702110438 Change Notice 1 to Rev 2 to Procedure CPP-020, “Out-of-Scope Obser- 
vations.’* 

ZILL.R. Evaluation Research Corp. 86/10/03. 2pp. 39589:250-39589:251. 

-8702110447 Rev 0 to Procedure DI-C/S-003, “Administrative Review of DAP Civil/ 
Structural Checklists " 

ALLEY.R.W. TU Electric (formerly Texas Utilities Generating Co.). 86/11/10. 22pp. 
39589:292-39589:313. 

-8702110450 Rev 1 to Procedure CPP-027, “Reinsp/ Documentation Review of Pur- 
chased Safety-Related Matl & Equipment." 

ZILL.R.D. Evaluation Research Corp. 86/10/16. 17pp. 39589:252-39589:268. 

-8702110454 Addendum 1 to Rev 0 to Procedure DAP-DI-M-001 , “Mechanical Disci- 
pline Walkdown Instruction." 

DOUGHERTY,F.A. TU Electric (formerly Texas Utilities Generating Co.). 86/12/23. Ip. 
39589:314-39589:314. 

-8702110457 Change Notice 1 to Rev 1 to Procedure CPP-027, “Reinsp/ Documenta- 
tion Review of Purchased Safety-Related Matl & Equipment." 

ZILL.R. Evaluation Research Corp. 86/10/23. 6pp. 39589:269-39589:274. 

-8702110464 Rev 0 to Procedure DAP-DI-M001, “Mechanical Administrative Review In- 
struction.” 

DOUGHERTY,F.A. TU Electric (formerly Texas Utilities Generating Co.). 86/10/31. 
19pp. 39589:315-39589:333. 

-8702110471 Rev 1 to Procedure DAP-DI-M002, “Mechanical Administrative Review In- 
struction." 

DOUGHERTY, F.A., SCHAFER, R.S. TU Electric (formerly Texas Utilities Generating 
Co.). 87/01 /06. 24pp. 39589:334-39589:357. 

-8702110474 Rev 0 to Procedure DI-M-003, “Technical Adequacy Review of NCRs.Rev 
0." 

DOUGHERTY, F.A., SCHAFER.R.S., TURI.P. TU Electric (formerly Texas Utilities Gen- 
erating Co.). 87/01/07. 10pp. 39589:358-39590:006. 

-8702110476 Rev 0 to Procedure DAP-DI-EIC-003, “Administrative Review of EIC 
Design Checklists.” 

DOUGHERTY, F.A.. BROSNAN.D.F., YEAGER, R.W. TU Electric (formerly Texas Utili- 
ties Generating Co.). 86/11/25. 19pp. 39590:007-39590:025. 


-8702110477 Rev 5 to Procedure DAP-2, “Documentation & Tracking of Issues & Dis- 
crepancies." 

DOUGHERTY, F.A. TU Electric (formerly Texas Utilities Generating Co.). 86/11/07. 
70pp. 39590:026-39590:095. 

-8702110480 Rev 2 to Procedure DAP-7, “Trending & Generic Implications Evalua- 
tions." 

DOUGHERTY, FA TU Electric (formerly Texas Utilities Generating Co.). 86/11/07. 
82pp. 39590:096-39590:177. 

-8702120296 Change Notice 2 to Rev 2 to Procedure CPP-012, “QA/QC Interface W/ 
Constructor & Texas Util Generating Co." 

* Evaluation Research Corp. 86/11/10. 2pp. 39589:228-39589:229. 

8702100270 Forwards Rev 1 to Ebasco Svcs.lnc & impell Corp “Evaluation & Resolu- 
tion of Generic Technical Issues for Cable Tray Hangers.” Rev reflects update of ap- 
proach to resolving all issues re cable tray hangers at plant 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/01/27. Document Control Branch (Document Control Desk). 4pp. 39605:001- 
39627:243. 

-8702100274 Rev 1 to “Generic Issues Rept Evaluation & Resolution of Generic Tech- 
nical Issues for Cable Tray Hangers." 

* TU Electric (formerly Texas Utilities Generating Co.). * Ebasco Services, Inc. (subs, 
of Enserch Corp.). * Impell Corp. 87/01/21. 150pp. 39605:004-39605:179. 

-8702100309 Rev 3 to Calculation M-25, “Base Plate Prying Action Factors." 

RAMSEY, B.L. Impell Corp. 86/08/25. 175pp. 39605:180-39607:050. 

-8702100312 Rev 1 to Calculation M-04, “Base Angle Stiffness." 

WONG.C.Y. Impell Corp. 86/03/21. 62pp. 39607:051-39607:099. 

-8702100318 Rev 2 to Calculation M-10, “Cable Tray - Clip Angle Stiffness." 

WONG.C.Y. Impell Corp. 86/10/15. 425pp. 39607:100-39608:271. 

-8702100323 Rev 2 to Calculation M-12, “Qualification Procedures for Cable Tray Sup- 
port Evaluation." 

* Impell Corp. 86/10/10. 109pp. 39608:272-39609:017. 

-8702100326 Rev 2 to Calculation 020-040-MI 9, “Clip Stiffness Production Value." 

* Impell Corp. 86/11/07. 40pp. 39609:018-39609:057. 

-8702100330 Rev 0 to Calculation M-27, “Thermal Load Position Paper." 

* Impell Corp. 86/05/29. 4pp. 39609:058-39609:061. 

-8702100332 Rev 0 to Calculation M-28, "Justification of Clip Modeling Procedure." 
ASHLEY, G.R. Impell Corp. 86/08/31. 69pp. 39609:062-39609:130. 

-8702100339 Rev 1 to “Effective-Length Factors for Buckling of Cable Tray Supports." 
DESMOND, T.P., DERMITZAKIS.S., EIDINGER.J.M. Impell Corp. 01-0210-1470 R01. 
86/05/31. 44pp. 39609:131-39609:300. 

-8702100343 Rev 4 to Calculation M-03, “Cable Tray Properties." 

YING.H.T. Impell Corp. 86/10/31. 87pp. 39609:301-39610:027. 

-8702100347 Rev 0 to Calculation M-39, “Siderail Extension Study." 

YING.H.T. Impell Corp. 86/05/27. 49pp. 39610:028-39610:076. 

-8702100354 Rev 4 to “Interface Control Instructions." 

YOUNG, J., YING.H.T. Impell Corp. 86/11/12. 26pp. 39610:077-39610:102. 

-8702100359 Rev 3 to “QA Manual.” 

CHEN.T.C. Impell Corp. 83/12/01. 242pp. 39610:103-39610:340. 

-8702100362 Rev 12 to “Cable Tray Supports, Review Issues List." 

* CYGNA Energy Services. 85/11/20. 150pp. 39610:341-39611:129. 

-8702100366 Rev 1 to Project Instruction PI-11, “Cable Tray Sys Analysis & Qualifica- 
tion Closeout." 

BARRET, LJ., RAMSEY, B.L Impell Corp. 86/12/23. 69pp. 39611:130-39611:198. 

-8702100372 Rev 1 to TNE-FVM-CS-019, “Field Verification Method Unit 2 Cable Tray 
Selected Attributes As-Builting Program.” 

* TU Electric (formerly Texas Utilities Generating Co.). 86/10/14. 16pp. 3961 1:199- 
39611:214. 

-8702100378 Rev 5 to TNE-FVM-CS-001 , "Field Verification Method Unit 1 Cable Tray 
Hanger As-Builting & Design Adequacy Verification Program/’ 

* TU Electric (formerly Texas Utilities Generating Co.). 86/07/21. 181pp. 39611:215- 
39611:337. 

-8702100383 Rev 1 to TNE-FVM-CS-003, “Field Verification Method Unit 2 Cable Tray 
Hanger As-Builting & Design Adequacy Verification Program." 

* TU Electric (formerly Texas Utilities Generating Co). 86/10/31. 47pp, 39611:338- 
39612:036. 

-8702100424 Rev 12 to TNE-AD-4, “Control of Engineering Documents." 

* TU Electric (formerly Texas Utilities Generating Co.). 86/09/19. 15pp. 39612:037- 
39612:051. 

“8702100426 Rev 12 to ECE-AD-1, "Organization." 

* TU Electric (formerly Texas Utilities Generating Co.). 86/12/22. 34pp. 39612:052- 
39612:085. 

-8702100435 Rev 5 to App K, “Instructions for Calculation Package Preparation for 
Cable Tray & HVAC Hangers." 

HARRISON, P„ REBECCA, L., BIRGY.E. Ebasco Services, Inc. (subs, of Enserch 
Corp.). 86/1 2/01 . 26pp. 3961 2:086-39613:292. 

“8702110036 Rev 3 to SAG.CP4, “Seismic Design Criteria for Cable Tray Hangers for 
Comanche Peak Steam Electric Station Unit 1." 

HARRISON, P„ SCHOPPMANN.H., HETTINGER, F. Ebasco Services, Inc. (subs, of En- 
serch Corp.). 87/01/15. 135pp. 39613:293-39614:074. 
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-8702110048 Rev 6 to SAG.CP3, “Seismic Design Criteria for Cable Tray Hangers for 
Comanche Peak Steam Electric Station Unit 2.” 

HARRISON, P., SCHOPPMANN.H., HETTINGER, F. Ebasco Services, Inc. (subs, of En- 
serch Corp.). 87/01/15. 145pp. 39614:075-39614:215. 


-8702130112 Rev 2 to SAG.CP11, “Sys Analysis of Cable Tray & Hanger Assembly for 
Comanche Peak Steam Electric Station, Units 1 & 2.” 

CHENG.R.C., CHEN.S.J., ALEXANDRU.R. Ebasco Services, Inc. (subs, of Enserch 
Corp.). 87/01/15. 45pp. 39616:094-39616:138. 


-8702110052 Rev 4 to "General Instructions for Cable Tray Hanger Analysis for Co- 
manche Peak Steam Electric Station Units 1 & 2.” 

HARRISON, P., SCHOPPMANN.H., HETTINGER, F. Ebasco Services, Inc. (subs, of En- 
serch Corp.). 87/01/15. 400pp. 39614:216-39615:214. 

-8702110060 Vol I.Book 1, Parts 1-4, “General Input Data." 

* TU Electric (formerfy Texas Utilities Generating Co.). 7Q-D-6 B01 V01. 87/01/15. 
2,000pp. 39622:043-39626:305. 

-8702110063 Rev 3 to Vol I, Book 2, “Computer Related Info.” 

* TU Electric (formerly Texas Utilities Generating Co.). 86/07/11. 400pp. 39626:306- 
39627:243. 


-8702110072 Rev 1 to Vol I, Book 3, “Prying Action Factors & Formulas for Evaluating 
Anchor Bolts." 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-2 B03 VI R01. 86/04/24. 
350pp. 39620:308-39621:215. 


8702040052 Forwards corrective action program components & responsibilities & prod- 
ucts established by util in response to 861231 requests. 

COUNSIL.W.G., WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.). 
87/01/29. Document Control Branch (Document Control Desk). 28pp. 39498:054- 
39498:081. 

8702090366 Final response to FOIA request re Comanche Peak response team 
activities.App A documents already in PDR.Forwards App B documents. 
GRIMSLEV.D.H. Division of Rules and Records. 87/01/29. GARDE, B.P. Government 
Accountability Project. 3pp. 39576:001-39577:028. 

-8507080070 Advises of meetings scheduled for 850701,10,17 & 31 in Bethesda.MD to 
discuss util program plan.NRC response will be sent to util by 850807. 

NOONAN, V.S. Comanche Peak Project (Technical Review Team). 85/06/27. 
SHAO.L., LIVERMORE, H., BOSNAK,R. NRC - No Detailed Affiliation Given. Ip. 
39576:178-39576:178. 


-8702110077 Rev 1 to Vol I, Book 6, “Cable Tray Hangers Buckling Study.” 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-6 B06 VI R01. 86/05/30. 
150pp. 39621:216-39621:306. 

-8702110079 Rev 1 to Vol I, Book 7, “Cable Tray Hanger Load Location Studies." 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-2 B07 VI R01. 86/02/20. 
24pp. 39621:307-39621:330. 

-8702110084 Vol I.Book 8, “Cable Tray Hanger Geometry Grouping.” 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-6 B08 VI. 87/01/15. 
15pp. 39621:331-39621:345. 


-8702110088 Vol I.Book 9, “Multimode Response Multiplier Summary Rept (3-D Re- 
sponse Spectrum Analysis & Verification of Multimode Response Multiplier Equal to 
1.25).” 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-2 B09 VI. 87/01/15. 
41pp. 39622:002-39622:042. 


-8702110092 Rev 1 to Vol I.Book 9, Parts 1-3, “Multimode Response Multiple Studies 
(Models 1 & 2).” 

1 TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-2 B09 VI R01. 86/06/16. 
200pp. 39619:139-39620:193. 


-8702110097 Rev 1 to Vol I.Book 9, Part 4, “Multimode Response Multiplier Studies 
(Models 1A&1B).” 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-6 B09 PT4 VI R1. 86/06/ 
1 6. 1 1 5pp. 39620:1 94-39620:307. 


-8702110107 Vol I.Book 9, Part 5, “Multimode Response Multiplier at Stress Level - 
Studies (Model 1)." 

* TU Electric (formerly Texas Utilities Generating Co.). 87/01/15. 86pp. e. 39617:298- 
39618:022. 


-8702110111 Vol I.Book 9, Part 6, “Multimode Response Multiplier at Stress Level - 
Studies (Model 1A & 2).” 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-6 B09 PT06 VI. 87/01/ 
15. 500pp. 39618:023-39618:300. 

-8702110113 Vol I.Book 9,Part 7, “Multimode Response Multiplier for Cable Tray 
Clamps." 

* TU Electric (formerly Texas Utilities Generating Co.). 87/01/15. 42pp. 39618:301- 
39618:342. 


-8702110115 Rev 1 to Vol I.Book 10, "Multimode Response Multiplier - Studies (Model 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-2 B10 VI R01. 86/06/16. 
93pp. 39618:343-39619:073. 


-8702110120 Vol I.Book 11, "Concrete Compressive Stresses Under Cable Tray Hang- 
ers Anchorage Shims & Base Plates." 

* TU Electric (formerly Texas Utilities Generating Co.). 87/01/15. 54pp. 39619:074- 
39619:126, 


-8702110121 Vol I.Book 12, "Cable Tray Hangers Anchorage Base Plate Flexibility 
Study." 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-6 B12 VI. 87/01/15. 
13pp. 39619:127-39619:138. 

-8702110124 Rev 1 to Vol I.Book 15, "Cable Tray Dynamic Load Redistribution Ef- 
fects." 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-6 B15 VI R01. 86/11/13. 
436pp. 39616:247-39617:297. 


-8507180554 Forwards organization chart & roster for sys/operations group of Coman- 
che Peak Task Force to be used for meeting objectives of end NRC 850702 plan for 
review & audit of util design & const adequacy program plan. 

CALVO.J.A. Comanche Peak Project (Technical Review Team). 85/07/08. 

NOONAN, V.S. Comanche Peak Project (Technical Review Team). 4pp. 39576:165- 
39576:177. 

-8507180557 Forwards NRC plan for review of util design & const adequacy review 
program.Organization chart also end. 

CALVO.J.A. Comanche Peak Project (Technical Review Team). 85/07/02. 

NOONAN, V.S. Comanche Peak Project (Technical Review Team). Ip. 39576:156- 
39576:156. 

-8508080104 Responds to request for comments on Comanche Peak response team 
program plan.Plan contains most elements required for adequate implementation of 
action plans for review of design & constDetailed comments end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 85/07/31. 
NOONAN, V.S. Comanche Peak Project (Technical Review Team). 4pp. 39577:025- 
39577:028. 

-8512110601 Forwards final schedule for review of Comanche Peak Review Team Pro- 
gram Plan.Efforts should be focused toward meeting schedule as item of high 
priority.Written evaluation should be provided to A Vietti-Cook. 

NOONAN, V.S. PWR Project Directorate 5. 85/11/26. CALVO.J. NRC - No Detailed 
Affiliation Given. 2pp. 39576:269-39576:270. 

-8602110471 Trip rept of 851202-03 visit to TERA ofcs in Bethesda.MD to audit docu- 
mentation supporting initial level of homogeneity for design activities review Procedure 
DAP-21 that will be implemented to validate homogeneity. 

KNOX.J.L. Comanche Peak Project (Technical Review Team). 86/01/16. 
MARINOS, E.C. Comanche Peak Project (Technical Review Team). 11pp. 39577:012- 
39577:022. 

-8602250142 Trip Rept 2200 of 860117 site visit re HVAC hanger program audit.Status 
of licensee steam electric station seismic qualification rept of seismic Category 1 duct 
work & hangers changed from “approved" to “not approved” on 860121. 

RIVARD, J.J. Teledyne Engineering Services. 86/01/17. Teiedyne Engineering Serv- 
ices. 3pp. 39577:009-39577:011. 

-8605290133 Trip rept of 860505-07 site visit to attend civil/structural issues audit 
meetings.Audit attendee list & agenda end. 

DEGRASSI.G. Brookhaven National Laboratory. 86/05/21. JENG.D. NRC - No De- 
tailed Affiliation Given. 96pp. 39576:282-39577:008. 

-8606230101 Forwards review of safety-significant evaluations (SSE) of const devi- 
ations in civil/structural populations.Tentative schedule for SSE & App P issues 
deemed inappropriate based on current contractual requirements. 

LANDERS, D.F. Teledyne Engineering Services. 86/06/18. NOONAN, V. Comanche 
Peak Project (Technical Review Team). 4pp. 39576:140-39576:143. 

-8609160363 Trip rept of attendance at 860821 meeting in Arlington.TX re util plans for 
plant issues.Summaries of observations listed. 

ASHAR.H. Engineering Branch (PWR-A). 86/09/03. BALLARD, R. Engineering Branch 
(PWR-A). 12pp. 39576:271-39576:281. 

-8702090403 Discusses review of util 851122 responses including QA/QC 
ISAPS.Comanche Peak Review Team program plan consistent w/ 10CFR50,App B. 
HALE.C.J. Comanche Peak Project (Technical Review Team). 85/12/18. 
NOONAN, V.S. Comanche Peak Project (Technical Review Team). 2pp. 39576:006- 
39576:007. 


-8702110127 Rev 1 to Vol l,Book 16, “Cable Tray Hangers Dimensional Tolerances." 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-6 B16 VI R01. 86/09/19. 
106pp. 39616:139-39616:246. 

-8702110128 Rev 3 to SAG CP5-4/86, “Spec for Dynamic Test of Cable Tray Hanger 
Sys for Comanche Peak Electric Steam Station." 

SHI.Z.T., ODAR.E., KANAKARIS.G. Ebasco Services, Inc. (subs, of Enserch Corp.). 
86/04/21. 75pp. 3961 5:215-3961 5:289. 

-8702110130 Rev 6 to Instruction QI-QP-1 1.10-9, “Mod, Rework & As-Built Insp/Verifi- 
cation of Cable Tray Hangers in Unit 1." 

* TU Electric (formerly Texas Utilities Generating Co.). 86/10/13. 82pp. 39615:290- 


-8702110133 Rev 10 to Instruction QI-QP-1 1.1 0-2A, “Insp of Unit 2 Cable Tray Sup- 
ports." 

* TU Electric (formerly Texas Utilities Generating Co.). 86/10/22. 82pp. 39616:012- 


-8702120435 Rev 1 to “Procedure for Grouping Cable Tray Hangers for Comanche 
Peak Steam Electric Station Units 1 & 2." 

FONG.D. Ebasco Services, Inc. (subs, of Enserch Corp.). 85/12/13. 16pp. 39621:346- 


-8702090422 Forwards Teledyne Engineering Svcs Technical Rept TR-6410-1, "Execu- 
tive Summary Technical Evaluation Rept on Comanche Peak Response Team Pro- 
gram Plan & Issue-Specific Action Plans, Rev 2," Books 1 & 2, 

LANDERS.D.F. Teledyne Engineering Services. 85/07/29. TRAMMELL, C. Division of 
Licensing (800428-851124). Ip. 39576:008-39576:008. 

-8702090441 "Executive Summary Technical Evaluation Rept on Comanche Peak Re- 
sponse Team Program Plan & Issue-Specific Action Plans, Rev 2," Books 1 & 2. 

* Teledyne Engineering Services. TR-6410-1. 85/07/29. Division of Licensing 
(800428-851124). 97pp. 39576:009-39576:115. 

-8702100073 Forwards staff evaluation of Comanche Peak response team plan provid- 
ing detailed comments/concerns on Section 3.0, main rept (Sections I to VIII & At- 
tachments 1-5), Item 1. 

KNOX.J. NRC - No Detailed Affiliation Given. 85/08/16. NOONAN, V.. SHAO.L. 
LANDERS, D. NRC - No Detailed Affiliation Given. 2pp. 39576:146-39576:147. 

-8702100083 Forwards preliminary comments on Comanche Peak response team pro- 
gram plan & recommends series of working meetings arranged w/various technical 
groups prior to meeting w/mgt to clarify plan approach to resolution of issues. 

SHAO.L. Comanche Peak Project (Technical Review Team). 85/07/15. NOONAN, V. 
Comanche Peak Project (Technical Review Team). 8pp. 39576:148-39576:155. 
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•>8702100094 “NRC Plan for Review & Audit of Applicants Program For Assuring 
Design & Const Adequacy of Comanche Peak Steam Electric Station.” 

* Comanche Peak Project (Technical Review Team). 85/07/31. 8pp. 39576:157- 
39576:164. 

■>8702100229 Responds to 860613 memo re review of three new or revised ISAPs con- 
cerning hot functional testing data packages, receipt & storage of purchased mail & 
equipment & onsite fabrication. 

JOHNSON, E.H. Region 4, Office of Director. 86/07/13. NOONAN, V.S. PWR Project 
Directorate 5. 2pp. 39577:023-39577:024. 

8702120521 Forwards NRR monthly status rept.including info available as of 
870131.Rept identifies potential or actual licensing delay for Shoreham, Comanche 
Peak Unit I.Braidwood Unit 1 & Seabrook Unit 1. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
05. STELLO.V. Office of the Executive Director for Operations. 21pp. 68773:241- 
68773:261. 

8702250320 Forwards request for addl info re Namco switches (IE Bulletin 79-28).Re- 
quests response by 870209. 

NOONAN, V.S. PWR Project Directorate 5. 87/02/06. COUNSIL.W.G. TU Electric (for- 
merly Texas Utilities Generating Co.). 4pp. 39743:133-39743:136. 

8702200415 Forwards WCAP-11174, "Row 1 & Row 2 Heat Treatment for Comanche 
Peak Unit 1." Rept inadvertently omitted from 861124 transmittal of listed repts pro- 
viding info re heat treatment & shotpeening of Unit 1 steam generator tubes. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/13. Docu- 
ment Control Branch (Document Control Desk). Ip. 39700:165-39700:222. 

8702250433 Forwards “Mechanical Generic Issues Rept,” Suppl A, “Sys Interaction 
Program Corrective Action Plan" & Suppl B, "Fire Protection Corrective Action Plan,” 
to resolve issues raised by design reviews, per util design basis program. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/18. Docu- 
ment Control Branch (Document Control Desk). Ip. 39753:232-39753:316. 

—8702250443 “Mechanical Generic Issue Rept, Comanche Peak Steam Electric Station 
Units 1 & 2." 

FLETCHER, J.H., CARTY.J.S., STAMM, S.L. Stone & Webster Engineering Corp. 87/ 
01/21, 27pp. 39753:233-39753:259. 

-8702250446 Suppl A to mechanical generic issues rept, "Sys Interaction Program Ge- 
neric Issues Rept." 

LEVINE, C.R., IOTTI.R.C. Ebasco Services, Inc. (subs, of Enserch Corp.). 87/01/26. 
31pp. 39753:260-39753:290. 

-8702250455 Suppl B to mechanical generic issues rept, consisting of Rev 0 to 01- 
0210-063, "Evaluation & Resolution of TERA Fire Protection Issue Resolution Rept 
DAP-E-EIC-505, Corrective Action Plan." 

* Impell Corp. 87/01/31. 26pp. 39753:291-39753:316. 

8702270243 Notifies of 870224-25 meetings w/CYGNA & S&W in Glen Rose.TX to dis- 
cuss corrective action program (piping & support). 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/18. Document Control Branch (Document Control Desk). 2pp. 39759:049- 
39759:050. 


8702260199 Forwards response to 870218 request for addl info on Ofc of Investigation 
Rept 86-10 re piping spool piece.Drawings 1210E59 & 1457F27 w/Component Mod 
Card 4260, Rev 1 & Design Change Authorization 16,813,Rev 8 also end. 
COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/19. Document Control Branch (Document Control Desk). 16pp. 39740:037- 
39740:052. 

8702260415 Notifies that 870224-25 meetings w/S&W & CYGNA rescheduled to only 
870224. 

MARSHALL, J.S., COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/19. Document Control Branch (Document Control Desk). Ip. 39750:106- 
39750:106. 


8702250249 Forwards notice of 870224 meeting w/CYGNA, S&W, Ebasco & Impell in 
Glen Rose.TX to discuss corrective action programs involving cable tray hangers & 
attachments to embedded plates. 

COUNSIL,W.G„ KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/20. Document Control Branch (Document Control Desk). 2pp. 39729:021- 
39729:022. 


8702250425 Final response to FOIA requests for documents re Allegation 4-86-A- 
019.Forwards Apps B & C documents.App C documents fully & partially withheld (ref 
FOIA Exemptions 6 & 7). Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/20. BAUMAN, L. Government 
Accountability Project. 4pp. 39744:079-39744:093. 

-8702250476 Responds to 860925 Itr re referrals of allegations.Region IV has not re- 
ferred allegations to util other than 860530 ref in ItrAlleger did not request confiden- 
tiality & has identified CASE as contact. 

MARTIN, R.D. Region 4, Office of Director. 86/10/09. GARDE, B.P. Government Ac- 
countability Project. Ip. 39744:084-39744:084. 

-8702250498 Partially deleted memo discussing Allegation 4-86-A-019 re 30% overroll- 
ing of tubes resulting in busting of tube sheet, spider web cracking of tube sheet & 
false statements concerning tube sheet alignment. 

EMERSON, M. NRC - No Detailed Affiliation Given. 86/05/23. ELLIS, J. Citizens Asso- 
ciation for Sound Energy. 3pp. 39744:085-39744:087. 


-8702250516 Partially deleted memo re status of potential new allegations from Alleger 
A-4,subj to T Westerman 851023 memo.Allegation re 30% overrolling of tubes which 
resulted in busting tube sheet addressed in SSER 1 0. , . t w _ 

SHAO.L. Comanche Peak Project (Technical Review Team). 85/12/18. NOONAN, V.S. 
Comanche Peak Project (Technical Review Team). 4pp. 39744:088-39744:093. 


E. NRC Safety Evaluation Report (SER), supple & correspondence 


8702090366 Final response to FOIA request re Comanche Peak response team 
activities. App A documents already in PDR. Forwards App B documents. 
GRIMSLEY.D.H. Division of Rules and Records. 87/01/29. GARDE, B.P. Government 
Accountability Project. 3pp. 39576:001-39576:139. 


-8512230288 Requests that util response to CYGNA findings be included in review & 
evaluation of Comanche Peak Review Team (CPRT) Program Plan & incorporated into 
CPRT Program Plan SSER. Draft SSER still due on 851223. 

NOONAN, V.S. PWR Project Directorate 5. 85/12/05. SHAO.L, CALVO.J. NRC - No 
Detailed Affiliation Given. 2pp. 39576:144-39576:145. 

-8512310153 Submits list of portions of draft SER transmitted to date by 
Teledyne. Portions focus on Comanche Peak Review Team program plan, design ade- 
quacy program plan & const adequacy program plan. Listed info will be provided later. 
CRAGIN.J.Q. Teledyne Engineering Services. 85/12/23. N OONAN, V. Comanche Peak 
Project (Technical Review Team). Ip. 39576:268-39576:268. 

-8602030132 Forwards early inputs for next rev to SSER on facility program plan.EncIs 
do not fully reflect evaluation due to late receipt of Rev 3 to program plan. More input 
will be provided at 860303 meeting. 

CRAGIN.J.Q. Teledyne Engineering Services. 86/01/30. NOONAN, V.S. Comanche 
Peak Project (Technical Review Team). 76pp. 39576:192-39576:267. 

-8605160154 Forwards preliminary comments on May 1986 draft SSER 13, Sections 1 
& 3.Sentence on Pages 1-4,1 -7,3-1 & 3-5 most appropriately worded on Page 1-7.Last 
word in paragraph on Page 1-6 re generic implications should be "deficiencies." 
LANDERS.D.F. Teledyne Engineering Services. 86/05/14. NOONAN, V. Comanche 
Peak Project (Technical Review Team). 4pp. 39576:188-39576:191. 

-8702100021 Requests review of Comanche Peak response team plan, for resolution of 
concerns in NUREG-0797, Suppl 11, App P. Lead engineer should be assigned to task 
by 851223. 

SHAO.L Comanche Peak Project (Technical Review Team). 85/12/16. LANDERS, D. 
Teledyne Engineering Services. 24pp. 39576:116-39576:139. 

-8702100184 Forwards addl comments re draft SSER 13 sent on 860514. 
LANDERS.D.F. Teledyne Engineering Services. 86/05/16. NOONAN, V. Comanche 
Peak Project (Technical Review Team). 9pp. 39576:179-39576:187. 

8702180309 Forwards results of review of NRC 860805 SER (NUREG-1216) re TDI 
emergency diesel generator operability/reliability. Response categories include Gener- 
ic Phase I issues, plant- specific problems,Phase II issues & maint & surveillance. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/13. Docu- 
ment Control Branch (Document Control Desk). 225pp. 39663:170-39664:049. 


F. Security, medical, emergency & fire protection plans 


8702110170 Forwards addl info re BISCO electrical penetration seals & penetration 
switches, per IE Bulletin 79-28 & 870201 & 06 requests.Related documentation end. 
COUNSIL.W.G., WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/09. Document Control Branch (Document Control Desk). 23pp. 39579:324- 
39579:346. 

8702180694 Rev 5 to Emergency Plan Procedure EPP-107, “Maint & Inventory of Emer- 
gency Equipment & Supplies." W/87021 1 Itr & Rev 65 to procedure index. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/11. 51pp. 
39667:099-39667:149. 

8702250433 Forwards “Mechanical Generic Issues Rept," Suppl A, “Sys Interaction 
Program Corrective Action Plan” & Suppl B, "Fire Protection Corrective Action Plan," 
to resolve issues raised by design reviews, per util design basis program. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/18. Docu- 
ment Control Branch (Document Control Desk). Ip. 39753:232-39753:316. 

-8702250455 Suppl B to mechanical generic issues rept,consisting of Rev 0 to 01- 
0210-063, “Evaluation & Resolution of TERA Fire Protection Issue Resolution Rept 
DAP-E-EIC-505, Corrective Action Plan.” 

* Impell Corp. 87/01/31. 26pp. 39753:291-39753:316. 


G. Adjudicatory correspondence 


8702020064 Informs that safety review team approved Results Repts 
l.a.1,l.b.4,ll.c,Vll.a.3 & V.d delivered to VS Noonan. Revised table of contents reflect- 
ing issuance of subj repts also encI.Related correspondence. 

WOOLDRIDGE.R.A. TU Electric (formerly Texas Utilities Generating Co.). 
WOOLDRIDGE.R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #187 2252. 87/01/16. BLOCH.P.B., MCCOLLOM.K.A., 
JORDAN, W.H. Atomic Safety and Licensing Board Panel. 4pp. 39452:188-39453:014. 

8702030071 Forwards WG Counsil 870116 Itr to NRC transmitting “Instrumentation & 
Control Generic Issue Rept” W/o rept. Related correspondence. 

WOOLDRIDGE.R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #187 2326. 87/01/16. BLOCH.P.B., JORDAN, W.H., 
MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. 2pp. 39474:345- 
39474:346. 

8702030019 Forwards util 870119 Itr to VS Noonan informing of meetings w/Cygna & 
Ebasco on 870126-27 to discuss cable tray supportRelated correspondence. 
WOOLDRIDGE.R.A. TU Electric (formerly Texas Utilities Generating Co.). 
WOOLDRIDGE, R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #187 2327. 87/01/19. BLOCH.P.B., JORDAN.W.H., 
MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. 3pp. 39472:346- 
39472:348. 

8702030037 CASE motion to compel applicants to provide complete answers to CASE 
860918 CPRT discovery - 12 sampling.* CASE moves that Board order applicant to 
provide complete & specific answers.Certificate of Svc encl. 

ELLIS, J. Citizens Association for Sound Energy. #187 2348. 87/01/21. Atomic Safety 
and Licensing Board Panel. 35pp. 39473:291-39473:325. 

3702030006 Supplemental staff answers to CASE interrogatories.* Suppls 861205 an- 
swers to CASE 860922 discovery request & Interrogatones 2,4 & 8.Affidavit & Certifi- 
cate of Svc encl. Related correspondence. 

BACHMANN.R.G. Assistant General Counsel for Hearings. #187 2362. 87/01/27. Citi- 
zens Association for Sound Energy. 7pp. 39472:305-39472:311. 
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8702030033 Forwards WG Counsii 870127 Itr transmitting “Evaluation & Resolution of 
Generic Technical Issues for Cable Tray Hangers.” Related correspondence. 
WOOLDRIDGE.R.A. Worsham, Forsythe, Sampeis & Wool ridge (formerly Worsham, 
Forsythe & Sampeis). #187 2320. 87/01/27. BLOCH, P.B., JORDAN, W.H., 

MCCOLLOM.KA. Atomic Safety and Licensing Board Panel. 4pp. 39473:263- 
39473:266. 

8702030504 Applicant interrogatories to CASE (Set 1987-1).* Related correspondence. 
SELLECK.K.A. TU Electric (formerly Texas Utilities Generating Co.). SELLECK.K.A. 
Ropes & Gray. #187 2379. 87/01/29. Citizens Association for Sound Energy. 4pp. 
39474:006-39474:066. 

-8702030511 Applicant interrogatories to CASE (Set 1987-1).* Related correspond- 
ence. 

SELLECK.K.A. TU Electric (formerly Texas Utilities Generating Co.). SELLECK.K.A. 
Ropes & Gray. 87/01/29. Citizens Association for Sound Energy. 5pp. 39474:010- 
39474:014. 

“8702030515 Applicant interrogatories to intervenor (Set 1987-3).* W/Certificate of 
Svc.Related correspondence. 

SELLECK.K.A. TU Electric (formerly Texas Utilities Generating Co.). SELLECK.K.A. 
Ropes & Gray. 87/01/29. Citizens Association for Sound Energy. 52pp. 39474:015- 
39474:066. 

8702060056 Potential 10CFR50.55(e) items.* Forwards potential 10CFR50.55(e) items 
(significant deficiency analysis repts), received since 861223.Related correspondence. 
ELLIS, J. Citizens Association for Sound Energy. #187 2394. 87/01/29. BLOCH, P.B., 
JORDAN, W.H., MCCOLLOM.KA. Atomic Safety and Licensing Board Panel. 30pp. 
39534:303-39534:332. 

8702060093 AddI info re Ofc of Inspector & Auditor rept, Board Notification 86-24, rept of 
investigation by Ofc of Inspector & Auditor sent to Board & svc list under cover Itr 
861211 from NRC staff Noonan.* 

ELLIS, J. Citizens Association for Sound Energy. #187 2396. 87/01/29. BLOCH, P.B., 
JORDAN, W.H., MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. 5pp. 
39535:079-39535:083. 

8702060108 Enlargement of time for filing of motions to compel.* Advises of continuing 
mutual agreement of applicant & CASE for further enlargements of time to file mo- 
tions to compel re listed discovery requests. 

ELLIS, J. Citizens Association for Sound Energy. #187 2395. 87/01/29. BLOCH.P.B., 
JORDAN, W.H., MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. Ip. 
39535:106-39535:106. 

8702090029 Advises of correction to CASE co-representative address. Related corre- 
spondence. 

ELLIS, J. Citizens Association for Sound Energy. #187 2439. 87/01/29. Docketing & 
Services Branch. 2pp. 39550:218-39550:219. 

8702100307 Permittees initial responses to M Gregory interrogatories & request for pro- 
duction of documents (Set 5).* Related correspondence. 

POWELL, L.E., EGGELING.W.S. TU Electric (formerly Texas Utilities Generating Co.). 
EGGELING.W.S. Ropes & Gray. #187 2467. 87/02/03. Gregory, M. 8pp. 39570:273- 
39570:287. 

“8702100314 Permittees responses (& motion for protective order) to intervenor M 
Gregory requests for production (Set 5).* Objects to Request 2 due to privileged info 
comprising util work product. W/Certificate of Svc.Related correspondence. 
EGGELING.W.S. TU Electric (formerly Texas Utilities Generating Co.). 
EGGELING.W.S. Ropes & Gray. 87/02/03. Atomic Safety and Licensing Board Panel. 
7pp. 39570:281-39570:287. 

8702100324 Informs that quote from Mgt Analysis Co (MAC) 1978 audit rept appears on 
Pages 4 & 5 of App B of MAC rept which appended "Texas Utils Generating Co Ob- 
servations & Recommendations." 

ROISMAN.A.2, Trial Lawyers for Public Justice, P.C. #187 2460. 87/02/03. 
ROSENTHAL, A.S., MOORE, T.S., JOHNSON, W.R. Atomic Safety and Licensing 
Appeal Panel. Ip. 39570:232-39570:232. 

8702130110 Stipulation.* CASE agrees that each witness may bring to deposition docu- 
ments witnesses believe relevant to issues of adequacy of Comanche Peak response 
team & applicant agrees not to argue. W/Certificate of Svc. Related correspondence. 
GAD.R.K. tU Electric (formerly Texas Utilities Generating Co.). GAD.R.K. Ropes & 
Gray, GARDE, B.P. Citizens Association for Sound Energy. #187 2478. 87/02/03. 6pp. 
39631:182-39631:187. 

8702190089 Applicant fourth progress rept.* Senior review team approved & issued 28 
results repts (representing 27 action plans). Notice to CASE of availability of working 
files for action plans also issued. 

SELLECK.K.A. TU Electric (formerly Texas Utilities Generating Co.). SELLECK.K.A. 
Ropes & Gray. #187 2510. 87/02/10. 36pp. 39665:299-39665:334. 

8702200298 Permittees supplemental responses to M Gregory interrogatories (Set 5).* 
Suppls responses to M Gregory interrogatories & request for production of docu- 
ments. Certificate of Svc encLRelated correspondence. 

EGGELING.W.S. TU Electric (formerly Texas Utilities Generating Co.). #187 2543. 87/ 
02/10. GREGORY, M. Gregory, M. 10pp. 39692:055-39692:064. 

8702190084 Answers to Board 14 questions (memoiproposed memo of 860414) re 
Action Plan Results Rept Vll.a.3.* Response of Comanche Peak response team to 14 
questions posed by ASLB re Action Plan Vll.a.3, "Document Control.* Certificate of 
Svc end. 

GEIZER.J., HANSEL t J.L TU Electric (formerly Texas Utilities Generating Co.). #187 
251 5. 87/02/1 1 . 13pp. 39666:052-39666:064. 

8702200279 Permittees supplemental response (motion for protective order) to “Meddie 
Gregory interrogatories & request for production of documents (Set 5).”* Related cor- 
respondence. 

EGGELING.W.S. TU Electric (formerly Texas Utilities Generating Co.). 
EGGELING.W.S. Ropes & Gray. #187 2535. 87/02/13. Gregory, M. 4pp. 39692:110- 
39692:113. 

8702200303 NRC staff response to CASE motion to compel,* Denial of motion recom- 
mended due to lack of merit of requests. 

MIZUNO.G.S. Assistant General Counsel for Hearings. #187 2536. 87/02/17. Atomic 
Safety and Licensing Board Panel. 9pp. 39692:036-39692:05 1 . 


-8702200314 Affidavit of EH Johnson.* Responds to statements in CASE motion re 
trend analyses or trend repts.Trend analyses & repts incorporated into SALP repts in 
1980. Certificate of Svc end. 

JOHNSON, E.H. Region 4, Office of Director. 87/02/11. 7pp. 39692:045-39692:051. 

8702240091 Motion for protective order & memorandum in support.* Protective order 
relieving CASE of any obligation to respond to applicant interrogatories.Sets 1987-1,2 
& 3, requested. Related info encl.W/Certificate of Svc. 

ROISMAN.A.Z., ELLIS, J. Citizens Association for Sound Energy. ROISMAN.A.Z. Trial 
Lawyers for Public Justice, P.C. #187 2555. 87/02/17. Atomic Safety and Licensing 
Board Panel. 38pp. 39702:045-39702:082. 

8702200288 Informs that applicant delivered to VS Noonan end notification of 870224- 
25 meetings w/Cygna & S&W at plant to discuss corrective action program re piping 
& pipe support. Related correspondence. 

WOOLDRIDGE, R.A. TU Electric (formerly Texas Utilities Generating Co.). 
WOOLDRIDGE, R.A. Worsham, Forsythe, Sampeis & Woolridge (formerly Worsham, 
Forsythe & Sampeis). #187 2525. 87/02/18. BLOCH, P.B., JORDAN.W.H., 

MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. 3pp. 39692:096- 
39692:098. 

8702200296 Forwards WG Counsii 870218 Itr to NRC re mechanical generic issue 
rept.Rept sent to J Ellis of Cygna Energy Services, Inc.Related correspondence. 
WOOLDRIDGE, R.A. TU Electric (formerly Texas Utilities Generating Co.). 
WOOLDRIDGE.R.A. Worsham, Forsythe, Sampeis & Woolridge (formerly Worsham, 
Forsythe & Sampeis). #187 2524. 87/02/18. BLOCH.P.B., JORDAN.W.H., 

MCCOLLOM.KA. Atomic Safety and Licensing Board Panel. 2pp. 39692:065- 
39692:066. 

8702250090 Permittee response (& motion for protective order) to intervenor M Gregory 
requests for production (Set 6).* Permittees object to production of documents on 
grounds that documents irrelevant to contention.W/Certificate of Svc. 

EGGELING.W.S. TU Electric (formerly Texas Utilities Generating Co.). 
EGGELING.W.S. Ropes & Gray. #187 2568. 87/02/18. Atomic Safety and Licensing 
Board Panel. 6pp. 39722:317-39722:322. 

8702250126 Forwards 870211 & 18 correspondence from WG Counsii to N Wilson re 
info requested by CYGNA.Correspondence made available to J Ellis.Related corre- 
spondence. 

WOOLDRIDGE.R.A. Worsham, Forsythe, Sampeis & Woolridge (formerly Worsham, 
Forsythe & Sampeis). #187 2577. 87/02/18. BLOCH.P.B., JORDAN.W.H., 
MCCOLLUM, K. A. Atomic Safety and Licensing Board Panel. 7pp. 39723:047- 
39723:053. 

8702250135 Applicants interrogatories to intervenor (Set No 1987-4).* Certificate of Svc 
encLRelated correspondence. 

SELLECK.K.A. TU Electric (formerly Texas Utilities Generating Co.). SELLECK.K.A. 
Ropes & Gray. #187 2584. 87/02/18. Citizens Association for Sound Energy. 71pp. 
39724:213-39724:283. 

8702240103 Notifies that 870224 & 25 meetings between CYGNA & S&W rescheduled 
for just 870224.Relaied correspondence. 

WOOLDRIDGE.R.A. TU Electric (formerly Texas Utilities Generating Co.). 

WOOLDRIDGE, R.A. Worsham, Forsythe, Sampeis & Woolridge (formerly Worsham, 
Forsythe & Sampeis). #187 2563. 87/02/19. BLOCH.P.B., MCCOLLOM.K.A., 

JORDAN.W.H. Atomic Safety and Licensing Board Panel. 2pp. 39701:327-39701:328. 

8702250099 Reports matters re appearances of counsel. Law firm disqualified from fur- 
ther representation per end Dallas County, TX district court order.Ropes & Gray as- 
signed lead responsibility. 

WOOLDRIDGE.R.A. TU Electric (formerly Texas Utilities Generating Co.). 

WOOLDRIDGE.R.A. Worsham, Forsythe, Sampeis & Woolridge (formerly Worsham, 
Forsythe & Sampeis). #187 2566. 87/02/19. BLOCH.P.B., MCCOLLOM.KA., 

JORDAN.W.H. Atomic Safety and Licensing Board Panel. 6pp. 39722:328-39722:332. 

87 02250117 CASE Progress Rept (IV).* Submits fourth progress rept re portions of Co- 
manche Peak response team plan to be included in upcoming proceedings, per Board 
860606 memorandum & order. W/Certificate of Svc.Related correspondence. 

ELLIS, J. Citizens Association for Sound Energy. #187 2569. 87/02/20. 7pp. 
39722:353-39722:359. 

8702250127 Potential 1 0CFR50.55(e) items.* Forwards significant deficiency analysis 
repts received since ASLB provided w/ similar repts on 8701 29. Related correspond- 
ence. 

ELLIS, J. Citizens Association for Sound Energy. #187 2582. 87/02/20. BLOCH.P.B., 
JORDAN.W.H., MCCOLLOM.KA. Atomic Safety and Licensing Board Panel. Ip. 
39723:054-39723:074. 

8702250109 Advises that end corrected notification of 870224 meeting w/ 
Cygna, S&W, Ebasco Svcs Inc & Impell Corp in Glen Rose.TX re corrective actions on 
cable tray hangers & embedded plates delivered to V Noonan on 870220. Related cor- 
respondence. 

WOOLDRIDGE.R.A. TU Electric (formerly Texas Utilities Generating Co.). 
WOOLDRIDGE, R.A. Worsham, Forsythe, Sampeis & Woolridge (formerly Worsham, 
Forsythe & Sampeis). #187 2570. 87/02/23. BLOCH.P.B., JORDAN.W.H., 

MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. 3pp. 39723:001- 
39723:003. 


J. Insurance & indemnity information 

8702110104 Forwards Endorsement 19 to NELIA Policy NF-274 to fulfill financial re- 
quirements of 10CFR140.13 re License SNM-1912. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/01/22. 
KERR.G.W, Office of State Programs, Director. 2pp. 39579:216-39579:217. 


M. Antitrust correspondence 

8702030320 Confirms that Texas Municipal Agency will file antitrust OL review com- 
ments in response to Reg Guide 9.3 within 1 wk. 

NIST1CO.J.F. Fulbright & Jaworski. NISTICO.J.F. Texas Municipal Power Agency. 87/ 
01/13. FUNCHES.J.L. Planning & Program Analysis Staff (post 851125). LAMBE.W. 
NRC - No Detailed Affiliation Gwen. 2pp. 39490:258-39490:259. 
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Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus." W/o svc list. 

•EYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8702260348 Responds to NRC 881203 Itr re violations & deviations noted in Insp Repts 
50-445/86-01 & 50-446/86-01 .Corrective actions:Rev 27 to CP-QAP-16.1 issued on 
860813 to require placement of hold tags on nonconforming items. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/01/09. JOHNSON, E.H. Region 4, Office of Director. 7pp. 39750:020-39750:026. 

8702260354 Responds to NRC 861017 Itr re violations noted in Insp Repts 50-445/86- 
03 & 50-446/86-02.Corrective actions: Design Change Authorization 18,016 revised to 
delete specifics re wire size reduction.Engineering evaluation performed. 
COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/01/12. JOHNSON, E.H. Region 4, Office of Director. 38pp. 39749:343-39750:019. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020665 Forwards response to NRC 861031 Itr re violations noted in Insp Repts 50- 
445/86-14 & 50-446/86-11 on 860601-30. Corrective actions:NCR E-86-201710 
issued to identify damage to thermocouples.Receiving personnel will be retrained. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/01/16. 
JOHNSON, E.H. Region 4, Office of Director. 16pp. 39468:001-39468:016. 

8702020185 Ack receipt of 860709 & 1212 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-445/85-18 & 50-446/85-1 5, per NRC 860512 & 11 17 
Itrs.Violation A.2 re inspector certification files withdrawn. 

JOHNSON, E.H. NRC - No Detailed Affiliation Given. 87/01/20. COUNSIL.W.G. TU 
Electric (formerly Texas Utilities Generating Co.). 3pp. 39455:205-39455:234. 

8702040349 Suppls 861009 & 31 responses to violations noted in Insp Repts 50-445/ 
86-06 & 50-445 /86-04.Corrective actions:lnsp Instruction QI-QP-1 1.3-26 & Const Pro- 
cedure EEI-7 revised to address specific electrical erection spec requirements. 
COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/01/22. JOHNSON, E.H. Region 4, Office of Director. 3pp. 39501:054-39501:056. 

8702110010 Forwards revs to Comanche Peak Steam Electric Station manuals. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/01/26. 
NOONAN, V.S. Comanche Peak Project (Technical Review Team). 8pp. 39589:003- 
39590:177. 

-8702110039 Change Noire 1 to Rev 3 to Instruction QI-005, “Evaluation of Inspector 
Performance.” 

HANS.D., YOUNG.J.E., Zll I R. Evaluation Research Corp. 86/10/16. 5pp. 39589:011- 
39589:015. 

-8702110078 Change Notice 2 to Rev 1 to Instruction QI-012, “Reinsp of Instrumenta- 
tion Equipment/l-t-ININ." 

MERHAN.R.S., PATTERSON, A., ZILL.R. Evaluation Research Corp. 86/09/26. 2pp. 
39589:018-39589:019. 

-8702110219 Change Notice 2 to Rev 2 to Procedure QI-051, “Reinsp of Pipe Whip 

SUYJH.B., PATTERSON, A., ZILL.R. Evaluation Research Corp. 86/11/05. 2pp. 
39589:020-39589:021. 

-8702110227 Change Notice 1 to Rev 4 to Instruction Q-019, “Reinsp of Small Bore 
Pipe Supports." 

TABLERIAN.J., PATTERSON, A., ZILL.R. Evaluation Research Corp. 86/11/06. 2pp. 
39589:022-39589:023. 

-8702110238 Change Notice 4 to Rev 2 to Instruction QI-021, “Reinsp of Piping Sys 
Bolted Joint/Matl. 

JOYH.W., PATTERSON, A., ZILL.R. Evaluation Research Corp. 86/11/05. 4pp. 
39589:024-39589:027. 

-8702110247 Change Notice 1 to Rev 3 to Instruction Ql-027, “Reinsp of Large Bore 
Pipe Supports - Rigid." 

TABLERIAN.J., PATTERSON, A., ZILL.R.D. Evaluation Research Corp. 86/11/06. 2pp. 
39589:028-39589:029. 

-8702110258 Change Notice 1 to Rev 3 to Instruction QI-029, “Reinsp of Large Bore 
Pipes Supports - Non-Rigid." 

TALBIAN.J., PATTERSON, A., ZILL.R.D. Evaluation Research Corp. 86/11/10. 3pp. 
39589:030-39589:032. 

-8702110265 Rev 2 to Instruction QI-037, “Reinsp of Pipe Supports:TRT Issues-Pipe 
Supports in Room 77N, Safeguards Bldg, Unit 1." 

ZILL.R.D. Evaluation Research Corp. 86/10/10. 15pp. 39589:033-39589:047. 

-8702110293 Change Notice 1 to Rev 3 to Instruction QI-045, “Reinsp Procedures for 
Structural Steel.” 

PATTERSON, A., ZILL,R. Evaluation Research Corp. 86/10/24. 2pp. 39589:050- 
39589:051. 

-8702110298 Change Notice 2 to Rev 2 to Instruction QI-047, "Reinsp of Small Bore 
Pipe Welds/Matl." 

PATTERSON.A. Evaluation Research Corp. 86/12/09. 2pp. 39589:052-39589:053. 

-8702110307 Change Notice 2 to Rev 1 to Instruction QI-053, “Reinsp of Category I 
Conduit Supports/T-S-Cosp.” 

PATTERSON, A. Evaluation Research Corp. 86/10/31. 2pp. 39589:057-39589:058. 

-8702110313 Change Notice 1 to Rev 2 to Instruction QI-055, “Reinsp of Instrument 
Pipe/Tube Supports/l-S-lnsp." 

PATTERSON, A., ZILL.R. Evaluation Research Corp. 86/10/30. 2pp. 39589:059- 
39589:060. 

-8702110342 Rev 3 to Instruction QI-058, "Reinsp of Pipe Supports TRT Issues - 42 
Pipe Supports.” 

* Evaluation Research Corp. 86/10/10. 97pp. 39589:082-39589:175. 


-8702110345 Rev 4 to Instruction Ql-059, "Reinsp of Mechanical Equipment Installa- 
tion." 

NEFTER.G. Evaluation Research Corp. 86/11/04. 26pp. 39589:176-39589:201. 

-8702110352 Change Notice 3 to Rev 1 to Instruction QI-066, “Reinsp of Equipment 
Supports.” 

TALBIAN.J., PATTERSON.A. Evaluation Research Corp. 86/10/03. 2pp. 39589:202- 
39589:203. 

-8702110356 Change Notice 4 to Rev 1 to Instruction QI-066, “Reinsp of Equipment 
Supports.” 

TALBIAN.J., PATTERSON.A. Evaluation Research Corp. 86/11/10. 2pp. 39589:204- 
39589:205. 

-8702110366 Change Notice 2 to Rev 2 to Instruction QI-070, “Reinsp of Tubing 
Welds/Matl.” 

BEARD, J., PATTERSON.A. Evaluation Research Corp. 86/09/26. 3pp. 39589:211- 
39589:213. 

-8702110375 Change Notice 1 to Rev 1 to Instruction QI-071, "Reinsp of Lighting 
Cable/I-E-LITG." 

PERRINO.L.R., PATTERSON.A. Evaluation Research Corp. 86/11/07. 2pp. 
39589:214-39589:215. 

—8702110377 Change Notice 1 to Rev 1 to Instruction QI-039, “Reinsp of HVAC Ducts 
& Plenums." 

PATTERSON.A. Evaluation Research Corp. 86/11/25. 6pp. 39589:216-39589:221. 

-8702110450 Rev 1 to Procedure CPP-027, "Reinsp/Documentation Review of Pur- 
chased Safety-Related Matl & Equipment." 

ZILL.R.D, Evaluation Research Corp, 86/10/16. 17pp. 39589:252-39589:268. 

-8702110457 Change Notice 1 to Rev 1 to Procedure CPP-027, "Reinsp/ Documenta- 
tion Review of Purchased Safety-Related Matl & Equipment.” 

ZILL.R. Evaluation Research Corp. 86/10/23. 6pp. 39589:269-39589:274. 

8702100270 Forwards Rev 1 to Ebasco Svcs.lnc & Impell Corp “Evaluation & Resolu- 
tion of Generic Technical Issues for Cable Tray Hangers." Rev reflects update of ap- 
proach to resolving all issues re cable tray hangers at plant. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/01/27. Document Control Branch (Document Control Desk). 4pp. 39605:001- 
39627:243. 

-8702110130 Rev 6 to Instruction QI-QP-1 1.1 0-9, “Mod, Rework & As-Built Insp/Verifi- 
cation of Cable Tray Hangers in Unit 1." 

* TU Electric (formerly Texas Utilities Generating Co.). 86/10/13. 82pp. 39615:290- 
39616:011. 

8702040106 Suppls 860402 response to violations noted in Insp Repts 50-445/85-07 & 
50-446/85-05.Corrective actions:project directive issued emphasizing requirements for 
properly documenting design alternatives prior to const activities. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/01/28. Document Control Branch (Document Control Desk). 5pp. 39497:320- 
39497:324. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8702060154 Responds to violations & deviations noted in Insp Repts 50-445/86-15 & 
50-446/86-12 in June 1986, per 870120 & 0202 telcon requests for listed 
extensions.Corrective actions: procedures revised & engineering evaluation performed. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/02. Docu- 
ment Control Branch (Document Control Desk). 22pp. 39536:109-39536:130. 

8702090152 Forwards responses to violations noted in Insp Repts 50-445/84-32 & 50- 
446/84-11. Corrective actions:QA overview committee formed & meets on regular 
basis since Sept 1985 & Procedure DQP-CS-4 revised. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/02. Docu- 
ment Control Branch (Document Control Desk). 10pp. 39584:253-39584:262. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702170315 Forwards request for addl info re BISCO electrical penetration seals & 
NAMCO switches. Response requested by 870209. 

NOONAN, V.S. PWR Project Directorate 5. 87/02/03. COUNSIL.W.G. TU Electric (for- 
merly Texas Utilities Generating Co.). 6pp. 39672:026-39672:031. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Umitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp, 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702250295 Forwards request for addl info re Insp Repts 50-445/85-07, 50-446/85- 
05,50-445/85-14,50-446/85-11,50-445/85-16, 50-446/85-13,50-445/86-06 & 50-446/ 
86-04.Response by 870210 requested. 

NOONAN, V.S. PWR Project Directorate 5. 87/02/05. COUNSIL.W.G. TU Electric (for- 
merly Texas Utilities Generating Co.). 4pp. 39743:163-39743:166. 
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8702100445 Responds to NRC 861222 Itr re violations noted in Insp Repts 50-445/86- 
15 & 50-446/86-1 2.Corrective actions:Procedure CP-CPM-7.3A revised to incorporate 
methods implemented to control insp traceability of identical fabricated items. 
COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/06. Document Control Branch (Document Control Desk). 3pp. 39577:343- 
39577:345. 

8702110170 Forwards addl info re BISCO electrical penetration seals & penetration 
switches, per IE Bulletin 79-28 & 870201 & 06 requests.Related documentation end. 
COUNSIL.W.G., WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/09. Document Control Branch (Document Control Desk). 23pp. 39579:324- 
39579:346. 

8702110255 Responds to 870205 request for addl info re Insp Repts 50-445/85-07,50- 
446/85-05,50-445/85-14,50-446/85-1 1 , 50-445/85-16,50-446/85-13,50-445/86-06 & 
50-446/86-04. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/10. Docu- 
ment Control Branch (Document Control Desk). 39pp. 39580:112-39580:150. 

8702170638 Ack receipt of 861009,31 & 870122 Itrs informing NRC of steps taken to 
correct violations noted in Insp Repts 50-445/86-06 & 50-446/86-04. 

JOHNSON, E.H. Region 4, Office of Director. 87/02/10. COUNSIL.W.G. TU Electric 
(formerly Texas Utilities Generating Co.). 2pp. 39654:351-39654:355. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “End of Vital Equipment Within Designated Vital 
Ardss 11 Svc list one! 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702200223 Forwards responses to 870205 request for info re Insp Repts 50-445/85- 
07,50-446/85-05.50-445/85-14,50-446/85-11.50-445/85-16,50-446/85-13,50-445/86- 
06 & 50-446/86-04. Statistical analysis of concrete tests also end. 

COUNSIL.W.G., WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/13. Document Control Branch (Document Control Desk). 21pp. 39700:254- 
39700:274. 

8702240431 Forwards Const Insp Repts 50-445/86-25 & 50-446/86-21 on 860901- 
30.No violation or deviation noted.Actions taken to correct previously identified insp 
findings examined. 

JOHNSON.E.H. Region 4, Office of Director. 87/02/17. COUNSIL.W.G. TU Electric 
(formerly Texas Utilities Generating Co.). 3pp. 39721:183-39721:194. 

-8702240438 Const Insp Repts 50-445/86-25 & 50-446/86-21 on 860901-30. No viola- 
tion or deviation noted.Major areas inspected: previous insp findings, posting of NRC 
regulations, safety injection pipe welding & fire protection/prevention. 

PHILLIPS, H.S., SPESSARD.R.L., BARNES, I. Region 4, Office of Director. 87/02/13. 
9pp. 39721:186-39721:194. 

8702260315 Responds to NRC 861222 Itr re violations & deviations noted in Insp Repts 
50-445/86-07 & 50-446/ 86-05 . Requests for extensions for listed violations & devi- 
ations granted, per 870120,0206 & 13 telcons.Corrective actions end. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/18. Document Control Branch (Document Control Desk). 33pp. 39752:003- 
39752:035. 

8702250084 Insp Rept 50-445/86-27 is canceled. 

JOHNSON.E.H. Region 4, Office of Director. 87/02/19. COUNSIL.W.G. TU Electric 
(formerly Texas Utilities Generating Co.). 2pp. 39724:107-39724:108. 

8702250302 Ack receipt of 870119 itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-445/85-14 & 50-446/85-11. 

JOHNSON, EH. Region 4, Office of Director. 87/02/19. COUNSIL.W.G. TU Electric 
(formerly Texas Utilities Generating Co.). 2pp. 39727:299-39727:302. 

8702250452 Ack receipt of 870116 Itr in response to NRC 861031 Itr & notice of viola- 
tion in Insp Repts 50-445/86-14 & 50-446/86-1 1 .Agrees that stated condition not vio- 
lation of facility procedure.ltem B.5 withdrawn. 

JOHNSON, E.H. Region 4, Office of Director. 87/02/19. COUNSIL.W.G. TU Electric 
(formerly Texas Utilities Generating Co.). 2pp. 39728:131-39728:148. 

8702260033 Forwards addl response to NRC 861230 Itr re violations noted in Insp 
Repts 50-445/85-07 & 50-446/85-05.Corrective action$:output voltage spec changed 
& documented in Halmar Test Procedure TP-001 . 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/20. Docu- 
ment Control Branch (Document Control Desk). 3pp. 39751:098-39751:100. 

8702280271 Clarities 860905 response to notices of violation & deviation from Insp 
Repts 50-445/85-16 & 50-446/ 85- 1 3 . Lists criteria to be utilized in developing re- 
sponses for past & future insp repts. 

COUN$IL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/20. Docu- 
ment Control Branch (Document Control Desk). 2pp. 39751:231-39751:232. 


S. Reportable occurrences, LERs & related correspondence 

6702020437 Interim Deficiency Rept CP-86-62 re misinterpretation of polar crane load 
casesJnitialiy reported on 861 003. Analysis of crane rail structure acceptability under 
evaluation by third-party reviewers.Next rept expected by 870330. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/01/26. Docu- 
h (Document Control Desk). 1 p. 39449:1 54-39449: 1 54. 


8702020450 Interim Deficiency Rept CP-86-40 re procurement & use of nonqualified 
Agastat relays in Class IE applications. Initially reported on 861010.Corrective actions 
will be taken upon review completion.Next rept by 870306. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/01/26. 
JOHNSON.E.H. Region 4, Office of Director. Ip. 39449:240-39449:240. 

8702020348 Interim Deficiency Rept CP-86-51 re anchor bolts supplied by Hilti.lnitially 
reported on 86071 7.Rev to technical documents not required based on comparison of 
revised allowable loads. Next rept will be submitted by 870320. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/01/27. Docu- 
ment Control Branch (Document Control Desk). Ip. 39468:268-39468:268. 

8702020370 Interim Deficiency Rept CP-86-79 re over-torqued Westinghouse AR 
relays.Efforts to secure confirmation of relay operability from vendor in process.lnitialiy 
reported on 861 107.Next rept expected by 870330. 

KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 87/01/27. Docu- 
ment Control Branch (Document Control Desk). Ip. 39468:267-39468:267. 

8702040091 Interim Deficiency Rept CP-85-35 re cable tray hanger design.lnitially re- 
ported on 861 021 .Support testing & verification programs continuing.Next rept expect- 
ed by 870706. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/01/30. Document Control Branch (Document Control Desk). Ip. 39497:099- 
39497:099. 

8702040109 interim Deficiency Rept CP-86-07 re svc water sys leakage. Initially report- 
ed on 86041 1 .Pipeline coating insps underway for Unit 1 & planned for Unit 2.Next 
rept expected by 870327. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/01/30. Document Control Branch (Document Control Desk). Ip. 39497:325- 
39497:325. 

8702040115 Interim Deficiency Rept CP-86-49 re Conax adaptor modules & electrical 
penetrations.lnitially reported on 861010. Procurement & module replacement 
continuing.Next rept expected by 870619. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/01/30. Document Control Branch (Document Control Desk). Ip. 39497:330- 
39497:330. 

8702040123 Interim Deficiency Rept CP-85-53 re Seismic Category II platforms.lnitially 
reported on 851220-Reinsp & subsequent engineering evaluation initiated.Next rept 
expected by 870422. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/01/30. Document Control Branch (Document Control Desk). Ip. 39497:334- 
39497:334. 

8702040132 Interim Deficiency Rept CP-87-01 re static computer for safeguards 
bidg.lnitially reported on 870114.Design basis consolidation program evaluation 
continuing.Next rept by 870729. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/01/30. Document Control Branch (Document Control Desk). Ip. 39495:162- 
39495:162. 

8702090493 Interim Deficiency Rept CP-86-63 re pipe support installations.lnitially re- 
ported on 86101 6.Requirements for hardware validation program incorporated into ap- 
plicable QA procedures. Next rept will be submitted by 870420. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/02. Docu- 
ment Control Branch (Document Control Desk). Ip. 39558:009-39558:009. 

8702120469 Interim Deficiency Rept CP-86-38 re installation & insp criteria for cable 
runs used as device pigtail extensions. Initially reported on 860527.Field verification 
effort to obtain cable continuing.Next rept expected by 870521. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/04. Document Control Branch (Document Control Desk). Ip. 39627:318- 
39627:318. 

8702100345 Interim Deficiency Rept CP-86-11 re linear indication on impellers for com- 
ponent cooling water (CCW) pumps.lnitially reported on 860623.lnsp & repair of Train 
A CCW pump impeller completed for Unit 1 .Next rept expected by 870904. 
COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/06. Document Control Branch (Document Control Desk). Ip. 39578:222- 
39578:222. 

8702100364 Interim Deficiency Rept CP-86-81 re calculations for balance-of-plant 
safety-related instrument setpoints. Initially reported on 861107.Evaluation of issue 
being conducted by S&W.Next rept expected by 870729. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/06. Docu- 
ment Control Branch (Document Control Desk). Ip. 39571:026-39571:026. 

8702100403 Interim Deficiency Rept CP-86-64 re protective coatings of diesel fuel oil 
storage tanks.lnitially reported on 860904. Evaluation continuing.lmpact of IE Info 
Notice 87-004 on issue being assessed.Next rept expected by 870326. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/06. Document Control Branch (Document Control Desk). Ip. 39577:348- 
39577:348. 

8702170109 Interim Deficiency Rept CP-86-45 re interaction of Category II structures & 
components w/Seismic Category I structures. Initially reported on 860606.Engineering 
evaluation will be completed by Aug 1987.Next rept will be submitted by 870911. 
COUNSIL.W.G. TU Electric (formeriy Texas Utilities Generating Co.). 87/02/06. Docu- 
ment Control Branch (Document Control Desk). Ip. 39648:250-39648:250. 

8702190042 Interim Deficiency Rept CP-86-37 re firing board assemblies & amplifier 
boards in battery charges that do not conform to vendor drawings.lnitially reported on 
86051 4.Review of procurement processses continuing.Next rept by 870508. 
COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/11. Document Control Branch (Document Control Desk). Ip. 39680:085- 
39680:085. 

8702190022 Interim Deficiency Rept CP-85-39 re equipment conduit not installed in ac- 
cordance w/design documents.lnitially reported on 86091 8.Evaluation of sample re- 
sults adequacy to entire cable population in progress.Next rept by 870515. 
COUNSIL.W.G., WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.), 
87/02/12. Document Control Branch (Document Control Desk). 2pp. 39680:182- 
39680:183. 



DOCKETED ITEMS 213 


8702200238 Interim Deficiency Rept CP-86-60 re gaps between polar crane girder & 
girder support brackets.Initially reported on 860904. Preliminary review results have not 
indicated reportable condition.Next rept expected by 870506. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/13. Docu- 
ment Control Branch (Document Control Desk). Ip. 39700:275-39700:275. 

8702200254 Interim Deficiency Rept CP-86-04 re placement of inserts in proximity of 
loaded embedded plates & design/const requirements for mm separation of welded 
attachments to embedded strip plates.Next rept expected by 870429. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating CoO- 87/02/13. Docu- 
ment Control Branch (Document Control Desk). 3pp. 39700:078-39700:080. 

8702200268 Final Deficiency Rept CP-86-44 re design/const requirements for min sepa- 
ration of welded attachments to embedded strip plates. Initially reported on 
860605.Scope of SDAR CP-86-04 expanded to include deficiency identified in SDAR 
CP-8 6-4 4 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/13. Docu- 
ment Control Branch (Document Control Desk). Ip. 39700:077-39700:077. 

8702200300 Interim Deficiency Rept CP-86-83 re use of separation barrier mat! on 
power cables & power raceways.lnitialfy reported on 8 6 1 208 . Eva I uation of conductor 
temp of power cables scheduled for 870228.Next rept expected by 870323 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating ^.87/02/13. Docu- 
ment Control Branch (Document Control Desk). 1 p. 39700:076-39700:076. 



8702260161 Interim Deficiency Rept CP-86-67 re preoperational vibrational test 
criteria. I nitially reported on 860926. Evaluation contmumg.Next rept expected by 
870319 

COUNSIL.W.G., MARSHALL.J.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/19. Document Control Branch (Document Control Desk). Ip. 39751.359- 
39751:359. 

8702260196 Final Deficiency Rept CP-86-75 re ASCO solenoid valves in piston air actu- 
ators of PAPCO dampers Initially reported on 

diaphrams, seals & O-rings of valves replaced. Issue not reportable per 10CFR50.55(e . 
COUNSIL.W.G., KEELEV.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/19. Document Control Branch (Document Control Desk). 2pp. 39740.035- 
39740:036. 

8702260145 Interim Deficiency Rept CP-86-54 re design ^installation of control room 
ceiling.lnitially reported on 861 003. Resolution of openQC insp items continuing & 
scheduled for completion by 870630.Next rept will be submitted by 870721. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generatng Co). ®7/02/20. Docu- 
ment Control Branch (Document Control Desk). Ip. 39739:332-39739:332. 

8702260159 Interim Deficiency Rept CP-86-36 re large bore piping I* 
reported on 860609.Continued engineenng evaluation has not identified addl report- 

able instances.Next rept will be submitted by 870410. n 

COUNSIL.W.G. TU Electric (formerly Texas Utilities ^©berating Co). 87/02/20. Docu- 
ment Control Branch (Document Control Desk). 2pp. 39739:228-39739:229. 

8702260184 Interim Deficiency Rept CP-86-72 re reverification of small ^re piping & 
supports.lnitially reported on 860609. Continuing engineenng evaluation found no addl 
reportable instances.Next rept will be submitted by 870410. _ 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). ®7/02/20. Doc 
ment Control Branch (Document Control Desk). 2pp. 39737:277-39737:278. 

8702260211 Interim Deficiency Rept CP-86-53 re seismic design o f con jl u itsJnib'ally re- 
ported on 861 021. Testing program underway to evaluate ability of adhesives or 
clamps applied to couplings.Next rept expected by 870331 . n , ;n . /on , 

COU&SIL.W.G. TU Electnc (formeriy Texas Utilities 
ment Control Branch (Document Control Desk). Ip. 39740.025-39740.025. 

T. Hearing transcripts on non-antitrust matters 

8702020347 Transcript of 870129 hearing in Bethesda.MD.Pp 1-82. OQ , c . ., 7 

* Atomic Safety and Licensing Appeal Panel. 87/01/29. 84pp. 39451:184-39451.267. 

DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 2 

A. Applicatlon/construction stage documents & correspondence 

8110210076 Confirms 811002 telcon request for reporter to P | JP ar ®JI® n f^P t of 
IiOTs^CaN^oJ^I the Secretary of 
the Commission. I p. 39781:121-39781:130. 

Diablo Canyon, floating nuclear 

informed of control rod drive 


Advises that ASLBs for 


—8209290285 Mavises mm ngu,® 

plants, Summer.Callaway 1 & Comanche Peak will be 

Assistant Director for Uoens- 

ing. 1 p. 39782:1 89-39782:1 98. 

aa 12020053 Forwards advance copy of FSAR rev re heat treatment & shotpeening on 
W^T™™*** * Sonproprietanr WCAP-1 1 174.W/0 proprietary W<*AP- 
1 1 1 75 & WCAP-1 1 1 27 & nonproprietary WCAP-1 1 1 26 86/11/24 

COUNSIL.W.G. TU Electnc (formerly Texas Utilities Generating Co.). 

NOONAN ,V.S. Comanche Peak Project (Technical Review Team). 2pp. 39570.158- 
39570:211. 

2pp. 39509:304-39509:305. 


8702110010 Forwards revs to Comanche Peak Steam Electnc Station manuals. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 

NOONAN, V.S. Comanche Peak Project (Technical Review Team). 8pp. 39589:003- 
39590:177. 

-8702110054 Notice of cancellation to Rev 3 to Instruction QI-009, "Document Review 

GRAYSON,' R.K.f PATTERSON, A., ZILL.R. Evaluation Research Corp. 86/12/04. 2pp. 
39589:016-39589:017. 

-8702110277 Change Notice 2 to Rev 1 to Instruction Qi-042, "Documentation Review 
of Field Fabricated Tanks." _ , . „ . - „ oeHft/00 

BECKFORD.R., PATTERSON, A. Evaluation Research Corp. 86/10/29. 2pp. 
39589:048-39589:049. 

-8702110304 Change Notice 2 to Rev 1 to Instruction QI-052, "Documentation Review 
SI nSh , a^EvaSuatoi^R esearch Corp. 86/10/24. 3pp. 39589:054-39589:056. 
—8702110317 Rev 7 to Instruction Qi-057, “Documentation Review of Fill & Backfill 
PATTERSON, A. Evaluation Research Corp. 86/11/03. 21pp. 39589:061-39589:081. 

-8702110361 Rev 2 to Instruction QI-069, "Documentation ©* 

BEASLEY.C., PATTERSON, A. Evaluation Research Corp. 86/10/08. 5pp. 39589.206- 
39589:210. 

-8702110391 Change Notice 2 to Rev 7 to Procedure CPP-010, “Preparation of Devi- 

z!lL, R evaluation Research Corp. 86/10/03. 2pp. 39589:222-39589:223. 

-8702110399 Change Notice 2 to Rev 2 to Procedure CPP-011. “Evaluations of Ad- 
verse Trend Analyses, Const Deficiencies & QA/QC 

ZILLR., HANSEL, J.L Evaluation Research Corp. 86/10/03. 2pp. 39589.224- 
39589:225. 

-8702110407 Change Notice 1 to Rev 2 to Procedure CPP-012, “QA/QC Interface W/ 
Evaluation Research Corp. 86/10/03. 2pp. 39589:226-39589:227. 

-8702110414 Notice of Cancellation to Rev 1 t0 f r< ^ ure £^wno’ Td®'’ 39589*230- 
JONES J.A., ZILL.R.D. Evaluation Research Corp. 86/10/03. Ip. 39589.230 

39589:230. 

-8702110420 Rev 3 to Procedure CPP-014, “For Collective Evaluation of Const QA/QC 
Jo3^J.A°Eva(ua^)n Research Corp. 86/10/03. 14pp. 39589:231-39589:244. 
—8702110425 Change Notice 1 to Rev 3 to Procedure CPP-016, “Safety Significance 
ZIU^R^Evaluafcn Research Corp. 86/10/03. 2pp. 39589:245-39589:246. 

ME 0»e a U5„Uos Generating Co.,. 
88/11/12. 17pp. 39589:275-39589:291. 

-8702110433 Change Notice 1 to Rev 2 to Procedure CPP-017, "Preparation of QA/QC 
z[LL,R m Evaluation Research Corp. 86/10/23. 3pp. 39589:247-39589:249. 

-8702110438 Change Notice 1 to Rev 2 to Procedure CPP-020, “Out-of-Scope Obser- 
ZH JU R. Evaluation Research Corp. 86/10/03. 2pp. 39589:250-39589:251. 

—6702110 44 7 Rev 0 to Procedure DI-C/S-003, "Administrative Review of DAP Civil/ 
Stmcturai^Checklist^ctric ^ {ormeriy Texas Utilities Generating Co.). 86/11/10. 22pp. 
39589:292-39589:313. 

-8702110454 Addendum 1 to Rev 0 to Procedure DAP-DI-M-001 , “Mechanical Disct- 

Sou^E^^,F.A.^ C Bectric (formerly Texas Utilities Generating Co.). 86/12/23. Ip. 
39589:314-39589:314. 

-8702110464 Rev 0 to Procedure DAP-DI-M001, "Mechanical Administrative Review In- 

DOUGHERTY.F.A. TU Electric (formerly Texas Utilities Generating Co.), 86/10/31. 
19pp. 39589:315-39589:333. 

-8702110471 Rev 1 to Procedure DAP-DI-M002, "Mechanical Administrative Review In- 

TOUGHERTY.F.A., SCHAFER, R.S. TU Electric (formerly Texas Utilities Generating 
Co.). 87/01 /06. 24pp. 39589:334-39589:357. 

-8702110474 Rev 0 to Procedure DI-M-003, “Technical Adequacy Review of NCRs.Rev 

DOUGHERTY.FA, SCHAFER, R.S., TURI.P. TU Electric (formerly Texas Utilities Gen- 
erating Co.). 87/01/07. 10pp. 39589:358-39590:006. 

-8702110476 Rev 0 to Procedure DAP-DI-EIC-003, “Administrative Review of EIC 

DOU 9 GHEffrY!'?A." BROSNAN.D.F., YEAGER, R.W TU Electric (lofmerly Texas Utili- 
ties Generating Co.). 86/11/25. 19pp. 39590:007-39590:025. 

—8702110477 Rev 5 to Procedure DAP-2, “Documentation & Tracking of Issues & Dis- 

DOLKBHERTY.F.A. TU Electric (formerly Texas Utilities Generating Co.). 86/11/07. 
70pp. 39590:026-39590:095. 

-8702110480 Rev 2 to Procedure DAP-7, “Trending & Generic Implications Evalua- 

DOUGHERTY.F.A. TU Electric (formerly Texas Utilities Generating Co.). 86/11/07. 
82pp. 39590:096-39590:177. 

—8702120296 Change Notice 2 to Rev 2 to Procedure CPP-012, “QA/QC Interface W/ 
Constructor & Texas Util Generating Co.” oncon.ooo 

• Evaluation Research Corp. 86/11/10. 2pp. 39589:228-39589:229. 



8702100270 Forwards Rev 1 to Ebasco Svcs.lnc & Impell Corp “Evaluation & Resolu- 
tion of Generic Technical Issues for Cable Tray Hangers." Rev reflects update of ap- 
proach to resolving all issues re cable tray hangers at plant. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/01/27. Document Control Branch (Document Control Desk). 4pp. 39605:001- 
39627:243. 

-8702100274 Rev 1 to “Generic Issues Rept Evaluation & Resolution of Generic Tech- 
nical Issues for Cable Tray Hangers." 

* TU Electric (formerly Texas Utilities Generating Co.). * Ebasco Services, Inc. (subs, 
of Enserch Corp.). * Impell Corp. 87/01/21. 150pp. 39605:004-39605:179. 

-8702100309 Rev 3 to Calculation M-25, “Base Plate Prying Action Factors." 

RAMSEY, B.L. Impell Corp. 86/08/25. 175pp. 39605:180-39607:050. 

-8702100312 Rev 1 to Calculation M-04, “Base Angle Stiffness.” 

WONG.C.Y. Impell Corp. 86/03/21. 62pp. 39607:051-39607:099. 

-8702100318 Rev 2 to Calculation M-10, "Cable Tray - Clip Angle Stiffness." 
WONG.C.Y. Impell Corp. 86/10/15. 425pp. 39607:100-39608:271. 


-8702110092 Rev 1 to Vol I, Book 9, Parts 1-3, “Multimode Response Multiple Studies 
(Models 1 & 2).” 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-2 B09 VI R01. 86/06/16. 
200pp. 39619:139-39620:193. 

-8702110097 Rev 1 to Vol I, Book 9,Part 4, “Multimode Response Multiplier Studies 
(Models 1A & IB)." 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-6 B09 PT4 VI R1. 86/06/ 
1 6. 1 1 5pp. 39620: 1 94-39620:307. 

-8702110107 Vol I.Book 9, Part 5, “Multimode Response Multiplier at Stress Level - 
Studies (Model 1).” 

* TU Electric (formerly Texas Utilities Generating Co.). 87/01/15. 86pp. e. 39617:298- 
39618:022. 

-8702110111 Vol I, Book 9, Part 6, “Multimode Response Multiplier at Stress Level - 
Studies (Model 1A & 2)." 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-6 B09 PT06 VI. 87/01/ 
15. 500pp. 39618:023-39618:300. 


-8702100323 Rev 2 to Calculation M-12, “Qualification Procedures for Cable Tray Sup- 
port Evaluation.” 

* Impell Corp. 86/10/10. 109pp. 39608:272-39609:017. 

-8702100326 Rev 2 to Calculation 020-040-MI 9, “Clip Stiffness Production Value." 

* Impell Corp. 86/11/07. 40pp. 39609:018-39609:057. 

-8702100330 Rev 0 to Calculation M-27, “Thermal Load Position Paper." 

* Impell Corp. 86/05/29. 4pp. 39609:058-39609:061. 


-8702110113 Vol I.Book 9,Part 7, “Multimode Response Multiplier for Cable Tray 
Clamps.” 

* TU Electric (formerly Texas Utilities Generating Co.). 87/01/15. 42pp. 39618:301- 
39618:342. 


-8702110115 Rev 1 to Vol I.Book 10, "Multimode Response Multiplier - Studies (Model 
3)." 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-2 B10 VI R01. 86/06/16. 
93pp. 39618:343-39619:073. 


-8702100332 Rev 0 to Calculation M-28, “Justification of Clip Modeling Procedure." 
ASHLEY, G.R. Impell Corp. 86/08/31. 69pp. 39609:062-39609:130. 

-8702100339 Rev 1 to “Effective-Length Factors for Buckling of Cable Tray Supports." 
DESMOND, T.P., DERMITZAKIS.S., EIDINGER.J.M. Impell Corp. 01-0210-1470 R01. 
86/05/31. 44pp. 39609:131-39609:300. 

-8702100343 Rev 4 to Calculation M-03, “Cable Tray Properties.” 

YING.H.T. Impell Corp. 86/10/31. 87pp. 39609:301-39610:027. 

-8702100347 Rev 0 to Calculation M-39, “Siderail Extension Study." 

YING.H.T. Impell Corp. 86/05/27. 49pp. 39610:028-39610:076. 

-8702100362 Rev 12 to "Cable Tray Supports, Review Issues List.” 

* CYGNA Energy Services. 85/11/20. 150pp. 39610:341-39611:129. 


-8702110120 Vol I.Book 11, “Concrete Compressive Stresses Under Cable Tray Hang- 
ers Anchorage Shims & Base Plates.” 

* TU Electric (formerly Texas Utilities Generating Co.). 87/01/15. 54pp. 39619:074- 
39619:126. 

-8702110121 Vol I.Book 12, “Cable Tray Hangers Anchorage Base Plate Flexibility 
Study." 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-6 B12 VI. 87/01/15. 
1 3pp. 3961 9:1 27-3961 9:1 38. 

-8702110124 Rev 1 to Vol I.Book 15, “Cable Tray Dynamic Load Redistribution Ef- 
fects.” 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-6 B15 VI R01. 86/11/13. 
436pp. 39616:247-39617:297. 


-8702100372 Rev 1 to TNE-FVM-CS-019, “Field Verification Method Unit 2 Cable Tray 
Selected Attributes As-Builting Program." 

* TU Electric (formerly Texas Utilities Generating Co.). 86/10/14. 16pp. 39611:199- 
39611:214. 

-8702100383 Rev 1 to TNE-FVM-CS-003, “Field Verification Method Unit 2 Cable Tray 
Hanger As-Builting & Design Adequacy Verification Program." 

* TU Electric (formerly Texas Utilities Generating Co.). 86/10/31. 47pp. 39611:338- 
39612:036. 

-8702100424 Rev 12 to TNE-AD-4, "Control of Engineering Documents." 

* TU Electric (formerly Texas Utilities Generating Co.). 86/09/19. 15pp. 39612:037- 
39612:051. 

-8702100426 Rev 12 to ECE-AD-1, "Organization." 

* TU Electric (formerly Texas Utilities Generating Co.). 86/12/22. 34pp. 39612:052- 
39612:085. 

-8702100435 Rev 5 to App K, “Instructions for Calculation Package Preparation for 
Cable Tray & HVAC Hangers." 

HARRISON, P., REBECCA, L., BIRGY.E. Ebasco Services, Inc. (subs, of Enserch 
Corp.). 86/12/01. 26pp. 39612:086-39613:292. 

-8702110048 Rev 6 to SAG.CP3, “Seismic Design Criteria for Cable Tray Hangers for 
Comanche Peak Steam Electric Station Unit 2." 

HARRISON, P., SCHOPPMANN.H., HETTINGER, F. Ebasco Services, Inc. (subs, of En- 
serch Corp.). 87/01/15. 145pp. 39614:075-39614:215. 

-8702110052 Rev 4 to "General Instructions for Cable Tray Hanger Analysis for Co- 
manche Peak Steam Electric Station Units 1 & 2." 

HARRISON, P., SCHOPPMANN.H., HETTINGER.F. Ebasco Services, Inc. (subs, of En- 
serch Corp.). 87/01/15. 400pp. 39614:216-39615:214. 

-8702110060 Vol I.Book 1, Parts 1-4, "General Input Data.” 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-6 B01 V01. 87/01/15. 
2,000pp. 39622:043-39626:305. 


-8702110127 Rev 1 to Vol I.Book 16, “Cable Tray Hangers Dimensional Tolerances." 
* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-6 B16 VI R01. 86/09/19. 
106pp. 39616:139-39616:246. 

-8702110128 Rev 3 to SAG CP5-4/86, “Spec for Dynamic Test of Cable Tray Hanger 
Sys for Comanche Peak Electric Steam Station.” 

SHI.Z.T., ODAR.E., KANAKARIS.G. Ebasco Services, Inc. (subs, of Enserch Corp.). 
86/04/21. 75pp. 39615:215-39615:289. 

-8702120435 Rev 1 to "Procedure for Grouping Cable Tray Hangers for Comanche 
Peak Steam Electric Station Units 1 & 2.” 

FONG.D. Ebasco Services, Inc. (subs, of Enserch Corp.). 85/12/13. 16pp. 39621:346- 
39622:001. 

-8702130112 Rev 2 to SAG.CP1 1, “Sys Analysis of Cable Tray & Hanger Assembly for 
Comanche Peak Steam Electric Station, Units 1 & 2." 

CHENG, R.C., CHEN.S.J., ALEXANDRU.R. Ebasco Services, Inc. (subs, of Enserch 
Corp.). 87/01/15. 45pp. 39616:094-39616:138. 

8702040052 Forwards corrective action program components & responsibilities & prod- 
ucts established by util in response to 861231 requests. 

COUNSIL.W.G., WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.). 
87/01/29. Document Control Branch (Document Control Desk). 28pp. 39498:054- 
39498:081. 

8702090366 Final response to FOIA request re Comanche Peak response team 
activities. App A documents already in PDR. Forwards App B documents. 
GRIMSLEY.D.H. Division of Rules and Records. 87/01/29. GARDE, B.P. Government 
Accountability Project. 3pp. 39576:001-39577:028. 

-8507080070 Advises of meetings scheduled for 850701,10,17 & 31 in Bethesda,MD to 
discuss util program plan.NRC response will be sent to util by 850807. 

NOONAN, V.S. Comanche Peak Project (Technical Review Team). 85/06/27. 
SHAO.L., LIVERMORE, H., BOSNAK.R. NRC - No Detailed Affiliation Given. Ip. 
39576:178-39576:178. 


-8702110063 Rev 3 to Vol I.Book 2, “Computer Related Info." 

* TU Electric (formerly Texas Utilities Generating Co.). 86/07/11. 400pp. 39626:306- 
39627:243. 

-87021 10072 Rev 1 to Vol I.Book 3, “Prying Action Factors & Formulas for Evaluating 
Anchor Bolts.'* 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-2 B03 VI R01. 86/04/24. 
350pp. 39620:308-39621:215. 

-8702110077 Rev 1 to Vol I.Book 6, “Cable Tray Hangers Buckling Study." 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-6 B06 VI R01. 86/05/30. 
150pp. 39621:216-39621:306. 

-87021 10079 Rev 1 to Vol I.Book 7, “Cable Tray Hanger Load Location Studies.” 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-2 B07 VI R01. 86/02/20. 
24pp. 39621:307-39621:330. 

—8702110084 Vol I.Book 8, "Cable Tray Hanger Geometry Grouping." 

* TU Electric (formerly Texas Utilities Generatina Co v 7n.rvc one ^7/01/15. 
15pp. 39621:331-3Qfio*i-<»' c 


—8507180554 Forwards organization chart & roster for sys/operations group of Coman- 
che Peak Task Force to do used for meeting objectives of end NRC 850702 plan for 
review & audit of util design & const adequacy program plan. 

CALVO.J.A. Comanche Peak Project (Technical Review Team). 85/07/08. 

NOONAN, V.S. Comanche Peak Project (Technical Review Team). 4pp. 39576:165- 
39576:177. 

-8507180557 Forwards NRC plan for review of util design & const adequacy review 
program.Organization chart also end. 

CALVO.J.A. Comanche Peak Project (Technical Review Team). 85/07/02. 

NOONAN.V.S. Comanche Peak Project (Technical Review Team). Ip. 39576:156- 
39576:156. 

-8508080104 Responds to request for comments on Comanche Peak response team 
program plan.Plan contains most elements required for adequate implementation of 
action plans for review of design & constDetailed comments end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 85/07/31. 
NOONAN.V.S. Comanche Peak Project (Technical Review Team). 4pp. 39577:025- 
39577:028. 


-D Re- -8512110601 Forwards final schedule for review of Comanche Peak Review Team Pro- 

qual to gram Plan.Efforts should be focused toward meeting schedule as item of high 

priority.Written evaluation should be provided to A Vietti-Cook. 

01/15. NOONAN.V.S. PWR Project Directorate 5. 85/11/26. CALVO.J. NRC - No Detailed 

Affiliation Given. 2pp. 39576:269-39576:270. 
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-8602110471 Trip rept of 851202-03 visit to TERA ofcs in Bethesda.MD to audit docu- 
mentation supporting initial level of homogeneity for design activities review Procedure 
DAP-21 that will be implemented to validate homogeneity. 

KNOX.J.L. Comanche Peak Project (Technical Review Team). 86/01/16. 
MARINOS, E.C. Comanche Peak Project (Technical Review Team). 11pp. 39577:012- 
39577:022. 

~8602250142 Trip Rept 2200 of 860117 site visit re HVAC hanger program audit.Status 
of licensee steam electric station seismic qualification rept of seismic Category 1 duct 
work & hangers changed from “approved" to “not approved" on 860121. 

RIVARD.J.J. Teledyne Engineering Services. 86/01/17. Teledyne Engineering Serv- 
ices. 3pp. 39577:009-39577:01 1 . 

“8605290133 Trip rept of 860505-07 site visit to attend civil/structura! issues audit 
meetings.Audit attendee list & agenda end. 

DEGRASSI.G. Brookhaven National Laboratory. 86/05/21. JENG,D. NRC - No De- 
tailed Affiliation Given. 96pp. 39576:282-39577:008. 

“8606230101 Forwards review of safety-significant evaluations (SSE) of const devi- 
ations in civil/structural populations.Tentative schedule for SSE & App P issues 
deemed inappropriate based on current contractual requirements. 

LANDERS.D.F. Teledyne Engineering Services. 86/06/18. NOONAN, V. Comanche 
Peak Project (Technical Review Team). 4pp. 39576:140-39576:143. 

“8609160363 Trip rept of attendance at 860821 meeting in Arlington.TX re util plans for 
plant issues.Summaries of observations listed. 

ASHAR.H. Engineering Branch (PWR-A). 86/09/03. BALLARD, R. Engineering Branch 
(PWR-A). 12pp. 39576:271-39576:281. 

-8702090403 Discusses review of util 851122 responses including QA/QC 
ISAPS.Comanche Peak Review Team program plan consistent w/ 10CFR50,App B. 
HALE,C.J. Comanche Peak Project (Technical Review Team). 85/12/18. 
NOONAN, V.S. Comanche Peak Project (Technical Review Team). 2pp. 39576:006- 
39576:007. 

“8702090422 Forwards Teledyne Engineering Svcs Technical Rept TR-6410-1, "Execu- 
tive Summary Technical Evaluation Rept on Comanche Peak Response Team Pro- 
gram Plan & Issue-Specific Action Plans, Rev 2," Books 1 & 2. 

LANDERS, D.F. Teledyne Engineering Services. 85/07/29. TRAMMELL, C. Division of 
Licensing (800428-851124). Ip. 39576:008-39576:008. 

“8702090441 “Executive Summary Technical Evaluation Rept on Comanche Peak Re- 
sponse Team Program Plan & Issue-Specific Action Plans, Rev 2," Books 1 & 2. 

* Teledyne Engineering Services. TR-6410-1. 85/07/29. Division of Licensing 
(800428-851 1 24). 97pp. 39576:009-39576:1 1 5. 

“8702100073 Forwards staff evaluation of Comanche Peak response team plan provid- 
ing detailed comments/concerns on Section 3.0, main rept (Sections I to VIII & At- 
tachments 1-5), Item 1. 

KNOX.J. NRC - No Detailed Affiliation Given. 85/08/16. NOONAN, V., SHAO.L., 
LANDERS, D. NRC - No Detailed Affiliation Given. 2pp. 39576:146-39576:147. 

“8702100083 Forwards preliminary comments on Comanche Peak response team pro- 
gram plan & recommends series of working meetings arranged w/various technical 

g roups prior to meeting w/mgt to clarify plan approach to resolution of issues. 
iHAO.L. Comanche Peak Project (Technical Review Team). 85/07/15. NOONAN, V. 
Comanche Peak Project (Technical Review Team). 8pp. 39576:148-39576:155. 

“8702100094 “NRC Plan for Review & Audit of Applicants Program For Assuring 
Design & Const Adequacy of Comanche Peak Steam Electric Station.” 

* Comanche Peak Project (Technical Review Team). 85/07/31. 8pp. 39576:157- 
39576:164. 

“8702100229 Responds to 860613 memo re review of three new or revised ISAPs con- 
cerning hot functional testing data packages, receipt & storage of purchased matl & 
equipment & onsite fabrication. 

JOHNSON, E.H. Region 4, Office of Director. 86/07/13. NOONAN, V.S. PWR Project 
Directorate 5. 2pp. 39577:023-39577:024. 

8702250320 Forwards request for addl info re Namco switches (IE Bulletin 79-28).Re- 
quests response by 870209. 

NOONAN, V.S. PWR Project Directorate 5. 87/02/06. COUNSIL.W.G. TU Electric (for- 
merly Texas Utilities Generating Co.). 4pp. 39743:133-39743:136. 

8702250433 Forwards “Mechanical Generic Issues Rept," Suppl A, "Sys Interaction 
Program Corrective Action Plan” & Suppl B, “Fire Protection Corrective Action Plan,” 
to resolve issues raised by design reviews, per util design basis program. 

COUNSIL.W.G. TU Electnc (formerly Texas Utilities Generating Co.). 87/02/18. Docu- 
ment Control Branch (Document Control Desk). Ip. 39753:232-39753:316. 

“8702250443 "Mechanical Generic Issue Rept, Comanche Peak Steam Electric Station 
Units 1 & 2," 

FLETCHER.J.H., CARTY.J.S., STAMM.S.L. Stone & Webster Engineering Corp. 87/ 
01/21. 27pp. 39753:233-39753:259. 

“8702250446 Suppl A to mechanical generic issues rept, “Sys Interaction Program Ge- 
neric Issues Rept” 

LEVINE, C.R., lOTTI.R.C. Ebasco Services, Inc. (subs, of Enserch Corp.). 87/01/26. 
31pp. 39753:260-39753:290. 

8702270243 Notifies of 870224-25 meetings w/CYGNA & S&W in Glen Rose.TX to dis- 
cuss corrective action program (piping & support). 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/18. Document Control Branch (Document Control Desk). 2pp. 39759:049- 
39759:050. 

8702260199 Forwards response to 870218 request for addl info on Ofc of Investigation 
Rept 86-10 re piping spool piece.Drawings 1210E59 & 1457F27 w/Component Mod 
Card 4260, Rev 1 & Design Change Authorization 16,81 3, Rev 8 also end. 
COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/19. Document Control Branch (Document Control Desk). 16pp. 39740:037- 
39740:052. 

8702260415 Notifies that 870224-25 meetings w/S&W & CYGNA rescheduled to only 
870224 . 

MARSHALL, J.S., COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/19. Document Control Branch (Document Control Desk). Ip. 39750:106- 
39750:106. 


8702250249 Forwards notice of 870224 meeting w/CYGNA, S&W, Ebasco & Impell in 
Glen Rose.TX to discuss corrective action programs involving cable tray hangers & 
attachments to embedded plates. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/20. Document Control Branch (Document Control Desk). 2pp. 39729:021- 
39729:022. 

8702250425 Final response to FOIA requests for documents re Allegation 4-86-A- 
019.Forwards Apps B & C documents.App C documents fully & partially withheld (ref 
FOIA Exemptions 6 & 7). Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/20. BAUMAN, L. Government 
Accountability Project. 4pp. 39744:079-39744:093. 

“8702250476 Responds to 860925 Itr re referrals of allegations.Region IV has not re- 
ferred allegations to util other than 860530 ref in Itr.Alleger did not request confiden- 
tiality & has identified CASE as contact. 

MARTIN.R.D. Region 4, Office of Director. 86/10/09. GARDE, B.P. Government Ac- 
countability Project. 1 p. 39744:084-39744:084. 

-8702250498 Partially deleted memo discussing Allegation 4-86-A-019 re 30% overroll- 
ing of tubes resulting in busting of tube sheet, spider web cracking of tube sheet & 
false statements concerning tube sheet alignment. 

EMERSON, M. NRC - No Detailed Affiliation Given. 86/05/23. ELLIS, J. Citizens Asso- 
ciation for Sound Energy. 3pp. 39744:085-39744:087. 

“8702250516 Partially deleted memo re status of potential new allegations from Alleger 
A-4,subj to T Westerman 851023 meimAllegation re 30% overrolling of tubes which 
resulted in busting tube sheet addressed in SSER 10. 

SHAO.L Comanche Peak Project (Technical Review Team). 85/12/18. NOONAN, V.S. 
Comanche Peak Project (Technical Review Team). 4pp. 39744:088-39744:093. 


E. NRC Safety Evaluation Report (SER), mppln & correspondence 

8702090366 Final response to FOIA request re Comanche Peak response team 
activities.App A documents already in PDR.Forwards App B documents. 
GRIMSLEY.D.H. Division of Rules and Records. 87/01/29. GARDE, B.P. Government 
Accountability Project. 3pp. 39576:001-39576:139. 

“8512230288 Requests that util response to CYGNA findings be included in review & 
evaluation of Comanche Peak Review Team (CPRT) Program Plan & incorporated into 
CPRT Program Plan SSER. Draft SSER still due on 851223. 

NOONAN, V.S. PWR Project Directorate 5. 85/12/05. SHAO.L, CALVO.J. NRC - No 
Detailed Affiliation Given. 2pp. 39576:144-39576:145. 

-8512310153 Submits list of portions of draft SER transmitted to date by 
Teledyne. Portions focus on Comanche Peak Review Team program plan, design ade- 
quacy program plan & const adequacy program plan.Listed info will be provided later. 
CRAGIN.J.Q. Teledyne Engineering Services. 85/12/23. NOONAN, V. Comanche Peak 
Project (Technical Review Team). Ip. 39576:268-39576:268. 

-8602030132 Forwards early inputs for next rev to SSER on facility program plan.Encts 
do not fully reflect evaluation due to late receipt of Rev 3 to program plan.Mor© input 
will be provided at 860303 meeting. 

CRAGIN.J.Q. Teledyne Engineering Services. 86/01/30. NOONAN, V.S. Comanche 
Peak Project (Technical Review Team). 76pp. 39576:192-39576:267. 

“8605160154 Forwards preliminary comments on May 1986 draft SSER 13, Sections 1 
& 3.Sentence on Pages 1-4,1 -7,3-1 & 3-5 most appropriately worded on Page 1-7. Last 
word in paragraph on Page 1-6 re generic implications should be “deficiencies.” 
LANDERS.D.F. Teledyne Engineering Services. 86/05/14. NOONAN.V. Comanche 
Peak Project (Technical Review Team). 4pp. 39576:188-39576:191. 

-8702100021 Requests review of Comanche Peak response team plan, for resolution of 
concerns in NUREG-0797,Suppl 11, App P. Lead engineer should be assigned to task 
by 851223. 

SHAO.L. Comanche Peak Project (Technical Review Team). 85/12/16. LANDERS.D. 
Teledyne Engineering Services. 24pp. 39576:116-39576:139. 

-8702100184 Forwards addl comments re draft SSER 13 sent on 860514. 
LANDERS.D.F. Teledyne Engineering Services. 86/05/16. NOONAN.V. Comanche 
Peak Project (Technical Review Team). 9pp. 39576:179-39576:187. 

8702180309 Forwards results of review of NRC 860805 SER (NUREG-1216) re TDI 
emergency diesel generator operability/reliability. Response categories include Gener- 
ic Phase I issues, plant- specific problems, Phase II issues & maint & surveillance. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/13. Docu- 
ment Control Branch (Document Control Desk). 225pp. 39663:170-39664:049. 


F. Security, medical, emergency & fire protection plans 

8702110170 Forwards addl info re BISCO electrical penetration seals & penetration 
switches, per IE Bulletin 79-28 & 870201 & 06 requests.Related documentation end, 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.)- 87/02/09. Docu- 
ment Control Branch (Document Control Desk), 23pp. 39579:324-39579:346. 

8702180694 Rev 5 to Emergency Plan Procedure EPP-107, "Maint & Inventory of Emer- 
gency Equipment & Supplies." W/87021 1 Itr & Rev 65 to procedure index. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/11. 51pp. 
39667:099-39667:149. 

8702240431 Forwards Const Insp Repts 50-445/86-25 & 50-446/86-21 on 860901- 
30.No violation or deviation noted.Actions taken to correct previously identified insp 
findings examined. 

JOHNSON.E.H. Region 4, Office of Director. 87/02/17. COUNSIL.W.G. TU Electric 
(formerly Texas Utilities Generating Co.). 3pp. 39721:183-39721:194. 

-8702240438 Const Insp Repts 50-445/86-25 & 50-446/86-21 on 860901-30, No viola- 
tion or deviation noted.Major areas inspected: previous insp findings, posting of NRC 
regulations, safety injection pipe welding & fire protection/prevention. 

PHILLIPS, H.S., SPESSARD.R.L, BARNES, I. Region 4, Office of Director. 87/02/13. 
9pp. 39721:186-39721:194. 
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8702250433 Forwards "Mechanical Generic Issues Rept,” Suppl A, “Sys Interaction 
Program Corrective Action Plan” & Suppl B, “Fire Protection Corrective Action Plan,” 
to resolve issues raised by design reviews, per util design basis program. 

COUNSIL, W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/18. Docu- 
ment Control Branch (Document Control Desk). Ip. 39753:232-39753:316. 


8702190089 Applicant fourth progress rept.* Senior review team approved & issued 28 
results repts (representing 27 action plans). Notice to CASE of availability of working 
files for action plans also issued. 

SELLECK.K.A. TU Electric (formerly Texas Utilities Generating Co.). SELLECK.K.A. 
Ropes & Gray. #187 2510. 87/02/10. 36pp. 39665:299-39665:334. 


-8702250455 Suppl B to mechanical generic issues rept, consisting of Rev 0 to 01- 
0210-063, “Evaluation & Resolution of TERA Fire Protection Issue Resolution Rept 
DAP-E-EIC-505, Corrective Action Plan.” 

* Impell Corp. 87/01/31. 26pp. 39753:291-39753:316. 


G. Adjudicatory correspondence 

8702020064 Informs that safety review team approved Results Repts 
l.a.1,l.b.4,ll.c,Vll.a.3 & V.d delivered to VS Noonan. Revised table of contents reflect- 
ing issuance of subj repts also encI.Related correspondence. 

WOOLDRIDGE, R.A. TU Electric (formerly Texas Utilities Generating Co.). 

WOOLDRIDGE.R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #187 2252. 87/01/16. BLOCH, P.B., MCCOLLOM.K.A., 
JORDAN, W.H. Atomic Safety and Licensing Board Panel. 4pp. 39452:188-39453:014. 

8702030071 Forwards WG Counsil 870116 Itr to NRC transmitting “Instrumentation & 
Control Generic Issue Rept." W/o rept. Related correspondence. 

WOOLDRIDGE, R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #187 2326. 87/01/16. BLOCH, P.B., JORDAN, W.H., 
MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. 2pp. 39474:345- 
39474:346. 

8702030019 Forwards util 870119 Itr to VS Noonan informing of meetings w/Cygna & 
Ebasco on 870126-27 to discuss cable tray support. Related correspondence. 
WOOLDRIDGE, R.A. TU Electric (formerly Texas Utilities Generating Co.). 

WOOLDRIDGE, R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #187 2327. 87/01/19. BLOCH, P.B., JORDAN, W.H., 

MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. 3pp. 39472:346- 
39472:348. 

8702030037 CASE motion to compel applicants to provide complete answers to CASE 
860918 CPRT discovery - 12 sampling.* CASE moves that Board order applicant to 
provide complete & specific answers.Certificate of Svc end. 

ELLIS, J. Citizens Association for Sound Energy. #187 2348. 87/01/21. Atomic Safety 
and Licensing Board Panel. 35pp. 39473:291-39473:325. 

8702030008 Supplemental staff answers to CASE interrogatories.* Suppls 861205 an- 
swers to CASE 860922 discovery request & Interrogatories 2,4 & 8. Affidavit & Certifi- 
cate of Svc end. Related correspondence. 

BACHMANN.R.G. Assistant Genera! Counsel for Hearings. #187 2362. 87/01/27. Citi- 
zens Association for Sound Energy. 7pp. 39472:305-39472:311. 

8702030033 Forwards WG Counsil 870127 Itr transmitting “Evaluation & Resolution of 
Generic Technical issues for Cable Tray Hangers.” Related correspondence. 
WOOLDRIDGE, R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #187 2320. 87/01/27. BLOCH.P.B., JORDAN, W.H., 
MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. 4pp. 39473:263- 
39473:266. 

8702030504 Applicant interrogatories to CASE (Set 1987-1).* Related correspondence. 
SELLECK.K.A. TU Electric (formerly Texas Utilities Generating Co.). SELLECK.K.A. 
Ropes & Gray. #187 2379. 87/01/29. Citizens Association for Sound Energy. 4pp. 
39474:006-39474:066. 

-8702030511 Applicant interrogatories to CASE (Set 1987-1).* Related correspond- 
ence. 

SELLECK.K.A, TU Electric (formerly Texas Utilities Generating Co.). SELLECK.K.A. 
Ropes & Gray. 87/01/29. Citizens Association for Sound Energy. 5pp. 39474:010- 
39474:014. 


8702190084 Answers to Board 14 questions (memo;proposed memo of 860414) re 
Action Plan Results Rept Vll.a.3.’ Response of Comanche Peak response team to 14 
uestions posed by ASLB re Action Plan Vll.a.3, "Document Control.* Certificate of 
vc end. 

GEI2ER,J., HANSEL, J.L. TU Electric (formerly Texas Utilities Generating Co.). #187 
2515. 87/02/11. 13pp. 39666:052-39666:064. 

8702200303 NRC staff response to CASE motion to compel.* Denial of motion recom- 
mended due to lack of merit of requests. 

MIZUNO.G.S. Assistant General Counsel for Hearings. #187 2536. 87/02/17. Atomic 
Safety and Licensing Board Panel. 9pp. 39692:036-39692:051. 

-8702200314 Affidavit of EH Johnson.* Responds to statements in CASE motion re 
trend analyses or trend repts.Trend analyses & repts incorporated into SALP repts in 
1980.Certificate of Svc end. 

JOHNSON, E.H. Region 4, Office of Director. 87/02/11. 7pp. 39692:045-39692:051. 

8702240091 Motion for protective order & memorandum in support.* Protective order 
relieving CASE of any obligation to respond to applicant interrogatories, Sets 1 987-1 ,2 
& 3, requested. Related info encl.W/Certificate of Svc. 

ROISMAN.A.Z., ELLIS.J. Citizens Association for Sound Energy. ROISMAN.A.Z. Trial 
Lawyers for Public Justice, P.C. #187 2555. 87/02/17. Atomic Safety and Licensing 
Board Panel. 38pp. 39702:045-39702:082. 

8702200288 informs that applicant delivered to VS Noonan end notification of 870224- 
25 meetings w/Cygna & S&W at plant to discuss corrective action program re piping 
& pipe support. Related correspondence. 

WOOLDRIDGE.R.A. TU Electric (formerly Texas Utilities Generating Co.). 
WOOLDRIDGE.R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #187 2525. 87/02/18. BLOCH.P.B., JORDAN, W.H., 

MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. 3pp. 39692:096- 
39692:098. 

8702200296 Forwards WG Counsil 870218 Itr to NRC re mechanical generic issue 
rept.Rept sent to J Ellis of Cygna Energy Services, Inc.Related correspondence. 
WOOLDRIDGE, R.A. TU Electric (formerly Texas Utilities Generating Co.). 
WOOLDRIDGE, R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #187 2524. 87/02/18. BLOCH.P.B., JORDAN, W.H., 

MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. 2pp. 39692:065- 
39692:066. 

8702250126 Forwards 870211 & 18 correspondence from WG Counsil to N Wilson re 
info requested by CYGNA.Correspondence made available to J Ellis.Related corre- 
spondence. 

WOOLDRIDGE.R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #187 2577. 87/02/18. BLOCH.P.B., JORDAN, W.H., 

MCCOLLUM.K.A. Atomic Safety and Licensing Board Panel. 7pp. 39723:047- 
39723:053. 

8702250135 Applicants interrogatories to intervenor (Set No 1987-4).* Certificate of Svc 
encI.Related correspondence. 

SELLECK.K.A. TU Electric (formerly Texas Utilities Generating Co.). SELLECK.K.A. 
Ropes & Gray. #187 2584. 87/02/18. Citizens Association for Sound Energy. 71pp. 
39724:213-39724:283. 

8702240103 Notifies that 870224 & 25 meetings between CYGNA & S&W rescheduled 
for just 870224.Related correspondence. 

WOOLDRIDGE.R.A. TU Electric (formerly Texas Utilities Generating Co.). 
WOOLDRIDGE.R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #187 2563. 87/02/19. BLOCH.P.B., MCCOLLOM.K.A., 
JORDAN, W.H. Atomic Safety and Licensing Board Panel. 2pp. 39701:327-39701:328. 


-8702030515 Applicant interrogatories to intervenor (Set 1987-3).* W/Certificate of 
Svc.Related correspondence. 

SELLECK.K.A. TU Electric (formerly Texas Utilities Generating Co.). SELLECK.K.A. 
Ropes & Gray. 87/01/29. Citizens Association for Sound Energy. 52pp. 39474:015- 
39474:066. 

8702060056 Potential 1 0CFR50.55(e) items.* Forwards potential 10CFR50.55(e) items 
(significant deficiency analysis repts), received since 861223.Related correspondence. 
ELLIS, J. Citizens Association for Sound Energy. #187 2394. 87/01/29. BLOCH.P.B., 
JORDAN, W.H., MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. 30pp. 
39534:303-39534:332. 

8702060093 Addl info re Ofc of inspector & Auditor rept, Board Notification 86-24, rept of 
investigation by Ofc of Inspector & Auditor sent to Board & svc list under cover Itr 
861211 from NRC staff Noonan.* 

ELLIS.J. Citizens Association for Sound Energy. #187 2396. 87/01/29. BLOCH.P.B., 
JORDAN, W.H., MCCOLLOM.K.A. Atomic Safety and Licensing Board Pane . 5pp. 
39535:079-39535:083. 

8702060108 Enlargement of time for filing of motions to compel.* Advises of continuing 
mutual agreement of applicant & CASE for further enlargements of time to file mo- 
tions to compel re listed discovery requests. 

ELLIS.J. Citizens Association for Sound Energy. #187 2395. 87/01/29. BLOCH.P.B. 
JORDAN.W.H., MCCOLLOM.K.A. Atomic Safety and Licensing Board Pane. Ip! 
39535:106-39535:106. y M 

8702090029 Advises of correction to CASE co-representative address. Related corre- 
spondence. 

ELLIS, J. Citizens Association for Sound Energy. #187 2439. 87/01/29. Docketinq & 
Services Branch. 2pp. 39550:218-39550:219. 


8702250099 Reports matters re appearances of counsel. Law firm disqualified from fur- 
ther representation per end Dallas County, TX district court order.Ropes & Gray as- 
signed lead responsibility. 

WOOLDRIDGE.R.A. TU Electric (formerly Texas Utilities Generating Co.). 
WOOLDRIDGE.R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #187 2566. 87/02/19. BLOCH.P.B., MCCOLLOM.K.A., 
JORDAN.W.H. Atomic Safety and Licensing Board Panel. 6pp. 39722:328-39722:332. 

8702250117 CASE Progress Rept (IV).* Submits fourth progress rept re portions of Co- 
manche Peak response team plan to be included in upcoming proceedings, per Board 
860606 memorandum & order. W/Certificate of Svc.Related correspondence. 

ELLIS.J. Citizens Association for Sound Energy. #187 2569. 87/02/20. 7pp. 
39722:353-39722:359. 

8702250127 Potential 1 0CFR50.55(e) items.* Forwards significant deficiency analysis 
repts received since ASLB provided w/ similar repts on 8701 29. Related correspond- 
ence. 

ELLIS.J. Citizens Association for Sound Energy. #187 2582. 87/02/20. BLOCH.P.B., 
JORDAN.W.H., MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. Ip. 
39723:054-39723:074. 

8702250109 Advises that end corrected notification of 870224 meeting w/ 
Cygna, S&W, Ebasco Svcs Inc & Impell Corp in Glen Rose.TX re corrective actions on 
cable tray hangers & embedded plates delivered to V Noonan on 870220.Related cor- 
respondence. 

WOOLDRIDGE, R.A. TU Electric (formerly Texas Utilities Generating Co.). 
WOOLDRIDGE.R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #187 2570. 87/02/23. BLOCH.P.B., JORDAN.W.H., 
MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. 3pp. 39723:001- 
39723:003. 


8702130110 Stipulation.* CASE agrees that each witness may bring to deposition do 
ments witnesses believe relevant to issues of adequacy of Comanche Peak respoi 
team & applicant agrees not to argue. W/Certificate of Svc.Related corresponden 
GAD.RK. TU Electric (formerly Texas Utilities Generating Co.). GAD.R.K. Ropes 
Gray. GARDE.B.P. Citizens Association for Sound Energy. #187 2478. 87/02/03. 6 
39631:182-39631:187. 


Q. Inspection reports, IE Bulletins & correspondence 

820421041$ IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list 
DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 
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8702260348 Responds to NRC 861203 Itr re violations & deviations noted in Insp Repts 
50-445/86-01 & 50-446/86-01. Corrective actions:Rev 27 to CP-QAP-16.1 issued on 
860813 to require placement of hold tags on nonconforming items. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/01 /09. JOHNSON, E.H. Region 4, Office of Director. 7pp. 39750:020-39750:026. 

8702260354 Responds to NRC 861017 Itr re violations noted in Insp Repts 50-445/86- 
03 & 50-446/86-02.Corrective actions:Design Change Authorization 18,016 revised to 
delete specifics re wire size reduction.Engineering evaluation performed. 
COUNSIL.W.G., KEELEY,G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/01/12. JOHNSON, E.H. Region 4, Office of Director. 38pp. 39749:343-39750:019. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020665 Forwards response to NRC 861031 Itr re violations noted in Insp Repts 50- 
445/86-14 & 50-446/86-11 on 860601-30. Corrective actions:NCR t-86-201710 
issued to identify damage to thermocouples.Receiving personnel will be retrained. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/01/16. 
JOHNSON, EH. Region 4, Office of Director. 16pp. 39468:001-39468:016. 

8702020241 Forwards addl info in response to violations noted in Insp Rept 50-446/85- 
11, per NRC 861230 request.Corrective action: training program for S&W pipe support 
organization verified & engineering supervisor no longer active in organization. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/01/19. 
JOHNSON, E.H. Region 4, Office of Director. 2pp. 39468:360-39468:361. 

8702020185 Ack receipt of 860709 & 1212 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-445/85-18 & 50-446/85-1 5,per NRC 860512 & 1117 
Itrs.Violation A.2 re inspector certification files withdrawn. 

JOHNSON, E.H. NRC - No Detailed Affiliation Given. 87/01/20. COUNSIL.W.G. TU 
Electric (formerly Texas Utilities Generating Co.). 3pp. 39455:205-39455:234. 

8702040349 Suppls 861009 & 31 responses to violations noted in Insp Repts 50-445/ 
86-06 & 50-445/86-04.Corrective actions:lnsp Instruction QI-QP-1 1.3-26 & Const Pro- 
cedure EEI-7 revised to address specific electrical erection spec requirements. 
COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/01/22. JOHNSON, E.H. Region 4, Office of Director. 3pp. 39501:054-39501:056. 

8702110010 Forwards revs to Comanche Peak Steam Electric Station manuals. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/01/26. 
NOONAN, V.S. Comanche Peak Project (Technical Review Team). 8pp. 39589:003- 
39590:177. 

-8702110039 Change Notice 1 to Rev 3 to Instruction QI-005, “Evaluation of Inspector 
Performance." 

HANS.D., YOUNG, J.E., 2ILL.R. Evaluation Research Corp. 86/10/16. 5pp. 39589:011- 
39589:015. 

-8702110078 Change Notice 2 to Rev 1 to Instruction QI-012, “Reinsp of Instrumenta- 
tion Equipment/I-E-ININ.” 

MERHAN.R.S-, PATTERSON, A., ZILL.R. Evaluation Research Corp. 86/09/26. 2pp. 
39589:018-39589:019. 

-8702110219 Change Notice 2 to Rev 2 to Procedure QI-051, “Reinsp of Pipe Whip 
Restraints.” 

SUYJH.B., PATTERSON, A., 2ILL.R. Evaluation Research Corp. 86/11/05. 2pp. 
39589:020-39589:021. 

-8702110227 Change Notice 1 to Rev 4 to Instruction Q-019, “Reinsp of Small Bore 
Pipe Supports." 

TABLERIAN.J,, PATTERSON, A., ZILL.R. Evaluation Research Corp. 86/11/06. 2pp. 
39589:022-39589:023. 

-8702110238 Change Notice 4 to Rev 2 to Instruction QI-021, "Reinsp of Piping Sys 
Bolted Joint/ Matl. 

JOYH.W., PATTERSON, A., ZILL.R. Evaluation Research Corp. 86/11/05. 4pp. 
39589:024-39589:027. 

-8702110247 Change Notice 1 to Rev 3 to Instruction QI-027, “Reinsp of Large Bore 
Pipe Supports - Rigid.” 

TABLERIAN.J., PATTERSON, A., ZILL.R.D. Evaluation Research Corp. 86/11/06. 2pp. 
39589:028-39589:029. 

-8702110258 Change Notice 1 to Rev 3 to Instruction QI-029, “Reinsp of Large Bore 
Pipes Supports - Non-Rigid.” 

TALBIAN.J., PATTERSON, A., ZILL.R.D. Evaluation Research Corp. 86/11/10. 3pp. 
39589:030-39589:032. 

-8702110293 Change Notice 1 to Rev 3 to Instruction QI-045, "Reinsp Procedures for 
Structural Steel." 

PATTERSON, A., ZILL.R. Evaluation Research Corp. 86/10/24. 2pp. 39589:050- 
39589:051. 

-8702110298 Change Notice 2 to Rev 2 to Instruction QI-047, “Reinsp of Small Bore 
Pipe Welds/Matl. 

PATTERSON, A. Evaluation Research Corp. 86/12/09. 2pp. 39589:052-39589:053. 

-8702110307 Change Notice 2 to Rev T to Instruction QI-053, "Reinsp of Category I 
Conduit Supports/l-S-Cosp." 

PATTERSON, A. Evaluation Research Corp. 86/10/31. 2pp. 39589:057-39589:058. 

-8702110313 Change Notice 1 to Rev 2 to Instruction QI-055, "Reinsp of Instrument 
Pipe/Tube Supports/l-S-lnsp.” 

PATTERSON, A., ZILL.R. Evaluation Research Corp. 86/10/30. 2pp. 39589:059- 
39589:060. 

-8702110342 Rev 3 to Instruction QI-058, “Reinsp of Pipe Supports TRT Issues - 42 
Pipe Supports.” 

* Evaluation Research Corp. 86/10/10. 97pp. 39589:082-39589:175. 

-8702110345 Rev 4 to Instruction QI-059, “Reinsp of Mechanical Equipment Installa- 
tion." 

NEFTER.G. Evaluation Research Corp. 86/11/04. 26pp. 39589:176-39589:201. 


—8702110352 Change Notice 3 to Rev 1 to Instruction QI-066, “Reinsp of Equipment 
Supports." 

TALBIAN.J., PATTERSON.A. Evaluation Research Corp. 86/10/03. 2pp. 39589:202- 
39589:203. 


—8702110356 Change Notice 4 to Rev 1 to Instruction QI-066, “Reinsp of Equipment 
Supports.” 

TALBIAN.J., PATTERSON, A. Evaluation Research Corp. 86/11/10. 2pp. 39589:204- 
39589:205. 


-8702110366 Change Notice 2 to Rev 2 to Instruction QI-070, “Reinsp of Tubing 
Welds/Matl." 

BEARD, J., PATTERSON.A. Evaluation Research Corp. 86/09/26. 3pp. 39589:211- 
39589:213. 


-8702110375 Change Notice 1 to Rev 1 to Instruction QI-071, “Reinsp of Lighting 
Cable/I-E-LITG." 

PERRINO.L.R., PATTERSON, A. Evaluation Research Corp. 86/11/07. 2pp. 
39589:214-39589:215. 

—8702110377 Change Notice 1 to Rev 1 to Instruction QI-039, “Reinsp of HVAC Ducts 
& Plenums." 

PATTERSON, A. Evaluation Research Corp. 86/11/25. 6pp. 39589:216-39589:221. 

-8702110450 Rev 1 to Procedure CPP-027, "Reinsp/ Documentation Review of Pur- 
chased Safety-Related Matl & Equipment.” 

ZILL.R.D. Evaluation Research Corp. 86/10/16. 17pp. 39589:252-39589:268. 

-8702110457 Change Notice 1 to Rev 1 to Procedure CPP-027, “Reinsp/ Documenta- 
tion Review of Purchased Safety-Related Matl & Equipment." 

ZILL.R. Evaluation Research Corp. 86/10/23. 6pp. 39589:269-39589:274. 

8702100270 Forwards Rev 1 to Ebasco Svcs.lnc & Impell Corp “Evaluation & Resolu- 
tion of Generic Technical Issues for Cable Tray Hangers." Rev reflects update of ap- 
proach to resolving all issues re cable tray hangers at plant. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/01/27. Docu- 
ment Control Branch (Document Control Desk). 4pp. 39605:001-39627:243. 

-8702110133 Rev 10 to Instruction QI-QP-1 1.1 0-2A, "Insp of Unit 2 Cable Tray Sup- 
ports.” 

* TU Electric (formerly Texas Utilities Generating Co.). 86/10/22. 82pp. 39616:012- 
39616:093. 

8702040106 Suppls 860402 response to violations noted in Insp Repts 50-445/85-07 & 
50-446/85-05.Corrective actions:project directive issued emphasizing requirements for 
properly documenting design alternatives prior to const activities. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/01/28. Document Control Branch (Document Control Desk). 5pp. 39497:320- 
39497:324. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8702060154 Responds to violations & deviations noted in Insp Repts 50-445/86-15 & 
50-446/86-12 in June 1986,p©r 870120 & 0202 telcon requests for listed 
extensions.Corrective actions: procedures revised & engineering evaluation performed. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/02. Docu- 
ment Control Branch (Document Control Desk). 22pp. 39536:109-39536:130. 

8702090152 Forwards responses to violations noted in Insp Repts 50-445/84-32 & 50- 
446/84-11. Corrective actionsrQA overview committee formed & meets on regular 
basis since Sept 1985 & Procedure DQP-CS-4 revised. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/02. Docu- 
ment Control Branch (Document Control Desk). 10pp. 39584:253-39584:262. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 


8702170315 Forwards request for addl info re BISCO electrical penetration seals & 
NAMCO switches,Response requested by 870209. 

NOONAN, V.S. PWR Project Directorate 5. 87/02/03. COUNSIL.W.G. TU Electric (for- 
merly Texas Utilities Generating Co.). 6pp. 39672:026-39672:031. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Umitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. ?05pp. 39575:032- 
39575:138. 


8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 


8702250295 Forwards request for addl info re Insp Repts 50-445/85-07, 50-446/85- 
05,50-445/85-14,50-446/85-1 1 ,50-445/85-16, 50-446/85-13,50-445/86-06 & 50-446/ 
86-04.Response by 870210 requested. 

NOONAN, V.S. PWR Project Directorate 5. 87/02/05. COUNSIL.W.G. TU Electric (for- 
merly Texas Utilities Generating Co.). 4pp. 39743:163-39743:186. 
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87 i°fi^n 4 L^og°, n o d r t0 N ? C 861222 I? re Violations noted in Insp Rents 50-445/86- 

CoKL^GTEElEif' <rf^w^'^rt^^(i2r£ 00rPOmte 

Us? TM5. D “ ument C ° ntr0 ’ 1 Branch (Document V Con^ Desk)" 

8702110170 Forwards addl info re BISCO electrical penetration seals A nAn»wi™ 
S5SI documentaliolfenck 

39579:346. BoOL,r - OR " 1 'DonttcV' Branch (Document e Controf1oesk)! e 23pp ne 39579:324- 

rant^ntroi^raTOh (DKume™ContJo| X Desk).'39p(X 39580:1^^958oil50 71 ^ ^°° U 
8 st8ps to 
(formerly Teles uS2? TU El60l1i ° 

87 PumKf Kef 08 87 ‘ 010 ' " P ° tential for Wa,er Hammer d «"9 Restart of RHR 

gS'™“»aw?ra4 5 st?»c«51£ 

S-Tasa»s„‘*;f,gsa 

■sS=T“" 

TU Electric 



87 5o345/86-07 S &°50^446/86(o5 8 ReaijesK re fnr 0 !^ 0nS '^ noted in Insp Repts 

eT/Oi/m Document Control' 

° f S<eps teken 10 0011601 violations 
(formerly Texas ™ “ 

8 to““l^°e k ^&L 8 8 ?] 16 / s “M 66 f NRC 861031 Itr 4 notice of viola- 
JOHN?™ fit P 10c6du re.ltem B.5 withdrawn. ' A9r88S 8131 Stated oondltlon not vio- 

(formeriy Te^s SSSS bSSSfcSS TU “ 

•WSmSbKS SM^SMComSSh,! 612 ,? 0 1,1 16 violaCoi > s noted in Insp 
COUNSILWC ‘th f™ 1 T^'P^ure TP-001 act,ons:ou "> ut wltage spec changed 

Repts*^M4^^.i 6^^^50-4^6/85^13 Uste°S£f^te^ atl0 Jr & / ? eviation from lns P 
sponses for past & future in^reptl; * 8 Cntena t0 be ut,l,zed in developing re- 

ment Cont^i' B^h'ffifenW 1 Do «- 
S. Reportable occurrences, LERs 4 related correspondence 

of polar crane load 

COUNS?| n i > ’r hi Tn P o rty r ®viewers Next y rept ex^ted b^ ItoMO® aCCaplabilit ^ und6r 


■gi^ssr"® 1 ® 

gaas^ R^ninn^ rvfi (f0r T?r ly Texas Uti,ities Generating Co.). 87/01/26 
JUMNoON.E.H. Region 4, Office of Director. Ip. 39449-240-39449-240 * 

SKESsiwasaff”’ »» 

? Co.). 87/01/27. Docu- 
-39468:267. 

87 2S?S?n twTo2?a^tt P i^; 3 ,? 16 oable *« longer design.lnitialiy re- 
ed by 870706. Pport testng “ verrf ication programs continuing.Next rept expect- 

3 SE W&U ™"“ T Brencr,^S y aw 

87/0^/30.’ W Document LE &ntrol T Bran<5wn^° rmer l y J exas Utilities Generating Co.). 
39497:325. control Branch (Document Control Desk). Ip. 39497:325- 

8? lS R Z S5&} 9 ? Oonmc adaptor modules & electrical 

continuing.Next rept expected b^ 870619^ ° Procur ement & module replacement 


87/01/30' ” ^Documen^Contml 'RranSwn ^ 0rmer,y J exas Utilities Generating Co.). 
39497:330. Control Branch (Document Control Desk). Ip. 39497:330- 

87 rGportwf on n ^i??n^4A!ncnTs 9GP k^ P-BE ’ BB 16 Seismic Category II platforms.lnitially 
KtedbJIlollz ; Re,nSP * SUb5equent peering evaluate, inftiat^lNed rept 

87/0mo W D«u™nt L a,ntral branch 'm (,01m61 ! y / exas Utilitl6s Generating Co.). 
39497:334. Contro1 Branch (Document Control Desk). Ip. 39497:334- 

87 bldgJnitia?ly ' n re^1ed e on e, 8701*1 4^Design 87 b^( S re C( ^^jLflfyIn PUter 101 -'W* 
continuing.Next rept by 870729. ‘ U Q ba s consolldat, on program evaluation 

87/01/31 ^0 W CtocumInt"%ntrai T Rr»nl^ / exas UBIi,i6s Generating Co.). 
39495:162. Control Branch (Document Control Desk). Ip. 39495:162- 

W/02/04 Do^ U ment cAntml Rr.^n (,01rnert / I 6 * as u «ies Generating Co.). 
39627:318. * C0rrtr0 Branch (Document Control Desk). Ip. 39627:318- 

sss. ~ ss.'ss “»■» 

sssra 6 ^™" 



87 ^!^^n 2 battery” Charges tSt donof^^m to vsr«S ^ asa6mbUe e 4 amplifier 

SSSSi. ttStS* 


SiuNsCwd WCWDUND ^,P^ Pr ,? 9re S N ^ 1601 — e- - 

S,^ Control Branc^ 8 (DMume r rir r ^ontrol S 
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8702200238 Interim Deficiency Rept CP-86-60 re gaps between polar crane 9^der & 
8 girder support brackets. Initially reported on 860904.Preliminary review results have not 
indicated reportable condition.Next rept expected by 870506. 07/02/13 Docu- 

COUNSIL.W.G. TU Electric (formerly Texas Utilities STnn-?7^ 9 397ob-275° 
ment Control Branch (Document Control Desk). Ip. 39700.275-39700.275. 


8702200254 Interim Deficiency Rept CP-86-04 re placement of inserts in proximity of 
loaded embedded plates & desion/const requirements for mm separation of welded 
attachments to embedded strip plates Next ^Pt expected by 870429 

1M011 n -rt 1 ciootri/' /fnrmorK/ utilities Generating 00.). 0 / /U2/ 10. uocu 


attachments to embedded strip piaies ivexi rep ^ 07/02/13 Docu- 

COUNSIL W G TU Electric (formerly Texas Utilities Generating Co.). 87/oz/i J. uocu 
ment Control Branch (Document Control Desk). 3pp. 39700:078-39700:080. 


8702200268 Final Deficiency Rept CP-86-44 re design/const requirements for min sepa- 
ration of welded attachments to embedded strip plates.lnitially reported on 
860605.Scope of SDAR CP-86-04 expanded to include deficiency identified in SDAR 

SS2&.W.Q. TU Electric (formerly Texas Utilities Generating Co^). 87/02/1 3. Docu- 
ment Ccntroi Branch (Document Control Desk). Ip. 39700:077-39700.077. 


8702200300 Interim Deficiency Rept CP-86-83 re use of separation barrier matl on 
#7 power^;ables& power Raceways. Initially reported on 861 208. Evaluation of conductor 
temp of power cables scheduled for 870228.Next rept expected by 870323. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities ° 

ment Control Branch (Document Control Desk). 1 p. 39700.076-39700.076. 


8702260149 Final Deficiency Rept CP-86-66 re noncontact lap sP‘ic® s 
bldg Initially reported on 860926. Engineering calculations & review of applicable qual- 
ity rinciiments comDleted. Issue not reportable per 10CFR50.55(e). 


bldg, initially reported on oou^o.ciiyuiown.H rr 

ity documents completed.lssue not reportable per 10CFR50.55(e). . r . 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities 

87/02/18. Document Control Branch (Document Control Desk). 2pp. 39752.338 

39752:339. 


87029^0181 interim Deficiency Rept CP-86-67 re preoperational vibrational test 
^criteria. Initially reported on 860926. Evaluation continuing. Next rept expected by 

COUNSIL.W.G., MARSHALL.J.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/02/19. Document Control Branch (Document Control Desk). Ip. 39751.359 
39751:359. 


87099fioi«S6 Final Deficiencv Rept CP-86-75 re ASCO solenoid valves in piston air actu- 
i7 ators° 1 of ^PAPCO ° dampers!lnitially reported on 
diaohrams seals & O-rinqs of valves replaced.lssue not reportable per 1 0CFR5O.55(e). 
COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas UtHit.es Generating ^); 
87/02/19. Document Control Branch (Document Control Desk). 2pp. 39740.0do 
39740:036. 


8702260145 Interim Deficiency Rept CP-86-54 re design & installation of control room 
87 ceiHng.lnitiany e r^orted C on C 861 003. Resolution of open QC insp ^ items continuing & 
scheduled for completion by 870630.Next rept will be submitted by 870721 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating CoJ. W° z,2 °- Docu 
ment Control Branch (Document Control Desk). Ip. 39739.332-39739.332. 


8702260159 Interim Deficiency Rept CP-86-36 re tone bore 
reported on 860609.Continued engineering evaluation has not identified addl repon 
able instances.Next rept will be submitted by 870410 07/02/20 Docu- 

COUNSIL.W.G. TU Electric (formerly Texas UW't'es Qe'iera t ' l 19 CoO- 87/02/20. Docu 
ment Controi Branch (Document Control Desk). 2pp. 39739.228-39739.229. 


8702260184 Interim Deficiency Rept CP-86-72 re reverification of small borepipingSt 
supports.lnitially reported on 860609. Continuing engineering evaluation found no addl 


supporis.irmiamy iwpuuou uu uwwww. w.. — ■a- --- . 

reportable instances.Next rept will be submitted by 870410 7/0?/20 Docu- 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co ) 87/02/20. Docu 
ment Control Branch (Document Control Desk). 2pp. 39737.277-39737.278. 


8702260211 Interim Deficiency Rept CP-86-53 re seismicdesignofcQnduitsInrtiany re- 
ported on 861 021, Testing program underway to evaluate ability of adhesives 
clamps applied to couplings. Next rept expected by 870331. 07/02/20 Docu- 

COUNSILW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/02/20. uocu 
ment Control Branch (Document Control Desk). Ip. 39740:025-39740:025. 
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F. Security, medical, emergency & fire protection plans 


8612230403 Forwards Rev 20 to security plan in response to concern found dunng 

: E3«w ..ahk/sM (rat inP.CR79 211 


mi i 

FARRAR ^ t L h Cornmon wealth Edison Co. 86/12/09. KEPPLER.J. Region 3, Office of 
Director. Ip. 39078:021-39078:021. 


8702020605 Forwards SALP Repts 50-454/87-01 & 50-455/87-01 for Nov 1985 - Oct 

KEPPLERJG. Region 3, Office of Director. 87/01/21. REED.C. Commonwealth 
Edison Co. 3pp. 39464:322-39464:359. 


-8702020612 SALP Repts 50-454/87-01 & 50-455/87^)1 for Novi 1985 - Oct 1986. 
* Region 3, Office of Director. 87/01/21. 35pp. 39464.325-39464.359. 


8702240302 Revised emergency plan 'rtiplementing i^proc^urTO’Wuding Rev 1 to BZP 
500-A1 , “No 36 Unit Clear VU First Aid Kit Inventory Ust & Rev 11 to BZP 600 A3, 
“Station Directory." W/revised index. _ .. 0 

* Commonwealth Edison Co. 87/02/09. 15pp. 39717:129-39717.142. 


G. Adjudicatory correspondence 


8702130226 Forwards Director’s Decision DD-87-02 denying 10CFR2. 2C) 6 ^813 emer- 
gency relief petition to suspend facilities OLs duetoaileged inadequacies in mtegrat- 

(host 851125). #187 


ed leak rate testing.Commission review expires orw • ^ ^ 1 87 

DFNTON H R Office of Nuclear Reactor Regulation, Director (post 851125). wior 
STaq 87/02/io. SKLAR.A.. EDWARDS, J.L., RESTAG.E. Affiliation Not Assigned. 2pp. 


UtZlM I LJIM.n.n. UlllbD VJI nuwuw ’ _ _ 

2489. 87/02/10. SKLAR.A., EDWARDS, J.L 
39631:248-39631:263. 


—11702 130236 Director’s decision under 10CFR2.206.* Director’s Decision Dp-87-02 de- 
nying 860813 emergency relief petition to suspend OLs due to dleged inadequacies in 

containment integrated leak rate test.Petition as f e /!j° n ® a51125 y 87/02/ 

DENTON, H.R. office of Nuclear Reactor Regulation, Director (post 851125). 87/04/ 
10. Affiliation Not Assigned. 12pp. 39631:250-39631:261. 


—8702130257 Issuance of director’s decision under 10CFR2.206 re integrated contain- 
*ment leak rate testing at Commercial nuclear power facilities.* D, rector's Deasion DD- 
87-02 denies 860813 emergency relief petition. oc-iioe* S7/02/ 

DENTON H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 8//U4/ 
10. 2pp. 39631:262-39631:263. 


j. insurance & Indemnity Information 


S7O218Q290 Unexecuted Amend 6 to Indemnity Agreement B-97 substituting lte *T> 3 
a^chmlnt to 1 indeSty agreement in entity w/ listed license numbers.effect.ve 

NASH°D.A. Assistant Director for State & Licensee Relations. 87/02/11. Ip. 
39674:130-39674:130. 


P. Operating license stage documents & correspondence 


8702020099 Submits addl info re essential sve water sys cookng towers 861 103 Itr 
re predicted heat removal capability of towers based on preoperational testing 
data. Performance test program planned between Apr & Aug 1987, Nuclear 

AINGER.K.A. Commonwealth Edison Co. 87/01/14 ^ RENTON H R. OTice or Nuciear 
Reactor Regulation, Director (post 851125). 2pp. 39451.338-39451.339. 


8702170502 Informs that Sample Plans 4.7.8e.1 & 4 7.8e.3r selected toj unl *°"al ££ 
ing of hydraulic steam generator snubbers & remaining mechanical 
snubbers, respectively, in accordance w/ Tech Spec 4.7 f , G R = 3 mcQ 

AINGER K.A. Commonwealth Edison Co. 87/01/15. KEPPLER.J.G. Hegion u 
of Director. Ip. 39654:360-39654:360. 


fl-ynorunnAQ Discusses need for facility-specific reviews re steam generator tube 
87 mptureAJpon receipt of NRC SER detailing outstanding concerns.util will initiate requi- 

aInGER K A Commonwealth ^dison'co 0 87/01 /21 . DENTON.H.R. Office of Nuclear 
Reactcv Reg'ulabort^Director [post851 1 25). 2pp. 39498:001-39498:002. 


8702040245 Forwards SER re Generic Ltr 83-28, Item 4.5.2, ‘‘ Rea< ;! ; l or QQ l’ , iPc S r ^ S 
Reliability, On-Line Testing." Facility design meets staff position, per util 831105 re- 

OLSHANLN STEVENS, J.A. PWR Project Directorate 3. 87/01/23. FARRAR.D.L 
Commonwealth Edison Co. 3pp. 39509:318-39509:321. 


-8702040252 SER supporting facility Resign, per Generic Ltr 83-28, Item 4.5.2, Reactor 
M4RC - SfDeiatedAffitefcnSn. 87/01/23. Ip. 39509:321-39509:321. 


8702180460 Forwards Rev 1 to “ATWS Mitigation Sys Specific Design for Byron/Braid- 
Slid Station™ revising Subsection 4.9 to provide remainder of info requested ,n 

LEBLONDfc^Commonwealth Edison Co. 87/01/30. DENTON.H.R. Office of Nuclear 
ReLto^Regulafcn SI?ectof (post 851 1 25). Ip. 39664:294-39664:325. 


-8702180464 Rev 1 to ‘'ATWS Mitigation Sys Specific Design for Byron/ Braidwood 
Stations. .... 


* Sa?ge S nt & Lundy, Inc. 87/01/16. 31pp. 39664:295-39664:325. 


8702130256 Forwards request for addl info needed to continue review of 860915 appli- 
8 cation for Tech Spec change to replace requirement to measure source range flux 

♦ niirvA. 


UttUUI l IUI -- i- 

S S LSHAN nt L N° n p h 4 h S ftrToX™. 87/02/05. FARRAR.D.L Commonwealth 
Edison Co. 4pp. 39643:288-39643:291. 


8702130310 Forwards safety evaluation accepting util 861224 re^nse to ™l Action 
item II.K.3.31 .compliance w/IOCFRSO.46 by ^CAP-11145 We^^ 

house Small Break LOCA ECCS Evaluation Model Genenc Study w/NUIHUMK 


house Small Break LOCA ECCS Evaluation Moaei generic oiuuy — 

OLSHAN.L.N. PWR Project Directorate 3. 87/02/05. FARRAR.D.L Commonwealth 
Edison Co. 4pp. 39639:175-39639:178. 


8702170337 Forwards safety evaluations supporting util ^051 7,0802, 0S23, 121 
860429 submittals re environ effects of high energy line breaks in auxiliary steam & 

steam generator blowdown sys.Design of ' l^ ys cfSoA^n i Commonwealth 

VARGAS A PWR Project Directorate 3. 87/02/06. FARRAR.D.L Commonwealth 

Edison Co. 4pp. 39672:048-39672:062. 


— fl7n9i7Q3S3 Safetv evaluation supporting util 850517,0802,0823,1211 & 860429 sub- 
en^nXffec^TNoh e^rgyTine breaks in auxiliary steam or steam gener- 
ator blowdown sys. Design of blowdown sysacceptab a 87/02/06 7 dd 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/06. /pp. 
39672:052-39672:058. 


-8702180136 SER re util 850802 submittal describing design details ?I n eS? r Ifi?£ > n 
blowdown & auxiliary steam sys to detect & iMtete high energy Bnebred«.Sys design 

8^P ta b |e ’h?''' e .v®r.two deviations from IEEE-STD-297ait«« apoarent 


Diowaown & auxiliary swam vj ’"5" JT'St 

acceptable, however, two deviations from IEEE-STD-297 c, j tena ??2f e o 7 /np/r)8 4 dd 
• Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/06. 4pp. 
39672:059-39672:062. 


8702130226 Forwards Director’s Decision DD-87-02 denying 1 0CFR2.206 
gency relief petition to suspend facilities OLs due to alleged inadequacies in integrat- 
ed leak rate testing.Commission review expires 870310. fl7/02/ 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 07/02/ 
10. SKLAR.A., EDWARDS, J.L., FESTAG.E. Affiliation Not Assigned. 5pp. 39705.076- 
39705:096. 


-6609300145 Forwards 860813 petition seeking emergency relief re in j e 9 rat ®jf]® a ^ 
testing. Charges of NRC misconduct could be construed.NRR considenng petition per 

10CFR2.206. _ ... * Qc/no/i -i mMWFi iys 


inPFRp POfi 

LIEBERMAN.J. Assistant General Counsel for Enforcement. 86/09/11. CONNELLY, S. 
Office of Inspector & Auditor. 2pp. 39705:097-39705:105. 


LIEBERMAN.J. Assistant General uounsei ror tmoreemam. oo/ w 

Office of Nuclear Reactor Regulation, Director (post 851125). 7pp. 39705,099- 

39705:105. 
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8702170308 Forwards request for addl info re 861223 application for amend to Tech 
Specs to accommodate removal of resistance temp detectors bypass manifold 
sys.lnfo requested should be submitted by 870213 in order to complete review by 
870228. 

OLSHAN.L.N. PWR Project Directorate 3. 87/02/10. FARRAR, D.L. Commonwealth 
Edison Co. 5pp. 39458:106-39458:110, 

8702180077 Forwards request for addl info re 870106 application for amend to Tech 
Specs, allowing reconstitution of fuel assembiy.Info needed includes 

? unifications, authority & reporting level of radiation protection manager. 

ILSHAN.LN. PWR Project Directorate 3. 87/02/11. FARRAR, D.L Commonwealth 
Edison Co. 4pp. 39674:310-39674:313. 

8702190071 Requests end “Proposed Response to NRC Question on Multirack Behav- 
ior During Seismic Event,” dtd 870106 & 13, be placed in docket files for facilities. 
OLSHAN.L.N. PWR Project Directorate 3. 87/02/13. Document Control Branch (Docu- 
ment Control Desk). 4pp. 39691:130-39691:133. 

8702250389 Discusses 861222 meeting w/util in Bethesda.MD re structural analysis of 
spent fuel expansion.Ccnfirms previous telcon requesting that concern re multi-rack 
impact be addressed. Meeting summary issued on 870112. 

OLSHAN.L.N. PWR Project Directorate 3. 87/02/17. FARRAR, D.L. Commonwealth 
Edison Co. 2pp. 39743:244-39743:245. 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702250319 Forwards request for addl info in order to complete review of 860206 Rev 
1 to first 10 -yr inservice insp program plan. 

OLSHAN.LN. PWR Project Directorate 3. 87/02/13. FARRAR, D.L. Commonwealth 
Edison Co. 9pp. 39743:137-39743:145. 

8702270229 Forwards insp Rept 50-454/87-02 & 50-455/87-02 on 870101-29 & notice 
of violation. 

WARNICK.R.F. Region 3, Office of Director. 87/02/18. REED.C. Commonwealth 
Edison Co. 2pp. 39771:291-39771:312. 

-8702270236 Notice of violation from insp on 870101-29. 

WARNICK.R.F. Region 3, Office of Director. 87/02/18. Ip. 39771:293-39771:293. 

-8702270246 Insp Rept 50-454/87-02 & 50-455/87-02 on 870101-29. Violation 
noted:failure to restore radiation monitor to operable status following maint & failure to 
properly set blowdown ring of component cooling safety valve. 

FORNEY, W.L. Region 3, Office of Director. 87/02/18. 19pp. 39771:294-39771:312. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
p U 0 l 3 y(j ust and 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020377 Responds to 861217 Itr re violations noted in Insp Repts 50-454/86-47 & 
50-455/86-43.Corrective actions:station control room engineer required to notify radi- 
ation chemistry of required sampling. 

FARRAR, D.L. Commonwealth Edison Co. 87/01/16. KEPPLER.J.G. Region 3, Office 
of Director. 4pp. 39468:263-39468:266. 

8702020605 Forwards SALP Repts 50-454/87-01 & 50-455/87-01 for Nov 1985 - Oct 
1986. 

KEPPLER.J.G. Region 3, Office of Director. 87/01/21. REED.C. Commonwealth 
Edison Co. 3pp. 39464:322-39464:359. 

-6702020612 SALP Repts 50-454/87-01 & 50-455/87-01 for Nov 1985 - Oct 1986. 

* Region 3, Office of Director. 87/01/21. 35pp. 39464:325-39464:359. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005. “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8702270325 Forwards “Preservice insp Summary Rept," per requirements of Article 
IWA-6000 of Section XI of ASME Boiler & Pressure Vessel Code, 1977 Edition through 
Summer 1978 Addenda. 

QUERIO.R.E. Commonwealth Edison Co. 87/02/02. KEPPLER.J.G. Region 3, Office 
Of Director. Ip. 39796:068-39796:077. 

-8702270330 “Preservice insp Summary Rept.” 

* Commonwealth Edison Co. 87/02/02. 9pp. 39796:069-39796:077. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pump®/' Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 


8702260308 Forwards Safety Insp Repts 50-454/87-03 & 50-455/87-05 on 870113-15 
& 20-22.No violations noted. 

SHAFER, W.D. Region 3, Office of Director. 87/02/19. REED.C. Commonwealth 
Edison Co. 2pp. 39751:344-39751:358. 

-8702260318 Insp Repts 50-454/87-03 & 50-455/87-05 on 870113-15 & 20-22. No vio- 
lations or deviations noted. Major areas inspected: gaseous & liquid radioactive pro- 
grams including air cleaning sys surveillance & training & qualification effectiveness. 
HUETER.LJ., SCHUMACHER, M. Region 3, Office of Director. 87/02/18. 13pp. 
39751:346-39751:358. 


R. Periodic operating reports & related correspondence 


8702260278 Monthly operating repts for Jan 1987.W/870210 Itr. 

SPITZER.D.J., QUERIO.R.E. Commonwealth Edison Co. 87/01/31. 14pp. 39751:212- 
39751:225. 


S. Reportable occurrences, LERs 4 related correspondence 


8702180260 LER 87-001 -00:on 8701 11 .radioactive release tank not sampled prior to re- 
lease per Tech Spec 4.1 1 . 1 . 1 . 1 . Caused by personnel error. Radiation chemistry techni- 
cian counseled & tanks relabeled.W/870209 Itr. 

CHERNICK.A., QUERIO.R.E. Commonwealth Edison Co. 87/02/09. 5pp. 39666:1 IQ- 
39666: 11 4. 

8702200194 LER 87-002-00:on 8701 14, main control room outside air intake A process 
radiation monitor went into interlock mode due to failed automatic checksource test 
on iodine channel. Checksource positioning mechanism realigned.W/87021 1 Itr. 
JOYCE, T., QUERIO.R.E. Commonwealth Edison Co. 87/02/11. 4pp. 39700:097- 
39700:100. 

8702200157 LER 87-003-00:on 8701 11, equipment attendant recorded failure of fire 
alarm but failed to immediately notify shift engineer that acceptance criteria not 
met.Caused by personnel error. Personnel counseled. W/87021 3 Itr. 

SNOW.M., QUERIO.R.E. Commonwealth Edison Co. 87/02/13. 4pp. 39693:357- 
39693:360. 


V. Operator Examinations 


8702020605 Forwards SALP Repts 50-454/87-01 & 50-455/87-01 for Nov 1985 - Oct 
1986. 

KEPPLER.J.G. Region 3, Office of Director. 87/01/21. REED.C. Commonwealth 
Edison Co. 3pp. 39464:322-39464:359. 

-8702020612 SALP Repts 50-454/87-01 & 50-455/87-01 for Nov 1985 - Oct 1986. 

* Region 3, Office of Director. 87/01/21. 35pp. 39464:325-39464:359. 

8702240391 Confirms understanding from 870212 telcon that mgt meeting will be held 
on 870225 in Glen Ellyn, IL to discuss requalification training program. Notice of signifi- 
cant licensee meeting end. 

PAPERIELLO.C.J. Region 3, Office of Director. 87/02/17. REED.C. Commonwealth 
Edison Co. 2 pp. 39721:116-39721:117. 

8702260308 Forwards Safety Insp Repts 50-454/87-03 & 50-455/87-05 on 870113-15 
& 20-22. No violations noted. 

SHAFER, W.D, Region 3, Office of Director. 87/02/19. REED.C. Commonwealth 
Edison Co. 2pp. 39751:344-39751:358. 

-8702260318 Insp Repts 50-454/87-03 & 50-455/87-05 on 870113-15 & 20-22. No vio- 
lations or deviations noted.Major areas inspected: gaseous & liquid radioactive pro- 

S ams including air cleaning sys surveillance & training & qualification effectiveness. 

UETER.L.J., SCHUMACHER.M. Region 3, Office of Director. 87/02/18. 13pp. 
39751:346-39751:358. 


DOCKET STN-50-455 BYRON STATION, UNIT 2 


E. NRC Safety Evaluation Report (SER), supple & correspondence 


6702110132 IE Info Notice 87-012, “Potential Problems W/Metai Clad Circuit 
Breakers,GE T\pe AKF-2-25.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
8301 03^ 87/02/ 1 3. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 


8702130376 Forwards License NPF -66 for facility, FR notice, unexecuted Amend 6 to In- 
demnity Agreement B-97 & SSER 8 (NUREG-0876) prepared in support of issuance of 
full power OL 

NOVAK.T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 87/ 
01/30. FARRAR, D.L. Commonwealth Edison Co. 4pp. 39639:001-39639:038. 
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F. Security, medical, emergency & fir® protection plans 

8612230403 Forwards Rev 20 to security plan in response to concern found during 
insp.Rev withheld (ref 10CFR73.21 ). 

FARRAR, D.L. Commonwealth Edison Co. 86/12/09. KEPPLER.J. Region 3, Office of 
Director. 1 p. 39078:021 -39078:02 1 . 

8702020300 Forwards revised listing of NFPA code deviations to delete deviations from 
NFPA 30 re overflow line for diesel oil storage tanks in river screen house & to cor- 
rect typos. 

AINGER.KA Commonwealth Edison Co. 87/01/21. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851 125). 3pp. 39451:1 1 2-39451:1 14. 

8702020605 Forwards SALP Repts 50-454/87-01 & 50-455/87-01 for Nov 1985 - Oct 
1986. 

KEPPLER.J.G. Region 3, Office of Director. 87/01/21. REED.C. Commonwealth 
Edison Co. 3pp. 39464:322-39464:359. 

-8702020612 SALP Repts 50-454/87-01 & 50-455/87-01 for Nov 1985 - Oct 1986. 

* Region 3, Office of Director. 87/01/21. 35pp. 39464:325-39464:359. 

8702240302 Revised emergency plan implementing procedures.including Rev 1 to B2P 
500-A1, “No 36 Unit Clear VU First Aid Kit Inventory List” & Rev 1 1 to BZP 600-A3, 
“Station Directory." W/revised index. 

* Commonwealth Edison Co. 87/02/09. 15pp. 39717:129-39717:142. 


J. Insurance & indemnity information 

6702130376 Forwards License NPF-66 for facility, FR notice, unexecuted Amend 6 to In- 
demnity Agreement B-97 & SSER 8 (NUREG-0876) prepared in support of issuance of 
full power OL. 

NOVAK.T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 87/ 
01/30. FARRAR, D.L. Commonwealth Edison Co. 4pp. 39639:001-39639:038. 

8702180290 Unexecuted Amend 6 to Indemnity Agreement B-97 substituting Item 3 of 
attachment to indemnity agreement in entirety w/ listed license numbers.effective 
870130. 

NASH.D.A. Assistant Director for State & Licensee Relations. 87/02/11. Ip. 
39674:130-39674:130. 


P. Operating license stage documents & correspondence 

8702020099 Submits addl info re essential svc water sys cooling towers, per 861103 Itr 
re predicted heat removal capability of towers based on preoperational testing 
data.Performance test program planned between Apr & Aug 1 987. 

AINGER.KA Commonwealth Edison Co. 87/01/14. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 39451:338-39451:339. 

8702020235 Requests assistance in advancing meeting w/Commissioners from 870130 
to 8701 26.Startup test program proceeded faster than anticipated & w/o delays previ- 
ously factored into original schedule. 

FARRAR, D.L. Commonwealth Edison Co. 87/01/21. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851 1 25). 1 p. 39451 :303-39451 :303. 

8702040049 Discusses need for facility-specific reviews re steam generator tube 
rupture.Upon receipt of NRC SER detailing outstanding concerns, util will initiate requi- 
site review to provide plant-specific info to NRC. 

AINGER.K.A. Commonwealth Edison Co. 87/01/21. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 39498:001-39498:002. 

8702030456 informs that consideration of full power licensing presently scheduled for 
wk of 870126.Briefing package, including listed items, encl.SER & SSERs 1-7 also 
encl.W/o ends. 

STELLO.V. Office of the Executive Director for Operations. 87/01/22. ZECH, ROB- 
ERTS, ASSELSTINE Commissioners. 2pp. 39485:357-39485:358. 

@702040245 Forwards SER re Generic Ltr 83-28, Item 4.5.2, “Reactor Trip Sys 
Reliability, On-Line Testing." Facility design meets staff position, per util 831105 re- 
sponse. 

OLSHAN.LN., STEVENS, J.A. PWR Project Directorate 3. 87/01/23. FARRAR, D.L 
Commonwealth Edison Co. 3pp. 39509:318-39509:321. 

-8702040252 SER supporting facility design.per Generic Ltr 83-28, Item 4.5.2, "Reactor 
Trip Sys Reliability, On-Line Testing." 

* NRC - No Detailed Affiliation Given. 87/01/23. Ip. 39509:321-39509:321. 

8702180421 Provides verification of reactor containment fan cooler (RCFC) heat remov- 
al capability per 870121 telcon.RCFC heat removal capability meets or exceeds that 
used for containment integrity analyses.Supporting data end. 

HUNSADER.S.C. Commonwealth Edison Co. 87/01/23. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 5pp. 39662:164-39662:168. 

8702040664 Documents addl info provided to NRC in 870121 telcon re delays in com- 
pletion of testing & balancing activities, leak rate from facility ECCS equipment in auxil- 
iary bldg & performance of addl leak rate determinations. 

AINGER.KA Commonwealth Edison Co. 87/01/27. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 39503:120-39503:123. 

8702130376 Forwards License NPF-66 for facility, FR notice, unexecuted Amend 6 to In- 
demnity Agreement B-97 & SSER 8 (NUREG-0876) prepared in support of issuance of 
full power OL 

NOVAK.T.M. Division of Pressurized Water Reactor Licensing - A (post 851 1 25). 87/ 
01 /30. FARRAR, D.L Commonwealth Edison Co. 4pp. 39639:001 -39639:038. 

-8702130390 License NPF-66 for Byron Station Unit 2. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/ 
30. 9pp. 39639:004-39639:012. 

-8702130408 Notice of issuance of License NPF-66 for Byron Station Unit 2. 
VARGA.S.A. PWR Project Directorate 3. 87/01/30. 25pp. 39639:013-39639:038. 

8702180460 Forwards Rev 1 to “ATWS Mitigation Sys Specific Design for Byron/Braid- 
wood Stations," revising Subsection 4.9 to provide remainder of info requested in 
NRC 860925 Itr. 

LEBLOND.P.C. Commonwealth Edison Co. 87/01/30. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 39664:294-39664:325. 


-8702180464 Rev 1 to “ATWS Mitigation Sys Specific Design for Byron/ Braidwood 
Stations." 

* Sargent & Lundy, Inc. 87/01/16. 31pp. 39664:295-39664:325. 

8702060162 Submits daily highlightFull power license for plant issued on 870130.Plant 
exceeded 5% power on 870201, 

OLSHAN.LN. PWR Project Directorate 3. 87/02/02. DENTON, H., VOLLMER.R., 
LYONS, J. NRC - No Detailed Affiliation Given. Ip. 39565:055-39565:055. 

8702120521 Forwards NRR monthly status rept, including info available as of 
870131.Rept identifies potential or actual licensing delay for Shoreham, Comanche 
Peak Unit 1, Braidwood Unit 1 & Seabrook Unit 1. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
05. STELLO.V. Office of the Executive Director for Operations. 21pp. 68773:241- 
68773:261. 

8702130256 Forwards request for addl info needed to continue review of 860915 appli- 
cation for Tech Spec change to replace requirement to measure source range flux 
-instrumentation high voltage plateau curve. 

OLSHAN.LN. PWR Project Directorate 3. 87/02/05. FARRAR, D.L. Commonwealth 
Edison Co. 4pp, 39643:288-39643:291. 

8702130310 Forwards safety evaluation accepting util 861224 response to TMI Action 
Item li.K.3.31 .compliance W/10CFR50.46 by referencing WCAP-11145, “Westing- 
house Small Break LOCA ECCS Evaluation Model Generic Study w/NOTRUMP 
Code." 

OLSHAN.LN. PWR Project Directorate 3. 87/02/05. FARRAR.D.L Commonwealth 
Edison Co. 4pp. 39639:175-39639:178. 

8702130287 Submits evaluation of util 870113 & 23 submittals re adequacy of reactor 
containment fan cooler heat removal capability.Coolers adequate.FSAR Table 6.2-56 
should be updated.Addl info re affect of cooler performance requested. 

VARGA, S.A. PWR Project Directorate 3. 87/02/06. FARRAR.D.L. Commonwealth 
Edison Co. 3pp. 39644:078-39644:080. 

@702170337 Forwards safety evaluations supporting util 850517,0802, 0823,1211 S 
860429 submittals re environ effects of high energy line breaks in auxiliary steam & 
steam generator blowdown sys.Design of blowdown sys acceptable. 

VARGA, S.A. PWR Project Directorate 3. 87/02/06. FARRAR.D.L Commonwealth 
Edison Co. 4pp. 39672:048-39672:062. 

-8702170353 Safety evaluation supporting util 850517,0802,0823,1211 & 860429 sub- 
mittals re environ effects of high energy line breaks in auxiliary steam or steam gener- 
ator blowdown sys. Design of Blowdown sys acceptable. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/06. 7pp. 
39672:052-39672:058. 

-8702180136 SER re util 850802 submittal describing design details of steam generator 
blowdown & auxiliary steam sys to detect & isolate high energy line breaks.Sys design 
acceptable, however, two deviations from IEEE-STD-297 criteria apparent. 

* Office of Nuclear Reactor Regulation, Director (post 85112b). 87/02/06. 4pp. 
39672:059-39672:062. 

8702170368 Forwards request for addl info re 861223 application for amend to Tech 
Specs to accommodate removal of resistance temp detectors bypass manifold 
sys. Info requested should be submitted by 870213 in order to complete review by 
870228. 

OLSHAN.LN. PWR Project Directorate 3. 87/02/10. FARRAR.D.L Commonwealth 
Edison Co. 5pp. 39458:106-39458:110. 

8702180077 Forwards request for addl info re 870106 application for amend to Tech 
Specs, allowing reconstitution of fuel assembly.lnfo needed includes 
qualifications, authority & reporting level of radiation protection manager. 

OLSHAN.LN. PWR Project Directorate 3. 87/02/11. FARRAR.D.L Commonwealth 
Edison Co. 4pp. 39674:310-39674:313. 

8702270097 Forwards settlement agreement w/State of IL,consisting of draft testimony 
& petition. 

WOLF.R.O. Isham, Lincoln & Beale. 87/02/12. SCINTO.J. Office of the General 
Counsel. 90pp. 39758:317-39759:046. 

8702190071 Requests end “Proposed Response to NRC Question on Multirack Behav- 
ior During Seismic Event," dtd 870106 & 13, be placed in docket files for facilities. 
OLSHAN.LN. PWR Project Directorate 3. 87/02/13. Document Control Branch (Docu- 
ment Control Desk). 4pp. 39691 :1 30-39691 : 1 33. 

8702250389 Discusses 861222 meeting w/util in Bethesda,MD re structural analysis of 
spent fuel expansion.Confirms previous telcon requesting that concern re multi-rack 
impact be addressed. Meeting summary issued on 870112. 

OLSHAN.LN. PWR Project Directorate 3. 87/02/17. FARRAR.D.L Commonwealth 
Edison Co. 2pp. 39743:244-39743:245. 


Q. inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list 
DEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.’* Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020377 Responds to 861217 Itr re violations noted in Insp Repts 50-454/86-47 & 
50-455/86-43.Corrective actions:station control room engineer required to notify radi- 
ation chemistry of required sampling. 

FARRAR.D.L Commonwealth Edison Co. 87/01/16. KEPPLER.J.G. Region 3, Office 
of Director. 4pp. 39468:263-39468:266. 

8702020289 Commits to providing description of inservice insp program by 870506. 
HUNSADER.S.C. Commonwealth Edison Co. 87/01/21. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). Ip. 39451:111-39451:111. 
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8702020605 Forwards SALP Repts 50-454/87-01 & 50-455/87-01 for Nov 1985 - Oct 
1986. 

KEPPLER.J.G. Region 3, Office of Director. 87/01/21. REED.C. Commonwealth 
Edison Cc. l : cp 39464:322-39464:359. 

-8702020612 SALP Repts 50-454/87-01 & 50-455/87-01 for Nov 1985 - Oct 1986. 

8 Region 3, Office of Director. 87/01/21. 35pp. 39464:325-39464:359. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineerino Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York. Inc. 10700. 39525:233- 
39525:339. 


R. Periodic operating reports & related correspondence 

8702260278 Monthly operating repts for Jan 1987.W/870210 Itr. 

SPITZER.DJ., QUERIO.R.E. Commonwealth Edison Co. 87/01/31. 14pp. 39751:212- 
39751:225. 


S. Reportabte occurrences, LERs & related correspondence 

8702040718 PNO-IH-87-017:on 8701 30,facility received full power OL. Licensee expects 
to go beyond 5% power in early Feb.State of IL notified. 

FORNEY.W., WARNICK.R.F. Region 3, Office of Director. 87/01/30. Ip. 39503:176- 
39503:176. 


8701228053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8702270325 Forwards ‘‘Preservice insp Summary Rept," per requirements of Article 
IWA-6000 of Section XI of ASME Boiler & Pressure Vessel Code.1977 Edition through 
Summer 1978 Addenda. 

QUERIO.R.E. Commonwealth Edison Co. 87/02/02. KEPPLER.J.G. Region 3, Office 
of Director. Ip. 39796:068-39796:077. 

-8702270330 “Preservice Insp Summary Rept." 

8 Commonwealth Edison Co. 87/02/02. 9pp. 39796:069-39796:077. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 


8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.Li$t of 
attendees, events discussed, summary of events for input into performance indicator 

, G /^C^ati ng Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON. F.. O:’ c.'; of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
3Sf;?-‘.0‘ 7-3£5C-'-'C" Z. 

8702180352 Errata to LER 86-001 -00, incorporating Page 4 inadvertently omitted from 
oriqinal LER re Crosby relief valve JO-25WR. _ 

QUERIO.R.E. Commonwealth Edison Co. 87/02/06. 2pp. 39668:001-39668:002. 

8702200306 LER 87-001 -00:on 8701 15, reactor trip occurred due to reactor coolant re- 
sistance temp detector (RTD) failure.Caused by Loop C cold leg temp narrow range 
RTD failinq to low resistance. Failed RTD replaced & recalibr.W/870213 (tr. 
SCHUSTER, T., QUERIO.R.E. Commonwealth Edison Co. 87/02/13. 4pp. 39700:161- 
39700:164. 


T. Hearing transcripts on non-antltrust matters 


8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end, 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702100051 Forwards Safety Insp Rept 50-455/87-04 on 870105-23 & notice of 
violation.Stated event of more than minor safety significance & of concern to 
NRC.Escalated enforcement action considered but not pursued for stated reasons. 
NORELIUS.C.E. Region 3, Office of Director. 87/02/04. REED.C. Commonwealth 
Edison Co. 2pp. 39569:351-39569:359. 


8702060283 Transcript of 870130 Commission discussion/possible vote on full power 
OL for facility.Pp 1 -72.Supporting viewgraphs end. 

8 Commissioners. 87/01/30. 89pp. 39528:078-39528:166. 


V. Operator Examinations 

8702020605 Forwards SALP Repts 50-454/87-01 & 50-455/87-01 for Nov 1985 - Oct 

KEPPLER.J.G. Region 3, Office of Director. 87/01/21. REED.C. Commonwealth 
Edison Co. 3pp. 39464:322-39464:359. 


—8702100055 Notice of violation from insp on 870105-23. 

NORELIUS.C.E. Region 3, Office of Director. 87/02/04. Ip. 39569:353-39569:353. 


8702020612 SALP Repts 50-454/87-01 & 50-455/87-01 for Nov 1985 - Oct 1986. 


-8702100062 Safety Insp Rept 50-455/87-04 on 8701 05-23. Violation noted: failure to 
ensure operability of both ECCS subsystems upon entry into Mode 3.Violation of more 
than minor safety significance. 

FORNEY.W.L. Region 3, Office of Director. 87/02/03. 6pp. 39569:354-39569:359. 

87O2060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, tnc. 96pp 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp 39702:228- 
39702:343. 


8702240391 Confirms understanding from 870212 telcon that mgt meeting will be held 
on 870225 in Glen EllynJL to discuss requalification training program.Notice of signifi- 
cant licensee meeting end. _ * ... 

PAPERIELLO.C.J. Region 3, Office of Director. 87/02/17. REED.C. Commonwealth 
Edison Co. 2pp. 39721:116-39721:117. 


8702260308 Forwards Safety Insp Repts 50-454/87-03 & 50-455/87-05 on 870113-15 

SHAFE^ N W.D° ! Region °3? d Office of Director. 87/02/19. REED.C. Commonwealth 
Edison Co. 2pp. 39751:344-39751:358. 

-8702260318 Insp Repts 50-454/87-03 & 50-455/87-05 on 870113-15 & 20-22. No vio- 
lations or deviations noted. Major areas inspected: gaseous & liquid radioactive pro- 
grams including air cleaning sys surveillance & training & qualification effectiveness. 
HUETER.LJ. Region 3, Office of Director. 87/02/18. 13pp. 39751:346-39751:358. 


DOCKET STN-50-456 BRASDWOOD STATION, UNIT 1 
F. Security, medical, emergency 8c fire protection plans 


8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers.GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. IIIdd 39784-116- 
39784:224. 

8702270229 Forwards Insp Rept 50-454/87-02 & 50-455/87-02 on 870101-29 & notice 
of violation. 

WARNICK.R.F. Region 3, Office of Director. 87/02/18. REED.C. Commonwealth 
Edison Co. 2pp. 39771 :291 -39771 :31 2. 

-8702270236 Notice of violation from insp on 870101-29. 

WARNICK.R.F. Region 3, Office of Director. 87/02/18. Ip. 39771:293-39771:293. 

-8702270246 Insp Rept 50-454/87-02 & 50-455/87-02 on 870101-29. Violation 
noted:failure to restore radiation monitor to operable status following maint & failure to 

P roperly set blowdown ring of component cooling safety valve. 

ORNEY.W.L. Region 3, Office of Director. 87/02/18. 19pp. 39771:294-39771:312. 

8702260308 Forwards Safety Insp Repts 50-454/87-03 & 50-455/87-05 on 870113-15 
& 20-22.No violations noted. 

SHAFER, W.D. Region 3, Office of Director. 87/02/19. REED.C. Commonwealth 
Edison Co. 2pp. 39751 -.344-39751 :358. 


8612150091 Forwards Rev 13 to physical security plan, concerning screening of contrac- 
withheld (ref 10CFR73.21). , 0 4 _ 

nmonwealth Edison Co. 86/12/09. Office of Nuclear Reactor Regu- 
)St 851125). Ip. 38980:223-38980:223. 

8702020434 Revised block index procedures, including Rev 1 to BwZP 090-1 A5 re App 
E general emergency checklist, Rev 4 to BwZP 100-1 re station director implementing 
procedure & Rev 4 to BwZP 100-1A2 re App B unusual event checklist 
8 Commonwealth Edison Co. 87/01/14. 33pp. 39467:163-39467:195. 


tor personnel.Rev 
FARRAR, D.L. Cor 
lation, Director (pc 


8702020589 Rev 3 to Block Index Procedure BwZP 300-3, “Use of Nuclear Accident 
Reporting Sys Form.” W/revised index. 

8 Commonwealth Edison Co. 87/01/23. 4pp. 39467:118-39467:121. 


8702060277 Forwards Rev 0 to Procedure BwAP 1110-1, “Fire Protection Program Sys 
Requirements." Rev submitted for review & approval & subsequent authonzation to 
delete applicable requirements from NUREG-1 223, plant Tech Specs, dtd Oct 1986. 
HUNSADER.S.C. Commonwealth Edison Co. 87/01/30. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 67pp. 39533:262-39533:328. 


-8702060507 Rev 0 to BwAP 1110-1, “Fire Protection Program Sys Requirements.” 
8 Commonwealth Edison Co. 87/01/30. 66pp. 39533:263-39533:328. 


8702170439 Forwards Safeguards Insp Rept 50-456/87-02 on 870105-09 & notice of 
violation. Violations represents significant mgt breakdown in security program.Notice ot 
violation withheld (ref 10CFR73.21). « tM , 

AXELSON.W.L. Region 3, Office of Director. 87/02/09. REED.C. Commonwealth 
Edison Co. 3pp. 39648:295-39648:298. 


-8702260318 Insp Repts 50-454/87-03 & 50-455/87-05 on 870113-15 & 20-22 No vio- 
lations or deviations noted.Major areas inspected: gaseous & liquid radioactive pro- 
grams Including air cleaning sys surveillance & training & qualification effectiveness 
HUETER.L.J., SCHUMACHER, M. Region 3, Office of Director. 87/02/18 13dd 
39751:346-39751:358. 


-8702170449 Partially withheld Insp Rept 50-456/87-02 on 870105-09 (ref 
10CFR73.21). Violation noted:failure to provide adequate barriers & access controls to 
vital area.Training program for protection of safeguards info deficient. 

BELANGER, J.L., P!RTLE,G.L, CREED, J.R. Region 3, Office of Director. 87/02/09. 
Ip. 39648:298-39648:298. 
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8702260008 Requests deferral of installation of concrete plugs as fire protection meas- 
ures for equipment removal hatches per NRC fire protection audit & 870114 
telcon Hour!'/ fire watches implemented until hatchways sealed. 

HUNSADER.S.C. Commonwealth Edison Co. 87/02/17. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 39740:357-39740:358. 


G. Adjudicatory correspondence 


8702030047 Intervenor motion for extension of time.* Extension until 870203 requested 
for filing proposed findings & brief due to extraordinary bulk of record.Certificate of 
Svc end. 

GUILD, R. Rorem, B. GUILD, R. Business & Professional People for the Public Interest. 
#187 2339. 87/01/23. Atomic Safety and Licensing Board Panel. 4pp. 39475:140- 
39475:143. 

8702060044 Forwards abstracts for Sargent & Lundy panel, which testified on 
861010,15,16,17,21,22 & portion of 23.Abstracts for PTL panel & DelGeorge & Fran- 
kel may be provided by end of wk.W/o encIs.Related correspondence. 

STEPTOE.P.P. Commonwealth Edison Co. STEPTOE.P.P. Isham, Lincoln & Beale. 
#187 2410. 87/02/02. GROSSMAN, H„ CALLIHAN.A.D., COLE.R.F. Atomic Safety 
and Licensing Board Panel. Ip. 39534:001-39534:001. 

8702060038 In camera submission in Braidwood.* Informs of receipt of J Gallo 870107 
Itr, docketed on 8701 09, containing info subj to protection under Commission 861107 
protective order.Ltr treated as in camera filing. 

JULIAN, E.L. Docketing & Services Branch. #187 2409. 87/02/03. Docketing & Serv- 
ices Branch. Ip. 39533:360-39533:360. 

8702060048 Order granting page limit increase & extensions of time.* Page limit for 
opening briefs extended to 106 pages.Time limits for briefs & proposed findings ex- 
tended by 8 days. Served on 870203. 

GROSSMAN, H. Atomic Safety and Licensing Board Panel. #187 2408. 87/02/03. 
Office of the General Counsel. 2pp. 39534:002-39534:003. 

8702060062 Forwards proposed findings of fact, brief of interveners, intervenors motion 
for extension of page limit for brief & notice of appearance of RL Jones. 

GUILD, R. Business & Professional People for the Public Interest. #187 2416. 87/02/ 
03. GROSSMAN.H., COLE.R.F., CALLIHAN.A.D. Atomic Safety and Licensing Board 
Panel. Ip. 39534:028-39534:300. 

-8702060066 Brief of Intervenors Bridget Little Rorem.et al* Evidence presented estab- 
lishes existence of seriously flawed QA program at LK Comstock Co, electrical 
contractor.Applicant license to operate plant should be denied. 

JONES, R.L. Rorem, B. JONES, R.L. Business & Professional People for the Public In- 
terest. 87/02/03. 97pp. 39534:029-39534:125. 

-8702060077 Proposed findings of fact of intervenors Bridget Little Rorem.et al.* 

GUILD, R. Rorem, B. GUILD.R. Business & Professional People for the Public Interest. 
87/02/03. 164pp. 39534:126-39534:295. 

-8702060082 Intervenors motion for extension of page limit for brief.* Despite diligent 
efforts intervenors have been unable to achieve 75-page goal.Extension 
requested. Notice of appearance of RL Jones & Certificate of Svc end. 

GUILD, R, Rorem, B. GUILD.R. Business & Professional People for the Public Interest. 
87/02/03. Atomic Safety and Licensing Board Panel. 5pp. 39534:296-39534:300. 

8702130223 Informs parties that Zech will tour plant on 870219. B Little must be noti- 
fied by 870218 if single representative of any party to proceeding wishes to 
attend.Served on 870210. 

HUMENANSKY.D.F. Commissioners. #187 2476. 87/02/10. Office of the General 
Counsel. Ip. 39633:359-39633:359. 

8702190103 Forwards abstracts of QC inspectors 860603,27,0708 & 24 testimonies re 
plant hearings.W/o encIs.Related correspondence. 

STEPTOE.P.P. Commonwealth Edison Co. STEPTOE.P.P. Isham, Lincoln & Beale. 
#187 2503. 87/02/11. GROSSMAN.H., DIXON, A., COLE.R.F. Atomic Safety and Li- 
censing Board Panel. Ip. 39666:015-39666:015. 

8702190096 Forwards abstracts for 861023,24,27-31,1105 & 07.W/0 encl. Related cor- 
respondence. 

STEPTOE.P.P. Commonwealth Edison Co. STEPTOE.P.P. Isham, Lincoln & Beale. 
#187 2517. 87/02/13. GROSSMAN.H., CALLIHAN.A.D., COLE.R.F. Atomic Safety 
and Licensing Board Panel. Ip. 39666:027-39666:027. 

8702240132 NRC staff brief in support of proposed findings of fact & conclusions of law 
on Rorem.et al Contention 2.C.* No pervasive breakdown of applicant or Comstock 
QA program evidenced.Certificate of Svc encl. 

BERRY, G.A., CHAN.E.I., ROTHSCHILD.M.U. Assistant General Counsel for Hearings. 
#187 2562. 87/02/13. 200pp. 39701:043-39701:299. 

8702240081 Reply brief of applicant Comm Ed Co.* ASLB should find in applicant favor 
re intervenor harassment contention.lssuance of OL recommended.Certificate of Svc 
encl. 

GALLO, J. Commonwealth Edison Co. GALLO, J. Isham, Lincoln & Beale. #187 2558. 
87/02/18. Atomic Safety and Licensing Board Panel. 76pp. 39701:329-39702:044. 

8702250290 Forwards abstracts for 860825,27,1106,12,13,20,21 & 26. Error noted in 
applicant 870218 reply brief. Both objective & subjective attributes should be deleted 
from last sentence on Page 58 re welding.W/o encIs.Related correspondence. 
STEPTOE.P.P. Commonwealth Edison Co. STEPTOE.P.P. Isham, Lincoln & Beale. 
#187 2571. 87/02/20. GROSSMAN.H., CALLIHAN.A.D., COLE.R.F. Atomic Safety 
and Licensing Board Panel. Ip. 39729:078-39729:078. 


J. insurance & indemnity information 


8702100439 Forwards Endorsement 12 to NELIA Policy NF-294. 

OSTER.J. Commonwealth Edison Co. 87/01/22. DINITZ.I. Office of State Programs, 
Director. 2pp. 39578:039-39578:040. 

8702100442 Forwards Endorsement 8 to MAELU Policy MF-128. 

OSTER.J. Commonwealth Edison Co. 87/01/27. DINITZ.I. Office of State Programs, 
Director. 2pp. 39572:144-39572:145. 


P. Operating license stage documents it correspondence 

8702040049 Discusses need for facility-specific reviews re steam generator tube 
rupture.Upon receipt of NRC SER detailing outstanding concerns, util will initiate requi- 
site review to provide plant-specific Info to NRC. 

AINGER.K.A. Commonwealth Edison Co. 87/01/21. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 39498:001-39498:002. 

8702040245 Forwards SER re Generic Ltr 83-28, Item 4.5.2, “Reactor Trip Sys 
Reliability, On-Line Testing." Facility design meets staff position, per util 831105 re- 
sponse. 

OLSHAN.L.N., STEVENS.J.A. PWR Project Directorate 3. 87/01/23. FARRAR, D.L. 
Commonwealth Edison Co. 3pp. 39509:318-39509:321. 

-8702040252 SER supporting facility design, per Generic Ltr 83-28,ltem 4.5.2, "Reactor 
Trip Sys Reliability .On-Line Testing." 

* NRC - No Detailed Affiliation Given. 87/01/23. Ip. 39509:321-39509:321. 

8702180460 Forwards Rev 1 to "ATWS Mitigation Sys Specific Design for Byron/Braid- 
wood Stations,” revising Subsection 4.9 to provide remainder of info requested in 
NRC 860925 Itr. 

LEBLOND, P.C. Commonwealth Edison Co. 87/01/30. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 39664:294-39664:325. 

-8702180464 Rev 1 to “ATWS Mitigation Sys Specific Design for Byron/ Braidwood 
Stations." 

* Sargent & Lundy, Inc. 87/01/16. 31pp. 39664:295-39664:325. 

8702120521 Forwards NRR monthly status rept, including info available as of 
870131.Rept identifies potential or actual licensing delay for Shoreham, Comanche 
Peak Unit 1 .Braidwood Unit 1 & Seabrook Unit 1 . 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
05. STELLO.V. Office of the Executive Director for Operations. 21pp. 68773:241- 
68773:261. 

8702170337 Forwards safety evaluations supporting util 850517,0802, 0823,1211 & 
860429 submittals re environ effects of high energy line breaks in auxiliary steam & 
steam generator blowdown sys.Design of blowdown sys acceptable. 

VARGA.S.A. PWR Project Directorate 3. 87/02/06. FARRAR, D.L. Commonwealth 
Edison Co. 4pp. 39672:048-39672:062. 

-8702170353 Safety evaluation supporting util 850517,0802,0823,1211 & 860429 sub- 
mittals re environ effects of high energy Tine breaks in auxiliary steam or steam gener- 
ator blowdown sys. Design of blowdown sys acceptable. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/06. 7pp. 
39672:052-39672:058. 

-8702180136 SER re util 850802 submittal describing design details of steam generator 
blowdown & auxiliary steam sys to detect & isolate high energy line breaks.Sys design 
acceptable, however, two deviations from IEEE-STD-297 critena apparent. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/06. 4pp. 
39672:059-39672:062. 

8702260337 Forwards listing of generic issues re Salem ATWS & TMI-2, indicating com- 
pletion date or projected completion date for implementation of action to resolve 
issues, per request. 

HUNSADER, H.C. Commonwealth Edison Co. 87/02/06. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 39751:312-39751:313. 

8702180077 Forwards request for addl info re 870106 application for amend to Tech 
Specs, allowing reconstitution of fuel assembly.lnfo needed includes 

qualifications, authority & reporting level of radiation protection manager. 

OLSHAN.L.N. PWR Project Directorate 3. 87/02/11. FARRAR, D.L. Commonwealth 
Edison Co. 4pp. 39674:310-39674:313. 

8702270097 Forwards settlement agreement w/State of IL.consisting of draft testimony 
& petition. 

WOLF.R.O. Isham, Lincoln & Beale. 87/02/12. SCINTO.J. Office of the General 
Counsel. 90pp. 39758:317-39759:046. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 


8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list encl. 

JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 


8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
. 39548:318. 
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8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702100031 Forwards Safety Insp Repts 50-456/86-61 & 50-457/86-45 on 861120- 
8 7 0l29.Nc violations noted. 

H^RRiSC.\',J. fc . Reg ; on 3, Office o f Director. 87/02/04. REED.C. Commonwealth 
Edison Co. 2pp. 3S57C 037 39570 1C5 

-8702100039 Safety Insp Repts 50-456/86-61 & 50-457/86-45 on 861120- 870129.No 
violations or deviations noted.Major areas inspected:resolution of previous insp 
findings, 10CFR50.55(e) deficiency repts B coolant Diping radiographs. 

JACOBSON, J.M., JONES.D.E., DANIELSON, D.H. Region 3, Office of Director. 87/02/ 
04. 17pp. 39570:089-39570:105. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702170439 Forwards Safeguards Insp Rept 50-456/87-02 on 870105-09 & notice of 
violation.Violations represents significant mgt breakdown in security program.Notice of 
violation withheld (ref 10CFR73.21). 

AXELSON.W.L. Region 3, Office of Director. 87/02/09. REED.C. Commonwealth 
Edison Co. 3pp. 39648:295-39648:298. 

-8702170449 Partially withheld Insp Rept 50-456/87-02 on 870105-09 (ref 
10CFR73.21). Violation noted:failure to provide adequate barriers & access controls to 
vital area.Training program for protection of safeguards info deficient. 

BELANGER, J.L., PIRTLE.G.L, CREED, J.R. Region 3, Office of Director. 87/02/09. 
Ip. 39648:298-39648:298. 

8702170664 Forwards Safety Insp Rept 50-456/87-03 on 870105-23.No violations 
noted. 

HEHL.C.W. Region 3, Office of Director. 87/02/09. REED.C. Commonwealth Edison 
Co. 2pp. 39653:335-39653:353. 

-8702170671 Safety insp Rept 50-456/87-03 on 870105-23.No violations or deviations 
noted.Major areas inspected:action on previous insp findings, preoperational test pro- 
cedure verification & preoperational test result verification. 

DUPONT, S.G., AZAB.B., WRIGHT, G.C. Region 3, Office of Director. 87/02/06. 15pp. 
39653:337-39653:353. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metai Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, inc. 111pp. 39784:116- 
39784:224. 

8702190308 Forwards Safety Insp Rept 50-456/86-23 on 860525-870129 & notice of 
violation. 

HEHL.C.W. Region 3, Office of Director. 87/02/13. REED.C. Commonwealth Edison 
Co. 2pp. 39680:241-39680:255. 

-8702190310 Notice of violation from insp on 860525-870129. 

HEHL.C.W. Region 3, Office of Director. 87/02/13. Ip. 39680:243-39680:243. 

—8702190325 Insp Rept 50-456/86-23 on 860525-8701 29. Violations noted: fuel transfer 
tube bellows not Type B tested during preoperation testing program & periodic tests & 
schedules for test bellows not developed. 

MAURA, F., MENDEZ, R., WRIGHT, G.C. Region 3, Office of Director. 87/02/13. 11pp. 
39680:244-39680:255. 

8702260328 Forwards Safety Insp Repts 50-456/87-05 & 50-457/87-04 on 870203- 
06.No violations noted. 

HARRISON, J.J. Region 3, Office of Director. 87/02/19. REED.C. Commonwealth 
Edison Co. 2pp. 39751:324-39751:330. 

-8702260335 insp Repts 50-456/87-05 & 50-457/87-04 on 870203-06.No violations or 
deviations noted.Major areas inspected: electrical & instrumentation 
sys, components, cables, terminations & panels. 

NEISLER.J.H., GARDNER, R.N. Region 3, Office of Director. 87/02/19. 5pp. 
39751:326-39751:330. 


8702040094 LER 87-00 1-00:on 8701 02, personnel failed to take required gas sample w/ 
H2 & 02 analyzers inoperable.Caused by design deficiency in moisture separator 
filter.Filter placed in sample gas inlet line to remove water. W/8701 30 Itr. 

LARSON, S„ FITZPATRICK, E. Commonwealth Edison Co. 87/01/23. 4pp. 3949 7:282- 
39497:285. 

8702020564 LER 86-01 1-01 :on 861 224, containment ventilation isolation signal received 
from Train B of solid state protection sys. Caused by spurious signal due to multiple 
work activities by contractor personnel. Ltr to contractor issued.W/870126 Itr. 
RICHARD, R., FITZPATRICK, E. Commonwealth Edison Co. 87/01/26. 6pp. 
39466:218-39466:223. 

8702090358 LER 87-002-00:on 870107.ESF bus 141 feed breaker tripped resulting in 
loss of power to radiation monitor causing containment ventilation isolation for Train 
A. Caused by const activity.Ltr issued to const mgt.W/870204 Itr. 

HILL.H., FITZPATRICK, E. Commonwealth Edison Co. 87/02/04. 4pp. 39556:304- 
39556:307. 

8702090379 LER 87-004-00:on 8701 08, Train A containment ventilation isolation 
occurred.Caused by operator inadvertently tripping ESF bus 131X2,Operator involved 
in formal review & appropriate action taken based on work record.W/870204 Itr. 
HILL.H., FITZPATRICK, E. Commonwealth Edison Co. 87/02/04. 3pp. 39560:050- 
39560:052. 

8702090091 LER 87-003-00:on 870107 & 09,containment bldg fuel handling incident 
area radiation monitor channel 1RE-AR012 (IL) went into high alert alarm & interlock 
actuation due to loss of pulses. Detector replaced. W/870205 Itr. 

STANCZAK.P., FITZPATRICK.E. Commonwealth Edison Co. 87/02/05. 4pp. 
39549:176-39549:179. 

8702180086 PNO-lll-87-020:on 870204, lubricating oil & fuel leaks detected during 24 h 
test run of emergency diesel generator. Caused by interference between cross head & 
cross head guide.Steps to ensure correct clearance being taken. 

TONGUE, T., LITTLE, W. Region 3, Office of Director. 87/02/06. 2pp. 39661:203- 
39661:204. 

8702240368 LER 87-005-00:on 870115,reactor manually tripped due to confusing rod 
position indications.Caused by incorrect field wiring of digital rod position indication 
cables & failure to reset rod control urgent failure alarm.W/870213 Itr. 

JAQUEZ.S., FITZPATRICK.E. Commonwealth Edison Co. 87/02/13. 4pp. 39721:081- 
39721:084. 

8702250541 LER 87-006-00:on 870120, hourly fire watch patrols not performed in essen- 
tial svc water pump room.Caused by failure of personnel to recognize that path had 
been left to complete patrol. Personnel reinstructed. W/8702 12 Itr. 

O'DONNELL, E.W., FITZPATRICK.E. Commonwealth Edison Co. 87/02/17. 6pp. 
39735:092-39735:097. 

8702270020 Summary of Operating Reactor Events Meeting 87-04 on 870209. List of 
attendees, events discussed, significant elements of events & summary of events end. 
HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/19. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 18pp. 
39763:013-39763:030. 

8702250509 LER 87-01 1-00:on 870121, while preparing to drain component cooling 
water shellside of HX,RHR lost svc.Caused by leaking component cooling inlet isola- 
tion valve. Leaking valve repaired & surge tank refilled. W/870220 Itr. 

JAMES.H., FITZPATRICK.E. Commonwealth Edison Co. 87/02/20. 4pp. 39728:253- 
39728:256. 

8702260568 LER 87-007-00:on 8701 30, audit of Tech Specs noted that reactor trip 
breakers shunt & under voltage trip independence test surveillances for Trains A & B 
not performed.Caused by contractor error. W/870220 Itr. 

PETERSON, M., FITZPATRICK.E. Commonwealth Edison Co. 87/02/24. 3pp. 
39750:096-39750:098. 


V. Operator Examinations 

8702090157 Confirms operator & senior operator licensing exams scheduled for wk of 
870511. Requests submittal of listed info before 870311. Ref matl requirements for re- 
actor/senior reactor operator licensing exams end. 

HEHL.C.W. Region 3, Office of Director. 87/02/03. REED.C. Commonwealth Edison 
Co. 4pp. 39554:004-39554:007. 


DOCKET STN-50-457 BRAIDWOOD STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

8702040049 Discusses need for facility-specific reviews re steam generator tube 
rupture.Upon receipt of NRC SER detailing outstanding concerns, util will initiate requi- 
site review to provide plant-specific info to NRC. 

AINGER.K.A. Commonwealth Edison Co. 87/01/21. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 39498:001-39498:002. 

8702040245 Forwards SER re Generic Ltr 83-28, Item 4.5.2, "Reactor Trip Sys 
Reliability, On-Line Testing.” Facility design meets staff position, per util 831105 re- 
sponse. 

OLSHAN.L.N. PWR Project Directorate 3. 87/01/23. FARRAR, D.L. Commonwealth 
Edison Co. 3pp. 39509:318-39509:321. 

-8702040252 SER supporting facility design, per Generic Ltr 83-28, Item 4.5.2, “Reactor 
Trip Sys Reliability, On-Line Testing.” 
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8702170337 Forwards safety evaluations supporting util 850517,0802, 0823,1211 & 
860429 submittals re environ effects of high energy line breaks in auxiliary steam & 
steam generator blowdown sys.Design of blowdown sys acceptable. 

VARGA, S.A. PWR Project Directorate 3. 87/02/06. FARRAR, D.L. Commonwealth 
Edison Co. 4pp. 39672:048-39672:062. 

-8702170353 Safety evaluation supporting util 850517,0802,0823,1211 & 860429 sub- 
mittals re environ effects of high energy Tine breaks in auxiliary steam or steam gener- 
ator blowdown sys. Design of blowdown sys acceptable. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/06. 7pp. 
39672:052-39672:058. 

-8702180136 SER re util 850802 submittal describing design details of steam generator 
blowdown & auxiliary steam sys to detect & isolate high energy line breaks.Sys design 
acceptable, however, two deviations from IEEE-STD-297 criteria apparent. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/06. 4pp. 
39672:059-39672:062. 

8702260337 Forwards listing of generic issues re Salem ATWS & TMI-2, indicating com- 
pletion date or projected completion date for implementation of action to resolve 
issues, per request. 

HUNSADER.H.C. Commonwealth Edison Co. 87/02/06. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 39751:312-39751:313. 

8702180077 Forwards request for addl info re 870106 application for amend to Tech 
Specs, allowing reconstitution of fuel assembly.lnfo needed includes 
qualifications, authority & reporting level of radiation protection manager. 

OLSHAN.L.N. PWR Project Directorate 3. 87/02/11. FARRAR, D.L. Commonwealth 
Edison Co. 4pp. 39674:310-39674:313. 

8702270097 Forwards settlement agreement w/State of IL, consisting of draft testimony 
& petition. 

WOLF.R.O. Isham, Lincoln & Beale. 87/02/12. SCINTO.J. Office of the General 
Counsel. 90pp. 39758:317-39759:046. 


F. Security, medical, emergency & fire protection plans 

8612150091 Forwards Rev 13 to physical security plan, concerning screening of contrac- 
tor personnel. Rev withheld (ref 10CFR73.21). 

FARRAR, D.L. Commonwealth Edison Co. 86/12/09. Office of Nuclear Reactor Regu- 
lation, Director (post 851125). Ip. 38980:223-38980:223. 

8702020434 Revised block index procedures, including Rev 1 to BwZP 090-1 A5 re App 
E general emergency checklist, Rev 4 to BwZP 100-1 re station director implementing 
procedure & Rev 4 to BwZP 100-1A2 re App B unusual event checklist. 

* Commonwealth Edison Co. 87/01/14. 33pp. 39467:163-39467:195. 

8702020589 Rev 3 to Block Index Procedure BwZP 300-3, “Use of Nuclear Accident 
Reporting Sys Form.” W/revised index. 

* Commonwealth Edison Co. 87/01/23. 4pp. 39467:118-39467:121. 

8702060277 Forwards Rev 0 to Procedure BwAP 1110-1, “Fire Protection Program Sys 
Requirements.” Rev submitted for review & approval & subsequent authorization to 
delete applicable requirements from NUREG-1 223, plant Tech Specs, dtd Oct 1986. 
HUNSADER.S.C. Commonwealth Edison Co. 87/01/30. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 67pp. 39533:262-39533:328. 

-8702060507 Rev 0 to BwAP 1110-1, “Fire Protection Program Sys Requirements.” 

* Commonwealth Edison Co. 87/01/30. 66pp. 39533:263-39533:328. 

8702260008 Requests deferral of installation of concrete plugs as fire protection meas- 
ures for equipment removal hatches per NRC fire protection audit & 870114 
telcon.Hourly fire watches implemented until hatchways sealed. 

HUNSADER.S.C. Commonwealth Edison Co. 87/02/17. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 39740:357-39740:358. 


G. Adjudicatory correspondence 

8702030047 Intervenor motion for extension of time.* Extension until 870203 requested 
for filing proposed findings & brief due to extraordinary bulk of record. Certificate of 
Svc end. 

GUILD.R. Rorem, B. GUILD, R. Business & Professional People for the Public Interest. 
#187 2339. 87/01/23. Atomic Safety and Licensing Board Panel. 4pp. 39475:140- 
39475:143. 

8702060044 Forwards abstracts for Sargent & Lundy panel, which testified on 
861010,15,16,17,21,22 & portion of 23.Abstracts for PTL panel & DelGeorge & Fran- 
kel may be provided by end of wk.W/o encIs.Related correspondence. 

STEPTOE.P.P. Commonwealth Edison Co. STEPTOE.P.P. Isham, Lincoln & Beale. 
#187 2410. 87/02/02. GROSSMAN, H., CALLIHAN,A.D., COLE.R.F. Atomic Safety 
and Licensing Board Panel. Ip. 39534:001-39534:001. 

8702060038 In camera submission in Braidwood.* Informs of receipt of J Gallo 8701 07 
Itr.docketed on 8701 09, containing info subj to protection under Commission 861107 
protective order.Ltr treated as in camera filing. 

JULIAN, E.L Docketing & Services Branch. #187 2409. 87/02/03. Docketing & Serv- 
ices Branch. Ip. 39533:360-39533:360. 

8702060048 Order granting page limit increase & extensions of time.* Page limit for 
opening briefs extended to 106 pages.Time limits for briefs & proposed findings ex- 
tended by 8 days. Served on 870203. 

GROSSMAN, H. Atomic Safety and Licensing Board Panel. #187 2408. 87/02/03. 
Office of the General Counsel. 2pp. 39534:002-39534:003. 

8702060062 Forwards proposed findings of fact, brief of intervenors, intervenors motion 
for extension of page limit for brief & notice of appearance of RL Jones. 

GUILD, R. Business & Professional People for the Public Interest. #187 2416. 87/02/ 
03. GROSSMAN, H., COLE.R.F.. CALLIHAN.A.D. Atomic Safety and Licensing Board 
Panel. Ip. 39534:028-39534:300. 

-8702060066 Brief of Intervenors Bridget Little Rorem, et al* Evidence presented estab- 
lishes existence of seriously flawed QA program at LK Comstock Co, electrical 
contractor.Appiicant license to operate plant should be denied. 

JONES, R.L. Rorem, B. JONES, R.L Business & Professional People for the Public In- 
terest. 87/02/03. 97pp. 39534:029-39534:125. 


-8702060077 Proposed findings of fact of intervenors Bridget Little Rorem, et al.* 
GUILD.R. Rorem, B. GUILD.R. Business & Professional People for the Public Interest. 
87/02/03. 164pp. 39534:126-39534:295. 

-8702060082 Intervenors motion for extension of page limit for brief.* Despite diligent 
efforts intervenors have been unable to achieve 75-page goal.Extension 
requested.Notice of appearance of RL Jones & Certificate of Svc end. 

GUILD.R. Rorem, B. GUILD.R. Business & Professional People for the Public Interest. 
87/02/03. Atomic Safety and Licensing Board Panel. 5pp. 39534:296-39534:300. 

8702130223 Informs parties that Zech will tour plant on 870219. B Little must be noti- 
fied by 870218 if single representative of any party to proceeding wishes to 
attend.Served on 870210. 

HUMENANSKY.D.F. Commissioners. #187 2476. 87/02/10. Office of the General 
Counsel. Ip. 39633:359-39633:359. 

8702190103 Forwards abstracts of QC inspectors 860603,27,0708 & 24 testimonies re 
plant hearings.W/o encIs.Related correspondence. 

STEPTOE.P.P. Commonwealth Edison Co. STEPTOE.P.P. Isham, Lincoln & Beale. 
#187 2503. 87/02/11. GROSSMAN, H., DIXON.A., COLE.R.F. Atomic Safety and Li- 
censing Board Panel. Ip. 39666:015-39666:015. 

8702190096 Forwards abstracts for 861023,24,27-31,1105 & 07.W/O end. Related cor- 
respondence. 

STEPTOE.P.P. Commonwealth Edison Co. STEPTOE.P.P. Isham, Lincoln & Beale. 
#187 2517. 87/02/13. GROSSMAN, H„ CALLIHAN.A.D., COLE.R.F. Atomic Safety 
and Licensing Board Panel. Ip. 39666:027-39666:027. 

8702240132 NRC staff brief in support of proposed findings of fact & conclusions of law 
on Rorem.et al Contention 2.C.* No pervasive breakdown of applicant or Comstock 
QA program evidenced.Certificate of Svc end. 

BERRY.G.A., CHAN.E.I., ROTHSCHILD.M.U. Assistant General Counsel for Hearings. 
#187 2562. 87/02/13. 200pp. 39701:043-39701:299. 

8702240081 Reply brief of applicant Comm Ed Co.* ASLB should find in applicant favor 
re intervenor harassment contention.lssuance of OL recommended.Certificate of Svc 
end. 

GALLO, J. Commonwealth Edison Co. GALLO ,J. Isham, Lincoln & Beale. #187 2558. 
87/02/18. Atomic Safety and Licensing Board Panel. 76pp. 39701:329-39702:044. 

8702250290 Forwards abstracts for 860825,27,1106,12,13,20,21 & 26. Error noted in 
applicant 870218 reply brief.Both objective & subjective attributes should be deleted 
from last sentence on Page 58 re welding.W/o encIs.Related correspondence. 
STEPTOE.P.P. Commonwealth Edison Co. STEPTOE.P.P. Isham, Lincoln & Beale. 
#187 2571. 87/02/20. GROSSMAN, H., CALLIHAN.A.D., COLE.R.F. Atomic Safety 
and Licensing Board Panel. Ip. 39729:078-39729:078. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ * 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, "Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Umitorque DC Motor Op- 
erators fl Svc list ©ncl 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 


8702100031 Forwards Safety Insp Repts 50-456/86-61 50-457/86-45 on 861120- 

8701 29.No violations noted. 

HARRISON, J.J. Region 3, Office of Director. 87/02/04. REED.C. Commonwealth 
Edison Co. 2pp. 39570:087-39570:105. 

—8702100039 Safety Insp Repts 50-456/86-61 & 50-457/86-45 on 861120- 870129.No 
violations or deviations noted.Major areas inspected.resolution of previous insp 
findings,10CFR50.55(e) deficiency repts & coolant piping radiographs. 

JACOBSON, J.M., JONES, D.E., DANIELSON, D.H. Region 3, Office of Director. 87/02/ 
04. 17pp. 39570:089-39570:105. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Defidency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 
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8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L Division of Emeraency Preparedness & Engineering Response (Post 
830103). 87/02/11. Ccrseiidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


8702060519 Application for amend to License NPF-47,revising surveiHance requirement 
interval for drywefl bypass leakage testing.Amend requested prior to 870425 to avoid 

DE U cS?^^J.C P Guif States Utilities Co. 87/01/28. Document Control Branch (Docu- 
ment Control Desk). 8PP. 39536:226-39536:234. 


8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Ar@3$ ** Svc list end 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
8301031. 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L. Division o * Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702260328 Forwards Safety insp Repts 50-456/87-05 & 50-457/87-04 on 870203- 
06. No violations noted. 

HARRISON, JJ. Region 3, Office of Director. 87/02/19. REED.C. Commonwealth 
Edison Co. 2pp. 39751:324-39751:330. 

-8702260335 insp Repts 50-456/87-05 & 50-457/87-04 on 870203-06.No violations or 
deviations noted. Major areas inspected: electrical & instrumentation 
sys,components,cables, terminations & panels. 

NE1SLER.J.H., GARDNER, R.N. Region 3, Office of Director. 87/02/19. 5pp. 
39751:326-39751:330. 


S. Reportable occurrences, LERs & related correspondence 

8702180086 PNO-!ll-87-020:on 870204, lubricating oil & fuel leaks detected during 24 h 
test run of emergency diesel generator. Caused by interference between cross head & 
cross head guide.Steps to ensure correct clearance being taken. 

TONGUE, T., LITTLE, W. Region 3, Office of Director. 87/02/06. 2pp. 39661:203- 
39661:204. 


-8702060523 Proposed Tech Specs, revising surveillance requirement interval for 
drywell bypass leakage testing. 

* Gulf States Utilities Co. 87/01/28. Ip. 39536:234-39536:234. 

8702050325 Forwards Rev 3 to “Pump & Valve Inservice Testing Plan, River Bend 
Station .First 10-Yr Insp Interval," per l0CFR50.55a(q). Rev summary also encl. 
BOOKER, J.E. Gulf States Utilities Co. 87/01/30. Document Control Branch (Docu- 
ment Control Desk). 3pp. 39522:193-39523:036. 

-8702050334 Rev 3 to “Pump & Valve Inservice Testing Plan.River Bend Station, First 
10-Yr Insp Interval." ^ „ 

CATHEY.D. Gulf States Utilities Co. 87/01/02. 200pp. 39522:196-39523:036. 

8702090332 Responds to 861023 request re Unresolved Item 8624-03, “Condensate 
Pump Injection Pressure.” Max injection pressure ranges will be incorporated into 
Emergency Operating Procedure EOP-0001 during First Quarter 1987. 

BOOKER, J.E. Gulf States Utilities Co. 87/02/02. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39557:359-39557:360. 

8702170665 Requests mod of NPDES Permit LA0042731, changing discharge limitations 
for parameter of temp for Outfall 001 .Higher temp limits will not significantly impact 
receiving water. 

DEDDENS.J.C. Gulf States Utilities Co. 87/02/06. KNUDSON,M.O. Environmental 
Protection Agency. 5pp. 39661:028-39661:032. 

8702170672 Requests mod of Water Discharge Permit WP0409,changing discharge limi- 
tations for parameter of temp for Outfall 001. Higher temp limits will not significantly 
iroact receiving water. 

DFDDENS.J C. Gulf States Utilities Co. 87/02/06. GIVENS, J.D. Louisiana, State of. 
5pp. 39661:023-39661:027. 

8702190263 Forwards Table 2.2. 1-1 .inadvertently omitted from Encl 2 to 870128 Tech 
Spec change request, for review & concurrence. 

DEDDENS.J.C. Gulf States Utilities Co. 87/02/13. Document Control Branch (Docu- 
ment Control Desk). 3pp. 39686:336-39686:338. 


V. Operator Examinations 

8702090157 Confirms operator & senior operator licensing exams scheduled for wk of 
870511. Requests submittal of listed info before 870311. Ref matl requirements for re- 
actor/senior reactor operator licensing exams encl. 

HEHL.C.W. Region 3. Office cf Director. 87/02/03. REED.C. Commonwealth Edison 
Co. 4op. 395£-i:004-35554:C07. 


DOCKET 50-458 RIVER BEND STATION, UNIT 1 


8702190466 Notification of 870217 meeting w/util & Excel in Bethesda.MD to review 
Tech Spec amends, containment venting, proposal for satisfying license condition re 
UHS & overview of util plans for refueling outage. 

STERN.S.M. BWR Project Directorate 4. 87/02/13. BUTLER, W.R. BWR Project Direc- 
torate 4. 3pp. 39702: 1 1 7-39702: 119. 

8702270407 Summary of 870203 meeting w/Mark III Containment Hydrogen Control 
Owners Group re CLASIX-3 computer cod© validation & emergency procedure 
guidelines. List of attendees end. 

KINTNER.LL. BWR Project Directorate 4. 87/02/24. BWR Project Directorate 4. 5pp. 
39781:041-39781:045. 


F. Security, medical, emergency & fir© protection plans 


87 02260029 Forwards emergency planning exercise scenario for 870225 exercise, per 
NRC 840209 request.Scenario package contains exercise objectives, observer 
info, narrative summary & onsite & offsite messages. 

BOOKER, J.E Gulf States Utilities Co. 87/01/09. Document Control Branch (Docu- 
ment Control Desk). 600pp. 39735:294-39737:218 


8702270369 Requests plan & schedule be developed & submitted to NRC addressing 
issues which call for specific licensee actions, NRC review & potential requests for 
amend to license prior to startup following first refueling outage. 

BUTLER, W.R. BWR Project Directorate 4. 87/02/25. DEDDENS.J. Gulf States Utilities 
Co. 4pp. 39789:299-39789:302. 


Q. Inspection reports, IE Bulletins & correspondence 


8702040360 Forwards response to violations noted in Insp Rept 50-458/86-31 Re- 
sponse withheld (ref 10CFR73.21). 

DEDDENS.JC States Utifities Co. 87/02/02. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39505:360-39505:361. 

8702100399 Ack receipt of 860905 Itr informing NRC of steps taken to correct violations 
disajssed nSP ^ epS 50-458/86-11 & 50-458/86-1 7.Severity level of security incidents 

Co!' 2pp ,, 39577:3| i ?S9577l3sa 0f Dire0t0r - 87/02/04 ' CAHILL, W.J. Gulf States Utilities 

8702190425 Forwards response to NRC Itr re deficiency noted in Insp Rept 50-458/86- 
ano?of 6 protec1^e°action reromme^daSora^ " /S,a,e * “ & ,0 ° al pariahas re is *" 

Dooument Contro1 Branch (Docu - 

87 S?nI?^Lh 6 ^H S r S pl SIL% S£ f heduie be developed & submitted to NRC addressing 
issues which cal! for specific licensee actions, NRC review & potential reauests for 
t0 startup following first refueling outage. 

S^S7»»Sl5SMS! rt0,,l,, 4 ' 87/02/25 ' DEDDENS ' J - Gu « Utilities 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus.” W/o svc list. 
iEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702090362 Forwards Exam Rept 5Q-458/OL-86-01 of exams administered during wks 
of 861103 & 17. Audit of plant requalification program performed during wk of 861103 
& program determined to be satisfactory. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/01/22. CAHILL, WJ. Gulf States 
Utilities Co. 2pp. 39556:024-39556:176. 

-8702090367 Exam Rept 50-458/OL-86-01 on 861103 & 17.Exam results:alf 10 senior 
reactor operators & five of seven reactor operator candidates successfully completed 
all portions of exam.Exams & answer key encl. 

* Region 4, Office of Director. 87/01/22. 151pp. 39556:026-39556:176. 


P. Operating license stage documents & correspondence 

KKi^ N JF!?? 133 & " ge Instrument Setpoint Methodology 

pfiRXwT® Group 840629 " r - Rept app,icable to lia * 

\riLLA,R. General Electric Co. 86/11/19. BERKOWHN Standardization A 
Project Directorate. 5pp. 38826:157-38826:161. ’ ^anaaraization & Spec 


Tech Specs to reflect , 
' control Branch (Doc 


T^SSf 8 Pr0p0S8d T6Ch s P«veftecting r ™sed scram discharge vol water level 
• Gulf States Utilities Co. 87/01/28. 4pp. 39480:004-39480:007. 


8702100109 Forwards Insp Rept 50-458/86-40 on 861201-31 & notice of violation. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/01/23. DEDDENS.J.C. Gulf States 
Utilities Co. 2pp. 39574:107-39574:124. 

“8702100114 Notice of violation from insp on 861201-31. 

‘ Region 4, Office of Director. 87/01/23. Ip. 39574:109-39574:109. 

-8702100122 Insp Rept 50-458/86-40 on 861201-31.Violation noteddailure to follow 
surveillance test procedure. 

CHAMBERLIN, D., JONES, W.B., JAUDON.J.P. Region 4, Office of Director. 87/01/ 

1 ODD. 39574:1 1 0-»3Mri /4*1 24 


8 7 °2030312 Responds to NRC 861229 Itr re violations noted in Insp Rept 50-458/86-36 
22i 6 J < l 12 i 3 - Cor I e< i t,ve actionsrtemporary alteration & prompt mod request removed 
® 1 H de . te I min,n 9 tbat unreviewed safety question may exist. 

mStfltlfmrn Document Control Branch (Docu- 

ment Control Desk). 6pp. 39483:355-39483:360. 
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8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Purros Resulting From Loss of Siphon." Svc list encl. 

JORDaiv.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8702050325 Forwards Rev 3 to “Pump & Valve Inservice Testing Plan, River Bend 
Station, First 10-Yr Insp Interval," per 10CFR50.55a(q). Rev summary also encl. 
BOOKER, J.E. Gulf States Utilities Co. 87/01/30. Document Control Branch (Docu- 
ment Control Desk). 3pp. 39522:193-39523:036. 

-8702050334 Rev 3 to “Pump & Valve Inservice Testing Plan, River Bend Station.First 
10-Yr Insp Interval." 

CATHEY, D. Gulf States Utilities Co. 87/01/02. 200pp. 39522:196-39523:036. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8702040360 Forwards response to violations noted in Insp Rept 50-458/86-31 .Re- 
sponse withheld (ref 10CFR73.21). 

DEDDENS,J.C. Gulf States Utilities Co. 87/02/02. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39505:360-39505:361 . 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702100399 Ack receipt of 860905 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-458/86-11 & 50-458/86-1 7.Severity level of security incidents 
discussed. 

MARTIN, R.D. Region 4, Office of Director. 87/02/04. CAHILL, W.J. Gulf States Utilities 
Co. 2pp. 39577:331-39577:333. 

8702110056 Ack receipt of 861201 & 870128 Itrs informing NRC of steps taken to cor- 
rect violations noted in Insp Rept 50-458/86-27. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/04. DEDDENS.J.C. Gulf States 
Utilities Co. Ip. 39579:290-39579:301. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list encl. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702190025 Forwards response to NRC Itr re deficiency noted in Insp Rept 50-458/86- 
35.Corrective actions:util will continue to work w/State of LA & local parishes re issu- 
ance of protective action recommendations. 

DEDDENS.J.C. Gulf States Utilities Co. 87/02/06. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39691:278-39691:279. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702170592 Forwards Insp Rept 50-458/86-39 on 861208-12 & 870112-16 & notice of 
violation. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/11. DEDDENS.J.C. Gulf States 
Utilities Co. 2pp. 39654:321-39654:332. 

-8702170596 Notice of violation from insp on 861208-12 & 8701 12-16. 

* Region 4, Office of Director. 87/02/11. 2pp. 39654:323-39654:324. 

-8702170609 Insp Rept 50-458/86-39 on 861208-12 & 8701 1 2-1 6.Violations 
noted:operator installed jumper at location not specified in Step 7.1.47 of Surveillance 
Test Procedure 505-4506 & failed to utilize proper procedure rev. 

BENNETT, W.R., SKOW.M.E., VICKREY, R.B. Region 4, Office of Director. 87/02/06. 
8pp. 39654:325-39654:332. 

8702190018 Ack receipt of 870128 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-458/86-36. 

GAGLIARDO.J.E Region 4, Office of Director. 87/02/12. DEDDENS.J.C. Gulf States 
Utilities Co. Ip. 39680:072-39680:078. 

8702110131 IE Info Notice 87-011, “Encl of Vital Equipment Within Designated Vital 
Areas." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list encl. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702260333 Ack receipt of 861222 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-458/86-30. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/20. DEDDENS.J.C. Gulf States 
Utilities Co. 2pp. 39751:314-39751:319. 


R. Periodic operating reports & related correspondence 


8702030368 Annual operating rept for 850829-860228. 

BOOKER, J.E. Gulf States Utilities Co. 87/01/28. Document Control Branch (Docu- 
ment Control Desk). 10pp. 39480:228-39480:237. 


8702250307 Monthly operating rept for Jan 1987.W/870213 Itr. 

BYSFIELD.G.A., BOOKER, J.E. Gulf States Utilities Co. 87/01/31. 5pp. 39729:121- 
39729:125. 


S. Reportable occurrences, LERs & related correspondence 


8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702020678 LER 86-068-00:on 861223.RCIC high steam supply line flow detection 
transmitter failed, producing Div 1 isolation signal.Transmitter returned to mfg for 
analysis.W/870122 Itr. 

GRANT.E.R., BOOKER, J.E. Gulf States Utilities Co. 87/01/22. 3pp. 39468:060- 
39468:062. 


8702030296 LER 86-069-00:on 861 226, main generator high stator cooling water temp 
initiated turbine runback.Caused by sticky valve positioner. Valve positioner replaced & 
caiibr.W/870122 Itr. 

GRANT.E.R., BOOKER, J.E. Gulf States Utilities Co. 87/01/22. 3pp. 39474:125- 
39474:127. 


8702020692 LER 86-024-02:on 860325, power to reactor protection sys bus B lost due 
to trip of electrical protection assembly (EPA) breaker.! rip caused by potential prob- 
lem in trip condition circuitry.Breaker reworked & retested.W/870123 Itr. 

GRANT, E.R., BOOKER, J.E. Gulf States Utilities Co. 87/01/23. 4pp. 39468:063- 
39468:066. 


8702090325 LER 86-040-02:on 860604 & 8701 05, control room charcoal filtration sys 
Train B automatically initiated by spurious signals from radiation monitors RMS-RE13B 
& RMS-RE14B.Caused by operator changing bulb on monitor panef.W/870204 Itr. 
GRANT.E.R., BOOKER, J.E. Gulf States Utilities Co. 87/02/04. 4pp. 39557:068- 
39557:071. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.Ust of 
attendees.events discussed, summary of events for input into performance indicator 
program & viewgraphs encl. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 

8702180482 LER 87-001 -00:on 8701 07, discovered that main plant exhaust radiation 
monitor particulate & iodine sampler was isolated. Caused by personnel error.Operator 
aid issued & personnel counseled.W/870209 Itr. 

GRANT.E.R., BOOKER, J.E. Gulf States Utilities Co. 87/02/09. 3pp. 39664:153- 
39664:155. 


8702180619 LER 85-032-01:on 851 103, fuel bldg HVAC normal supply & exhaust sys 
isolated.Caused by spurious low flow signal generated by Div I flow switch. Mod Re- 
quests MR 86-1688 & MR 86-1708 issued.W/870209 Itr. 

GRANT.E.R., BOOKER, J.E. Gulf States Utilities Co. 87/02/09. 3pp. 39676:267- 
39676:269. 


8702190281 LER 87-002-00:on 870112,reactor shutdown initiated for unidentified 
drywell leakage exceeding 5 gpm.Caused by packing leaks on several valves w/RHR 
B testable injection check valve as primary contributer.W/87021 1 Itr. 

GRANT.E.R., BOOKER, J.E. Gulf States Utilities Co. 87/02/11. 3pp. 39683:308- 
39683:310. 

8702190338 LER 86-01 8-01 :on 860207, RCIC sys isolated on high differential temp be- 
tween main steam tunnel inlet & outlet ventilation.Caused by conflicting functions of 
unit cooler operation.Standing order issued.W/87021 1 Itr. 

GRANT.E.R., BOOKER, J.E. Gulf States Utilities Co. 87/02/11. 4pp. 39685:310- 
39685:313. 


8702190573 Part 21 rept re misoperation of ITE SOD overcurrent relay due to RCA PNP 
transistor which developed abnormally high leakage rate over time.Relay 
replaced.RCA failure analysis of transistor indicated leakage caused by ionic mobility. 
KAISER, A.F. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 87/02/11. 
TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 2pp. 
39693:102-39693:103. 


8702200167 LER 86-01 6-01 :on 860130.RCIC steam line containment isolation occurred 
due to trip of high temp differential transmitter.Caused by high differential tamp be- 
tween main steam line tunnel inlet & outlet ventilation.W/87021 1 1tr. 

GRANT, E.R., BOOKER, J.E. Gulf States Utilities Co. 87/02/11. 4pp, 39699:224- 
39699:227. 

8702190282 Special reptin Jan 1 987, quarterly rept showed Marker 34 settlement in 
excess of predicted value.Cause attributed to assumptions In effect of const schedule 
on structural settlement. Normal survey frequency remains in effect. 

BOOKER, J.E. Gulf States Utilities Co. 87/02/12. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39691:275-39691:276. 

8702250497 LER 87-003-00:on 8701 16, reactor scram occurred due to high reactor 
water level.Caused by feedwater level transient while placing feedwater regulating 
valve A Into svc.Operator involved counseled & crews reviewed occurrence.W/ 
870217 Itr. 

GRANT.E.R., BOOKER, J.E. Gulf States Utilities Co. 87/02/17. 4pp. 39729:058- 
39729:061. 
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U. Congresalonal/Executfve Correspondence 


8702200120 Discusses NRC analysis of licensing schedufes for facility, per util 870202 
request for NRC statement to State of CA. NRC Sept 1981 - Feb 1982 monthly repts 
to Congress re licensing projections for pending OL applications end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
06. HULETT.S.W. California, State of. 4pp. 39703:001-39703:028. 

-8702200150 Forwards fourteenth monthly status rept for 811115-811215, discussing 
actions taken on operating reactors & licensing reviews of new facilities.ASLB issued 
811214 partial initial decision re TMI-1 design, procedures & emergency planning. 
PALLADINO.N.J. Commissioners. 81/12/30. BEVILL.T. House of Rep., Appropriations. 
17pp. 39703:075-39703:103. 


V. Operator Examinations 

8702O90362 Forwards Exam Rept 50-458/OL-86-01 of exams administered during wks 
of 861103 & 17.Audit of plant requalification program performed during wk of 861103 
& program determined to be satisfactory. 

GAG LIAR DO, J.E. Region 4, Office of Director. 87/01/22. CAHILL, W.J. Gulf States 
Utilities Co. 2pp. 39556:024-39556:1 76. 

-8702090367 Exam Rept 50-458/OL-86-01 on 861103 & 17.Exam results:all 10 senior 
reactor operators & five of seven reactor operator candidates successfully completed 
all portions of exam.Exams & answer key end. 

* Region 4, Office of Director. 87/01/2 2. 151pp. 39556:026-39556:176. 


DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A. Appllcatlon/constructlon stage documents & correspondence 


—8702080465 Insp Rept 50-461/87-03 on 8701 12 - 1 5. Violations rioted: inadequate cor- 
rective action on two previous emergency preparedness exercise weaknesses.Scope 
of participation end. 

FOSTER, J., ALLEN, T., SNELL, W. Region 3, Office of Director. 87/02/03. 21pp. 
39536:164-39536:184. 

8702090011 Forwards Safety Insp Rept 50-461/86-68 on 861022-1205 & notice of vio- 
lation. 

SHAFER.W.D. Region 3, Office of Director. 87/02/03. GERSTNER.W.C. Illinois Power 
Co. 2pp. 39550:083-39550:108. 

-8702090014 Insp Rept 50-461/86-68 on 861 022-1 205.Violations noted: working-hour 
time limitations exceeded & failure to provide timely radiation exposure termination 
repts. 

PAUL.R.A., SLAWINSKI.W.J., GREGER.L.R. Region 3, Office of Director. 87/02/02. 
23pp. 39550:086-39550:108. 

8702110240 Forwards response to notice of violation from Insp Rept 50-461 /86-75,re- 
quest for updated info re three security- related mods & telephonic repts to 
NRC.EncIs withheld. 

SPANGENBERG.F. Illinois Power Co. 87/02/05. KEPPLER.J.G. Region 3, Office of 
Director. Ip. 39580:165-39580:165. 

8702250175 Forwards Safeguards Insp Rept 50-461/87-08 on 870205-11. No violations 
noted. 

AXELSON.W.L. Region 3, Office of Director. 87/02/18. GERSTNER.W.C. Illinois 
Power Co. 2pp. 39728:068-39728:074. 

-8702250181 Physical Protection Insp Rept 50-461/87-08 on 870205-11. No violations 
noted.Major areas inspected:review & analysis of five potential equipment tampering 
investigative repts. Licensee needs to complete testing re radio transmissions. 
PIRTLE.G.L., CREED, J.R. Region 3, Office of Director. 87/02/18. 5pp. 39728:070- 
39728:074. 


8702090392 Requests exemption.per 10CFR50. 12(a), from GDC 4 to apply leak-before- 
break concept to eliminate postulated pipe breaks in ROS primary loop from plant 
structural design basis.Fee paid. 

SORENSEN, G.C. Washington Public Power Supply System. 87/01/30. STOLZ.J.F. 
PWR Project Directorate 6. 19pp. 39561:194-39561:212. 

8702100174 Ack receipt of 870123 request for response to 860106 Itr re possible errors 
in Invoices D0119 & D0120 for OL reviews through 840623.Response should be for- 
warded by 870430,per Holloway 870116 Itr. 

JOHNSON, G.D. Division of Accounting & Finance. 87/02/06. SORENSEN, G.C. Wash- 
ington Public Power Supply System. Ip. 39575:337-39575:339. 

-8702100181 Requests response to 860106 Itr re possible billing errors for OL reviews 
& insp fees. 

SORENSEN, G.C. Washington Public Power Supply System. 87/01/23. 
JOHNSON,G.D. Division of Accounting & Finance. 2pp. 39575:338-39575:339. 


Q. Inspection reports, IE Bulletins & correspondence 

8702100174 Ack receipt of 870123 request for response to 860106 Itr re possible errors 
in Invoices D0119 & D0 120 for OL reviews through 840623. Response should be for- 
warded by 870430, per Holloway 870116 Itr. 

JOHNSON, G.D. Division of Accounting & Finance. 87/02/06. SORENSEN, G.C. Wash- 
ington Public Power Supply System. Ip. 39575:337-39575:339. 

-8702100181 Requests response to 860106 Itr re possible billing errors for OL reviews 
& insp fees. 

SORENSEN, G.C. Washington Public Power Supply System. 87/01/23. 
JOHNSON, G.D. Division of Accounting & Finance. 2pp. 39575:338-39575:339. 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


E. NRC Safety Evaluation Report (SER), supple & correspondence 


8702020082 Provides addl info resolving concerns noted in SSER 8 (NUREG-0853) re 
use of silicone sealant in HVAC sys filter housing.Sealant found in filter housing con- 
duit Penetrations will be sealed inside conduits w/BISCO sealant matl. 

87/01/23 * BUTLER - W * R - BWR *<>*** Sector- 


F. Security, medical, emergency ft fire protection plans 


H. General correspondence 

8702020385 Advises of appointment of R Campbell as QA manager effective 
860801. Former QA manager, W Connell, will transfer to manager of nuclear planning & 
support. 

HALL.D.P. Illinois Power Co. 86/07/28. KEPPLER.J.G. Region 3, Office of Director. 
Ip. 39451:276-39451:276. 


P. Operating license stage documents & correspondence 


8612040106 Forwards proprietary NEDC-31336, “GE Instrument Setpoint Methodology,” 
per LRG Instrument Setpoint Methodology Group 840629 itr.Rept applicable to listed 
plants & withheld (ref 1 0CFR2.79O). 

VILLA.R. General Electric Co. 86/11/19. BERKOW.H.N. Standardization & Special 
Project Directorate. 5pp. 38826:157-38826:161. 

8702060247 "Reactor Containment Bldg Integrated Leakage Rate Test,” final reptW/ 
870202 Itr. 

SPANGENBERG.F. Illinois Power Co. 86/12/31. BUTLER, W.R. BWR Project Director- 
ate 4. 149pp. 39530:112-39530:260. 

8702040001 Forwards notice of consideration of issuance of amend to NPF-55 & pro- 
posed NSHC determination. 

SIEGEL.B.L. BWR Project Directorate 4. 87/01/23. SPANGENBERG.F. Illinois Power 
Co. 3pp. 39507:332-39507:330. 

—8701290395 Notice of consideration of issuance of amend to License NPF-55 & pro- 
posed NSHC determination, revising Tech Spec 3/4.7.2, "Control Room Ventilation 
Sys," to change acceptance criteria for control room HVAC flow rate, 

BUTLER.W.R. BWR Project Directorate 4. 07/01/23. 4pp. 39507:335-39507:338. 

8702030357 Informs of completion of certain activities previously deferred until after fuel 
load.Field work & testing of control logic for operation of four 36-inch isolation valves 
completed. 

SPANGENBERG.F. Illinois Power Co. 87/01/28. BUTLER.W.R. BWR Project Director- 
ate 4. 2pp. 39483:232-39483:233. 

8702060095 Forwards.for review & comment, draft full power License NPF-62 w/o at- 
tachments & apps.Comments requested within 5 working days of Itr receipt. 
BUTLER.W.R. BWR Project Directorate 4. 87/02/02. SPANGENBERG.F, Illinois 
Power Co. 10pp. 39524:069-39524:078. 

8702090063 Provides info re preparedness of facility to exceed 5% powor. Progress 
toward initial criticality proceeding slower than expected.Activities required to be com- 
pleted prior to exceeding 5% power will be completed during Mar 1987. 

NORELIUS.C.E. Region 3, Office of Director. 87/02/02. BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Licensing. 12pp. 39561:170-39561:181. 

8702090046 Application for amend to License NPF-55, providing addl changes to clarify 
& enhance Tech Specs which will accompany full power OL for plant.No amend of 
present low power license requested.Changes consistent w/FSAR as amended. 
HALL.D.P. Illinois Power Co. 87/02/04. DENTON.H.R. Office of Nuclear Reactor Reg- 
ulation, Director (post 851125). 4pp. 39549:087-39549:136. 
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8702180289 Advises of change in compliance w/Reg Guide 1.45 re leak detection 
sys, per util 870112 Itr describing revs to facility FSAR.FSAR rev will be implemented 
in next update. 

SPANGENBERG.F. Illinois Power Co. 87/02/16. BUTLER, W.R. BWR Project Director- 
ate 4. 2pp. 39666:140-39666:141. 

8702180318 Offers no comments based on review of full power OL.Proposed draft ac- 
curately reflects util commitments required by FSAR, StR (NUREG-0853) & applica- 
ble regulations. 

SPANGENBERG.F. Illinois Power Co. 87/02/18. BUTLER, W.R. BWR Project Director- 
ate 4. Ip. 39668:103-39668:103. 

8702270407 Summary of 870203 meeting w/Mark III Containment Hydrogen Control 
Owners Group re CLASIX-3 computer code validation & emergency procedure 
guidelines.List of attendees end. 

KINTNER.L.L. BWR Project Directorate 4. 87/02/24. BWR Project Directorate 4. 5pp. 
39781:041-39781:045. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus." W/o svc list. 
lEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702170384 Responds to NRC 861218 Itr re violations noted in Insp Rept 50-461/86- 
74.Corrective actions:Administrative Procedure CPS 1014.03 revised to clarify require- 
ments for periodic reviews of temporary mods. 

SPANGENBERG.F. Illinois Power Co. 87/01/20. KEPPLER.J.G. Region 3, Office of 
Director. 2pp. 39647:359-39647:360. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. [Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702060450 Forwards Emergency Preparedness Exercise Insp Rept 50-461/87-03 on 
870112-15 & notice of violation. 

SHAFER, W.D. Region 3, Office of Director. 87/02/03. GERSTENER.W.C. Illinois 
Power Co. 2pp. 39536:160-39536:184. 

-8702060454 Notice of violation from insp on 87011 2-1 5.Discussion of exercise weak- 
nesses end. 

SHAFER, W.D. Region 3, Office of Director. 87/02/03. 2pp. 39536:162-39536:163. 

-8702060465 Insp Rept 50-461/87-03 on 87011 2-1 5.Violations noted: inadequate cor- 
rective action on two previous emergency preparedness exercise weaknesses.Scope 
of participation end. 

FOSTER, J., ALLEN, T., SNELL, W. Region 3, Office of Director. 87/02/03. 21pp. 
39536:164-39536:184. 

8702090011 Forwards Safety Insp Rept 50-461/86-68 on 861022-1205 & notice of vio- 
lation. 

SHAFER,W.D. Region 3, Office of Director. 87/02/03. GERSTNER.W.C. Illinois Power 
Co. 2pp. 39550:083-39550:108. 

-8702090013 Notice of violation from insp on 861022-1205. 

SHAFER.W.D. Region 3, Office of Director. 87/02/03. Ip. 39550:085-39550:085. 

-8702090014 Insp Rept 50-461/86-68 on 861 022-1 205.Violations noted: working-hour 
time limitations exceeded & failure to provide timely radiation exposure termination 
repts. 

PAUL.R.A., SLAWINSKI.W.J., GREGER.LR. Region 3, Office of Director. 87/02/02. 
23pp. 39550:086-39550:108. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Umitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702090318 Confirms 870204 plans to meet w/util on 870211 in Glen Ellyn, IL to dis- 
cuss plans to resolve drawing errors identified during recent insps of electrical sys. 
NORELIUS.C.E. Region 3, Office of Director. 87/02/04. GERSTNER.W.C. Illinois 
Power Co. Ip. 39558:010-39558:010. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702110240 Forwards response to notice of violation from Insp Rept 50-461 /86-75, re- 
quest for updated info re three security- related mods & telephonic repts to 
NRC.EncIs withheld. 

SPANGENBERG.F. Illinois Power Co. 87/02/05. KEPPLER.J.G. Region 3, Office of 
Director. Ip. 39580:165-39580:165. 


8702110174 Forwards Safety Insp Rept 50-461/87-05 on 870113-29.No violation noted. 
HEHL.C.W. Region 3, Office of Director. 87/02/06. GERSTNER.W.C. Illinois Power 
Co. 2pp. 39591:032-39591:036. 

-8702110175 Insp Rept 50-461/87-05 on 870113-29.No violations or deviations 
noted. Major areas inspected:action on previous insp findings & startup test phase pro- 
cedure review. 

DUPONT, S.G., WRIGHT, G.C. Region 3, Office of Director. 87/02/05. 3pp. 39591:034- 
39591:036. 

8702170578 Forwards Safety Insp Rept 50-461/87-02 on 861216-870126 & notice of 
violation. 

WARNICK.R.F. Region 3. Office of Director. 87/02/10. GERSTNER.W.C. Illinois 
Power Co. 2pp. 39651:318-39651:354. 

-8702170582 Notice of violation from insp on 861216-870126. 

WARNICK.R.F. Region 3, Office of Director. 87/02/10. 2pp. 39651:320-39651:321. 

-8702170594 Safety Insp Rept 50-461/87-02 on 861 21 6-8701 26.Violation noted:failure 
to follow &/or provide procedures re onsite followup of events.One unresolved item 
identified re degradation of secondary containment gas control boundary. 

KNOP.R.C. Region 3, Office of Director. 87/02/09. 33pp. 39651:322-39651:354. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, !nc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metat Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702250175 Forwards Safeguards Insp Rept 50-461/87-08 on 870205-11. No violations 
noted. 

AXELSON.W.L. Region 3, Office of Director. 87/02/18. GERSTNER.W.C. Illinois 
Power Co. 2pp. 39728:068-39728:074. 

-8702250181 Physical Protection Insp Rept 50-461/87-08 on 870205-11. No violations 
noted.Major areas inspected:review & analysis of five potential equipment tampering 
investigative repts. Licensee needs to complete testing re radio transmissions. 
PIRTLE.G.L, CREED, J.R. Region 3, Office of Director. 87/02/18. 5pp. 39728:070- 
39728:074. 

8702250224 Forwards Safety Insp Rept 50-461/86-76 on 861215-18 & 870126-30.No 
violations noted. 

HARRISON, J.J. Region 3, Office of Director. 87/02/19. GERSTNER.W.C. Illinois 
Power Co. 2pp. 39729:198-39729:205. 

-8702250236 Insp Rept 50-461/86-76 on 861215-18 & 870126-30.No violations or de- 
viations noted.Major areas inspected:QA for startup testing program, procurement con- 
trol & corrective action.Three unresolved items noted in corrective action. 

WALKER, H.A., JABLONSKI.F.J. Region 3, Office of Director. 87/02/18. 6pp. 
39729:200-39729:205. 


S. Reportable occurrences, LERs & related correspondence 

8702020390 Part 21 Rept 21-86-03 re BBC Brown Boveri K600/K800 circuit breakers 
that may have cut harness wires caused by contact w/racking gear inside 
breakers.Evaluation continuing. 

HALL.D.P. Illinois Power Co. 86/07/28. KEPPLER.J.G. Region 3, Office of Director, 
ip. 39468:262-39468:262. 

8702060337 Amended final Deficiency Rept 55-86-06 re watertight seals & openings in 
vital area boundaries. Initially reported on 860828.Deficiencies identified during verifica- 
tion activities corrected 

HALL.D.P. Illinois Power Co. 87/01/26, KEPPLER.J.G. Region 3, Office of Director. 
10pp. 39536:034-39536:043. 

870205014$ Confirms 870130 meeting w/util in Glen Ellyn, IL to discuss decision to de- 
activate project control ctr & events surrounding 870121 reactor recirculation pump 
start. Notice of significant licensee meeting end. 

NORELIUS.C.E. Region 3, Office of Director. 87/01/28. GERSTNER.W.C. Illinois 
Power Co. 2pp. 39510:353-39510:354. 

8702060252 Final Deficiency Rept 55-86-10 re plant mods performed w/o adequate 
specification of required testing & test acceptance criteria.lnitially reported on 
86091 9. Revised mod process to incorporate in-line QA review initiated. 

HALL.D.P. Illinois Power Co. 87/01/28. KEPPLER.J.G. Region 3, Office of Director. 
6pp. 39536:131-39536:136. 

8702030326 LER 86*01 7-03: on 861 024, during Mode 5 & rod scram testing, ESF actu- 
ation of reactor protection sys trip function occurred. Caused by spiking on intermedi- 
ate-range monitor A due to noise when control rods inserted.W/870129 Itr. 
MORGENSTERN.R., SPANGENBERG.F. Illinois Power Co. 87/01/29. 4pp. 
39490:260-39490:263. 

8702050430 LER 86-022-01 :on 861 201, util control room personnel noticed that control 
rod 24-21 was at position 02 instead of 00 violating Tech Spec 3.0.4.Caused by per- 
sonnel error. Rod fully inserted & switch placed in shutdown.W/8701 29 Itr. 
SCHALLER.R.F., SPANGENBERG.F. Illinois Power Co. 87/01/29. 5pp. 39512:121- 
39512:125. 
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8702090037 LER 86-01 9-01 :on 861110 & 24,main control room air intake process radi- 
ation monitor received high alarm signal causing ventilation Train B to shift to high 
radiation mode.Caused by electrical problem.Detector recalibr.W/870205 Itr. 
HILLYER.D.W., LOCKRIDGE.J.R., SPANGENBERG.F. Illinois Power Co, 87/02/05. 
5pp. 39550:325-39550:329. 

8702090053 LER 87-001 -00:on 870102,trip of Div II ECCS logic occurred. Caused by 
spurious low water leva* s : gnds transmitted from level instruments S21-N091B & 
F.lnvestigation of root cause conor.-.jinc Suop omenta rept to follow.W/870205 Itr. 
SCHALLER.R.F., S PAN G E 5 E R G , F \iiro-s Power Co. 87/02/05. 4pp. 39549:143- 
39549:146. 

8702180488 Amended Final Deficiency Rept 55-86-09 re broken tack welds between 
valve disc & disc nut. Initially reported on 860828. Caused by vibration created by ex- 
treme throttling.Valves will be replaced w/valves designed for extreme throttling. 
HALL.D.P. Illinois Power Co. 87/02/09. KEPPLER.J.G. Region 3, Office of Director. 
8pp. 39668:253-39668:260. 

8702260235 LER 87-005-00:on 8701 22 : durhg performance of Surveillance Procedure 
9030.01 C016,containment air header isolation valves 1IA006 & 1IA007 

isolated.Caused by technician error. Low level signal removed & valves reopened.W/ 
870220 Itr. 

SCHALLER.R.F., SPANGENBERG.F. Illinois Power Co. 87/02/20. 4pp. 39745:1 SI- 
39745: 184. 


V. Operator Examinations 

8702090011 Forwards Safety Insp Rept 50-461/86-68 on 861022-1205 & notice of vio- 
lation. 

SHAFER, W.D. Region 3, Office of Director. 87/02/03. GERSTNER.W.C. Illinois Power 
Co. 2pp. 39550:083-39550:108. 

-8702090014 Insp Rept 50-461/86-68 on 861 022-1 205. Violations noted: working-hour 
time limitations exceeded & failure to provide timely radiation exposure termination 
repts. 

PAUL.R.A., SLAWINSKI.W.J., GREGER.L.R. Region 3. Office of Director. 87/02/02. 
23pp. 39550:086-39550:108. 


DOCKET STO-5O-470 CESSAR SYSTEM 80 


A. Application/construction stage documents & correspondence 

8702120080 Forwards response to 851029 request for addl info re review of CESSAR 
confirmatory issues on natural circulation cooldown & steam generator tube 
rupture. Info needed to complete review. 

SCHERER, A.E. Combustion Engineering, Inc. 87/02/06. MIRAGLIA.F.J. Document 
Control Branch (Document Control Desk). 7pp. 39591:130-39591:136. 


DOCKET STN-5Q-482 WOLF CREEK GENERATING STATION 


F. Security, medical, emergency & fir© protection plans 

8702030407 Forwards Insp Rept 50-482/86-34 on 861201-31 & notice of violation.Since 
violation is recurring item, response should include reason why corrective action failed. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/01/29. WITHERS, B.D. Wolf Creek 
Nuclear Operating Corp. 2pp. 39505:053-39505:076. 

-8702030411 Notice of violation from insp on 861201-31. 

4 Region 4, Office of Director. 87/01/29. 2pp. 39505:055-39505:056. 

-8702030423 Insp Rept 50-482/86-34 on 861 201 -31. Violations noted: failure to have 
adequate procedure for draining RCS & failure of STS to address verification of 
damper actuation. 

CUMMINS, J.E., BARTLETT.B.L., MULLIKIN.R.P. Region 4, Office of Director. 87/01/ 
23. 20pp. 39505:057-39505:076. 

8702050413 Forwards marked-up changes to Rev 11 to physical security plan.Chanqes 
withheld (ref 10CFR73.21). 

BAILEY, J.A. Wolf Creek Nuclear Operating Corp. 87/01/30. Document Control Branch 
(Document Control Desk). Ip. 39521:281-39521:281. 

8702170572 Fowards Insp Rept 50-482/86-33 on 861201-04 & notice of 
violation.Response to concern re manner in which compensatory posts established re- 
quested within 30 days. Notice of violation withheld (ref 10CFR73.21). 
GAGLIARDO.J.E. Region 4, Office of Director. 87/02/06. WITHERS.B.D. Wolf Creek 
Nuclear Operating Corp. 2pp. 39660:293-39660:295. 

-8702170584 Partially withheld Insp Rept 50-482/86-33 on 861201-04 (ref 
10CFR73.21). Violation noted:failure to follow compensatory procedures. 

KELLY, J.A., YANDELLLA. Region 4, Office of Director. 87/01/23. Ip. 39660:295- 


-8702040064 Partially withheld memo re recipient 841224 memo concerning facility. 
PALLADINO.N.J. Commissioners. 85/01/16. HAYES, B.B. Office of Investigations. Ip. 
39508:025-39508:0 28. 


8702040061 Requests registration as user of Models NUPAC 14-210, 50-1.5L.50- 
2.5L.50-3.0L & 50-4.0L & Hittman HN-100 Series 1, HN-100S.HN-200 & HN-500. 
WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 87/01/26. Document Control 
Branch (Document Control Desk). 2pp. 39498:305-39498:306. 

8702110024 Forwards addl info re steam generator tube rupture analysis, per 861112 
request, including revised Emergency Operating Procedures E-0 & ES-0.0, “Reactor 
Trip or Safety Injection" & “Reaiagnosis," respectively. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 87/02/04. Document Control 
Branch (Document Control Desk). 18pp. 39580:035-39580:061. 

-8702110030 Rev 3 to Emergency Operating Procedure E-0, “Reactor Trip or Safety 
Injection." 

4 Wolf Creek Nuclear Operating Corp. 87/02/04. 3pp. 39580:053-39580:055. 

-8702110032 Rev 1 to Emergency Operating Procedure ES-0.0, “Rediagnosis.” 

4 Wolf Creek Nuclear Operating Corp. 87/02/04. 1 p. 39580:056-39580:056. 

-8702110035 Rev 3 to Emergency Operating Procedure E-3, “Steam Generator Tube 
Rupture." 

* Wolf Creek Nuclear Operating Corp. 87/02/04. 5pp. 39580:057-39580:061. 

8702250428 Requests response to 850515 2.206 petition. Matter pending for unreason- 
able length of time.AII available legal remedies will be invoked to ensure matter taken 
seriously. 

EYE.R.V. Nuclear Awareness Network. 87/02/19. DENTON, H.R. NRC - No Detailed 
Affiliation Given. 2pp. 39735:049-39735:051. 

8702270331 Application for amends to Licenses NPF-30 & NPF-42,revising fire protec- 
tion license conditions, per Generic Ltr 86-10. Tech Specs deleted or changed to 
remove fire protection requirements to control of plant unit review group.Fee paid. 
SCHNELL.D.F. Union Electric Co. 87/02/19. Document Control Branch (Document 
Control Desk). 16pp. 39795:330-39796:067. 

-8702270340 Proposed revised Tech Specs & license conditions, per Generic Ltr 86-10, 
“Implementation of Fire Protection Requirements." Supporting documentation end. 

4 Union Electric Co. 87/02/19. 81pp. 39795:346-39796:067. 

8702270059 Sixth partial response to FOIA request for documentation re Region IV alle- 
gation data forms from 830101-850820.App K document partially withheld & App L 
documents completely withheld (ref FOIA Exemptions 6 & 7). 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/24. STEPHENS, S. Nuclear 
Awareness Network. 4pp. 39779:187-39779:202. 

“8702270068 Partially withheld memo re faulty concrete pour at facility.Supporting doc- 
umentation end. 

WEIL.C.H. Region 3, Office of Director. 85/05/31. NASH.T. Region 4, Office of Direc- 
tor. 8pp. 39779:191-39779:202. 


Q- Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus.” W/o sve list. 

EYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 


8702020509 Forwards Insp Rept 50-482/86-30 on 861117-20.No violations or devi- 
ations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/01/21. WITHERS.B.D. Wolf Creek 
Nuclear Operating Corp. 2pp. 39468:127-39468:133. 

-8702020519 Insp Rept 50-482/86-30 on 861117-20.No violations or deviations 
noted.Major areas inspected:radiation protection program for first refueling 
outage, including staffing, ALARA, training, external & internal exposure control & post- 
ing. 

BAER.R.E., MURRAY, B. Region 4, Office of Director. 87/01/16. 5pp. 39468:129- 
39468:133. 

8702020674 Informs that Insp Rept 50-482/86-09 cancelled. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/01/26. WITHERS.B.D. Wolf Creek 
Nuclear Operating Corp. 2pp. 39468:246-39468:247. 

8702030407 Forwards Insp Rept 50-482/86-34 on 861201-31 & notice of violation.Since 
violation is recurring item, response should include reason why corrective action failed. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/01/29. WITHERS.B.D. Wolf Creek 
Nuclear Operating Corp. 2pp. 39505:053-39505:076. 

-8702030411 Notice of violation from insp on 861201-31. 

* Region 4, Office of Director. 87/01/29. 2pp. 39505:055-39505:056. 

-8702030423 Insp Rept 50-482/86-34 on 861 201 -31. Violations noted: failure to have 
adequate procedure for draining RCS & failure of STS to address verification of 
damper actuation. 

CUMMINS, J.E., BARTLETT.B.L, MULLIKIN.R.P. Region 4, Office of Director. 87/01/ 
23. 20pp. 39505:057-39505:076. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 
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8702040226 Forwards Investigation Repts 4-84-026,4-85-011,4-85-012 & 4-85-013 on 
850305-0825 re allegations of harassment & intimidation by Daniel Inti Corp (DIC) su- 
pervisors & falsification of records. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/01/30. WITHERS, B.D. Kansas Gas 
& Electric Co. 2pp. 39495:242-39495:251. 

-8702040246 Investigation Rept 4-84-026 on 850305-0825.No noncompliance 
noted.Major areas investigated:allegations of harassment by Daniel Inti Corp (DIC) su- 
pervisors & falsification of insp records by DIC supervisors. 

EMERSON, M., HERR.R.K. Region 4, Office of Director. HAYES, B.B. Office of Investi- 
gations. 85/10/07. 2pp. 39495:244-39495:245. 

-8702040280 Investigation Rept 4-85-011 on 850305-0825. No noncompliance 

noted.Major areas investigated:suspected falsification of records. Investigation not con- 
ducted in manner acceptable to NRC investigative stds. 

EMERSON, M., HERR.R.K. Region 4, Office of Director. HAYES, B.B. Office of Investi- 
gations. 86/04/04. 2pp. 39495:246-39495:247. 

-8702040303 Investigation Rept 4-85-012 on 850305-0825.No noncompliance 

noted.Major areas investigated:suspected improper disposition of allegation of drug 
use by engineer. Investigation not conducted in compliance w/NRC stds. 

EMERSON, M., HERR.R.K. Region 4, Office of Director. HAYES, B.B. Office of Investi- 
gations. 86/01/24. 2pp. 39495:248-39495:249. 

-8702040323 Investigation Rept 4-85-013 on 850305-0825.No noncompliance 

noted.Major areas investigated:alleged discrimination against Daniel Inti Corp QC em- 
ployee by supervisor. 

EMERSON, M., HERR.R.K. Region 4, Office of Director. HAYES.B.B. Office of Investi- 
gations. 86/01/22. 2pp. 39495:250-39495:251. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 


8702110176 Ack receipt of 870121 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-482/86-28. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/06. WITHERS, B.D. Wolf Creek 
Nuclear Operating Corp. 2pp. 39591:037-39591:040. 

8702170572 Fowards Insp Rept 50-482/86-33 on 861201-04 & notice of 
violation. Response to concern re manner in which compensatory posts established re- 
quested within 30 days. Notice of violation withheld (ref 10CFR73.21). 
GAGLIARDO.J.E. Region 4, Office of Director. 87/02/06. WITHERS, B.D. Wolf Creek 
Nuclear Operating Corp. 2pp. 39660:293-39660:295. 

-8702170584 Partially withheld Insp Rept 50-482/86-33 on 861201-04 (ref 
10CFR73.21). Violation noted:failure to follow compensatory procedures. 

KELLY, J.A., YANDELL.L.A. Region 4, Office of Director. 87/01/23. Ip. 39660:295- 
39660:295. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


8702190477 Forwards Insp Rept 50-482/86-32 on 861201-05 & notice of violation. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/02/11. WITHERS, B.D. Wolf Creek 
Nuclear Operating Corp. 2pp. 39678:282-39678:290. 


-8702190482 Notice of violation from insp on 861201-05. 

* Region 4, Office of Director. 87/02/11. Ip. 39678:284-39678:284. 


-8702190492 Insp Rept 50-482/86-32 on 861 201 -05. Violation noted:failure of post-test 
reviewers to identify & take appropriate corrective action to restore “as-listed” out-of- 
spec value of average specific gravity to within limits. 

PICK.G.A., HUNNICUTT.D.M. Region 4, Office of Director. 87/02/03. 6pp. 39678:285- 
39678:290. 


8702110131 IE Info Notice 87-011, “End of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break. Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


8702240388 Forwards Insp Rept 50-482/87-05 on 870202-06.Violations noted in 
rept. Enforcement conference scheduled for 870220 in Region IV ofc to discuss appar- 
ent violations, per 870113 telcon. 

GAGLlARDO,J.E. Region 4, Office of Director. 87/02/13. WITHERS.B.D. Wolf Creek 
Nuclear Operating Corp. 2pp. 39722:257-39722:263. 

-8702240397 Insp Rept 50-482/87-05 on 870202-06.Violations noted:failure to take 
action specified by Tech Spec action statement & failure to perform safety-related ac- 
tivities in accordance w/established procedures. 

CUMMINS, J.E., BARTLETT, B.L., HUNTER, D.R. Region 4, Office of Director. 87/02/ 
12. 5pp. 39722:259-39722:263. 

8702240307 Forwards Insp Rept 50-482/87-02 on 87011 2-1 6,No violations or devi- 
ations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/17. WITHERS.B.D. Wolf Creek 
Nuclear Operating Corp. 2pp. 39719:217-39719:222. 

-8702240313 Insp Rept 50-482/87-02 on 870112-16.No violations or deviations 
noted.Major areas inspected:document control program & startup physics testing. 
PICK.G.A., STEWART, R.C., HUNNICUTT.D.M. Region 4, Office of Director. 87/02/09. 
4pp. 39719:219-39719:222. 


R. Periodic operating reports & related correspondence 


8702200442 Monthly operating rept for Jan 1987.W/870212 Itr. 

WILLIAMS, M., BAILEY, J.A. Wolf Creek Nuclear Operating Corp. 87/01/31. 11pp. 
39700:108-39700:118. 


S. Reportable occurrences, LERs & related correspondence 


8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Twc possible solutions noted. 

DENHAM, F.K. Limitorque Gorp. 85/08/13. Office o. ! inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702100286 LER 87-001 -00:on 870107, fire barrier penetration found breached.Caused 
by personnel error in removing fire barrier. Fire impairment permit issued & fire watch 
instituted.W/ 870206 Itr. 

WILLI AMS, M.G., WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 87/02/06. 3pp. 
39571:352-39571:354. 

8702100296 LER 87-003-00:on 8701 09, reactor trip signal & main feedwater isolation 
signal occurred when turbine impulse pressure channel placed in test & only two reac- 
tor coolant pumps run. Caused by omission of caution in procedure.W/870206 Itr. 
WILLIAMS, M.G., WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 87/02/06. 4pp. 
39570:353-39570:356. 

8702110067 Summary of Operating Reactors Events Meeting 87-03 on 870202.List of 
attendees, events discussed, summary of events for input into performance indicator 
program & viewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/02/06. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 24pp. 
39594:047-39594:070. 

8702180475 LER 87-002-00:on 8701 08, low steamline pressure signal occurred during 
calibr testing & ESF actuation initiated. Caused by personnel error.lmproved instru- 
ment identification tags & procedural enhancements made.W/870209 Itr. 

WILLIAMS, M.G., BAILEY, J. A. Wolf Creek Nuclear Operating Corp. 87/02/09. 6pp. 
39664:268-39664:273. 

8702250263 LER 87-005-00:on 870117.ESF actuations occurred during turbine 
testing.Caused by high vibrations which required rapid reduction in speed of main 
turbine. Precaution added to sys procedure. W/87021 6 Itr. 

WILLIAMS, M.G., BAILEY, J.A. Wolf Creek Nuclear Operating Corp. 87/02/16. 4pp. 
39724:318-39724:321. 

8702250441 LER 87-004-00:on 870120,while at 100% power.reactor trip 

occurred.Caused by turbine vibration.Turbine high vibration trip circuitry modified to 
provide alarm rather than trip function. Evaluation continuing. W/87021 9 Itr. 

WILLIAMS, M.G., BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 87/02/19. 4pp. 
39735:057-39735:060. 


U. Congressional/Executive Correspondence 


8702200120 Discusses NRC analysis of licensing schedules for facility, per util 870202 
request for NRC statement to State of CA. NRC Sept 1981 - Feb 1982 monthly repts 
to Congress re licensing projections for pending OL applications end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
06. HULETT.S.W. California, State of. 4pp. 39703:001-39703:028. 

-8702200150 Forwards fourteenth monthly status rept for 811115-811215, discussing 
actions taken on operating reactors & licensing reviews of new fadlities.ASLB issued 
811214 partial initial decision re TMI-1 design, procedures & emergency planning. 
PALLADINO.N.J. Commissioners. 81/12/30. BEVILL.T. House of Rep., Appropriations. 
17pp. 39703:075-39703:103. 


DOCKET STN-50-483 CALLAWAY PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 


8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P, Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 
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-8209290285 Advises that ASLBs for Diablo Canyon, floating nuclear 
plants, Summer, Callaway 1 & Comanche Peak will be informed of control rod drive 
guide tube support pin failures at Westinghouse plants. 

NOVAK.T.M. Assistant Director for Licensing. 82/08/16. Assistant Director for Licens- 
ing. ip. 39782:189-39782:198. 


F. Security, medical, emergency & fire protection plans 

8702020053 Forwards Safeguards insp Rept 50-483/87-03 on 8701 05-1 2.No violations 
noted. 

AXELSON,W.L. Region 3, Office of Director. 87/01/22. SCHNELL.D.F. Union Electric 
Co. 2pp. 39453:015-39453:017. 

-8702020063 Partially withheld Physical Security Insp Rept 50-483/87-03 on 870105-12 
(ref 10CFR73.21 (c)(2)).No noncompliance noted. Major areas inspected:review of se- 
curity plan, implementing procedures, mgt effectiveness & security organization. 
KNICELEY.J.R., MAD0OA t T.J., CREED.J.R. Region 3, Office of Director. 87/01/23. 
Ip. 39453:017-39453:017. 

8702090097 Rev 5 to Emergency Plan Implementing Procedure EIP-2Z-00250, “Emer- 
gency Communications & Record Keeping." 

FAULKNER, M., RANDOLPH, G.2. Union Electric Co. 87/01/30. 15pp. 39549:187- 
39549:201. 

8702110195 Rev 8 to Emergency Plan Implementing Procedure EIP-22-01211, “Back- 
Up Method for Initial Dose Assessment." Revised procedure index also end. 
SUDNAK.P., RANDOLPH, G. Union Electric Co. 87/02/02. 28pp. 39588:253- 
39588:280. 

8702250272 Rev 5 to Nuclear Safety & Emergency Preparedness Emergency Plan Im- 
plementing Procedure EIP-Z2-A0020, “Maintaining Emergency Preparedness.” Re- 
vised index also end. 

FAULKNER.M., RANDOLPH, G. Union Electric Co. 87/02/12. 21pp. 39724:325- 
39724:345. 


-8702270340 Proposed revised Tech Specs & license conditions.per Generic Ltr 86-10, 
“Implementation of Fire Protection Requirements." Supporting documentation end. 

* Union Electric Co. 87/02/19. 81pp. 39795:346-39796:067. 


Q. Inspection reports, IE Bulletins & correspondence 


8204210418 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

$701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020053 Forwards Safeguards Insp Rept 50-483/87-03 on 8701 05-1 2.No violations 
noted. 

AXELSON.W.L. Region 3, Office of Director. 87/01/22. SCHNELL.D.F. Union Electric 
Co. 2pp. 39453:015-39453:017. 

-8702020063 Partially withheld Physical Security Insp Rept 50-483/87-03 on 870105-12 
(ref 1 0CFR73.21 (c)(2)).No noncompliance noted. Major areas inspected:review of se- 
curity plan, implementing procedures.mgt effectiveness & security organization. 
KNICELEY.J.R., MADEDA.T.J., CREED.J.R. Region 3, Office of Director. 87/01/23. 
Ip. 39453:017-39453:017. 

8702040484 Forwards Exam Rept 50-483/OLS-86-01 of exam administered on 861209- 
12 . 

HEHL.C.W. Region 3, Office of Director. 87/01/28. SCHNELL.D.F. Union Electric Co. 
2pp. 39501:079-39501:178. 


8702270331 Application for amends to Licenses NPF-30 & NPF-42, revising fire protec- 
tion license conditions.per Generic Ltr 86-10. Tech Specs deleted or changed to 
remove fire protection requirements to control of plant unit review group. Fee paid. 
SCHNELL.D.F. Union Electric Co. 87/02/19. Document Control Branch (Document 
Control Desk). 16pp. 39795:330-39796:067. 

—8702270340 Proposed revised Tech Specs & license conditions.per Generic Ltr 86-10, 
“Implementation of Fire Protection Requirements.” Supporting documentation end. 

* Union Electric Co. 87/02/19. 81pp. 39795:346-39796:067. 


-8702040531 Exam Rept 50-483/OLS-86-01 on 861 209-1 2.Exam results:three senior 
reactor operators & six reactor operators passed oral, written & simulator exams. 
H'GGINS.R.L., WEALE.G., SUNDERLAND.P.R. Region 3, Office of Director. 87/01/ 
26. 98pp. 39501:081-39501:178. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 


P. Operating license stage documents & correspondence 


8702020070 Forwards RA Hedrick affidavit authorizing that Technology for Energy Corp 
Rev 0 to R-87-001, "Analysis of Power Anamoly at Callaway Nuclear Station,” submit- 
ted by util 870112 ltr,be withheld from public disclosure. 

CAPONE, D.W. Union Electric Co. 87/01/23. Document Control Branch (Document 
Control Desk). 5pp. 39452:183-39452:187. 

8702020087 Clarifies 831118 & 840312 responses to Generic Ltr 83-28, Item 2.2.1 re 
use of Q-Jist & computerized history & maint planning sys to establish safety classifi- 
cations for equipment. 

SCHNELL.D.F. Union Electric Co. 87/01/27. Document Control Branch (Document 
Control Desk). 3pp. 39452:176-39452:178. 

8702040034 Application for amend to License NPF-30, changing Tech Specs to 
delineate.in UHS action statement, that two separate trains of cooling available for es- 
sential svc water sys. Fee paid. 

SCHNELL.D.F. Union Electric Co. 87/01/29. Document Control Branch (Document 
Control Desk). 5pp. 39498:147-39498:155. 

-8702040042 Proposed Tech Specs re UHS operability.Safety evaluation & significant 
hazard evaluation end. 

' Union Electric Co. 87/01/29. 4pp. 39498:152-39498:155. 

8702100277 Clarifies issue re certified calibr for containment high- range radiation 
monitors, identified during NUREG-0737 post- implementation compliance 

review.Concurrence in use of transfer sources for calibr of ref monitors requested. 
SCHNELL.D.F. Union Electric Co. 87/01/29. Document Control Branch (Document 
Control Desk). 4pp. 39578:204-39578:207. 


8702080360 Forwards response to 861112 request for addl info re steam generator 
tube rupture analvsis.per schedule established in util 861230 ltr. 

SCHNELL.D.F. Union Electric Co. 87/02/03. Document Control Branch (Document 
Control Desk). 30pp. 39556: 1 77-39556:206. 

8702100283 Responds to NRC 870106 request for addl info re equipment qualification 
of main steam line breaks outside containment w/superheated blowdowns.Submittal 
date extended until 870^01, per telcon w/PW O’Connor. 

SCHNELL.D.F. Union Electric Co. 87/02/05, Document Control Branch (Document 
Control Desk). 2pp. 39578:208-39578:209. 

Advises that Rev 9 to operating QA manual meets requirements of 
10CFR50,App B w/exception of concern discussed in Item 1. Removal of organization 
charts unacceptable reduction in clarity. 

PAPERIELLO.C.J. Region 3, Office of Director. 87/02/13. SCHNELL.D.F. Union Elec- 
tric Co. 2pp. 39721:145-39721:146. 


8702260219 Supplement f o 860929 application for amend to License NPF-30, revising 
Tech Spec Section 3/4.8.1.1 re diesel generator testing per telcon w/P O’Connor & J 
LazevnickSupplemental e aluation addressing changes end. 

SCHNELL.D.F. Union Electric Co. 87/02/18. Document Control Branch (Document 
Control Desk). 3pp. 39751 :278-39751 :293. 


-8702260229 Proposed Tech Specs, modifying Section 3/4.8.1.1 re diesel generator 
testing. 8 

* Union Electric Co. 87/02/18. 13pp. 39751:281-39751:293. 


8702270331 Application for amends to Licenses NPF-30 8 NPF-42,revising fire protei 
tion license conditions,per Generic Ltr 86-10. Tech Specs deleted or changed 1 
'PX 010 ^ 00 requirerrants to control of plant unit review group.Fee paid. 
SGHNELLD.F. Union Electric N o. 87/02/19. Document Control Branch (Documei 
Control Desk). 16pp. 39795*330-39796:067. 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “(X of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100271 Notifies that MOVATS.Inc safety-reiated, motor-operated 
program, developed in response to IE Bulletin 85-003 & transmitted by util 861017 
itr, declassified from proprietary to nonproprietary by program author & may be placed 
in PDR. 

CAPONE, D.W. Union Electric Co. 87/02/05. Document Control Branch (Document 
Control Desk). 3pp. 39571:357-39571:359. 

8702130094 Notification of 870219 meeting w/util in Bethesda.MD to discuss util 
861017 submittal addressing testing requirements of IE Bulletin 85-003 re motor-oper- 
ated valves. 

O’CONNOR, P.W. PWR Project Directorate 4. 87/02/10. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 3pp. 39642:208-39642:210. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “End of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 
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8702250226 Forwards request for addl info re IE Bulletin 85-003, “Motor-Operated 
Valve Common Mode Failures During Plant Transients Due to Improper Switch Set- 
tings." Info requested within 1 month of Itr receipt. 

NORELIUS.C.E. Region 3, Office of Director. 87/02/19. SCHNELL.D.F. Union Electric 
Co. 5pp. 39728:101-39728:105. 

8702270356 Forwards Safety Insp Rept 50-483/87-02 on 861201-870207.No violations 
noted. 

WARNICK.R.F. Region 3, Office of Director. 87/02/19. SCHNELL.D.F. Union Electric 
Co. 2pp. 39789:322-39789:334. 

-8702270370 Safety Insp Rept 50-483/87-02 on 861201-870207.No violation 
noted.Major areas inspected:licensee action on previous insp findings, LERs.meeting 
w/local officials, corrective action program & training & qualification effectiveness. 
FORNEY, W.L. Region 3, Office of Director. 87/02/18. 11pp. 39789:324-39789:334. 


S. Reportable occurrences, LERs & related correspondence 

8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM.F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 39590:288-39590:293. 

8702050440 LER 86-041 -00:on 861 231, containment purge isolation & control rqom ven- 
tilation isolation occurred.Caused by failure of replaced circuit board.Replacement cir- 
cuit board removed & original circuit board reinstalled.W/870130 Itr. 

ROBINSON, W.R., RANDOLPH, G.L. Union Electric Co. 87/01/30. 5pp. 39512:1 IQ- 
3951 2:1 14. 

8702050447 LER 86-022-01 :on 860621 .reactor trip occurred as result of water level in 
steam generator D reaching lo-lo level trip setpoint.Caused by spurious slow-close 
signal generated by valve control module.Faulty module replaced.W/870130 Itr. 
ROBINSON, W.R., RANDOLPH, G.L Union Electric Co. 87/01/30. 7pp. 39514:332- 
39514:338. 

8702060019 LER 86-024-02:on 860701, three rod groups rendered inoperable by faulty 
slave cycler counter card.Caused by elevated temps affecting card 
performance.Temporary cooling ductwork installed to rod control cabinets.W/870130 
Itr. 

ROBINSON, W.R., RANDOLPH, G.L Union Electric Co. 87/01/30. 7pp. 39533:056- 
39533:062. 


V. Operator Examinations 

8702040484 Forwards Exam Rept 50-483 /OLS-86-01 of exam administered on 861209- 
12 . 

HEHL.C.W. Region 3, Office of Director. 87/01/28. SCHNELL.D.F. Union Electric Co. 
2pp. 39501:079-39501:178. 

-8702040531 Exam Rept 50-483/OLS-86-01 on 861 209-1 2.Exam results:three senior 
reactor operators & six reactor operators passed oral.written & simulator exams. 
HIGGINS, R.L., WEALE.G., SUNDERLAND, P.R. Region 3, Office of Director. 87/01/ 
26. 98pp. 39501 :081 -39501 :1 78. 


DOCKET STN-50-498 SOUTH TEXAS PROJECT, UNIT 1 


A. Application /construction stage documents & correspondence 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 

-8702270113 Notifies of cancellation of 821207 meeting w/util & Bechtel in 
Bethesda,MD to present to NRC results of Bechtel review & assessment of Brown & 
Root soil structure interaction analysis. 

SCHIERLING.H. Licensing Branch 3. 82/11/18. KNIGHTON, G. Licensing Branch 3. 
2pp. 39782:278-39782:283. 

8603250315 Discusses review of seismic reflection data for facility. Data & applicant in- 
terpretation described in Harding Lawson Assoc 851030 rept, “Interpretation of Geo- 
physical Data...." Interpretation correct & only Faults A & I may surface. 
ZURFLUEH.E.G. Earth Sciences Branch (post 840429). 86/03/11. BROCOUM.S.J. 
Risk & Reliability Assessment Branch. 6pp. 35216:053-35216:058. 

8611190263 Forwards nonproprietary & proprietary "Presentation & Handout Matl re 
Leak-Before-Break Calculations for South Texas Project 12-Inch Diameter Accumula- 
tor Line,” per 861015 meeting w/NRC.Proprietary version withheld (ref 10CFR2.790). 
WISENBURG.M.R. Houston Lighting & Power Co. 86/11/14. NOONAN, V.S. PWR 
Project Directorate 5. 6pp. 38649:161-38649:186. 

-8611190271 Requests withholding of proprietary “Presentation & Handout Matl re 
Leak-Before-Break Calculations for South Texas Project 12-Inch Diameter Accumula- 
tor Line," presented during 861015 meeting w/NRC.Affidavit end. 

WIESEMANN.R.A. Westinghouse Electric Corp. 86/10/29. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). 8pp. 38649:167-38649:174. 

-8611190286 Nonproprietary version of slide presentation entitled, “Presentation a 
Handout Matl re Leak-Before-Break Calculations for South Texas Project 12-Inch Di- 
ameter Accumulator Line." 

* Westinghouse Electric Corp. 86/10/15. 12pp. 38649:175-38649:186. 

8702130035 FOIA request for transcript of J Corder 861106 deposition a repts a related 
documents from 861107 meeting between Corder a D Carpenter in Bay City.TX. 
HARRIS, J. Austin American-Statesman, Austin, TX. 86/12/18. NRC - No Detailed Af- 
filiation Given. 2pp. 39642:296-39642:297. 

8702030462 Informs that procedures generation package (PGP) unacceptable in 
present form.PGP needs to incorporate listed addl info, including plant-specific techni- 
cal guidelines. Request for addl info,in form of draft SER, end. 

KADAMBLN.P. PWR Project Directorate 5. 87/01/16. GOLDBERG, J.H. Houston Light- 
ing a Power Co. 27pp. 39485:323-39485:349. 


8702030444 Summary of 861030 meeting w/util a Westinghouse re submittal entitled, 
“Probabilistic Boron Dilution Analysis. List of meeting attendees & Westinghouse 
viewgraphs end. 

KADAMBI.N.P. PWR Project Directorate 5, 87/01/21. PWR Project Directorate 5. 
49pp. 39486:031-39486:079. 

@702020334 Forwards annotated revs to FSAR Pages 9.1-6, 9.1-8 & 9.1-31, deleting refs 
to skimmer strainer assembly located in fuel transfer canal.Revs will be incorporated 
into FSAR Amend 58. 

WISENBURG.M.R. Houston Lighting a Power Co. 87/01/26. Document Control 
Branch (Document Control Desk). 5pp. 39451:162-39451:166. 

8702050464 Forwards proposed draft Rev 2 to Tech Spec 6.9.1, 6 re methodology for 
boron dilution analysis, per discussion a presentation during wk of 870112. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/01/27. Document Control 
Branch (Document Control Desk). 5pp. 39521:264-39521:268. 

8702050483 Forwards revised pages to control of heavy loads rept, reflecting 2,500 lbs 
as weight recognized as heavy load. Value consistent w/design criteria for spent fuel 
racks designed to prevent rack deformation. 

WISENBURG.M.R. Houston Lighting a Power Co. 87/01/27. Document Control 
Branch (Document Control Desk). 6pp. 39521:269-39521:274. 

8702050241 Forwards marked-up draft Rev 2 to Tech Specs re reactivity control 
sys.ESFAS instrumentation trip setpoints & ECCS. Changes include transmittal of 
values a rewording for some limiting conditions of operation. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/01/28. Document Control 
Branch (Document Control Desk). 37pp. 39513:217-39513:253. 

8702050251 Discusses seismic analysis performed using Code Case N-411 damping 
values.L'sted study calculation program & methodology meets criteria set forth in 
870119 Itr. 

WISENBURG.M.R. Houston Lighting a Power Co. 87/01/30. Document Control 
Branch (Document Control Desk). 6pp. 39514:326-39514:331. 

8702030500 Package of supplemental info re Reg Guide 1 .75 testing configurations. 

* Wyle Laboratories. 87/02/02. 13pp. 39485:218-39485:229. 

8702090438 Forwards justifications a specific data re proposed draft Rev 2 to Tech 
Specs, including markups of affected sections. 

WISENBURG.M.R. Houston Lighting a Power Co. 87/02/02. Document Control 
Branch (Document Control Desk). 44pp. 39557:234-39557:277. 

8702100305 Forwards revs a clarifications to safety-related instrument tubing 
program, including typical arrangement of instrument installations inside a outside con- 
tainment. 

WISENBURG.M.R. Houston Lighting a Power Co. 87/02/05. Document Control 
Branch (Document Control Desk). 9pp. 39574:239-39574:247. 

8702100313 Forwards marked-up FSAR Pag© 7.4-12 re letdown stop valves, reflecting 
revs resulting from update a consistency check. Rev will be incorporated into future 
FSAR amend. 

WISENBURG.M.R. Houston Lighting a Power Co. 87/02/05. Document Control 
Branch (Document Control Desk). 4pp. 39574:234-39574:237. 

8702100425 Forwards draft of “Main Cooling Reservoir Operation a Maint Manual," for 
review.Scope of manual confined to geotechnical aspects of main cooling reservoir. 
WISENBURG.M.R. Houston Lighting a Power Co. 87/02/05. Document Control 
Branch (Document Control Desk). 2pp. 39573:068-39573:234. 

->8702100434 Draft “Main Cooling Reservoir Operation a Maint Manual.” 

* Harza Engineering Co. 87/01/21. 150pp. 39573:070-39573:234. 

8702130043 Partial response to FOIA request re transcript of J Corder 861106 deposi- 
tion a repts from 861107 meeting between Corder a D Carpenter in Bay 
City.TX. Forwards App A documents. App A a B documents available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 87/02/06. HARRIS, J. Austin Ameri- 
can-Statesman, Austin, TX. 3pp. 39642:298-39642:302. 

—8702130049 Advises that Region IV prepared end response to Senator Bentsen 
861029 Itr to C Kammerer. Detailed response following prompt response after conclu- 
sion of inquiries proposed. Exceptions to referrals.Case R1V-86-A-111 encl.W/o re- 
sponse. 

MARTIN, R.D. Region 4, Office of Director. 86/11/10. STELLO.V. Office of the Execu- 
tive Director for Operations. 2pp. 39642:301-39642:302. 

8702190661 Forwards responses to NRC comments re procedures generation 
package, transmitted w/NP Kadambi 870116 Itr. Westinghouse Owners Group emer- 
gency response guidelines low pressure ref plant description also end. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/02/11. Document Control 
Branch (Document Control Desk). 32pp. 39685:051-39685:082. 

8702240381 Forwards proof a review Tech Specs for comment by 87031 6.W/0 end. 
PERCH, R.L PWR Project Directorate 5. 87/02/12. GOLDBERG, J.H. Houston Lighting 
a Power Co. 4pp. 39759:245-39759:248. 

8702200369 Forwards marked-up FSAR Pages 3.9-84 (Table 3.9-1 .1) a 3.9-88b (Table 
3.9-1 .2) re lists of active components a valves reflecting revs from update & consist- 
ency check, to be incorporated into future amend. 

WISENBURG.M.R. Houston Lighting a Power Co. 87/02/13. Document Control 
Branch (Document Control Desk). 5pp. 39696:242-39696:246. 

8702240346 Forwards revised FSAR Pages 7.3-8,7.3-64 a 1 5.7-1 5, changing info re re- 
sponse time for reactor containment bldg purge isolation, spent fuel pool & control 
room/exclusion area boundary radiation monitors. 

WISENBURG.M.R. Houston Lighting a Power Co. 87/02/17. Document Control 
Branch (Document Control Desk). 5pp. 39718:233-39718:237. 

870225032 7 Documents 870106 meeting w/util re status a schedule for completion of 
facility a progress on resolution of licensing open items a 870107 meeting w/Houston 
Industries. Attendance list a meeting handouts end. 

MARTIN, R.D. Region 4, Office of Director. 87/02/18. GOLDBERG, J.H. Houston Light- 
ing a Power Co. 26pp. 39729:028-39729:053. 
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8702260042 Forwards nonproprietary WCAP-11382 & proprietary WCAP-11383, "Tech- 
nical Bases for Eliminating Class 1 Accumulator Line Rupture as Structural Design 
Basis for South Texas Project Units....” Proprietary rept withheld (ref 
1 0CFR2.790(b)(4)). 

WISENBURG.M.R. Houston Lighting & Power Co. 87/02/19. Document Control 
Branch (Document Control Desk). 3pp. 39735:112-39735:209. 

-8702260056 Requests that proprietary WCAP-11383, “Technical Bases for Eliminating 
Class 1 Accumulator Line Rupture as Structural Design Basis for South Texas Project 
Units 1 & 2,” be withheld (ref'l0CFR2.790(b)(4)). 

WIESEMANN.R.A. Westinchcuse Electric Corp. 87/02/04. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 8pp. 39735:115-39735:122. 

-8702260064 Nonproprietary "Technical Bases for Eliminating Class 1 Accumulator 
Line Rupture as Structural Design Basis for South Texas Project, Units 1 & 2." 
SWAMY.S.A., WITT.FJ., PALU§AMY,S.S. Westinghouse Electric Corp. WCAP-11382. 
87/01 /31 . 87pp. 39735:1 23-39735:209. 

8702260059 Forwards annotated revs to FSAR Section 9.3.2 re process & post-acci- 
dent sampling sys reflecting revs from update & consistency checks.Revs will be in- 
corporated into FSAR Amend 58. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/02/19. Document Control 
Branch (Document Control Desk). 49pp. 39740:200-39740:248. 

8702260082 Forwards annotated revs to FSAR Section 9.2. 1.2. 5 re screen wash con- 
trols for essential cooling water sys.Changes do not appear to change conclusion 
documented in SER.Revs will be incorporated into FSAR Amend 58. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/02/19. Document Control 
Branch (Document Control Desk). 4pp. 39739:241-39739:244. 

8702260108 Forwards annotated revs to FSAR Table 9.4-2.3, "Design Data for Mechan- 
ical Auxiliary Bldg (MAB) HVAC Sys," revising airflow rates to accommodate MAB 
clothes dryers.Changes will be incorporated into FSAR Amend 59. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/02/19. Document Control 
Branch (Document Control Desk). 4pp. 39739:218-39739:221. 

8702260134 Forwards revised FSAR Table 3.11-1, "Environ Conditions,” incorporating 
revs to Bechtel design criteria & results of calculation verification.Revised table will be 
incorporated as part of Amend 58 to FSAR. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/02/19. Document Control 
Branch (Document Control Desk). 16pp. 39753:192-39753:207. 


D. NRC Draft/FSna! Environmental Statements, suppls & correspondence 


8702250303 Requests written commitment that results of preoperational & operational 
monitoring program for fog monitoring will be submitted within 60 days after results 
available to verify fog monitoring program acceptable per DES (NUREG-1171). 
NOONAN, V.S. PWR Project Directorate 5. 87/01/30. GOLDBERG, J.H. Houston Light- 
ing & Power Co. 4pp. 39743:159-39743:162. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8702020717 Forwards revised pages from FSAR & boron dilution analysis rept for Mode 
5 (cold shutdown), per SER Open Item 15. Reanalysis assumes conservative mixing 
vol that does not include reactor vessel upper head. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/01/26. Document Control 
Branch (Document Control Desk). 13pp. 39465:283-39465:295. 

8702050269 Informs that housekeeping will be performed on light bulbs & associated 
battery packs to ensure freedom from excessive dirt & dust which inhibit 
performance, per SER Confirmatory Item 20. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/01/30. Document Control 
Branch (Document Control Desk). 2pp. 39520:220-39520:221 . 


F. Security, medical, ©mergency & fir© protection plans 

8702020723 Forwards objectives for 870408 graded emergency preparedness 
exercise. Exercise scenario will be forwarded in approx 30 days. 

GOLDBERG, J.H. Houston Lighting & Power Co. 87/01/23. Document Control Branch 
(Document Control Desk). 6pp. 39468:288-39468:293. 

8702040351 Advises that applicant will submit revised security plan w/responses to 
NRC questions by 870123.Only changes to plan will be as result of NRC comments & 
recent rule changes.SER input requested by 870306. 

NOONAN, V.S. PWR Project Directorate 5. 87/01/23. MCCORKLE.G.W. Reactor & 
Transportation Licensing Branch. 2pp. 39509:306-39509:307. 

8702060487 Forwards revised security plan & security personnel training & qualification 
plan. Util response to VS Noonan 861229 comments also encI.Enols withheld (ref 
10CFR73.21). 

WISENBURG.M.R. Houston Lighting & Power Co. 87/02/03. Document Control 
Branch (Document Control Desk). 2pp. 39536:209-39536:210. 


G. Adjudicatory correspondence 

8702090106 Requests that info re complaints concerning safety issues at plant be pro- 
vided to util or at least NRC.GAP plans to investigate complaints discussed in end 
870120 & 01221 articles.Served on 870205. 

GOLDBERG, J.H. Houston Lighting & Power Co. #187 2443. 87/01/26. GARDE, B. 
Government Accountability Project. 6pp. 39584:267-39584:272. 


J. Insurance & Indemnity information 

8702110119 Forwards NELIA Policy NF-307 & Endorsements 1-8.Policy provides re- 
quirements of 10CFR14Q.15 & in support of License SNM-1972. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/02/02. Document Control 
Branch (Document Control Desk). 21 pp. 39579:259-39579:279. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8702270374 Forwards Amend 57 to FSAR for South Texas Project Units 1 & 2. 
GOLDBERG.J.H. Houston Lighting & Power Co. 87/02/20. Document Control Branch 
(Document Control Desk). 12pp. 39790:001-39793:137. 

-8702270388 Amend 57 to FSAR for South Texas Project Units 1 & 2. 

* Houston Lighting & Power Co. 87/02/20. 806pp. 39790:013-39793:137. 


Q. Inspection reports, !E Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 

g ency Escape Self-Contained Breathing Apparatus." W/o svc list. 

EYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020341 Forwards Insp Repts 50-498/86-32 & 50-499/86-32 on 861006- 11 21 .No 
violations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/01/21. GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp. 39451:169-39451:178. 


8702190398 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SOUTH TEXAS PROJECT, UNITS 1 And 2.Docket Nos. 50-498 And 50-499. (Houston 
Lighting And Power Company) 

* Division of Pressurized Water Reactor Licensing - A (post 851125). NUREG-0781 
S02. 87/01 /31 . 76pp. 39690:058-39690:234. 


-8702020349 Insp Repts 50-498/86-32 & 50-499/86-32 on 861006-1 121. No violations 
or deviations noted. Major areas inspected: licensee mgt of QA activities & QA pro- 

S ram evaluation of engineering svc organization. 

ICNEILL.W.M., JAUDON.J.P. Region 4, Office of Director. 86/12/19. 7pp. 
39451:172-39451:178. 


8702200375 Requests that SER (NUREG-0781 ),Section 13.2.1.1.3 be revised re number 
of senior reactor operators & reactor operators. Util expects 60 employees to com- 
plete license training prior to issuance of OL in June 1987. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/02/11. Document Control 
Branch (Document Control Desk). 2pp. 39696:240-39696:241 . 

8702240011 Partial response to FOIA request Forwards App M documents. Apps L & M 
documents available in PDR. 

* Division of Rules and Records. 87/02/12. HOLMES, G.A. MHB Technical Associ- 
ates. 9pp. 39730:246-39731:272. 


8702020634 Requests addl info re 860602 response to IE Bulletin 85-003. Program to 
accomplish Action Items B-D requested within 30 days of Itr date. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/01/21. GOLDBERG.J.H. Houston 
Lighting & Power Co. Ip. 39468:074-39468:074. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 


-8304070588 Forwards SER, issued prior to CP issuance, in response to info request re 
facility const quality & safety qualifications. W/o end. 

DENTON.H.R. Office of Nuclear factor Regulation, Director (pre-851 125). 83/04/01. 
WEST.T. Affiliation Not Assignee. 2pp. 39730:339-39730:340. 


8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. K 


8702240194 Forwards addendum to long-term cooling rept submitted by 860931 
Itr, resolving SER Open Item If & Confirmatory Item 13 re use of Class IE head ver 
W©SJE5iSrft/? c S r ve * ssel ,'° p u! r head fixing/ cooling during natural circulation. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/02/13. Document Contrc 
Branch (Document Control Dejk). 36pp. 39701:003-39701:038. 


8702050488 Forwards Revs 5 to Drawings 5G-15-9-P-60401 & 5G-1 5-9-P-6042 to be 
filed in PDR under supplemental info for preservice insp/inservice insp review. 
KADAMBI.N.P. NRC - No Detailed Affiliation Given. 87/02/02. NRC - No Detailed Af- 
filiation Given. 2pp. 39525:340-39525:341. 


8702260130 Forwards Vols 1-3 of “Electrical Separation Verification Test Rept...” used 
by Wyle Labs to demonstrate that sys test procedure in compliance w/requirements 
of Reg Guide 1 .75, per SER Open Item 9. 

W ,s ENBy R G,M. R Houston Lighting & Power Co. 87/02/19. Document Control 
Branch (Document Control Desk . 3pp. 39746:237-39749*206 


8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

d ° R DAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 


“ 8 FS^ 0 rSiA O Sv,^T Of , ‘ E * ec ?*‘Sa J c . I s ®Pa r ation Verification Test Rept for Bechl 
Lnway Corp & South Texas Project Electncal Generating Station Units ” 

397^^39749*2(£ ANESH,P * Wyl ® Laboratories * 9 53575 ■ 87/02/12. 875p 


8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 
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8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702110292 Forwards Insp Repts 50-498/86-33 & 50-499/86-33 on 861102-870102 & 
notice of deviation. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/06. GOLDBERG, J.H. Houston 
Lighting & Power Co. 2pp. 39584:280-39584:290. 

—8702110294 Notice of deviation from insp on 861102-870102. 

* Region 4, Office of Director. 87/02/06. Ip. 39584:282-39584:282. 

-8702110302 Insp Repts 50-498/86-33 & 50-499/86-33 on 861102-870102. Deviation 
notedrfailure to make preoperational test procedures available to NRC within 60 days 
of testing. 

CARPENTER, D.R., REIS.T., BUNDY, H.F. Region 4, Office of Director. 87/02/05. 8pp. 
39584:283-39584:290. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, "Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metai Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702240402 Forwards Insp Repts 50-498/87-01 & 50-499/87-01 on 870105-09.No vio- 
lations or deviations noted, 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/17. GOLDBERG, J.H. Houston 
Lighting & Power Co. 2pp. 39721:130-39721:143. 

-8702240413 Insp Repts 50-498/87-01 & 50-499/87-01 on 870105-09.No violations or 
deviations noted.Major areas inspected: chemistry/radiochemistry program including 
review of outstanding open items in listed areas. 

NICHOLAS, J.B., MURRAY, B. Region 4, Office of Director. 87/02/04. 12pp. 
39721:132-39721:143. 

8702250485 Ack receipt of 870120 Itr describing plans to investigate allegations of 
about 36 current &/or former employees of plant.Prompt provision of info to NRC or 
util on deficiencies re nuclear safety recommended. 

STELLO.V. Office of the Executive Director for Operations. 87/02/18. GARDE, B.P., 
CONDIT.R. Government Accountability Project. 3pp. 39744:107-39744:109. 

8702260124 Submits revised response to IE Bulletin 77-07, “Containment Electrical 
Penetration Assemblies at Nuclear Power Plants Under Const.” Util electrical penetra- 
tion suppliers are Westinghouse & Conax Buffalo Corp. 

GOLDBERG, J.H. Houston Lighting & Power Co. 87/02/18. Document Control Branch 
(Document Control Desk). 6pp. 39753:217-39753:222. 


S. Reportable occurrences, LERs & related correspondence 

8702050337 Final deficiency rept re ASME flexible hose installation. Initially reported on 
861117.Deficient installations reworked.Damajged hoses replaced & hoses exposed to 
heavy const protected.lnstallation Procedure SSP-53 revised. 

GOLDBERG, J.H. Houston Lighting & Power Co, 87/01/29. Document Control Branch 
(Document Control Desk). 4pp. 39521:253-39521:256. 

8702050352 Final deficiency rept re calibr of measuring & testing equipmentlnitially re- 
ported on 861230.No significant impact would result from improper calibr of perma- 
nent plant equipmentltem not reportable per 1 0CFR50.55(e). 

GOLDBERG, J.H. Houston Lighting & Power Co. 87/01/29. Document Control Branch 
(Document Control Desk). 5pp. 39520:224-39520:228. 

8702100077 Part 21 rept re Dravo Corp fabricated components shipped to Bechtel 
Energy Corp which were not in accordance w/code of record under which 
fabricated. EG Reno Itr informing customer of deficiency end. 

ABELE.R.D. Dravo Corp. 87/01/30. KEPPLER.J.G. Region 3, Office of Director. 5pp. 
39568:144-39568:148. 

8702100360 First interim deficiency rept re liquidtight flexible conduit. Initially reported on 
870106.Tests conducted to demonstrate that Anaconda sealtight flexible conduit 
meets requirements of Reg Guide 1,75.Next rept expected by 870313. 
GOLDBERGJ.H. Houston Lighting & Power Co. 87/02/05. Document Control Branch 
(Document Control Desk). 5pp. 39578:227-39578:231. 

8702190454 Forwards Problem Investigation Rept 87-S-0009, “Thermowell O-Ring 
Leakage" re leakage from RCS thermowells during hot functional testing. Deficient 
thermowell installations repaired & testing resumed. 

GOLDBERG, J.H. Houston Lighting & Power Co. 87/02/05. MARTIN.R.D. Region 4, 
Office of Director. 2pp. 39686:344-39686:349. 

-8702190459 Problem Investigation Rept 87-S-0009, "Thermowell O-Ring Leakage.” 
BROWN, D.W., MCINTYRE, A.C. Houston Lighting & Power Co. 87-S-0009. 87/02/05. 
4pp. 39686:346-39686:349. 

8702180514 First interim deficiency rept re failure of Telemecanique J13 4-pole relays in 
containment spray sys to actuate at 100-volt dc.lnitially reported on 870112.Add mfg 
testing necessary.Results will be available by 870223. 

GOLDBERG, J.H. Houston Lighting & Power Co. 87/02/11. Document Control Branch 
(Document Control Desk). 4pp. 39666:201-39666:204. 


8702190406 Interim deficiency rept re failure of corrective action process concerning 
bus bar extensions on Class IE circuit breakers.lnitially reported on 870116.Walkdown 
performed of safety-related motor control ctrs.Next rept by 870306. 

GOLDBERGJ.H. Houston Lighting & Power Co. 87/02/13. Document Control Branch 
(Document Control Desk). 6pp. 39691:285-39691:290. 

8702260215 Final deficiency rept re safety-related electrical equipment found subjected 
to rain water intrusion & condensation. Initially reported on 861 205. Equipment re- 
placed or restored to meet equipment qualification requirements. 

GOLDBERGJ.H. Houston Lighting & Power Co. 87/02/18. Document Control Branch 
(Document Control Desk). 4pp. 39739:357-39739:360. 


V. Operator Examinations 


8702200375 Requests that SER (NUREG-0781),Section 13.2.1.1.3 be revised re number 
of senior reactor operators & reactor operators. Util expects 60 employees to com- 
plete license training prior to issuance of OL in June 1 987. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/02/11. Document Control 
Branch (Document Control Desk). 2pp. 39696:240-39696:241. 

8702250255 Advises that third set of initial cold license written exams scheduled for 
870512 & oral exams for 87051 3-21. Ref matl listed on encl must be provided by 
870310. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/19. GOLDBERG, J.E. Houston 
Lighting & Power Co. 4pp. 39728:123-39728:126. 


DOCKET STN-50-499 SOUTH TEXAS PROJECT, UNIT 2 


A. Appllcatlon/constructlon stage documents & correspondence 


8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
81 1005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 

-8702270113 Notifies of cancellation of 821207 meeting w/util & Bechtel in 
Bethesda.MD to present to NRC results of Bechtel review & assessment of Brown a 
Root soil structure interaction analysis. 

SCHIERLING.H. Licensing Branch 3. 82/11/18. KNIGHTON, G. Licensing Branch 3. 
2pp. 39782:278-39782:283. 

8603250315 Discusses review of seismic reflection data for facility. Data & applicant in- 
terpretation described in Harding Lawson Assoc 851030 rept, “Interpretation of Geo- 
physical Data....” Interpretation correct & only Faults A & I may surface. 
ZURFLUEH.E.G. Earth Sciences Branch (post 840429). 86/03/11. BROCOUM.S.J. 
Risk & Reliability Assessment Branch. 6pp. 35216:053-35216:058. 

8611190263 Forwards nonproprietary & proprietary "Presentation & Handout Matl re 
Leak-Before-Break Calculations for South Texas Project 12-Inch Diameter Accumula- 
tor Line," per 861015 meeting w/ NRC. Proprietary version withheld (ref 10CFR2.790). 
WISENBURG.M.R. Houston Lighting & Power Co. 86/11/14. NOONAN, V.S. PWR 
Project Directorate 5. 6pp. 38649:161-38649:186. 

-8611190271 Requests withholding of proprietary “Presentation & Handout Matl re 
Leak-Before-Break Calculations for South Texas Project 12-Inch Diameter Accumula- 
tor Line," presented during 861015 meeting w/ NRC. Affidavit end. 

WIESEMANN.R.A. Westinghouse Electric Corp. 86/10/29. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). 8pp. 38649:167-38649:174. 

-8611190286 Nonproprietary version of slide presentation entitled, “Presentation & 
Handout Matl re Leak-Before-Break Calculations for South Texas Project 12-Inch Di- 
ameter Accumulator Line.” 

* Westinghouse Electric Corp. 86/10/15. 12pp. 38649:175-38649:186. 

8702130035 FOIA request for transcript of J Corder 861106 deposition & repts & related 
documents from 861 107 meeting between Corder & D Carpenter in Bay City.TX. 
HARRIS ,J. Austin American-Statesman, Austin, TX. 86/12/18. NRC - No Detailed Af- 
filiation Given. 2pp. 39642:296-39642:297. 

8702030462 Informs that procedures generation package (PGP) unacceptable in 
present form.PGP needs to incorporate listed addl info, including plant-specific techni- 
cal guidelines. Request for addl info, in form of draft SER, end. 

KADAMBI.N.P. PWR Project Directorate 5. 87/01/16. GOLDBERGJ.H. Houston Light- 
ing & Power Co. 27pp. 39485:323-39485:349. 

8702030444 Summary of 861 030 meeting w/util & Westinghouse re submittal entitled, 
“Probabilistic Boron Dilution Analysis." List of meeting attendees & Westinghouse 
viewgraphs end. 

KADAMBI.N.P. PWR Project Directorate 5. 87/01/21. PWR Project Directorate 5. 
49pp. 39486:031-39486:079. 

8702020334 Forwards annotated revs to FSAR Pages 9.1 -6,9.1 -8 & 9.1-31, deleting refs 
to skimmer strainer assembly located in fuel transfer canal.Revs will be incorporated 
into FSAR Amend 58. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/01/26. Document Control 
Branch (Document Control Desk). 5pp. 39451:162-39451:166. 

8702050483 Forwards revised pages to control of heavy loads rept, reflecting 2,500 lbs 
as weight recognized as heavy load. Value consistent w/design criteria for spent fuel 
racks designed to prevent rack deformation. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/01/27. Document Control 
Branch (Document Control Desk). 6pp. 39521:269-39521:274. 

8702050251 Discusses seismic analysis performed using Code Case N-411 damping 
values. Listed study calculation program & methodology meets criteria set forth in 
870119 Itr. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/01/30. Document Control 
Branch (Document Control Desk). 6pp. 39514:326-39514:331. 
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§732100355 r swarfs revs & ciarfscabons to safety-related instrument tubing 
prsgrarz/rtzxSng typca! arrangement of instrument installations inside & outside con- 

Xrrr-ert 

'A-’SEVsLRGJM R. Houston Ljghtng & Power Co, 87/02/05. Document Control 
smirch ; Document Centres Desk;. 9pp. 39574:239-39574:247. 

1752130313 Forwards marked-up FSAR Page 7.4-12 re letdown stop valves, reflecting 
revs 'aswtm-g from update & consistency check. Rev will be incorporated into future 

-SAP amend _ 

VS-T/E .-2 V - -chting & Power Co. 87/02/05. Document Control 

="i*c” D:»-e-r Do roc Desk,,. 4pp. 39574:234-39574:237. 

S”?3 4 »(2£ =rv:orfs d'a*t of “Main Cooling Reservoir Operation & Maint Manual,” for 

confined to geotechnical aspects of main cooling reservoir. 
J •/ = Ligrfrg &. Power Co. 87/02/05. Document Control 

- Do-.o Desk 1 . 2=p. 39573:068-39573:234. 

-v*C2f*C4S* Drift 'Va..- Dec 'He Reserve'' Cperabor. I Maint Manual." 

' -::-i rg Co Cl 2*. *5Ccp 39573:"3-33573:234. 

1702130043 Partial 'esponse to FOIA request re transcript of J Corder 861106 deposi- 
Xr& reps from 361 !G7 meeting between Corder & D Carpenter in Bay 
oV dnwi’-s A ro - -ocumerts.Aop A & B documents available in PDR. 
r.1 -r:^ - ~- es_a-o Feocrcs. 57/C2/06. HARR1S.J. Austin Ameri- 

1 ,i. _ M ~ct. - 3cp. 3»6i2:23S-33642:3C2. 

^Tp2^x4s *dy:ses that Region IV prepared enci response to Senator Bentsen 
•’ - hammerer. uetaaed response following prompt response after conclu- 

proposed, exceptions to referrals, Case RIV-86-A-111 encl.W/o re- 

; ’■ “ J "=D-C" 4, Office of Director. 86/11/10. STELLO.V. Office of the Execu- 
te Director for Operations. 2pp. 39642:301 -39642:302. C 

n ^SSU^S s ?-- M " ses - * ac comments re procedures generation 

^Mesingfrouse Ovmers Group erner- 
V m-v ; £-4-5 ® s .5 “,-t Sa J e / e - =;art d | scr ‘P J s n also end. 

J"'-.. J.".. ~:=> 87/02/11. Document Control 

" -rfP- J»o65:C51-3&685:CS2. 

aTC220C36B f»wanJ» ntadted^jp FSAR Pages 3.9* (Table 3.9-1 1) & 3 9-88b (T ab le 

^“retecUrevsfr^u^afe&confs,! 

SKK’S’aisSSS^ 13 - Documem Contro1 

I7'S;2240346 Forwards revised “SA a Panes 7 1 ft 7 sl ic 7 « u 

isotefen 5 ^ 5l *M sid 

DfSf S’&ss&ggr 1 - Docu ™ nt ^ 

status ^.schedule lor completion of 
■Owl: j-; a -a-;- •. -- v V- V- e -."--V- , ,ers » =■■ D107 meeting w/Houston 
.. - ■•£ -w-.a enc.. 


' : i I 


‘ -D — i -£"' 00 -is end. 

£5oc r='29zh~2rW~iZ :2 ‘ * 5 ' 20LD2£F?G » J - H - Houston Light- 


uST e f V WCA c p - 11 383, 'Tech- 

?riMr jr xssr 

2.-AV>.clA- ;:-d';esV: h S. Dooijmenl Contro1 

... 



«« Section 9.3.2 re process & post-acci 
fcwiSA |f <*«» * consistency chScks.R^ ^ 

-S** 4 Power Co. 87/02/, 9 - , , 

’* ' k * v ‘ 43pp. 3374C:2GG-3S740:248 D ° CUment &***& 

l70J260Ct2 Forward mmtmod revs to F*ukQ c^- « 

5?i?_**r5S -=5- *s“S !LLf 5 , re «7een wash con- 

^/^£l^ia c,-n9e eonclusion 

»,,t- Goc^f Ccrt-^ ^. Document Comrol 

SrewW. .. _ . . . 



E. NRC Safety Evaiuatlon Report (SER), suppls & correspondence 

8702020717 Forwards revised pages from FSAR & boron dilution analysis rapt for Modo 
5 (cold shutdown), per SER Open Item 15. Reanalysis assumes conservative mixing 
vol that does not include reactor vessel upper head. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/01/26. Document Control 
Branch (Document Control Desk). 13pp. 39465:283-39465:295. 

8702050269 Informs that housekeeping will be performed on light bulbs & associated 
battery packs to ensure freedom from excessive dirt & dust which inhibit 
performance.per SER Confirmatory Item 20. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/01/30. Document Control 
Branch (Document Control Desk). 2pp. 39520:220-39520:221. 

8702190398 SAFETY EVALUATION REPORT RELATED TO THE OPERATION Of 
SOUTH TEXAS PROJECT.UNITS 1 And 2. Docket Nos. 50-498 And 50-499. {Houston 
Lighting And Power Company) 

* Division of Pressurized Water Reactor Licensing - A (post 851125). NUREG-078? 
S02. 87/01/31. 76pp. 39690:058-39690:234. 

8702200375 Requests that SER (NUREG-078 1), Section 13.2.1.1.3 be revised ro number 
of senior reactor operators & reactor operators. Util expects 60 employees to com- 
plete license training prior to issuance of OL in June 1987. 

WfSENBURG.M.R Houston Lighting & Power Co. 87/02/11. Document Control 
Branch (Document Control Desk). 2pp. 39696:240-39696:241. 

8702240011 Partial response to FOIA request. Forwards App M documents. Apps L & M 
documents available in PDR. 

atesJSpp? 39730:24 6 f39731^272^ S ' 87/ ° 2/12 - HOLMES ’ G - A - MHB Technical A*oc 

WrtSS" 6,1 " reSP ° nS ° *° ^ r ° qUHS ' 

DENTON.H R Office of Nuclear Reactor Regulation, Director (pro-851126). 83/04/01 
WEST.T. Affiliation Not Assigned. 2pp. 39730:339-39730:340. 

87 |tr 2 re 4 solv^na SFRntn^m r ' ong 'l erm , coo,in 9 re P ! submitted by 860930 
ltem 6 & Confirmatory Item 13 re uso of Class IE head vent 

WlVENB r URGM r R aC HoMlt?frf TC r he ^ d 2 ,x,n Q/ cooling during natural circulation 
2 SH: °C r G,M.R Houston Lighting & Power Co. 87/02/13. Document CGontrol 
Branch (Document Control Desk). 36pp. 39701:003-39701:038. 

8? hv w?il 3 ?oK 0r Y ar S s Vois 1-3 of "Electrical Separation Verification Test Root M u$€Kt 

procedure in com P ! ‘ anco w/requirements 

SoSSSft <S3SM h 2%. &T4%Sr&J%g? ie - Documont Comro ' 

39746-240-39749:206 ’ Y Lafc>oratones - 53575. 87/02/12. 875pp, 

F. Security, medical, emergency & fir® protection plains 

ISISg???^ prepared, wss 

(Document^ontro/oMk/ 6pp P *3M68:288^9468:293 8 ^ 722 ’ ^ Um0nt Comro ' 

NRC questions by\7oT23®y a chanaesto t Dton^'H^ “PuriV plan w/rosportsos to 

Transportation Ucensing ^nS re 2 C pp ra 39509 ; 3^39!o9:M7 C ° RKLE ' G ' W Reac,0f s 

plan-util response d to re vs e NiMnan t '86l^ , 29 SI? Personnel training & qualification 
10CFR73.21). Noonan 861229 comments also encl-EncTs withhold (ref 

Br!^rh^rw? ,M ' R ' Houston LiC’ K * : -'“ •"-■■■ ~ 

Branch (Document Control Desk) 


^,3 a 9 5 3 O 6 W 2 e 0 r 9.g 5 3^T0 2/ ° 3 ' D ° CUn ’ em 


G - A ^iudlcatory correspondence 

vided to util or^teasf 1 NRC GA^SanTtn f® nc ®f nin 9 safety issues at plant tm pro- 
GOLDRFRP^u a J icies -Served on 870205° nvestl9ate corn P laints discussed in end 

Government Accountabi% plCct 9 ^p P 3 g|M^ 7 - 39 |L? 27 |; 87/01/28 ' GAROE.U 

J. Insurance & indemnity Information 

11S ? S^ pravtd - «■ 

Branoh (Document Control Des^ a^p^gs^ss^ss^^ 02 ' Documem Control 


■— * — • » 11 “■> - -* 



*^D°b|1q to FSAR to. smim Texas Prow Unlto 1 a . 

(Document Control Desk). 12pp. 39790:00?l3979|/ 1 3°7 2/2a ° ocume nt Control Brand 

“8702270388 Amend 57 to FSAR for Ca *u -r 
Houston Lighting a Powar Cp. 
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Q. Inspection reports, 9E Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702020341 Forwards Insp Repts 50-498/86-32 & 50-499/86-32 on 861006- 11 21. No 
violations or deviations noted. 

GAG LIAR DO, J.E. Region 4, Office of Director. 87/01/21. GOLDBERG, J.H. Houston 
Lighting & Power Co. 3pp. 39451:169-39451:178. 

-8702020349 Insp Repts 50-498/86-32 & 50-499/86-32 on 861 006-1 121 .No violations 
or deviations noted.Major areas inspected: licensee mgt of QA activities & QA pro- 
gram evaluation of engineering svc organization. 

MCNEILL, W.M., JAUDON.J.P. Region 4, Office of Director. 86/12/19. 7pp. 
39451:172-39451:178. 

8702020634 Requests addl info re 860602 response to IE Bulletin 85-003. Program to 
accomplish Action Items B-D requested within 30 days of Itr date. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/01/21. GOLDBERG, J.H. Houston 
Lighting & Power Co. Ip. 39468:074-39468:074. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702110292 Forwards Insp Repts 50-498/86-33 & 50-499/86-33 on 861102-870102 & 
notice of deviation. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/06. GOLDBERG, J.H. Houston 
Lighting & Power Co. 2pp. 39584:280-39584:290. 

-8702110302 Insp Repts 50-498/86-33 & 50-499/86-33 on 861102-870102. Deviation 
noted:failure to make preoperational test procedures available to NRC within 60 days 
of testing. 

CARPENTER, D.R., REIS.T., BUNDY, H.F. Region 4, Office of Director. 87/02/05. 8pp. 
39584:283-39584:290. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11, Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppi 1 to IE Info Notice 86-106, “Feedwater Line Break." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 

8702240402 Forwards Insp Repts 50-498/87-01 & 50-499/87-01 on 870105-09.No vio- 
lations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/17. GOLDBERG, J.H. Houston 
Lighting & Power Co. 2pp. 39721:130-39721:143. 

-8702240413 Insp Repts 50-498/87-01 & 50-499/87-01 on 870105-09.No violations or 
deviations notedMajor areas inspected: chemistry/radiochemistry program including 
review of outstanding open items in listed areas. 

NICHOLAS, J.B., MURRAY.B. Region 4, Office of Director. 87/02/04. 12pp. 
39721:132-39721:143. 

8702250485 Ack receipt of 870120 Itr describing plans to investigate allegations of 
about 36 current &/or former employees of plant.Prompt provision of info to NRC or 
util on deficiencies re nuclear safety recommended. 

STELLO.V. Office of the Executive Director for Operations. 87/02/18. GARDE, B.P., 
CONDIT.R. Government Accountability Project. 3pp. 39744:107-39744:109. 


8702260124 Submits revised response to IE Bulletin 77-07, "Containment Electrical 
Penetration Assemblies at Nuclear Power Plants Under Const." Util electrical penetra- 
tion suppliers are Westinghouse & Conax Buffalo Corp. 

GOLDBERG, J.H. Houston Lighting & Power Co. 87/02/18. Document Control Branch 
(Document Control Desk), 6pp. 39753:217-39753:222. 


S. Reportable occurrences, LERs & related correspondence 


8702050337 Final deficiency rept re ASME flexible hose installation. Initially reported on 
861 1 1 7.Deficient installations reworked.Damaaed hoses replaced & hoses exposed to 
heavy const protected.lnstallation Procedure SSP-53 revised. 

GOLDBERG, J.H. Houston Lighting & Power Co. 87/01/29. Document Control Branch 
(Document Control Desk). 4pp. 39521 :253-39521 :256. 

8702050352 Final deficiency rept re calibr of measuring & testing equipment.lnitially re- 
ported on 861230.No significant impact would result from improper calibr of perma- 
nent plant equipment. Item not reportable per 10CFR50.55(e). 

GOLDBERG, J.H. Houston Lighting & Power Co. 87/01/29. Document Control Branch 
(Document Control Desk). 5pp. 39520:224-39520:228. 

8702100077 Part 21 rept re Dravo Corp fabricated components shipped to Bechtel 
Energy Corp which were not in accordance w/c ode of record under which 
fabricated.EG Reno Itr informing customer of deficiency end. 

ABELE.R.D. Dravo Corp. 87/01/30. KEPPLER.J.G. Region 3, Office of Director. 5pp. 
39568:144-39568:148. 


8702100360 First interim deficiency rept re liquidtight flexible conduit.lnitia!ly reported on 
870106.Tests conducted to demonstrate that Anaconda sealtight flexible conduit 
meets requirements of Reg Guide 1.75.Next rept expected by 870313. 

GOLDBERG, J.H. Houston Lighting & Power Co. 87/02/05. Document Control Branch 
(Document Control Desk). 5pp. 39578:227-39578:231. 

8702190454 Forwards Problem Investigation Rept 87-S-0009, “Thermowell O-Ring 
Leakage” re leakage from RCS thermowells during hot functional testing. Deficient 
thermowell installations repaired & testing resumed. 

GOLDBERG, J.H. Houston Lighting & Power Co. 87/02/05. MARTIN, R.D. Region 4, 
Office of Director. 2pp. 39686:344-39686:349. 

-8702190459 Problem Investigation Rept 87-S-0009, "Thermowell O-Ring Leakage.” 
BROWN, D.W., MCINTYRE, A.C. Houston Lighting & Power Co. 87-S-0009. 87/02/05. 
4pp. 39686:346-39686:349. 

8702180514 First interim deficiency rept re failure of Teiemecanique J13 4-pole relays in 
containment spray sys to actuate at 100-volt dc.lnitially reported on 8701 12. Add mfg 
testing necessary. Results will be available by 870223. 

GOLDBERG, J.H. Houston Lighting & Power Co. 87/02/11. Document Control Branch 
(Document Control Desk). 4pp. 39666:201-39666:204. 

8702190406 Interim deficiency rept re failure of corrective action process concerning 
bus bar extensions on Class IE circuit breakers.lnitially reported on 870116.Walkdown 
performed of safety-related motor control ctrs.Next rept by 870306. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/02/13. Document Control Branch 
(Document Control Desk). 6pp. 39691:285-39691:290. 


V. Operator Examinations 


8702200375 Requests that SER (NUREG-0781), Section 13.2.1.1.3 be revised re number 
of senior reactor operators & reactor operators. Util expects 60 employees to com- 
plete license training prior to issuance of OL in June 1987. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/02/11. Document Control 
Branch (Document Control Desk). 2pp. 39696:240-39696:241. 


DOCKET STN-50-508 WPPSS NUCLEAR PROJECT, UNIT 3 


A. Application/construction stage documents it correspondence 


8702050128 Responds to 861106 Itr re plan for addressing geological & seismological 
questions raised by NRC review of FSAR.SER date of geoscience issues should be 
projected for Sept 1 988.Meeting on Series 231 questions should be held in Mar. 
KNIGHTON.G.W. PWR Project Directorate 7. 87/01/28. MAZUR.D.W. Washington 
Public Power Supply System. 2pp. 39525:044-39525:045. 

8702100174 Ack receipt of 870123 request for response to 860106 Itr re possible errors 
in Invoices D0119 & D0 120 for OL reviews through 840623.Response should be for- 
warded by 870430,per Holloway 870116 itr. 

JOHNSON.G.D. Division of Accounting & Finance. 87/02/06. SORENSEN, G.C. Wash- 
ington Public Power Supply System. Ip. 39575:337-39575:339. 

-8702100181 Requests response to 860106 Itr re possible billing errors for OL reviews 
& insp fees. 

SORENSEN, G.C. Washington Public Power Supply System. 87/01/23. 

JOHNSON.G.D. Division of Accounting & Finance. 2pp. 39575:338-39575:339. 

8702250373 Forwards safety evaluation & EGG-NTA-7463, “Reactor Trip Sys Reliabil- 
ity..., *’ supporting response to Generic Ltr 83-28, Item 4.5.2 re periodic on-line testing 
of reactor trip sys. Plant designed to permit on-line testing. 

SEARS, P.M. PWR Project Directorate 8. 87/02/14. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 39744:001-39744:003. 

-87 02170161 "Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, Arkansas Nuclear One Unit 2, Calvert Cliffs Units 1 & 2, Fort Calhoun, Maine 
Yankee, Millstone Unit 2, Palisades, Palo Verde Units...," technical evaluation rept. 
FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7463. 
87/01/09. NRC - No Detailed Affiliation Given. 14pp. 39744:004-39744:017. 
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E. NRC Safety Evaluation Report (SER), suppls St correspondence 

8702050128 Responds to 861106 Itr re plan for addressing geological & seismological 
questions raised by NRC review of FSAR.SER date of geoscience issues should be 
projected for Sept 1988.Meeting on Series 231 questions should be held in Mar. 
KNIGHTON, G.W. PWR Project Directorate 7. 87/01/28. MAZUR, D.W. Washington 
Public Power Supply System. 2pp. 39525:044-39525:045. 


Q. Inspection reports, 8E Bulletins & correspondence 

8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, "Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100174 Ack receipt of 870123 request for response to 860106 Itr re possible errors 
in Invoices D0119 & D0120 for OL reviews through 840623. Response should be for- 
warded by 870430,per Holloway 870116 Itr. 

JOHNSON, G.D. Division of Accounting & Finance. 87/02/06. SORENSEN.G.C. Wash- 
ington Public Power Supply System. Ip. 39575:337-39575:339. 

-8702100181 Requests response to 860106 Itr re possible billing errors for OL reviews 
& insp fees. 

SORENSEN.G.C. Washington Public Power Supply System. 87/01/23. 
JOHNSON.G.D. Division of Accounting & Finance. 2pp. 39575:338-39575:339. 

8702260139 Forwards Insp Rept 50-508/86-12 on 86091 5-1 21 5.No violations 
noted.Review of Readiness Review Module C3-01, “Earthwork" indicates const com- 
pleted at time of work stoppage acceptable assuming resolution of open items. 
PATE.R.J. Region 5, Office of Director. 87/02/06. MAZUR, D.W. Washington Public 
Power Supply System. 5pp. 39753:155-39753:184. 

-8702260172 Insp Rept 50-508/86-12 on 86091 5-1 21 5.No violations noted. Major 
areas inspected: Readiness Review Program Module C3-01, “Earthwork" & followup 
on Insp Repts 50-508/86-10 & 50-508/86-11. 

PHILLIPS.H.W., PERANICH.W.W. Reactor Construction Program Branch. 
RICHARDS.S.A. Region 5, Office of Director. 87/02/06. 25pp. 39753:160-39753:184. 

8702260279 Forwards Meeting Rept 50-508/87-01 on 870107.Meeting clarified expect- 
ed results of readiness review program. 

PATE.R.J. Region 5, Office of Director. 87/02/06. MAZUR.D.W. Washington Public 
Power Supply System. 2pp. 39751:183-39751:211. 

“8702260296 Meeting Rept 50-508/87-01 on 8701 07 .Topic covered:util const assur- 
ance program.Viewgraphs encl. 

TOTH,A.D„ RICHARDS.S.A. Region 5, Office of Director. 87/01/30. 27pp. 39751:185- 
39751:211. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, "End of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702-228- 
39702:343. 


DOCKET 50-522 SKAGIT NUCLEAR POWER PROJECT, UNIT 1 


Q. Inspection reports, SE Bulletin® & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, "Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, "QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212* 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “End of Vital Equipment Within Designated Vital 
Areas." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers.GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list encl. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


DOCKET 50-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


Q. Inspection reports, IE Bulletins & correspondence 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list encl. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. H 
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8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 


8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


DOCKET STN-50-528 PALO VERDE NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents & correspondence 


8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 


I. Financial Information 


8702260027 Forwards draft notice of consideration for FR publication in connection w/ 
860206 supplemental application re proposed 1986 sale & leaseback financing 
transactions. Util requests publication not later than 860315,w/licensfng by 860425. 
TOY.T.M. Mudge, Rose, Guthrie, Alexander & Ferden. 86/02/13. DE-WEY.LS. Office 
of the Executive Legal Director (Pre 860701). 13pp. 39751:101-39751:113. 

8702190539 Forwards annual repts for Los Angeles Dept of Water & Power, Arizona 
Public Svc Co.Southern California Edison Co, Salt River Project,EI Paso Electric 
Co, Public Svc Co of New Mexico & Southern California Public Power Authority. 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/02/09. KNIGHTON, G.W. PWR Projed Directorate 7. Ip. 39684:090-39685:047. 

-8702190546 “Los Angeles Dept of Water & Power 1985-86 Annual Rept” 

CARUSO, R.J. Los Angeles Dept, of Water & Power. 86/12/31. 40pp. 39684:091- 
39684:130. 

-8702190561 “Salt River Project Annual Rept 1985-86.” 

LASSEN, J.R., BOULAIS.M.J., PFISTER,A.J. Salt River Project. 86/12/31. 32pp. 
39684:131-39684:162. 

-8702190566 “El Paso Electric Co 1985 Annual Rept." 

WALL.E.R. El Paso Electric Co. 85/12/31. 71pp. 39684:163-39684:232. 

-8702190570 “Public Svc Co of New Mexico Annual Rept 1985.” 

GEIST.J.D. Public Service Co. of New Mexico. 85/12/31. 54pp. 39684:233-39684:287. 

-8702190576 “Southern California Public Power Authority 1984-85 Annual Rept.” 
KRAY.F. Southern California Public Power Authority. 85/12/31. 24pp. 39684:288- 
39684:310. 

-8702200394 “1985 Annual Rept Arizona Public Svc Co.” 

TURLEY, K.L. Arizona Nuclear Power Projed (formerly Arizona Public Sendee Co.). 
85/12/31. 33pp. 39684:311-39685:047. 


J. Insurance & indemnity Information 

8702040127 Forwards Endorsement 17 to MAELU Policy MF-1 16, Endorsement 34 to 
NELIA Policy NF-1 16,Endorsement 6 to NELIA Certificate N-88 & MAELU Certificate 
M-88 & Endorsement 5 to NELIA Certificate N-107 & MAELU Certificate M-107. 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/29. Office of Nuclear Reactor Regulation, Director (post 851125). 7pp. 
39497:343-39497:349. 


-8702250071 Board Notification 83-14A:forwards PG&E 830225 submittal discussing 
addl info re apparent deficiencies in Midland- Ross “superstrut" matl used for Class 
IE Cable Tray & Conduit Support.W/o end. 

EISENHUT.D.G. Division of Licensing (800428-851124). 83/04/06. PALLADINO, Gl- 
LINSKY, AHEARNE Commissioners. Ip. 39783:074-39783:090. 


F. Security, medical, emergency & fire protection plans 


P. Operating license stage document® & correspondence 

8702260102 Discusses 860522 telcon re Public Svc Co of New Mexico proposed hold- 
ing company restructuring.Appiication of 10CFR50.80 to proposed restructuring ques- 
tioned since util remains Hcensee.Transfer of license not at issue. 

MOORE, C.L. Kelehar & McLeod. 86/06/09. REIS.E.J. Assistant General Counsel for 
Hearings. 3pp. 39740:020-39740:022. 


8612240335 Forwards proposed security plan amends, revising requirements of Para- 
graph (e)(1) within 180 days after Commission approval.Amends withheld (ref 
10CFR2.790). « ^ ^ , 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/11/21. Office of Nuclear Reactor Regulation, Director (post 851125). ip. 
39084:124-39084:124. 


8702030535 Forwards SALP Repts 50-528/86-31,50-529/86-30 & 50-530/86-24 for Oct 
1985 - Sept 1 986.Mgt meeting tentatively scheduled for late Jan 1987 to discuss re- 
sults of evaluation.written rept re improvements in security & safeguards requested. 
MARTIN, J.B. Region 5, Office of Director. 87/01/15. VAN BRUNT, E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 39483:013-39483:078. 


-8702030543 SALP Repts 50-528/86-31,50-529/86-30 & 50-530/86-24 for Oct 1985 - 
Sept 1986. 

* Region 5, Office of Director. 87/01/15. 61pp. 39483:016-39483:078. 


8702100414 Forwards Insp Repts 50-528/86-37,50-529/86-37 & 50-530/86-31 on 
8611 26-8701 04.No violations or deviations noted. Emergency lighting at Unit 1 dis- 
cussed 

MARTIN, J.B. Region 5, Office of Director. 87/01/26. VAN BRUNT, E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 39578:018-39578.036. 

-8702100417 Insp Repts 50-528/86-37,50-529/86-37 & 50-530/86-31 on 861126- 
870104.No violations noted.Maior areas inspected: review of plant activities, plant 
tours, fire protection, ESF sys walkdowns & surveillance testing. 

ZIMMERMAN, R., BALL.J., IVEY.K. Region 5, Office of Director. 87/01/22. 17pp. 
39578:020-39578:036. 

8702100319 Forwards changes to Amend 12 to security plan.Changes withheld (ref 
10CFR73 21 & 2 790) 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Pubiic Service Co.). 
87/02/06. Document Control Branch (Document Control Desk). Ip. 39580.091- 
39580:091. 


8702090006 Forwards, for review & approval, changes to FSAR Section 17.2 to allow util 
to qualify vendors not holding AsME quality sys certificate as NCA-3800 matl 
suppliers.Evaluation will assess compliance w/ASME Code Section III NCA-3800. 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/20. MARTIN, J.B. Region 5, Office of Director. 3pp. 39550:127-39550:129. 

8702020095 Application for amends to Licenses NPF-41 & NPF-51 .revising Tech Specs 
to expand testing regimen for hydrogen recombiner power control cabinets.Fee paid. 
HAYNES, J.G. Anzona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01 /23. KNIGHTON, G.W. PWR Project Directorate 7. 5pp. 39449:223-39449:229. 

-8702020101 Proposed Tech Specs expanding test regimen for hydrogen recombiner 
power control cabinets. , . „ . ^ « 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/01/23. 2pp. 
39449:228-39449:229. 

8702020131 Forwards responses to NRC 861128 questions re DCRDR summary rept 
HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/23. KNIGHTON, G.W. PWR Project Directorate 7. 24pp. 39451:304-39451:327. 

8702020553 Application for amends to Licenses NPF-41 & NPF-51, revising Tech Specs 
to reduce boration requirements when in shut down by modifying shutdown margin 
requirements.Fee paid. , , . . _ . .. _ . . 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Anzona Public Service Co.). 
87/01/23. KNIGHTON.G.W. PWR Project Directorate 7. 11pp. 39465:017-39465:155. 

-8702020558 Proposed Tech Specs reducing boration requirements when in shut down 

^r^“w m eXi2S Ui Stt Arizona Public Service Co.,. 87/01/23. 
127pp. 39465:028-39465:155. 

8702090313 Confirms scheduling of mgt meeting on 870204 w/util at Deer VaWey engi- 
neering ofcs.per 870126 telcon w/JG Haynes.W/o proposed I meeting ^agenda. 
KIRSCH.D.F. Region 5, Office of Director. 87/01/29. VAN BRUNT.E.E. AnzonaNucle- 
ar Power Protect f formerly Arizona Public Service Co.). 2pp. 39558:01 1 -39558:01 2. 


8702180559 Forwards changes to security plan Amend 12.Changes withheld (ref 
1 0CFR73 21 & 2 790) 

HAYNES. j.G. Arizona Nuclear Power Project (formerly Arizona 

87/02/12. Document Control Branch (Document Control Desk). 2pp. 39667.323- 

39667:324. 

8702260358 Advises that 860925 Amend 12 to security plan & 870206 & 12 revs to 
Amend 12 consistent w/provisions of 10CFR50^(p) & aooeptable. . - 

MONTGOMERY.J.L. Region 5, Office of Director. 87 / 02 / 19 . HAYNES. J.G. 

Nuclear Power Project (formerly Anzona Public Service Co.). 2pp. 39749.340 
39749:341. 


8702100391 Extends invitation to participate in NRC Incident Investigation Program 
870311 workshop in Walnut Creek.CA. Statement of workshop purpose & agenda 

MARTIN, J.B. Region 5, Office of Director. 87/02/04. VAN BRUNT, E.E. Arizona Nucle- 
ar Power^ Proj^form^ly Arizona Public Service Co.). 3pp. 39573:281-39573:283. 

8702170344 Forwards list of human engineering discrepancies & comments on SPDS 
parameter selection, data validation & sys computer hardware & software.per 861 IIS- 
19 SPDS audit. NRC should be notified by 870301 when util plans to respond to end. 
LICITRA.E.A. PWR Project Directorate 7. 87/02/05. VAN BRUNT, E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 4pp. 39669:239-39669:242. 
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8702200020 Forwards Rev 0 to “Evaluation of Natural Circulation Cooldown Test Per- 
formed at Palo Verde Nuclear Generating Station:Compiiance W/Testing Require- 
ments of Branch Technical Position RSB 5-1." „ ut . _ . _ . 

uavmcc KG. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
37 / 32 ~C 37 ,<N.GH 7 CN,G.vV. PWR Project Directorate 7. Ip. 39696:002-39696:109. 


-8702200028 Rev 0 to “Evaluation of Natural Circulation Cooldown Test Performed at 
Palo Verde Nuclear Generating Station: Compliance W/Testing Requirements of 
Branch Technical Position RSB 5-1.” 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/02/28. 
107pp. 39696:003-39696:109. 

8702270087 Forwards Amends 13 & 7 to Licenses NPF-41 & NPF-51, respectively & 
s-Amends revise Tech Specs to change organizational structure on 
>2-2 & version of ANSI Std N509 used re charcoal filter units. 

!R Project Directorate 7. 87/02/09. VAN BRUNT.E.E. Arizona Nucle- 
(fonmerly Arizona Public Service Co.). 4pp. 39779:203-39779:232. 

-8702270093 Amends 13 & 7 to Ucenses NPF-41 & NPF-51, respectively. Amends 
revise Tech Specs to change organizational structure shown on Figures 6.2-1 & 6.2-2 
& version of ANSI Std N509 to be used for initial testing of charcoal filter units. 
LSCSTRA.E.A. PWR Project Directorate 7. 87/02/09. 22pp. 39779:207-39779:228. 

-8702270094 Safety evaluation supporting Amends 13 & 7 to Ucenses NPF-41 & NPF- 
51 .respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/09. 4pp. 
39779:229-39779:232. 

8702250373 Forwards safety evaluation & EGG-NTA-7463, “Reactor Trip Sys Reliabil- 
ity...,” supporting response to Generic Ltr 83-28, Item 4.5.2 re periodic on-line testing 
of reactor trip sys.Ptant designed to permit on-line testing. 

SEARS, P.M. PWR Project Directorate 8. 87/02/14. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 39744:001-39744:003. 

-8702170161 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28,Arkansas Nuclear One Unit 2, Calvert Cliffs Units 1 & 2,Fort Calhoun, Maine 
Yankee, Millstone Unit 2, Palisades, Palo Verde Units...," technical evaluation rept. 
FARMER, F.G. EG6G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7463. 
87/01/09. NRC - No Detailed Affiliation Given. 14pp. 39744:004-39744:017. 

8702270395 Forwards SER accepting util 831103 response to Generic Ltr 83-28 re on- 
line functional testing of reactor trip sys. 

UCITRA.E.A. PWR Project Directorate 7. 87/02/24. VAN BRUNT, E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 39781:050-39781:052. 

-8702270404 SER finds plant designed to permit on-line functional testing of reactor 
trip sys, including independent testing of diverse trip features of reactor trip 
breakers.Licensee meets staff position of Generic Ltr 83-28,ltem 4.5.2. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/24. Ip. 
39781:052-39781:052. 


safety evaluatior 
Figures 6.2-1 & € 
UCSTRA.E.A. PV\ 
ar Power Project 


8702270417 Submits revised implementation schedules for compliance w/ requirements 
of ATWS rule (10CFR50.62).Due to delays in utils generic review procedures, deadline 
for implementing ATWS rule requirements extended to third refueling outage. 
LICITRA.EA PWR Project Directorate 7. 87/02/24. VAN BRUNT, E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 39781:038-39781:040. 


Q. Inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list. 

DEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 


-8702100417 Insp Repts 50-528/86-37,50-529/86-37 & 50-530/86-31 on 861 126- 
870104 No violations noted.Major areas inspected: review of plant activities, plant 
tours, fire protection, ESF sys waikdowns & surveillance testing. 

ZIMMERMAN.R., FIORELLI.G., BOSTED.C. Region 5, Office of Director. 87/01/22. 
17pp. 39578:020-39578:036. 


8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & 

830103). 87/01/30. Consolidated Edison Co. of New 
39525:339. 


Engineering Response (Post 
York, Inc. 107pp. 39525:233- 


8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end 

JORDAN E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162* 
39469:258. 


8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp, 39548:212* 
39548:318. 


8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York. Inc. 105pp. 39575:032- 
39575:138. 


8702060413 IE Info Notice 87-009, "Emergency Diesel Generator Room Cooling Design 
Deficiency.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. f08pp. 39528:251- 
39528:357. 


8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co, of New York, Inc. 96pp. 39702:134- 
39702:227. 


8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702110132 IE Info Notice 87-012, "Potential Problems W/M©tal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 


8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


R. Periodic operating report® & related correspondence 


8702020523 Forwards Mgt Meeting Repts 50-528/86-38,50-529/86-38 & 50-530/86-32 
on 861217.Utii response to operating events discussed.Personnel should be more 
cautious & thorough on determining root cause. 

MARTIN, J.B. Region 5, Office of Director. 87/01/13. VAN BRUNT, E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 39468:134-39468:141. 


-8702020661 Mgt Meeting Repts 50-528/86-38,50-529/86-38 & 50-530/86-30 on 
861 21 7. Major areas discussed:plant performance indicators.Meeting agenda end. 
RfCHARDS.SA Region 5, Office of Director. 87/01/09. 6pp. 39468:136-39468:141. 


8702020670 Forwards Insp Repts 50-528/86-36,50-529/86-36 & 50-530/86-36 on 
861201-12 & 23 telcon.No violations noted. 

WENSLAWSKl.F A Region 5, Office of Director. 87/01/15. VAN BRUNT.E.E. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 2pp. 39468:320- 


-870202069 1 Jnsp Repts 50-528/86-36,50-529/86-36 & 50-530/86-36 on 861201-12 & 
"No wktons or deviations identffied.Major areas inspected:mgt control.training & 
qualifications & followup on info notices & generic itrs. 

YUHAS - GP - Re S' on 5, Office of Director. 87/01/13. 


9702030535 Forwards SALP Repts 50-528/86-31,50-529/86-30 & 50-530/86-24 for 0< 
IT? 5 It**, 19 8 6 -Wgt meeting tentatively scheduled for late Jan 1987 to discuss r< 
S?l-SL e ? , D U o t,0 ^ W ? t ?IL rept Jt improvements in security & safeguards requeste< 
of Rector 87/01/15. VAN BRUNT.E.E. Arizona NucU 
ar Power Project (formerly Arizona Public Sen/ice Co.). 3pp. 39483:013-39483:078. 

SALP Ref** 50-528/86-31.50-529/86-30 4 50-530/86-24 for Oct 1985 
‘Region 5, Office of Director. 87/01/15. 61pp. 39483:01639483:078. 

^ueTSvc fet^^ 80 ® 87 ' 004, ' ,DieS91 Ge,,era,or Pails Test Because of Degrade 

Prcparedness 4 Engineering Response (Pos 
83010^87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446: 13£ 


8702100414 Forwards li 
8611 26-6701 04.No 
cussed. 


50-528/86-37,50-529/86-37 & 50-530/86-31 
or deviations noted. Emergency lighting at Unit 1 


Di i e S° , o 87/01 T 6 VAN BRUNT, E.E. Arizona Nuc 
ar rower Project (formerly Arizona Public fi«rv/i C e Co.). 2pp. 39578:018-39578:036. 


8701080235 Suppl to "Palo Verde Nuclear Generating Station Annual Radiological Envi- 
ron Operating Rept for 1985.” W/8701Q5 ltr. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co,). 
85/12/31. KNIGHTON, G.W. PWR Project Directorate 7. 22pp. 39204:325-39204:346. 


S. Reportable occurrences, LERs & related correspondence 


8702050533 FOIA request for documents re 860514 suspected sabotage incident at 
plant & implications for nuclear power plant security regulations. 

AFTERGOOD, S. Committee to Bridge the Gap. 86/10/26. Division of Rules and 
Records. 2pp. 39524:041-39524:042. 

8702170661 FOIA request for two categories of documents re 860514 suspected sabo- 
tage incident & implications for nuclear power plant security regulations. 

AFTERGOOD, S. Government Accountability Project, 86/10/26. Division of Rules and 
Records. 2pp. 39669:233-39669:234. 


8702090040 Rev 1 to Final Part 21 & Deficiency Rept DER 85-36 re QA audit at 
GE.Imtially reported on 85l108.Re-audit at GE identified add I purchase orders requir- 
ing review for validity of proper certification. 

A7/nim7 J 'Sb5?L 0 n a I : = ® ar Pro i°? ( former| y Mzona Public Service Co.). 

87/01/07. KIRSCH,D.F. Region 5, Office of Director. 7pp. 39550:146-39550:152. 

8702020166 Part 21 & interim Deficiency Rept RER-QSE 86-47 re diesel generator 
® n9 L ne A ,l " re -' n,tia "y.:. e f >ort ,® d on 861 223. Caused by fatigue failure of main Connect* 
u § vtuceP , d ^ e t°. addition of iron.Final rept will be submitted by 870220. 

ft 7 /n i /no i/i b c?L°n a c N D Clear pro i ect (formerly Arizona Public Service Co.). 

87/01/09. KIRSCH,D.F. Region 5, Office of Director. 4pp. 39451:354-39451:357. 

87 ?S! 1 ?Lr a ? 2 * u K atad interim Deficiency Rept RER-QSE 86-47 re diesel 
S ,aJ J» ur f i n ? al,i f reported on 861 223. Iron plated rod previously identi* 

IiavmcI s . h £ u, A 66 R od S.Fmai rept will be submitted by 870220. X 

87/0 im J K I R srH° N n2lS? r Pro j®? (formerly Arizona Public Service Co.), 

0//U1/13. KIRSCH.D.F. Region 5, Office of Director. 3pp. 39451:351-39451:353, 

87 K800°??rl.it in hL«Sorf 1 ^ Defi K i . ency Rept R ER-QSE 87-01 re Brown Boveri K600/ 
860 frcn rw S *{P 0 ? s, b | ® S ut W5res on wire hamess.lnitially reported on 
HAYNE^t r k? ins !? ,,Gd t° Protect circuit breakers during next outage. 

87/01/ E 2d’ Pro fc? ( forrner1 y Arizona Public Service C6j. 
U/7U1/2Q. KIRSCH.D.F. Region 5, Office of Director. 4pp. 39474:305-39474:308. 
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8702190115 Final Part 21 & Deficiency Rept DER 86-32 re discrepancies between pipe 
support designs & stress calculations.lnitially reported on 861 231. Caused by person- 
nel design errors. Condition not reportable per 10CFR50.55(e) A 1QCFR21. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/29. KIRSCH.D.F. Region 5, Office of Director. 9pp. 39680:232-39680:240. 

8702050539 Partial response to FOIA request for documents re 860514 suspected sab- 
otage incident at plant A implications for nuclear power security regulations.Forwards 
App A documents. App B documents available in PDR. 

GORMLEY.D.H. Division of Rules and Records. 87/02/02. AFTERGOOD, S. Commit- 
tee to Bridge the Gap. 3pp. 39524:043-39524:068. 

—8702050544 Discusses 860514 deliberate interruption of power from 3 of 4 power 
lines.Circumstances suggest attack coordinated. Licensed units were not 
operating.Diesels operational. Related documents end. 

BURNETT, R.F. Division of Safeguards. 86/05/16. DAVIS, J.G. Office of Nuclear Mate- 
rial Safety & Safeguards, Director. 12pp. 39524:046-39524:068. 

8702170512 LER 87-003-00:on 8701 10, reactor power cutback occurred due to load re- 
jection resulting in reactor trip.Caused by cognitive personnel error.Night order issued 
to discuss desirable strategy during feedwater transient.W/870206 Itr. 

BRADISH.T.R., HAYNES, XG. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 87/02/06. 5pp. 39651 :286-39651 :290. 

8702170640 Partial response to FOIA request for documents re 860514 disruption of 
offsite power lines.App C document end & available in PDR.Four documents still 
under review. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/12. AFTERGOOD, S. Govern- 
ment Accountability Project. 2pp. 39669:235-39669:238. 

—8702180046 Package of two documents, consisting of viewgraph detailing 860514 dis- 
ruption of offsite power lines A map of Palo Verde region. 

LICITRA.E. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/12. 
2pp. 39669:237-39669:238. 

8702250462 LER 87-007-00:on 8701 20, Tech Spec 3.3.2, Table 3.3-3 requirement not 
metCaused by entry into Limiting Condition for Operation 3.0.3 to avoid ESF 
actuation.Tech Spec change request to allow trip in Mode 4 initiated. W/87021 8 Itr. 
BRADISH.T.R., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 87/02/18. 4pp. 39728:127-39728:130. 

8702260043 Forwards Rev 0 to “Rept on Steam Generator Tube Leak at Unit 1,” per 
870220 request.Rept provides requested info for Units 1 & 2 & discussion of alterna- 
tives considered for Unit 3. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/02/23. KNIGHTON.G.W. PWR Project Directorate 7. Ip. 39744:274-39744:322. 

-8702260051 Rev 0 to "Rept on Steam Generator Tube Leak at Unit 1." 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/02/28. 
48pp. 39744:275-39744:322. 


V. Operator Examinations 

8702030535 Forwards SALP Repts 50-528/86-31,50-529/86-30 & 50-530/86-24 for Oct 
1985 - Sept 1 986.Mgt meeting tentatively scheduled for late Jan 1987 to discuss re- 
sults of evaluation.Written rept re improvements in security A safeguards requested. 
MARTIN, J.B. Region 5, Office of Director. 87/01/15. VAN BRUNT, E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 39483:013-39483:078. 

-8702030543 SALP Repts 50-528/86-31,50-529/86-30 & 50-530/86-24 for Oct 1985 - 
Sept 1986. 

* Region 5, Office of Director. 87/01/15. 61pp. 39483:016-39483:078. 
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-8702100417 Insp Repts 50-528/86-37,50-529/86-37 & 50-530/86-31 on 861126- 
870104.No violations noted.Maior areas inspected: review of plant activities, plant 
tours, fire protection, ESF sys walkdowns & surveillance testing. 

ZIMMERMAN, R. t BALL.J., IVEY.K. Region 5, Office of Director. 87/01/22. 17pp. 
39578:020-39578:036. 

8702100319 Forwards changes to Amend 12 to security plan.Changes withheld (ref 
10CFR73.21 & 2.790). 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/02/06. Document Control Branch (Document Control Desk). Ip. 39580:091- 
39580:091. 

8702180559 Forwards changes to security plan Amend 12.Changes withheld (ref 
10CFR73.21 & 2.790). 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/02/12. Document Control Branch (Document Control Desk). 2pp. 39667:323- 
39667:324. 

8702260358 Advises that 860925 Amend 12 to security plan A 870206 & 12 revs to 
Amend 12 consistent w/provisions of 10CFR50.54(p) A acceptable. 

MONTGOMERY, J.L. Region 5, Office of Director. 87/02/19. HAYNES, J.G. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 2pp. 39749:340- 
39749:341. 


t. Financial Information 

8702260365 Forwards suppl to 86061 0 application re sale & leaseback transaction by 
Public Svc Co of New Mexico.Table lists parent companies of equity investors & ex- 
pected amount of equity commitments. 

TOY.T.M. Mudge, Rose, Guthrie, Alexander & Ferden. 86/07/29. KNIGHTON.G.W. 
PWR Project Directorate 7. 8pp. 39752:052-39752:333. 

-8702260384 Suppl to 86061 0 application re sale & leaseback transactions by Public 
Svc Co of New Mexico. 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 86/07/29. 
300pp. 39752:068-39752:333. 

8702260178 Addresses concerns of equity investors & suggests alternatives for consid- 
eration re proposed sale A leaseback transactions.Also addresses concerns re lan- 
guage in Amends 3 & 6 to License NPF-51 requiring Commission notification. 

TOY.T.M. Mudge, Rose, Guthrie, Alexander & Ferden. 86/07/30. CHRISTENBURY.E. 
Assistant General Counsel for Hearings. 1 5pp. 39737:229-39737:243. 

8702060196 Forwards two vols of transaction documents re 861218 closing of sale A 
leaseback transactions w/Chrysler Corp A Commercial Federal Corp. 

TOY.T.M. El Paso Electric Co. TOY.T.M. Mudge, Rose, Guthrie, Alexander A Ferden. 
87/02/03. MIRAGLIA.F.J. Division of Pressurized Water Reactor Licensing - B (post 
851 125). 900pp. 39530:261-39533:036. 

8702190539 Forwards annual repts for Los Angeles Dept of Water & Power, Arizona 
Public Svc Co, Southern California Edison Co, Salt River Project, El Paso Electric 
Co, Public Svc Co of New Mexico A Southern California Public Power Authority. 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/02/09. KNIGHTON.G.W. PWR Project Directorate 7. Ip. 39684:090-39685:047. 

—8702190546 "Los Angeles Dept of Water & Power 1985-86 Annual Rept*' 

CARUSO, R.J. Los Angeles Dept of Water & Power. 86/12/31. 40pp. 39684:091- 
39684:130. 

-8702190561 “Salt River Project Annual Rept 1985-86." 

LASSEN, J.R., BOULAIS.M.J., PFISTER.A.J. Salt River Project 86/12/31. 32pp. 
39684:131-39684:162. 

-8702190566 “El Paso Electric Co 1985 Annual Rept.” 

WALL.E.R. El Paso Electric Co. 85/12/31. 71pp. 39684:163-39684:232. 


A. Appllcation/constructlon stage documents A correspondence 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY.B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 

-8702250071 Board Notification 83-14A:forwards PG&E 830225 submittal discussing 
addl info re apparent deficiencies in Midland- Ross “superstrut" matl used for Class 
IE Cable Tray & Conduit SupportW/o end. 

EISENHUT.D.G. Division of Licensing (800428-851124). 83/04/06. PALLADINO, Gl- 
LINSKY, AHEARNE Commissioners. Ip. 39783:074-39783:090. 


F. Security, medical, emergency A fire protection plane 

8612240335 Forwards proposed security plan amends, revising requirements of Para- 
gmph^e_)0) within 180 days after Commission approval. Amends withheld (ref 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/11/21. Office of Nuclear Reactor Regulation, Director (post 851125). Ip. 
39084:124-39084:124. 

8702030535 Forwards SALP Repts 50-528/86-31,50-529/86-30 A 50-530/86-24 for Oct 
1985 - Sept 1986.Mgt meeting tentatively scheduled for late Jan 1987 to discuss re- 
sults of evaluation.Written rept re improvements in security & safeguards requested. 
MARTIN, J.B. Region 5, Office of Director. 87/01/15. VAN BRUNT, E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 39483:013-39483:078. 

-8702030543 SALP Repts 50-528/86-31,50-529/86-30 & 50-530/86-24 for Oct 1985 - 
Sent 1986 

• Region 5, Office of Director. 87/01/15. 61pp. 39483:016-39483:078. 

8702100414 Forwards Insp Repts 50-528/86-37,50-529/86-37 & 50-530/86-31 on 
8611 26-8701 04.No violations or deviations noted. Emergency lighting at Unit 1 dis- 
cussed. 

MARTIN.J.B. Region 5, Office of Director. 87/01/26. VAN BRUNT, EE. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 39578:018-39578:036. 


-8702190570 “Public Svc Co of New Mexico Annual Rept 1985." 

GEIST,J.D. Public Service Co. of New Mexico. 85/12/31. 54pp. 39684:233-39684:287. 

-8702190576 “Southern California Public Power Authority 1984-85 Annual Rept” 
KRAY.F. Southern California Public Power Authority. 85/12/31. 24pp. 39684:288- 
39684:310. 

-8702200394 "1985 Annual Rept Arizona Public Svc Co.” 

TURLEY.K.L. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
85/12/31. 33pp. 39684:311-39685:047. 


J. Insurance A Indemnity information 

8702040127 Forwards Endorsement 17 to MAELU Policy MF-1 16, Endorsement 34 to 
NELIA Policy NF-1 16, Endorsement 6 to NELIA Certificate N-88 & MAELU Certificate 
M-88 A Endorsement 5 to NELIA Certificate N-107 A MAELU Certificate M-107. 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co,). 
87/01/29. Office of Nuclear Reactor Regulation, Director (post 851125). 7pp. 
39497:343-39497:349. 


P. Operating license stage documents A correspondence 

8702090906 Forwards, for review A approval, changes to FSAR Section 17.2 to allow util 
to qualify vendors not holding ASME quality sys certificate as NCA-3800 matl 
suppiiers.Evaluation will assess compliance w/ASME Code Section III NCA-3800. 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/20. MARTIN, J.B. Region 5, Office of Director. 3pp. 39550:127-39550:129. 

8702020095 Application for amends to Licenses NPF-41 A NPF-51 .revising Tech Specs 
to expand testing regimen for hydrogen recombiner power control cabinets. Fee paid. 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/23. KNIGHTON.G.W. PWR Project Directorate 7. 5pp. 39449:223-39449:229. 

-8702020101 Proposed Tech Specs expanding test regimen for hydrogen recombiner 
power control cabinets. 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/01/23. 2pp. 
39449:228-39449:229. 
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8702020131 Forwards responses to NRC 861128 questions re DCRDR summary rept. 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/23. KNIGHTON.G.W. PWR Project Directorate 7. 24pp. 39451:304-39451:327. 

8702020553 Application for amends to Licenses NPF-41 & NPF-51 .revising Tech Specs 
to reduce boration requirements when in shut down by modifying shutdown margin 
requirements.Fee paid. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/23. KNIGHTON.G.W. PWR Project Directorate 7. 11pp. 39465:017-39465:155. 

-8702020558 Proposed Tech Specs reducing boration requirements when in shut down 
by modifying shutdown margin requirements. 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/01/23. 
127pp. 39465:028-39465:155. 

8702090313 Confirms scheduling of mgt meeting on 870204 w/util at Deer Valley engi- 
neering ofcs.per 870126 telcon w/JG Haynes. W/o proposed meeting agenda. 
KIRSCH.D.F. Region 5, Office of Director. 87/01/29. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 39558:01 1-39558:012. 

8702100391 Extends invitation to participate in NRC Incident Investigation Program 
870311 workshop in Walnut Creek, CA. Statement of workshop purpose & agenda 
end. 

MARTIN, J.B. Region 5, Office of Director. 87/02/04. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 39573:281-39573:283. 

8702170344 Forwards list of human engineering discrepancies & comments on SPDS 
parameter selection.data validation & sys computer hardware & software, per 861 1 1 8- 
19 SPDS auditNRC should be notified by 870301 when util plans to respond to end. 
LIC1TRA.E.A. PWR Project Directorate 7. 87/02/05. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 4pp. 39669:239-39669:242. 

8702200020 Forwards Rev 0 to “Evaluation of Natural Circulation Cooldown Test Per- 
formed at Palo Verde Nuclear Generating Station:Comp!iance W/Testing Require- 
ments of Branch Technical Position RSB 5-1 ." 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/02/09. KNIGHTON.G.W. PWR Project Directorate 7. Ip. 39696:002-39696:109. 

-8702200028 Rev 0 to “Evaluation of Natural Circulation Cooldown Test Performed at 
Palo Verde Nuclear Generating Station: Compliance W/Testing Requirements of 
Branch Technical Position RSB 5-1.” 

* Arizona Nuclear Power Project {formerly Arizona Public Service Co.). 87/02/28. 
107pp. 39696:003-39696:109. 

8702270087 Forwards Amends 13 & 7 to Licenses NPF-41 & NPF-51, respectively & 
safety evaluation.Amends revise Tech Specs to change organizational structure on 
Figures 6.2-1 & 6.2-2 & version of ANSI Std N509 used re charcoal filter units. 
LICITRA.EA PWR Project Directorate 7. 87/02/09. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 4pp. 39779:203-39779:232. 

-8702270093 Amends 13 & 7 to Licenses NPF-41 & NPF-51 .respectively. Amends 
revise Tech Specs to change organizational structure shown on Figures 6.2-1 & 6.2-2 
& version of ANSI Std N509 to be used for initial testing of charcoal filter units. 
LICITRA.E.A. PWR Project Directorate 7. 87/02/09. 22pp. 39779:207-39779:228. 

-8702270094 Safety evaluation supporting Amends 13 & 7 to Licenses NPF-41 & NPF- 
51 .respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/09. 4pp. 
39779:229-39779:232. 

8702250373 Forwards safety evaluation & EGG-NTA-7463, “Reactor Trip Sys Reliabil- 
ity...," supporting response to Generic Ltr 83-28, Item 4.5.2 re periodic on-line testing 
of reactor trip sys.Plant designed to permit on-line testing. 

SEARS, P.M. PWR Project Directorate 8. 87/02/14. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 39744:001-39744:003. 

-8702170161 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28, Arkansas Nuclear One Unit 2, Calvert Cliffs Units 1 & 2,Fort Calhoun.Maine 
Yankee, Millstone Unit 2, Palisades, Palo Verde Units...," technical evaluation rept. 
FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7463. 
87/01/09. NRC - No Detailed Affiliation Given. 14pp. 39744:004-39744:017. 

8702260043 Forwards Rev 0 to “Rept on Steam Generator Tube Leak at Unit 1,” per 
870220 requestRept provides requested info for Units 1 & 2 & discussion of alterna- 
tives considered for Unit 3. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/02/23. KNIGHTON.G.W. PWR Project Directorate 7. Ip. 39744:274-39744:322. 

—8702260051 Rev 0 to “Rept on Steam Generator Tube Leak at Unit 1." 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/02/28. 
48pp. 39744:275-39744:322. 


8702020523 Forwards Mgt Meeting Repts 50-528/86-38,50-529/86-38 & 50-530/86-32 
on 861 21 7. Util response to operating events discussed.Personnel should be more 
cautious & thorough on determining root cause. 

MARTIN, J.B. Region 5, Office of Director. 87/01/13. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 39468:134-39468:141. 

-8702020661 Mgt Meeting Repts 50-528/86-38,50-529/86-38 & 50-530/86-30 on 
861217.Major areas discussed:plant performance indicators.Meeting agenda end. 
RICHARDS, S.A. Region 5, Office of Director. 87/01/09. 6pp. 39468:136-39468:141. 

8702020670 Forwards Insp Repts 50-528/86-36,50-529/86-36 & 50-530/86-36 on 
861201-12 & 23 telcon.No violations noted. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/01/15. VAN BRUNT.E.E Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 2pp. 39468:320- 
39468:339. 

-8702020691 Insp Repts 50-528/86-36,50-529/86-36 & 50-530/86-36 on 861201-12 & 
23.No violations or deviations identified.Major areas inspected:mgt control, training & 
qualifications & followup on info notices & generic Itrs. 

NORTH, H.S., BROWN, G.A., YUHAS.G.P. Region 5, Office of Director. 87/01/13. 
18pp. 39468:322-39468:339. 

8702030535 Forwards SALP Repts 50-528/86-31,50-529/86-30 & 50-530/86-24 for Oct 
1985 - Sept 1986.Mgt meeting tentatively scheduled for late Jan 1987 to discuss re- 
sults of evaluation.written rept re improvements in security & safeguards requested. 
MARTIN, J.B. Region 5, Office of Director. 87/01/15. VAN BRUNT.E.E. Arizona Nude- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 39483:013-39483:078. 

-8702030543 SALP Repts 50-528/86-31,50-529/86-30 & 50-530/86-24 for Oct 1985 - 
Sept 1986. 

* Region 5, Office of Director. 87/01/15. 61pp. 39483:016-39483:078. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702100414 Forwards Insp Repts 50-528/86-37,50-529/86-37 & 50-530/86-31 on 
8611 26-8701 04.No violations or deviations noted. Emergency lighting at Unit 1 dis- 
cussed. 

MARTIN, J.B. Region 5, Office of Director. 87/01/26. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Sen/ice Co.). 2pp. 39578:018-39578:036. 

-8702100417 Insp Repts 50-528/86-37,50-529/86-37 & 50-530/86-31 on 861126- 
870104.No violations noted.Major areas inspected: review of plant activities, plant 
tours, fire protection, ESF sys walkdowns & surveillance testing. 

ZIMMERMAN, R., FIORELLI.G., BOSTED.C. Region 5, Office of Director. 87/01/22. 
17pp. 39578:020-39578:036. 

8702040075 Ack receipt of 870119 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-529/86-32. 

KIRSCH.D.F. Region 5, Office of Director. 87/01/28. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). Ip. 39495:277-39495:287. 

-8702040095 Responds to NRC 861219 ltr re violations noted in Insp Rept 50-529/86- 
32.Corrective actions:site mod initiated to change current design of Valve V500Q & 
suppl to LER, addressing cause of failure of valve to close, will be filed by 870215. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 87/01/19. MARTIN, J.B. Region 5, Office of Director. 10pp. 39495:278- 
39495:287. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 


8702270385 Forwards SER accepting util 831103 response to Generic Ltr 83-28 re on- 
line functional testing of reactor trip sys. 

UCITRA.E.A. PWR Project Directorate 7. 87/02/24. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 39781:050-39781:052. 

—8702270404 SER finds plant designed to permit on-line functional testing of reactor 
trip sys,including independent testing of diverse trip features of reactor trip 
breakers.Licensee meets staff position of Generic Ltr 83-28, Item 4.5.2. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/24. ip. 


8702270417 Submits revised implementation schedules for compliance w/ requirements 
of ATWS rule (1 0CFR50.62).Due to delays in utils generic review procedures, deadline 
for implementing ATWS rule requirements extended to third refueling outage 
LICITRA,E.A. pwR Project Directorate 7. 87/02/24. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 39781:038-39781:040. 


Q. Inspection reports, IE Bulletins & correspondence 


8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


8204210416 IE Info Notice 82-36, "Respirator Users Warning for Certain 5 Minute Emer- 
Se,f * Cont a in ed Breathing Apparatus." W/o svc list. 

DEYpUNG,R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 


8702110131 IE Info Notice 87-011, “End of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 
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8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers.GE Type AKF-2-25. Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691 :265. 


8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. Ill pp 39784-116- 
39784:224. 


S. Reportable occurrences, LERs & related correspondence 


V. Operator Examinations 


8702030535 Forwards SALP Repts 50-528/86-31,50-529/86-30 & 50-530/86-24 for Cot 
1985 - Sept 1986.Mgt meeting tentatively scheduled for late Jar 13S7 :c discuss re- 
sults of evaluation.Written rept re improvements in security & safeguards requested. 
MARTIN, J.B. Region 5, Office of Director. 87/01/15. VAN ERUNTE.E. Arizona Nucie- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 39483:013-39483:078. 

-8702030543 SALP Repts 50-528/86-31,50-529/86-30 & 50-530/86-24 for Oct 1985 - 
Sept 1986. 

* Region 5, Office of Director. 87/01/15. 61pp. 39483:016-39483:078. 


8702050533 FOIA request for documents re 860514 suspected sabotage incident at 
plant & implications for nuclear power plant security regulations 
AFTERGOOD, S. Committee to Bridge the Gap. 86/10/26. Division of Rules and 
Records. 2pp. 39524:041-39524:042. 

8702170661 FOIA request for two categories of documents re 860514 suspected sabo- 
tage incident & implications for nuclear power plant security regulations. 
AFTERGOOD.S. Government Accountability Project. 86/10/26. Division of Rules and 
Records. 2pp. 39669:233-39669:234. 

8702090040 Rev 1 to Final Part 21 & Deficiency Rept DER 85-38 re QA audit at 
GE.Initially reported on 851108.Re-audit at GE identified addl purchase orders requir- 
ing review for validity of proper certification. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/07. KIRSCH.D.F. Region 5, Office of Director. 7pp. 39550:146-39550:152. 

8702020166 Part 21 & interim Deficiency Rept RER-QSE 86-47 re diesel generator 
engine failure. Initially reported on 861223.Caused by fatigue failure of main Connect- 
ing Rod 9 due to addition of iron.Final rept will be submitted by 870220. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/09. KIRSCH.D.F. Region 5, Office of Director. 4pp. 39451:354-39451:357. 

8702020152 Part 21 & updated interim Deficiency Rept RER-QSE 86-47 re diesel 
engine generator failure. Initially reported on 861223.iron plated rod previously identi- 
fied as 6 should be Rod 9.Final rept will be submitted by 870220. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/13. KIRSCH.D.F. Region 5, Office of Director. 3pp. 39451:351-39451:353. 

8702030084 Final Part 21 & Deficiency Rept RER-QSE 87-01 re Brown Boveri K600/ 
K800 circuit breakers w/possible cut wires on wire harness. Initially reported on 
860630.Gear guards will be installed to protect circuit breakers during next outage. 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/20. KIRSCH.D.F. Region 5, Office of Director. 4pp. 39474:305-39474:308. 
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A. Appllcation/construction stage documents & correspondence 


8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting. Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN.P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 

—8702250071 Board Notification 83-1 4 A:f onwards PG&E 830225 submittal discussing 
addl info re apparent deficiencies in Midland- Ross “superstrut” mat! used for Class 
1 E cable tray & conduit support.W/o end. 

EISENHUT.D.G. Division of Licensing (800428-851124). 83/04/06. PALLADINO Com- 
missioners. Ip. 39783:074-39783:090. 

8612040062 Forwards marked-up Unit 2 Tech Spec pages, used to prepare draft Tech 
Specs for Unit 3.Advises that present Unit 3 schedule for fuel loading necessitates 
approval of Tech Specs by 870301 . 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/11/26. KNIGHTON.G.W. PWR Project Directorate 7. 236pp. 38825:225-38826:100. 

8702090006 Forwards, for review & approval, changes to FSAR Section 17,2 to allow util 
to qualify vendors not holding ASME quality sys certificate as NCA-3800 mat! 
suppliers.Evaluation will assess compliance w/ASME Code Section 111 NCA-3800. 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/20. MARTIN, J.B. Region 5, Office of Director. 3pp. 39550:127-39550:129. 

8702020131 Forwards responses to NRC 861128 questions re DCRDR summary rept 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/23. KNIGHTON.G.W. PWR Project Directorate 7. 24pp. 39451:304-39451:327. 


8702240364 Special Rept 2-SR-86-039:on 861224,containment bldg atmosphere radi- 
ation monitor RU-1 de' .ared inoperable.Cause unknown.Work order issued & trouble- 
shooting comme r ' < 'nd. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/21. MARTIN, J.B. Region 5, Office of Director. 2pp. 39721:079-39721:080. 

8702190115 Final Part 21 & Deficiency Rept DER 86-32 re discrepancies between pipe 
support designs & stress calculations.lnitially reported on 861 231. Caused by person- 
nel design errors. Condition not reportable per 10CFR50.55(e) & 10CFR21. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/29. KIRSCH.D.F. Region 5, Office of Director. 9pp. 39680:232-39680:240. 

8702050539 Partial response to FOIA request for documents re 860514 suspected sab- 
otage incident at plant & implications for nuclear power security regulations.Forwards 
App A documents. App B documents available in PDR. 

GORMLEY.D.H. Division of Rules and Records. 87/02/02. AFTERGOOD.S. Commit- 
tee to Bridge the Gap. 3pp. 39524:043-39524:068. 

-8702050544 Discusses 860514 deliberate interruption of power from 3 of 4 power 
lines.Circumstances suggest attack coordinated. Licensed units were not 
operatinaDiesels operational. Related documents end. 

BURNETT, R.F. Division of Safeguards. 86/05/16. DAVIS, J.G. Office of Nuclear Mate- 
rial Safety & Safeguards, Director. 12pp. 39524:046-39524:068. 

8702180111 PNO-V-87-012:on 870208, fire discovered in emergency diesel Train 
A.Apparently caused by ignition of diesel fuel leaking from separated compression fit- 
ting in fuel injection line. Fire extinguished & room quarantined pending investigation. 
RICHARDS, S., ZIMMERMAN, R. Region 5, Office of Director. 87/02/09. ip. 
39666:078-39666:078. 


8702170640 Partial response to FOIA request for documents re 860514 disruption of 
offsite power lines.App C document end & available in PDR.Four documents still 
under review. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/12. AFTERGOOD.S. Govern- 
ment Accountability Project. 2pp. 39669:235-39669:238. 


-8702180046 Package of two documents.consisting of viewgraph detailing 860514 dis- 
ruption of offsite power lines & map of Palo Verde region. 

LICITRA.E. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/12. 
2pp. 39669:237-39669:238. 

8702190618 Forwards discussion on 861224 reactor trip & util plans for resolution of 
plant protection sys power supply problem. Bistable relay power supplies will be 
tested monthly to detect failed power supplies. _ _ v 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/02/13. KNIGHTON.G.W, PWR Project Directorate 7. 4pp. 39693:112-39693:115. 


8702250093 PNO-V-87-012A:on 870208, emergency diesel 2A fire occurred. Caused by 
failure of fuel line compression fitting at point where fuel line connected to right cylin- 


der fuel injector 5. Fuel line & fitting replaced. 
ZIMMERMAN, R., RICHARDS, S. Region 5, 
39728:021-39728:021. 


Office of Director. 87/02/17. Ip. 


8702020590 Confirms that listed mods to charging sys.remote shutdown panel & Valves 
CHE-PDY-239B & CHE-PDY-240B control circuitry completed, per commitments. 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/23. KNIGHTON.G.W. PWR Project Directorate 7. 2pp. 39467:122-39467:123. 

8702090313 Confirms scheduling of mgt meeting on 870204 w/util at Deer Valley engi- 
neering ofcs.per 870126 telcon w/JG Haynes.W/o proposed meeting agenda. 
KIRSCH.D.F. Region 5, Office of Director. 87/01/29. VAN BRUNT, E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 39558:011-39558:012. 

8702170639 Forwards const status & operational readiness rept for areas of project 
history, stop work actions, const deficiency evaluation repts, const status, preoperational 
test status, independent third-party insps & audits. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/30. MARTIN, J.B. Region 5, Office of Director. 69pp. 39653:131-39653:199. 

8702050315 Requests schedular exemption from 1 0CFR50,App A.GDC-17, allowing low 
power licensing, initial operation in Modes 5 & 6 w/one diesel inoperable while under- 
going repair. Supporting info provided. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/02/03. KNIGHTON.G.W. PWR Project Directorate 7. 9pp. 39522:184-39522:192. 

8702100391 Extends invitation to participate in NRC Incident Investigation Program 
870311 workshop in Walnut Creek, CA. Statement of workshop purpose & agenda 
end. 

MARTIN, J.B. Region 5, Office of Director. 87/02/04. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 39573:281-39573:283. 

8702130359 Forwards draft Tech Specs for Unit 3 for proof & review. Tech Specs were 
developed by using current Unit 2 Tech Specs. Comments requested by 870217. 
DAVIS, M. PWR Project Directorate 7. 87/02/05. VAN BRUNT.E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 39639:268-39639:269. 

8702170344 Forwards list of human engineering discrepancies & comments on SPDS 
parameter selection, data validation & sys computer hardware & software, per 861 IIS- 
19 SPDS audit NRC should be notified by 870301 when util plans to respond to end. 
LICITRA.E.A. PWR Project Directorate 7. 87/02/05. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 4pp. 39669:239-39669:242. 

8702190426 Forwards, for review, changes to FSAR Sections 1. 9,3.7 & 13.5 & other re 
sections.Chanaes involve amending FSAR to allow use of containment HVAC test tc 
measure RCS neat loss in lieu of steam-down method. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.) 
87/02/09. KNIGHTON.G.W. PWR Project Directorate 7. 8pp. 39686:157-39686:164. 

8702200020 Forwards Rev 0 to "Evaluation of Natural Circulation Cooldown Test Per 
formed at Palo Verde Nuclear Generating Station:Compliance W /Testing Require 
ments of Branch Technical Position RSB 5-1.” 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.] 
87/02/09. KNIGHTON.G.W. PWR Project Directorate 7. Ip. 39696:002-39696:109. 


8702250490 LER 86-046-01 :on 860922, Inadvertent safety injection actuation signal 
automatically actuated.Caused when one channel of manual trip path test actuated & 
second channel handswitch malfunctioned. Handswitch replaced.W/861218 Itr. 
BRADISH.T.R., HAYNES, J.G. Arizona Nuclear Power Project (formerly Anzona Public 
Service Co.). 87/02/18. 5pp. 39728:262-39728:266. 


-8702200028 Rev 0 to “Evaluation of Natural Circulation Cooldown Test Performed t 
Palo Verde Nuclear Generating Station: Compliance W /Testing Requirements < 
Branch Technical Position RSB 5-1." 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/02/21 
107pp. 39696:003-39696:109. 
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8702200052 Forwards list of items to be addressed prior to licensing, including plant 
readiness, organization for operation & lessons learned from Units 1 & 2. 
KNIGHTON.G.W. PWR Project Directorate 7. 87/02/10. VAN BRUNT, E.E. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 3pp. 39707:246- 
39707:248. 

8702200058 Forwards list of correspondence affecting FSAR.for which amends will not 
be issued prior to issuance of OL 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/02/13. KNIGHTON.G.W. PWR Project Directorate 7. 2pp. 39695:170-39695:171. 

8702250373 Forwards safety evaluation & EGG-NTA-7463, “Reactor Trip Sys Reliabil- 
ity...,” supporting response to Generic Ltr 83-28,ftem 4.5.2 re periodic on-line testing 
of reactor trip sys.Plant designed to permit on-line testing. 

SEARS, P.M. PWR Project Directorate 8. 87/02/14. RANDA2ZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 39744:001-39744:003. 

-8702170161 “Reactor Trip Sys Reliability Conformance to Item 4.5.2 of Generic Ltr 83- 
28,Arkansas Nuclear One Unit 2,Calvert Cliffs Units 1 & 2, Fort Calhoun, Maine 
Yankee, Millstone Unit 2, Palisades, Palo Verde Units...,’’ technical evaluation rept. 
FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7463. 
87/01/09. NRC - No Detailed Affiliation Given. 14pp. 39744:004-39744:017. 

8702260077 Forwards proposed corrections to 870203 proof & review Tech Specs & 
provides certification that specs reflect as-built condition of facility. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/02/18. KNIGHTON.G.W. PWR Project Directorate 7. 33pp. 39740:102-39740:134. 

8702270423 Forwards order extending plant const completion date until 871 231, in re- 
sponse to J Haynes 860908 request.Safety evaluation & environ assessment & finding 
of no significant impact also end. 

DAVIS, M.J. PWR Project Directorate 7. 87/02/19. VAN BRUNT, E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 3pp. 39775:103-39775:115. 

“8702270429 Order extending plant const completion date until 871231. 

MIRAGUA.FJ. Division of Pressurized Water Reactor Licensing - B (post 851125). 
87/02/19. 2pp. 39775:106-39775:107. 

“8702270433 Safety evaluation supporing extension of plant const completion date until 
871231. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/19. 3pp. 
39775:108-39775:110. 

“8702270441 Environ assessment & finding of no significant impact re util 860908 re- 
quest for extension of const completion date until 871231. 

KNIGHTON.G.W. PWR Project Directorate 7. 87/02/09. 5pp. 39775:111-39775:115. 

8702260212 Provides status of NUREG-0737,Suppl 1 items. Walkdown identified 16 
human engineering discrepancies which remain open.Schedule provided for items not 
expected to be completed before fuel load. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/02/20. KNIGHTON.G.W. PWR Project Directorate 7. 5pp. 39745:091-39745:095. 

8702260043 Forwards Rev 0 to “Rept on Steam Generator Tube Leak at Unit 1,” per 
870220 requestRept provides requested info for Units 1 & 2 & discussion of alterna- 
tives considered for Unit 3. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Sen/ice Co.). 
87/02/23. KNIGHTON.G.W. PWR Project Directorate 7. Ip. 39744:274-39744:322. 

“8702260051 Rev 0 to “Rept on Steam Generator Tube Leak at Unit 1." 

“ Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/02/28. 
48pp. 39744:275-39744:322. 

8702270395 Forwards SER accepting util 831103 response to Generic Ltr 83-28 re on- 
line functional testing of reactor trip sys. 

UCITRA.E.A. PWR Project Directorate 7. 87/02/24. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 39781:050-39781:052. 

—8702270404 SER finds plant designed to permit on-line functional testing of reactor 
trip sys, including independent testing of diverse trip features of reactor trip 
breakers. Licensee meets staff position of Generic Ltr 83-28, Item 4.5.2. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/24 Id 

39781:052-39781:052. P 

8702270417 Submits revised implementation schedules for compliance w/ requirements 
of ATWS rule (10CFR50.62).Due to delays in utils generic review procedures, deadline 
for implementing ATWS rule requirements extended to third refueling outage. 
LICITRA.E.A. PWR Project Directorate 7. 87/02/24. VAN BRUNT.E.E. Anzona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 39781:038-39781:040. 


E. HRC Safety Evaluation Report (SER), suppls & correspondence 

8702020655 Discusses equipment qualification (EQ),per App B to SSER 5 (NUREG- 
0857).EQ summary & mechanical sheets end. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/23. KNIGHTON.G.W. PWR Project Directorate 7. 28pp. 39464:134-39464:161. 

8702200067 Forwards results of auxiliary feedwater sys pump 48 h endurance tests re- 
quired by Item H.E.1.1.B.2 of SER (NUREG-0857). 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/02/11. KNIGHTON.G.W. PWR Project Directorate 7. 39pp. 39694:210-39694:248. 


F. Security, medical, emergency & fire protection plans 


-8702030543 SALP Repts 50-528/86-31,50-529/86-30 & 50-530/86-24 for Oct 1985 - 
Sept 1986. 

* Region 5, Office of Director. 87/01/15. 61pp. 39483:016-39483:078. 

8702100414 Forwards Insp Repts 50-528/86-37,50-529/86-37 & 50-530/86-31 on 
8611 26-8701 04.No violations or deviations noted. Emergency lighting at Unit 1 dis- 
cussed. 

MARTIN, J.B. Region 5, Office of Director. 87/01/26. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 39578:018-39578:036. 

“8702100417 Insp Repts 50-528/86-37,50-529/86-37 & 50-530/86-31 on 861126- 
870104.No violations noted.Major areas inspected: review of plant activities, plant 
tours, fire protection, ESF sys walkdowns & surveillance testing. 

ZIMMERMAN, R., RICHARDS, S. Region 5, Office of Director. 87/01/2 2. 17pp. 
39578:020-39578:036. 

8702100319 Forwards changes to Amend 12 to security plan.Changes withheld (ref 
10CFR73.21 & 2.790). 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Sen/ice Co.). 
87/02/06. Document Control Branch (Document Control Desk). Ip. 39580:091- 
39580:091. 

8702180559 Forwards changes to security plan Amend 12.Changes withheld (ref 
10CFR73.21 & 2.790). 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/02/12. Document Control Branch (Document Control Desk). 2pp. 39667:323- 
39667:324. 

8702260358 Advises that 860925 Amend 12 to security plan & 870206 & 12 revs to 
Amend 12 consistent w/provisions of 10CFR50.54(p) & acceptable. 

MONTGOMERY, J.L. Region 5, Office of Director. 87/02/19. HAYNES.J.G. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 2pp. 39749:340- 
39749:341. 

8702260212 Provides status of NUREG-0737,Suppl 1 items. Walkdown identified 16 
human engineering discrepancies which remain open.Schedule provided for items not 
expected to be completed before fuel load. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/02/20. KNIGHTON.G.W. PWR Project Directorate 7. 5pp. 39745:091-39745:095. 


I. Financial information 


8702190539 Forwards annual repts for Los Angeles Dept of Water & Power, Arizona 
Public Svc Co, Southern California Edison Co, Sait River Project,EI Paso Electric 
Co, Public Svc Co of New Mexico & Southern California Public Power Authority. 
HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/02/09. KNIGHTON.G.W. PWR Project Directorate 7. Ip. 39684:090-39685:047. 

-8702190546 “Los Angeles Dept of Water & Power 1985-86 Annual Rept” 

CARUSO, R.J. Los Angeles Dept, of Water & Power. 86/12/31. 40pp. 39684:091- 
39684:130. 

-8702190561 “Salt River Project Annual Rept 1985-86.” 

LASSEN.J.R., BOULAIS.M.J., PFISTER.A.J. Salt River Project. 86/12/31. 32pp. 
39684:131-39684:162. 

“8702190566 "El Paso Electric Co 1985 Annual Rept.” 

WALL.E.R. El Paso Electric Co. 85/12/31. 71pp. 39684:163-39684:232. 

-8702190570 “Public Svc Co of New Mexico Annual Rept 1985.” 

GEIST.J.D. Public Service Co. of New Mexico. 85/12/31. 54pp. 39684:233-39684:287. 

“8702190576 “Southern California Public Power Authority 1984-85 Annual Rept" 
KRAY.F. Southern California Public Power Authority. 85/12/31. 24pp. 39684:288- 
39684:310. 

-8702200394 “1985 Annual Rept Arizona Public Svc Co.” 

TURLEY, K.L. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
85/12/31. 33pp. 39684:31 1-39685:047. 


J. Insurance & Indemnity Information 

8702040127 Forwards Endorsement 17 to MAELU Policy MF-1 16,Endorsement 34 to 
NELIA Policy NF-1 16, Endorsement 6 to NELIA Certificate N-88 & MAELU Certificate 
M-88 & Endorsement 5 to NELIA Certificate N-107 & MAELU Certificate M-107. 
HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/29. Office of Nuclear Reactor Regulation, Director (post 851125). 7pp. 
39497:343-39497:349. 


M. Antitrust correspondence 


8702120121 Forwards response to Plains Electric Generation & Transmission 
Cooperative, Inc 861128 comments on antitrust info, request for finding of significant 
change, for antitrust hearing & for imposition of license conditions. 

GAD.R.K. El Paso Electric Co. GAD.R.K. Ropes & Gray. 87/02/06. FUNCHES.J.L 
Planning & Program Analysis Staff (post 851 125). 77pp. 39593:299-39594:014. 


9612240335 Forwards proposed security plan amends, revising requirements of Para- 
Qraph (e)(1) within 180 days after Commission approvai.Amends withheld (ref 
1 0CFR2.790). 

HAYNES, J.OArizona Nuclear Power Project (formerly Arizona Public Service Co.). 
39084^1124 39084*12*4 NtJC,ear Reactor R &SMation, Director (post 851125). Ip. 


Q. inspection reports, IE Bulletins & correspondence 

8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus." W/o svc list 
DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 


8702030535 Forwards SALP Repts 50-528/86-31 ,50-529/86-30 & 50-530/86-24 for Oct 
1®85 - Sept 1986.Mat meeting tentatively scheduled for late Jan 1987 to discuss re- 
of evaluation.Written rept re improvements in security & safeguards requested 
MARTIN, JB. Region 5, Office of Director. 87/01/15. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 39483:013-39483 078 


8702020523 Foiwards Mgt Meeting Repts 50-528/86-38,50-529/86-38 & 50-530/86-32 
on 86 121 7. Util response to operating events discussed.Personnel should be more 
cautious & thorough on determining root cause. 

MARTIN, J.B. Region 5, Office of Director. 87/01/13. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 39468:134-39468:141. 



DOCKETED ITEMS 245 


-8702020661 Mgt Meeting* Repts 50-528/86-38,50-529/88-38 & 50-530/86-30 on 
861 21 7. Major areas discu$s©d:plant performance indicators.Meeting agenda enci. 
RICHARDS, S.A. Region 5, Office of Director. 87/01/09. 6pp. 39468:136-39468:141. 

8702020670 Forwards Insp Repts 50-528/86-36,50-529/86-36 & 50-530/86-36 on 
861201-1 2 & 23 telcon.No violations noted. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/01/15. VAN BRUNT.E.E. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 2pp. 39468:320- 
39468:339. 


-6702020691 Insp Repts 50-528/86-36,50-529/86-36 & 50-530/86-36 on 861201-12 & 
23.No violations or deviations identified.Major areas inspected:mgt control .training & 
qualifications & followup on info notices & generic Itrs. 

NORTH.H.S., BROWN, G.A., VUHAS.G.P. Region 5, Office of Director. 87/01/13. 
18pp. 39468:322-39468:339. 

8702030535 Forwards SALP Repts 50-528/86-31,50-529/86-30 & 50-530/86-24 for Oct 
1985 - Sept 1 986.Mgt meeting tentatively scheduled for late Jan 1987 to discuss re- 
sults of evaluation.written rept re improvements in security & safeguards requested. 
MARTIN, J.B. Region 5, Office of Director. 87/01/15. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 39483:013-39483:078. 

-8702030543 SALP Repts 50-528/86-31,50-529/86-30 & 50-530/86-24 for Oct 1985 - 
Sept 1986. 

* Region 5, Office of Director. 87/01/15. 61pp. 39483:016-39483:078. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8702100414 Forwards Insp Repts 50-528/86-37,50-529/86-37 & 50-530/86-31 on 
8611 26-8701 04.No violations or deviations noted. Emergency lighting at Unit 1 dis- 
cussed 

MARTIN, J.B. Region 5, Office of Director. 87/01/26. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 39578:018-39578:036. 

-6702100417 Insp Repts 50-528/86-37,50-529/86-37 & 50-530/86-31 on 861126- 
8701 04. No violations noted.Major areas inspected: review of plant activities, plant 
tours, fire protection, ESF sys walkdowns & surveillance testing. 

ZIMMERMAN, R., FIORELLI.G., BOSTED.C. Region 5, Office of Director. 87/01/22. 
17pp. 39578:020-39578:036. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

3702170839 Forwards const status & operational readiness rept for areas of project 
history, stop work actions, const deficiency evaluation repts, const status, preoperational 
test status, independent third-party insps & audits. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/30. MARTIN, J.B. Region 5, Office of Director. 69pp. 39653:131-39653:199. 

6701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “End of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metai Clad Circuit 
Breakers,GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, "Feedwater Line Break." Svc list end. 
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 39784:116- 
39784:224. 


S. Reportable occurrences, tJER® & related correspondence 

8604020590 Part 21 & Deficiency Rept DER 86-05 re weld discrepancies in C-E sup- 
plied transmitter racks.lnitially reported on 860214. Deficiency not reportable per 
10CFR21 or 1 0CFR50.55(e). 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 86/03/14. KIRSCH.D.F. Region 5, Office of Director. 2pp. 35400:181-35400:182. 

8702050533 FOIA request for documents re 860514 suspected sabotage incident at 
plant & implications for nuclear power plant security regulations. 

AFTERGOOD, S. Committee to Bridge the Gap. 86/10/26. Division of Rules and 
Records. 2pp. 39524:041-39524:042. 

87O2O9OO40 Rev 1 to Final Part 21 & Deficiency Rept DER 85-38 re QA audit at 
GE.Initially reported on 851108.Re-audit at GE identified addl purchase orders requir- 
ing review for validity of proper certification. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/07. KIRSCH.D.F. Region 5, Office of Director. 7pp. 39550:146-39550:152. 

8702020166 Part 21 & interim Deficiency Rept RER-QSE 86-47 re diesel generator 
engine failure.lnitially reported on 861223.Caused by fatigue failure of main Connect- 
ing Rod 9 due to addition of iron.Final rept will be submitted by 870220. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/09. KIRSCH.D.F. Region 5, Office of Director. 4pp. 39451:354-39451:357. 

@702020596 Interim Deficiency Rept DER 86-29 re letdown HX nozzle crackJnitially re- 
ported on 86ll14.Due to extensive investigation & evaluation required to address 
complexity of issue, next rept delayed until 870216. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/09. KIRSCH.D.F. Region 5, Office of Director. 2pp. 39465:359-39465:360. 

8702020152 Part 21 & updated interim Deficiency Rept RER-QSE 86-47 re diesel 
engine generator failure.lnitially reported on 861223.lron plated rod previously identi- 
fied as 6 should be Rod 9. Final rept wilt be submitted by 870220. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/13. KIRSCH.D.F. Region 5. Office of Director. 3pp. 39451:351-39451:353. 

6702160163 Summary of Operating Reactors Events Meeting 87-02 on 870112 re 
events which occurred since 8701 05. List of attendees, events discussed & summary of 
evdn ts end 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/01/16. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 
39673:231-39673:248. 

-8702180176 Summary of Operating Reactors Events Meeting 87-02 on 870112 of 
events which occurred since 870105.List of attendees, events discussed & summary of 
events end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 87/01/28. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 16pp. 
39673:233-39673:248. 

8702030064 Final Part 21 & Deficiency Rept RER-QSE 87-01 re Brown Boveri KS00/ 
K8Q0 circuit breakers w/possibie cut wires on wire harness.lnitially reported on 
860630,Gear guards will be installed to protect circuit breakers during next outage. 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/20. KIRSCH.D.F. Region 5, Office of Director. 4pp. 39474:305-39474:308. 

8702190218 Interim Deficiency Rept DER 86-30 re unqualified fuses, terminal blocks & 
wires. Initially reported on 861 104. Due to extensive investigation & evaluation required 
to address issue.final rept expected by 870219. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/23. KIRSCH.D.F. Region 5. Office of Director. 2pp. 39691:356-39691:357. 

8702190115 Final Part 21 & Deficiency Rept DER 86-32 re discrepancies between pipe 
support designs & stress calculations.lnitially reported on 861 231. Caused by person- 
nel design errors. Condition not reportable per 1 0CFR50.55(e) & 10CFR21. 
HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/01/29. KIRSCH.D.F. Region 5, Office of Director. 9pp. 39680:232-39680:240. 

8702050539 Partial response to FOIA request for documents re 860514 suspected sab- 
otage incident at plant & implications for nuclear power security regulations.Forwards 
App A documents. App B documents available in PDR. 

GORMLEY.D.H. Division of Rules and Records. 87/02/02. AFTERGOOD, S. Commit- 
tee to Bridge the Gap. 3pp. 39524:043-39524:068. 

-87020505 44 Discusses 860514 deliberate interruption of power from 3 of 4 power 
iines.Circumstances suggest attack coordinated. Licensed units were not 
operating. Diesels operational. Related documents end. 

BURNETT.R.F. Division of Safeguards. 86/05/16. DAVIS, J.G. Office of Nuclear Mate- 
rial Safety & Safeguards, Director. 12pp. 39524:046-39524:068. 

8702250036 Summary of 870120 meeting w/util in Bethesda.MD re 861223 failure of 
emergency diesel generator 3B & corrective actions.List of meeting attendees.agenda 
& viewgraphs o nol 

DAVIS, MJ. PWR Project Directorate 7. 87/02/11. PWR Project Directorate 7. 52pp. 
39727:194-39727:245. 

8702240353 Final Part 21 rept re defect in Class 1 E diesel generator at facility.Failure of 
wire-wound rotor pole due to isolated mfg defect.Rewinding of pole 
recommended. Related info end. 

POLITI,R.B. NEI Peebles-Electric Products, Inc. (formerly Parsons Peebles). 87/02/ 
16. TAYLOR.J. Office of Inspection & Enforcement, Director (Post 820201). 28pp. 
39718:302-39718:329. 


V. Operator Examinations 

8702030535 Forwards SALP Repts 50-528/86-31,50-529/86-30 & 50-530/86-24 for Oct 
1985 - Sept 1986. Mat meeting tentatively scheduled for late Jan 1987 to discuss re- 
sults of evaluation.written rept re improvements In security & safeguards requested. 
MARTIN, J.B. Region 5. Office of Director. 87/01/15. VAN BRUNT, E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 39483:013-39483:078. 

-8702030543 SALP Repts 50-528/86-31,50-529/86-30 & 50-530/86-24 for Oct 1985 - 
Sept 1986. 

* Region 5, Office of Director. 87/01/15. 61pp. 39483:016-39483:078. 
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DOCKET 50-53® MEMPHIS STATE UMIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

87022001 S3 Forwards FR notice of proposed decommissioning of Memphis State Univ 
Reacto'pe'' 56! 1 12 supplemented application. 

3ER.<C/» N. Standardization & Special Project Directorate. 87/02/06. RILEY, R.R. 
.Vempris State Univ., Memphis, TNL 3pp. 33708:001-39708:007. 

—870220018® Notice of proposed issuance of orders authorizing disposition of compo- 
nent parts & terminating License R-127, per licensee 861112 application, as supple- 
mented. 

BERKOW.H.N. Standardization & Special Project Directorate. 87/02/06. 4pp. 

397C8:0C4-3S7C8:007. 


DOCKET STN-50-546 MARBLE HILL NUCLEAR STATION, UNIT 1 


Q. Inspection reports, IE Bulletins & correspondence 


82342124 "£ ~ 're Notice S5-25, “Resp'rator Users Warning for Certain 5 Minute Emer- 
gency Escape Se’SCcntinec Breathing Appa-atus .” W/o sve list. 
iEY--N3R.C. Cmce o' inspection & Enforcement, Director (Post 820201). 82/09/ 
12. Consolidated Edscn Co. o: New v orK, Inc. 3pp. 39525:230-39525:232. 


8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 

FueS.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
8301 03). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

0701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon. “ Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 


8701220853 IE info Notice 87-005, “Miswiiing in Westinghouse Rod Control Sys.” Svc 

list and. 

JORDAN, E.u. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469-162- 
39469:258. 


8701300079 IE info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 



8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Umitorque DC Motor Op- 
erators." Svc list end. K 


of E . m ergency Preparedness & Engineering Response (Post 
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8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702060413 !E Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 39528:251- 
39528:357. 

8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 39702:228- 
39702:343. 


8702110132 IE Info Notice 87-012, "Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 39691:156- 
39691:265. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Lin© Break.” Svc list end. 
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/13. Consolidated Edison Co. of New York, Inc. 11" 


39784:224. 


111pp. 39784:1 16- 


DOCKET STN-50-556 BLACK FOX STATION, UNIT 1 


Appucanon/ construction stag© documents & correspondence 

87 222?? 531 , Fina! response to FOIA request.App I documents end & available in 
PDR-App J documents withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/02. AIROZO.D. McGraw-Hill 
Publications Co. 4pp. 39525:196-39525:210. 

-8702050535 Submits pertinent facts re facilities simulator project. 

pratKi T M?r niC M J rain , in 9 A Center. 85/05/18. GRIMES, B„ GAGLIARDO.J., 
PROTNER.L. NRC - No Detailed Affiliation Given. 5pp. 39525:200-39525:204. 

-87°205°5 3 7 Forwards GE 850404 proposal responding to RFPA OIE-85-169, “Lease/ 
repTw/o end GE B a ° k F ° X BWR/6 Simulator,” for evaluation & recommendation 

RAinN N k L kiRr iS w n n°l formation & Document Control. 85/07/08. 

HAGLIN.K. NRC - No Detailed Affiliation Given. 1 p. 39525:205-39525:205. 

c E responding to RFPA OIE-85-169. “Lease/ 

RAioncM G r? B ack Fdx fWR/6 Simulator,” for evaluation. W/o end. 

RAGUN k L Nf?r V,S Nn nl T^f ,nf ° rmation & Document Control. 85/09/23. 

maglin.K. NRC - No Detailed Affiliation Given. Ip. 39525:206-39525:206. 

"TumSd GE&ack Fov^wr/^q 0 ^' r ® s P° ndin ? t0 RFPA OIE-85-169, "Lease/ 
BAISDFN? nUsiE? Fdx BWR/6 Simulator.” for evaluation. W/o end. 

RAGUNK L NF?r Nn A«? a + - lnf ° rmation & Document Control. 85/10/08. 

mauun.k. NRC - No Detailed Affiliation Given. Ip. 39525:207-39525:207. 


DOCKET STN-50-557 BLACK FOX STATION, UNIT 2 


DOCKET STN-56-547 MARBLE HILL NUCLEAR STATION, UNIT 2 
’“5^ sports, IE Bulletins A correspondence 



"SJJPgJ 8 ™° 4 ' ,,Diesal a*—* Ms Test Because of Degraded 

Low ' Pressure Svc Water Sys 

»r 01/30 - 


enci * 

PublfcaScS;^1»525:r9^5M:27a 0rdS - 87/02/02 ' AIROZO.D. McGraw-Hill 
^RAGLIN S K 5 S T^?rrn’. ,ac,s / e ,acllit| e8 Simulator project. 

S53 «S£, SHtSS. 

TS?of F G^ to RFPA OIE-85-169, "Lease/ 

rept.W/o end BWM/e Simulator, for evaluation & recommendation 

ISIS? y 

RAGLIN.K. NRC - No Detail /KfcSWT* %*2SSgSmSt 86/09/23 - 
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-8702060021 Forwards GE 851002 proposal responding to RFPA OSE-85-169 “Lpaqp/ 
Purchase of GE Black Fox BWR/6 Simulator." for evaTuatioaW/o end ’ 
BAISDEN.L. Division of Technical Information & Document Control 85/10/08 
RAGLIN.K. NRC - No Detailed Affiliation Given. Ip. 39525:207-39525So7. 85/1 0/08 ’ 


DOCKET 50-601 R ESA Ft SP/90 


A. Application/construction stage document® & correspondence 

^ ise ^^ at on review of Amend 2 to Westinghouse Advanced PDR 
RESAR-SP/90 PDA Module 16, "Probabilistic Safety Study," per 861030 
submittal.amend will be withheld from public disclosure per 10CFR2 790 
NOONAN, V.S PWR Project Directorate 5. 87/02/10. WIESEMANN.R.A. Westing- 
house Electric Corp. 2pp. 39672:024-39672:025. y 


F. Security, medical, emergency ft fire protection plans 

8702030352 Grants request for withholding Amend 1 to Westinghouse Advanced PWR 
RESAR-SP/90 PDA Module 6/8, "Secondary Side Safeguards Sys/Steam ft Power 
Conversion," from public disclosure (ref 10CFR2.790) 

NOONAN, V.S. PWR Project Directorate 5. 87/01/27. WIESEMANN.R.A. Westing- 
house Electric Corp. 3pp. 39487:203-39487:205. 


DOCKET 50-602 UNIV. OF TEXAS RESEARCH REACTOR 


A. Application/construction stage documents & correspondence 


8702200155 Forwards quarterly update of facility const ft installation of equipment to 
meet requirements of regulatory effectiveness review audit Weather caused delays re- 
quiring extensions for some projects.End withheld (ref 10CFR9.5). 

BOYD.C.C. Babcock & Wilcox Co. 87/02/04. BROWN, W.B. Material Licensing & Inter- 
nationa! Activities Branch. Ip. 39705:184-39705:184. 


8702190062 Forwards Operational Safety Assessment Rept 70-0027/86-22 on 861103- 
07 ft notice of violation. Weaknesses noted in operational safety program.Program 
should be evaluated ft improved.Notice of violation withheld (ref 10CFR2.790). 
STOHR.J.P. Region 2, Office of Director. 87/02/06. TETRAULT.R.E. Babcock ft 
Wilcox Co. 3pp. 39680:1 77-39680:1 81 . 


-8702190077 Partially withheld Insp Rept 70-0027/86-22 on 861103-07 (ref 
10CFR2.790). Violations noted:failure to train offsite fire depts to follow nuclear critical- 
ity safety posted instaictions.Addl weaknesses & improvement items noted. 
KAHLE.J.B., GARNER, LW. Region 2, Office of Director. KET2LACH.N. Uranium Fuel 
Licensing Branch. 87/02/06. 2pp. 39680:180-39680:181. 


8702180568 Ack receipt of 870121 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 70-0027/86-23. Implementation of corrective actions will be exam- 
ined in future insp. 

STOHR.J.P. Region 2, Office of Director. 87/02/10. TETRAULT.R.E. Babcock ft 
Wilcox Co. Ip. 39667:306-39667:307. 


-8702180578 Advises that end response to NRC 861224 Itr re violations noted in insp 
Rept 70-0027/86-23 contains nati security info & should not be placed in PDR. Enel 
withheld (ref 10CFR95). 

TETRAULT.R.E. Babcock ft Wilcox Co. 87/01/21. GRACE, J.N. Region 2, Office of Di- 
rector. Ip. 39667:307-39667:307. 


8702190380 Informs that bids for Docket 50-602 project opened on 861021 w/award of 
general contract on 861204.Dismantling activities of Docket 50-192 license projected 
to commense in Aug or Sept 1988.Submits info to suppl 850503 decommissioning 
plan. 

BAUER, T.L. Texas, Univ. of, Austin, TX. 87/02/06. BERKOW.H. Standardization ft 
Special Project Directorate. 2pp. 39686:072-39686:073. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


8702180458 Advises that 870108 rev to Naval Nuclear Fuel Div physical security plan 
consistent w/provisions of 10CFR70.32(e) & acceptable. 

STOHR.J.P. Region 2, Office of Director. 87/02/11. TETRAULT.R.E. Babcock & 
Wilcox Co. Ip. 39668:102-39668:102. 

8702240033 Forwards summary of 870129 enforcement conference at Region II ofc re 
adequacy of radiation protection program, per Insp Rept 70-0027/87-01 .Agenda also 
end. 

GRACE, J.N. Region 2, Office of Director. 87/02/13. TETRAULT.R.E. Babcock ft 
Wilcox Co. 7pp. 39700:350-39700:356. 


DOCKET 70-000® BATTELLE MEMORIAL INSTITUTE, COLUMBUS, OH 

8702170601 Forwards Safety Insp Repts 50-006/87-01 & 70-0006/87-01 on 870112-16 
ft notice of violation. 

SHAFER, W.D. Region 3, Office of Director. 87/02/10. MADIA, W.J. Battelle Memorial 
Institute, Columbus Laboratories. Ip. 39654:157-39654:165. 

-©702170629 Health ft Safety Insp Repts 50-006/87-01 & 70-0008/87-01 on 870112- 
16.Violation notedriailure to renew retired reactor license prior to expiration date. 
FRANCE, G.M., GRE6ER.LR. Region 3, Office of Director. 87/02/09. 7pp. 39654:159- 
39654:165. 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

8702040147 Advises that Advanced Nuclear Fuels Corp does not use vacuum pumps 
for UF6.C-E.GE & Westinghouse use vacuum pumps only on UF6 cold trap sys.Oii in 
vacuum pumps DOE-approved. 

BIDINGER, G. NRC - No Detailed Affiliation Given. 87/01/27. CROW.W.T. NRC - No 
Detailed Affiliation Given. 2pp. 39508:093-39508:094. 


DOCKET 70-0135 BABCOCK ft WILCOX CO., APOLLO, PA 


DOCKET 70-0027 BABCOCK ft WILCOX CO., LYNCHBURG, VA 


8604020562 Advises that 860303 request for extension for recalibr of Storage Columns 
2,4 ft 5 from 860229 to 860426 acceptable. Storage Columns 1 ,3 & 6 will be recalibr 
on 860603 as originally scheduled. 

STOHR.J.P. Region 2, Office of Director. 86/03/24. TETRAULT.R.E. Babcock ft 
Wilcox Co. Ip. 35363:286-35363:286, 

8702100053 Forwards revised Chapters 6,17 & 21 ft Apps A12.A19 ft A24 of physical 
security plan.EncIs withheld (ref 10CFR9. 5(a)(1)). 

BOYD.C.C. Babcock ft Wilcox Co. 87/01/12. GRACE, J.N. Region 2, Office of Direc- 
tor. Ip. 39566:094-39566:094. 


8702020611 Ack receipt of 861223 Itr informing NRC of steps planned to answer unre- 
solved item noted in Insp Rept 70-0027/85-14 ft partially closed in Insp Rept 70- 
0027/86~08.Request for extension to 870630 for assay accuracy study granted. 
CLINE, W.E. Region 2, Office of Director. 87/01/16. TETRAULT.R.E. Babcock ft 
Wilcox Co. Ip. 39463:356-39463:356. 

8702100037 Forwards revised Chapter 8 of fundamental nuclear matl control section of 
License SNM-42.W/0 end. 

BOYD.C.C. Babcock ft Wilcox Co. 87/01/27. GRACE, J.N. Region 2, Office of Direc- 
tor. Ip. 39565:358-39565:358. 


6702180678 Forwards Insp Rept 70-0027/87-01 on 87011 2-1 6.Unresofved items will be 
pursued during future insp .violations under consideration for escalated enforcement 
action & will be discussed during 870129 enforcement conference. 

GRACE, J.N. Region 2, Office of Director. 87/01/28. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 39676:134-39676:151. 


-8702180691 Insp Rept 70-0027/87-01 on 8701 12-1 6 . Violations noted: failure to per- 
form adequate surveys, meet license ft procedural requirements for contamination sur- 
veys ft fixed air samples ft perform audit per written plan. 

REVSIN.B.K., HOSEY.C.M. Region 2, Office of Director. 87/01/28. 16pp. 39676:136- 
39676:151. 

8702200142 Requests exemption from 10CFR11.1 1(B) to allow individuals w/o neces- 
sary clearance to work at jobs requiring NRC-U clearance.Employees have completed 
application for Q clearance ft have been employed prior to 851 028. Fee paid. 
BOYD.C.C. Babcock & Wilcox Co. 87/01/31. BROWN, W.B. Material Licensing ft Inter- 
national Activities Branch. 2pp. 39705:134-39705:135. 

8702050436 Approves end sanitized spent nuclear fuel route for transport of spent re- 
actor fuel under License ISNM-79012 from Port of Oakland, CA to Pleasanton, CA 
through 871 231, per 870121 request 

MCCORKLE.G.W. Division of Safeguards. 87/02/03. KIRKLAND, M.W. General Elec- 
tric Co. 7pp. 39525:105-39525:111. 

8702180526 Confirms arrangements for 870205 meeting in Region II ofc to discuss insp 
findings re radiation protection per 870202 telcon. iHi , np . 

STOHR.J.P. Region 2, Office of Director. 87/02/03. TETRAULT.R.E. Babcock ft 
Wilcox Co. ip. 39676:309-39676:309. 


8702100264 Responds to L Toivonen 860725 Itr re past emissions of radioactive mails 
from plant forwarded to NRC from EPA. Semiannual effluent release repts for 1977- 
1986.EIA, NUREG-0350 ft NUREG-043Q ©ncl.W/o ends. 

STELLO.V. Office of the Executive Director for Operations. 86/09/15. HEINZ, J. 
Senate. 3pp. 39577:087-39577:089. 


8702100195 Responds to 861204 request for full environ impact study of fadlity.B&W 
plans for application to amend license will include environ info for NRC preparation of 
EIS.No action planned before application submitted, per 1978 assessment 
STELLO.V. Office of the Executive Director for Operations. 86/12/29. MURTHA.J.P. 
House of Rep. Ip. 39575:340-39575:342. 

-8702100196 Requests full environ impact study, per Kiski Valley Coalition to Save Our 
Children request. 

MURTHA.J.P. House of Rep. 86/12/04. MARTIN.T.T. Region 1, Office of Director. Ip. 
39575:341-39575:342. 

8702040140 Forwards agenda for meeting held on 870123 w/SftW in Silver Spring, MD 
to discuss relicensing. B&W expects to submit renewal during Feb 1987. 

BIDINGER, G.H. NRC - No Detailed Affiliation Given. 87/01/28. CROW.W.T. NRC - No 
Detailed Affiliation Given. 3pp. 39508:090-39508:092. 


8702040119 Responds to 851216 ft 860220 Itrs re alleged illegal discharges by B&W 
into sanitary sewage sys.per F Minko concem.No instances of noncompnanc© or ille- 
gal discharges identified.Sample analysis end. 

MARTIN.T.T. Region 1, Office of Director. 87/01/29. INTRIERI.S.F. Kiski Valley. PA. 
7pp. 39506:001-39506:012. 


-8702040134 Forwards Hr received from F Munko re illegal discharges into sanitary 
sewer by B&W nuclear matls div.Autbority should be notified of any B&W discharges. 
INTRSERI.S.F. Kiski Valley. PA. 85/12/16. ROTH.J. Region 1, Office of Director. 3pp. 
39506:008-39506:010. 


-8702040139 Requests test results of analysis of samples taken from B&W facilities. 
GIOTTO, S. Kiski Valley, PA. 86/02/20. JANG.J.C. Region 1, Office of Director. 2pp. 
39506:011-39506:012. 

8702180155 Forwards add! pages to radiological contingency plan, discovered missing 
during review of plan. 

THARPE.G. Uranium Fuel Licensing Branch. 87/02/10. CROW.W.T. NRC - No De- 
tailed Affiliation Given. Ip. 39673:254-39673:263. 

-8702180162 Revised pages to "Apollo Emergency Procedures Manual.” 

* Babcock ft Wilcox Co. 82/08/17. 9pp. 39673:255-39673:263. 

8702270190 Submits Hems of interestOn 87021 7, GH Bidinger met w/B&W representa- 
tives to review draft license renewal document & on 87021 3,meeting held w/Shieldal- 
loy to discuss add! info needed to complete environ assessment for license renewal. 
CROW.W.T. Uranium Fuel Licensing Branch. 87/02/18. DAVIS, J.G, Office of Nuclear 
Material Safety & Safeguards, Director. 3pp. 39777:106-39777:108. 



248 DOCKETED ITEMS 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

$604020570 Forwards Insp Repi 70-0143/86-03 on 860106-0207 & notices of violation 
& deviafioaRequiremenf to review ail operating procedures per 860310-11 telcons 

GRACEtiN. Region 2, Office of Director. 86/03/26. GUINN, F.K. Nuclear Fuel Serv- 
ices, Snc. {subs, of Getty Oil Co.). 2pp. 35359:322-35359:335. 


-6604020572 Notice of violation from insp on 860106-0207. 

* Region 2, Office of Director. 86/03/26. 2pp. 35359:324-35359:325. 

-8604020575 Notice of deviation from insp on 860106-0207. 

* Region 2, Office of Director. 86/03/26. Ip. 35359:326-35359:326. 


-8604020577 Insp Rept 70-0143/86-03 on 8601 06-0207. Violations & deviation 
noteddailure to perform operation per procedure, failure to follow health & safety pro- 
cedure & failure to routinely sample solution. 

LEEJ.D., MCALFNE.E.J. Region 2, Office of Director. 86/03/12. 9pp. 35359:327- 
35359:335. 


8702100173 Groundwater monitoring results for Well 14 for Aug 1986.W/ 870116 Itr. 
LONG, J. A. Nuclear Fuel Services, Inc. {subs, of Getty Oil Co.). 86/08/31. 3pp. 
39575:288-39575:290. 

8612230151 Forwards Insp Rept 70-0143/86-48 on 861020-24 & notice of 
violation-Rept & notice of violation withheld (ref 1 0CFR2.79O & 73.21). 

CLINE, W.E. Region 2, Office of Director. 86/12/10. LONG.J.A. Nuclear Fuel Services, 
Inc. {subs, of Getty Oil Co.). 2pp. 39065:093-39065:094. 

8702100236 Discusses items of interestjncluding 861212 misrouting of radwaste ship- 
ment & 861218 discussion re contaminated sewage sludge in Erwin.TN. 

CROW.W.T. Uranium Fuel Licensing Branch. 86/12/23. DAVIS.J.G. Office of Nuclear 
Material Safety & Safeguards,Director. 3pp. 33566:322-39566:324. 


8702100096 Forwards addl page changes to Rev 4 to safeguards contingency 
plan.Page changes reflect organization structure ehanges. , n , , 0 . 
JOHNSON, S.C. Nuclear Fuel Services, ln^^(sulDS^ of Getty Co.). 87/01/21. 
STOHR.J.P. Region 2, Office of Director. Ip. 39566:220-39566:220. 

8702030480 Notice of change of name of law firm.* Law ofc of JW Mckendree changed 
to Law Ofc of Mckendree & Toll, effective on 8701 01. Certificate of mailing 
encI.Related correspondence. . i4Dccn , 

MARES, D.J. Oil, Chemical & Atomic Workers International Union. MARES, D.J. 
McKendree & Toll. #187 2393. 87/01/27. 2pp. 39474:067-39474:068. 

8702050254 Forwards staff assessment of licensee response to violation noted in Insp 
Rept 70-01 43/85-46. Violation B remains as presented in notice of 
violation.Assessment withheld. c , e 

GRACE, J.N. Region 2, Office of Director. 87/01/27. LONG.J.A. Nuclear Fuel Serv- 
ice In/*' /Che rtf Kath, Oil Hr, \ In 3.Q51 3:360-3951 3:360. 


8702190219 Responds to violations noted in Insp Rept 70-0143/86-44. Corrective 
actions:schedule developed to revise & implement approx 50 procedures.Schedule 
specifies that all procedures will be modified & personnel trained by Aug 1 987 . _ _ 
LONG.J.A. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/01/2 7. GRACE, J.N. 
Region 2, Office of Director. 3pp. 39685:123-39685:124. 


8702180345 Ack receipt of 870106 response to violations noted in Insp Rept 70-0143/ 
86-48.Response failed to meet 10CFR2.201 requirements.Corrective steps to avoid 
further violations & target date for compliance requested within 30 days. 

CLINE W.E. Region 2, Office of Director. 87/01 /30. LONG.J.A. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). Ip. 39664:072-39664:072. 


8702100197 Responds to 870115 memo re decommissioning issues concerning 
facility.EncI NFS update does not contain sufficient detail for NRC to verify adequacy 
of fund or to grant withholding, per 10CFR2.790.W/O end. 

STELLO.V. Office of the Executive Director for Operations. 87/02/04. CARR Commis- 
sioners. 3pp. 39566:245-39566:247. 


8702090319 Partially withheld response to violations noted in Insp Rept 70-0143/86-48 
dtd 861210 (ref 10CFR2.790(d)). 

LONG.J.A. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/01/06. CLINE, W.E. 
Region 2, Office of Director. Ip. 39562:033-39562:033. 

8702020210 Forwards proprietary response to NRC Itr re violation noted in Insp Rept 
70-0 1 43/ 86-4 1 . Enel withheld (ref 10CFR2.790). 

LONG.J.A. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/01/13. STOHR.J.P. 
Region 2, Office of Director. Ip. 39452:034-39452:034. 

8702100148 Discusses container storage racks in Bldg 233 vault. Max U mass limit of 
5,100 g per storage unit met by having U or U-235 valves determined for each con- 
tainer prior to storage. 

DROKE.R. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/01/13. CROW.B. 
NRC - No Detailed Affiliation Given. 17pp. 39577:053-39577:072. 

8702100074 Forwards Rev 93 to Section 5.0, Rev 94 to Section 6.0, Rev 95 to Section 
7.0 & Rev 96 to Section 8.0 of fundamental nuclear matl control plan.Revs withheld 
(ref 10CFR2. 790(d)). 

HENSLEY, K.D. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/01/14. 
GRACE, J.N. Region 2, Office of Director. Ip. 39566:212-39566:212. 

8702020500 Forwards response to NRC Itr re violations noted in Insp Rept 70-0 143 /86- 
SI. Corrective actionsroverall training program significantly upgraded over past yr & 
contractor training program anhanced in several areas. 

LONG.J.A. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/01/15. STOHR.J.P. 
Region 2, Office of Director. 5pp. 39468:051-33468:055. 


8702100092 Confirms 861231 telcon re 870127 mgt meeting at facility to discuss status 
of performance improvement program & other current issues.Proposed meeting 
end. 


STOHR.J.P. Region 2, Office of Director. 87/01/15. LONG.J.A. Nuclear Fuel Services 
Inc. (subs, of Getty Oil Co.), 2pp. 39570:085-39570:086. 

8702O20581 Forwards Insp Rept 70-0143/86-56 on 861208-31.No violations or devi- 
ations identified. 

CLINE, W.E. Region 2, Office of Director. 87/01/16. LONG, J A Nuclear Fuel Services. 
Inc. (subs, of Getty Oil Co.). 2pp. 39468:182-39468:188. 

—8702020589 Safety & Safeguards Insp Rept 70-0143/86-56 on 861208-31. No viola- 
tions or deviations identifiedMajor areas inspected: matl control & accounting, physical 
protection,radwaste mat, nuclear criticality safety & radiation protection. 
LE^T.D.MCALPINE.E.J. Region 2, Office of Director. 87/01/16. 5pp. 39468:184- 
39468:188. r 

8702100038 Forwards mods to Part 2, “Financial Assurance for Decommissioning U- 
at NFS Ucense Condition SO.Mods withheld (ref 

Nud^ Fud Services, Inc. (subs, of Getty Oil Co.). 87/01/19. 
CROW.W.T. Uranium Fuel Licensing Branch. 3pp. 39565:359-39565:361. 

87 ?! 1 * * :? 0033 for amend to License SNM-1 24, incorporating listed criteria for 

arote array storage of SNM in vaults. Revised license pages will be submitted within 
30 days.Fee paid. 

KNIQHT,B E. Nudear Fuej Services, Inc. (subs, of Getty Oil Co.). 87/01/20. 
CROW.W.T, Uranium Fuel Licensing Branch. 3pp. 39565:345-39565:347. 

^^/^SitSSdFSfSLr 98 * to *" inserted Wo physical sa,e 9 uards 

3^ s 0 ^ 01 CoJ - 87/01/20 - 

8701 I 3 re calculations using k eff methods. 
SKSnra r*55? JS- ( sub ** of Gett y Oil Co.). 87/01/20. CROW.B., 

BInDINGER,G. NRC - No Detailed Affiliation Given. 13pp. 39575:345-39575:357. 

1 ®* r «i*foact employees discovered discharge of 

c#teh Su‘»t««e WenMed as vegetable 

KAHLE.J. Region 2, Office of Director. 87/01/21. Ip. 39466:123- 


8702180420 Forwards Insp Rept 70-0143/87-01 on 870105-09.No violations or devi- 
ations noted. 

CLINE, W.E. Region 2, Office of Director. 87/02/05. LONG.J.A. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). 2pp. 39666:072-39666:074. 

“8702180428 Partially withheld Insp Rept 70-0143/87-01 on 870105-09 (ref 
10CFR2.790 & 73.21).No violations or deviations noted.Major areas 

inspected: measurements, followup on previously identified items & independent insp 
effort. 

NINH.S.Q., MCALPINE.EJ. Region 2, Office of Director. 87/01/31. Ip. 39666:074- 
39666:074. 

870218047® Forwards Insp Rept 70-0143/87-04 on 870105-07 & notice of 
violation.Attention invited to unresolved item. 

STOHR.J.P. Region 2, Office of Director. 87/02/05. LONG.J.A. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). 2pp. 39664:160-39664:168. 

-8702180484 Notice of violation from insp on 870105-07. 

STOHR.J.P. Region 2, Office of Director. 87/02/05. 2pp. 39664:162-39664:163. 

-8702180490 Insp Rept 70-0143/87-04 on 8701 05-07. Violations noted: failure to prop- 
erly mark classified documents, files & binders & failure to change safe combination 
within 1 yr. 

ENNIS, J.D., MCGUIRE, D.R. Region 2, Office of Director. 87/02/05. 5pp. 39664:164- 
39664:168. 


8702130371 Issues Amend 38 to License SNM-1 24, permitting mod of radiological sur- 
veillance schedule for non-operational Pu/ U-235 facilities. 

CROW.W.T. Uranium Fuel Licensing Branch. 87/02/09. KNIGHT.B. Nuclear Fuel 
Services, Inc. (subs, of Getty Oil Co.). Ip. 39634:264-39634:268. 

-8702130381 Reviews 861110 application for amend to License SNM-1 24, authorizing 
mod of radiological surveillance schedule for non-operational Pu/U-233 
facilities.Recommends issuance of amend. 

SOONG.A.L, CROW.W.T. Uranium Fuel Licensing Branch. 87/02/09. Uranium Fuel 
Licensing Branch. 2pp. 39634:265-39634:266. 

-8702130386 Informs that neither environ assessment nor EIS warranted r© 861 110 ap- 
plication for amend to License SNM-1 24, modifying surveillance frequency. 

CROW.W.T. Uranium Fuel Licensing Branch. 87/02/09. Uranium Fuel Licensing 
Branch. 3pp. 39634:267-39634:268. 


8702180366 Ack receipt of response to concerns noted in Insp Rept 70-01 43/86-44, in- 
forming NRC that full corrective actions on previous Violation 70-0143/86-04-02 & 
subsequent commitments not completed. 

STOHR.J.P. Region 2, Office of Director. 87/02/10. LONG, J A Nuclear Fuel Services. 
Inc. (subs, of Getty Oil Co.). Ip. 39664:052-39664:052. 

8702180618 Ack receipt of 870115 response informing NRC of steps taken to correct 
violations noted in Insp Rept 70-0143/86-51. According to NRC inspector.topics ref in 
response to Item B not discussed at all during 861118 training session. 

STOHR J.P Region 2, Office of Director. 87/02/11. LONG.J.A. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). Ip. 39668:003-39668:003. 

Ga fet y Assessment Insp Rept 70-0143/86-55 on 
861 208-1 2. Actions taken or planned on weaknesses specified in App A & evaluation 
listed in App B requested within 90 days of Itrreceipt. 

J Pjrectof- 87/02/11. LONG.Xa. Nuclear Fuel Services, 
lr»c. (subs, of Getty Oil Co.). 2pp. 39683:260-39683:263. 

70-0143/86-55 on 861208-12 (ref 
1 QCFR2.790(a)).No violations noted.Major areas inspected* ooerational safety 

ffenfs?dentified ,UCl,r>9 operation hazards.Four weaknesses improvement 

39683^26|-39683?263 Pm SJOBLOM ' G * L Re 9 ,on 2 - Office of Director. 87/02/11. 2pp. 


SS" ° f performance Movement programme! 0 

"ucnar ** 8-* 



$702190294 Forwards Insp Rept 70-0143/87-03 on 870105-30.No violations or devi- 
ations noted. 

CLINE, W.E. Region 2, Office of Director. 87/02/11. LONG.J.A. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). Ip. 39691:270-39691:274. 

-8702190311 Insp Rept 70-0143/87-03 on 870105-30.No violations or deviations 
noted.Major areas inspected:facility operations, nuclear criticality safety, radiation 
protection.radwaste mgt,matl control & accounting & physical protection. 

LEEJ.D., MCALPINE.E.J. Region 2, Office of Director. 87/02/10. 4pp. 39691:271- 
39691:274. 

8702190567 Ack receipt of 870102 response to violations & deviations noted in Insp 
Rept 70-01 43/86-47.Response to violation meets requirements of 10CFR2.201.NRC 
still evaluating response to deviation. 

STOHR.J.P. Region 2, Office of Director. 87/02/11. LONG.J.A. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). Ip. 39679:131-39679:131. 


DOCKET 70-0270 MISSOURI, UNIV. OF, COLUMBIA, MO 

8612040085 Forwards Matl Control & Accounting Insp Repts 50-123/86-02 & 70-0270/ 
86-02 on 861104-06 & 13.No violations noted. 

AXELSON.W.L. Region 3, Office of Director. 86/11/26. WARNER.D. Missouri, Univ. 
of, Rolla, MO. 2pp. 38830:331-38830:333. 

-8612040117 Partially withheld Matl Control & Accounting Insp Repts 50-123/86-02 & 
70-0270/86-02 on 861104-06 & 13 (ref 10CFR2.790).No noncompliance noted.Major 
areas inspected: matl control & accounting. 

CHRISTOFFER.G., CREED, J.R. Region 3, Office of Director. 86/11/26. Ip. 
38830:333-38830:333. 


DOCKET 70-0364 BABCOCK & WILCOX CO., APOLLO, PA 

8702100101 Requests that 841113 & 850719 applications for air QC permit reflect oper- 
ation of incinerator for matls other than hazardous matl s, specifically fire resistant hy- 
draulic fluids & liquid scintillation fluids. 

CULBERSON, D.G. Babcock & Wilcox Co. 87/01/19. PEZZE.J.P. Pennsylvania, Com- 
monwealth of. 3pp. 39566:222-39566:224. 

8702050532 Responds to end 861204 Itr to V Stello re NRC evaluation & recent pro- 
ceeding concerning vol reduction svcs facility proposed for operation by B&W at Parks 
Township, PA site. V Stello 861106 Itr also end. 

DAVIS, J.G. Office of Nuclear Material Safety & Safeguards, Director. 87/01/22. 
VIROSTEK.C. Affiliation Not Assigned. 3pp. 39523:337-39523:345. 

-8702050536 Comments on redpient 861007 Itr to R Edgar in response to Edgar 
86091 1 Itr re Newhouse concerns about B&W facility. Author disagrees w/environ as- 
sessment & SER repts prepared by NRC on proposed vol reduction svcs facility. 
VIROSTEK,C. Affiliation Not Assigned. 86/12/04. STELLO, V. Office of the Executive 
Director for Operations. Ip. 39523:340-39523:345. 

870225011® Order.* Extends time until 870306 for Commission to act to review Deci- 
sion ASLBP-81 5-511 -01 -ML.Served on 870224. 

CHILK.S.J. Office of the Secretary of the Commission. #187 2588. 87/02/20. Ip. 
39730:004-39730:004. 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC., UNCASVILLE, CT 

8611050397 Forwards UNC, Inc 860929-1003 feeder rept.Technical aspects of nuclear 
criticality safety training, analyses & monthly insp extremely weak.UNC diluting process 
liquids from sectioning area rather than treating liquid. 

BIDINGER, G. Uranium Fuel Licensing Branch. 86/10/23. ROTH.J. Region 1, Office of 
Director. 7pp. 38484:206-38484:213. 

8702100023 Forwards response to 861114 request for addl data & info re application 
for renewal of License SNM-368. 

K1RK,W.F. United Nuclear Corp. (subs, of UNC Resources, Inc.). 87/01/14. 
SHUM.E.Y. Uranium Fuel Licensing Branch. 72pp. 39565:215-39565:286. 

8702180498 Forwards Insp Rept 70-0371 /86-1 2, on 861201-05.No violation noted. 
MARTINJX Region 1, Office of Director. 87/01/15. KAUFMAN, N.C. United Nuclear 
Corp. (subs, of UNC Resources, Inc.). 2pp. 39668:263-39668:267. 

-8702180513 Matl Control & Accounting Insp Rept 70-0371/86-12 on 861201-05.No 
noncompliance noted.Major areas inspected: nuclear matl control & 
accounting.including facility organization & mgt controls & records & repts. 

DELLA RATTAA, KEIMIG.R.R. Region 1, Office of Director. 87/01/09. 3pp. 
39668:265-39668:267. 

8702100205 Application for amend to License SNM-368, revising pages to describe 
recent organizational change & modifying license pages to reflect Conditions 33,34,35 
& 36.Revised pages withheld.Fee paid. 

KIRK.W.F. United Nuclear Corp. (subs, of UNC Resources, Inc.). 87/01/26. 
CROW.W.T. Uranium Fuel Licensing Branch. Ip. 39575:268-39575:268. 

8702040117 Ack receipt of 861215 Itr informing NRC of steps taken to correct violations 
noted in Insp 70-037 1/86-10. Attachment to Itr will be withheld from public disclosure 
(ref 1 0CFR2.790). 

MARTIN, T.T. Region 1, Office of Director. 87/01/29. KAUFMAN, N.C. UNC Re- 
sources, Inc. 2pp. 39497:331-39497:333. 

-8702040122 Responds to 861118 Itr re violations noted in Insp 70-0371 /86-10.Correc- 
tive actions withheld (ref 10CFR2.790). 

KAUFMAN, N.C. UNC Resources, Inc. 86/12/15. MARTIN, T.T. Region 1, Office of Di- 
rector. Ip. 39497:333-39497:333. 

8702130116 Submits items of interestNRC representatives invited to brief Electric Utils 
Co nuclear transportation group at 870205 meeting in Washington, DC re transporta- 
tion of spent fuel & low level waste. 

CROW.W.T. Uranium Fuel Licensing Branch. 87/02/05. DAVIS, J.G. Office of Nuclear 
Material Safety & Safeguards, Director. 3pp. 39642:350-39642:353. 

8702170024 Advises of issuance of Amend 10 to License SNM-0368 & forwards 
SER.Amend permits previously authorized operations in new locations. 

CROW.W.T. Uranium Fuel Ucensing Branch. 87/02/09. KIRK.W.F. UNC Resources, 
Inc. Ip. 39458:048-39458:053. 


—8702170064 SER re 861208 application for amend to License SNM-0368, permitting 
previously authorized operations at new locations. 

BIDINGER, G.H., CROW.W.T. Uranium Fuel Licensing Branch. 87/02/09. 2pp. 
39458:049-39458:050. 

—8702170103 informs that neither environ assessment nor EIS warranted for 861208 
application to amend License SNM-0368, permitting previously authorized operations 
at new locations. 

CROW.W.T. Uranium Fuel Licensing Branch. 87/02/09. Uranium Fuel Ucensing 
Branch. 3pp. 39458:051-39458:053. 

8702250231 Forwards Safeguards Insp Rept 70-0371/87-01 on 8701 1 2-16.No violations 
noted. 

MARTI N.J.T. Region 1, Office of Director. 87/02/19. KAUFMAN, N.C. UNC Resources, 
Inc. 2pp. 39728:108-39728:111. 

-8702250238 Matl Control & Accounting Insp Rept 70-0371/87-01 on 87011 2-1 6.No 
noncompliance noted.Major areas inspected: physical inventory of SNM. 

RATTA.A.D., SCHULINGKAMP.C., KEIMIG.R.R. Region 1, Office of Director. 87/02/ 
17. 2pp. 39728:110-39728:111. 


DOCKET 70-0687 CINTICHEM, INC., TUXEDO, NY 

8702020324 Confirmatory Action Ltr CAL-87-01 re 870116 telcon on deficiencies in radi- 
ological controls associated w/ manipulator hand repair operation.Steps necessary to 
assess extremity overexposure & to correct deficiencies listed. 

MARTIN, T.T. Region 1, Office of Director. 87/01/20. MCGOVERN, JJ. Cintichem, Inc. 
2pp. 39451:156-39451:157. 

8702200421 Notification of Meeting 87-021 on 870213 w/Cintichem,lnc for enforcement 
conference re overexposure to individual identified during Insp 70-0687/86-06. 

ROTH.J. Region 1, Office of Director. 87/02/02. Region 1, Office of Director. 2pp. 
39700:225-39700:226. 


DOCKET 704)734 GA TECHNOLOGIES, INC., SAN DIEGO, CA 

8702100035 Application for amend to License SNM-696, authorizing mgt personnel & or- 
ganizational changes.Organization restructured into six major components reporting to 
N Blue.Fee paid. 

ASMUSSEN.K.E. GA Technologies, Inc./General Atomic Co. 86/12/10. CROW.W.T. 
Uranium Fuel Licensing Branch. 10pp. 39565:348-39565:357. 

8702060524 Forwards Safeguards Insp Rept 70-0734/87-02 on 870105-09.No violation 
or deviation noted. Rept withheld (ref 10CFR2.790). 

MONTGOMERY, J.L. Region 5, Office of Director. 87/01/30. RADEMACHER.R.N. GA 
Technologies, Inc./General Atomic Co. 2pp. 39536:235-39536:236. 

8702240239 Requests one-time exemption from measuring 250 g U-235,per 
1 0CFR70.58(e) & Section 3.1 of fundamental nuclear matl control plan.No matl proc- 
essing will be involved.Matl will be kept sealed for shipment to lndonesia.Fee paid. 
ASMUSSEN.K.E. GA Technologies, Inc./General Atomic Co. 87/02/04. BROWN, W.B. 
Division of Safeguards. 2pp. 39716:239-39716:240. 

8702130375 Discusses operational safety assessment of facility on 87011 2-1 6.Major 
areas reviewed: safety aspects of operations of licensed fuel fabrication 
facilities, including fire protection & radiation & nuclear criticality safety. 

KETZLACH.N. Uranium Fuel Licensing Branch. 87/02/09. CROW.W.T. Uranium Fuel 
Licensing Branch. 10pp. 39639:324-39639:333. 

8702180170 Advises of issuance of Amend 6 to License SNM-696, authorizing organiza- 
tional changes & adding 861210 to Item 9 of license.per 861 210 requestSER end. 
CROW.W.T. Uranium Fuel Licensing Branch. 87/02/09. ASMUSSEN.K.E. GA Tech- 
nologies, Inc./General Atomic Co. Ip. 39673:283-39673:286. 

-8702180180 Reviews 861210 application for amend to License SNM-696, authorizing 
organizational changes. Recommends amend be issued. 

KETZLACH.N., CROW.W.T. Uranium Fuel Licensing Branch. 87/02/09. Uranium Fuel 
Licensing Branch. 3pp. 39673:284-39673:286. 


DOCKET 70-0754 GENERAL ELECTRIC CO., PLEASANTON, CA 


8702100041 Informs of plan to ship spent fuel from Monticello Nuclear Plant to 
Morris, IL.Shipment description & schedule withheld (ref 10CFR73.21). 

DAVIS.M.A. Northern States Power Co. 87/02/02. Region 3, Office of Director. Ip. 
39566:001-39566:001. 

8702240245 Forwards info requesting revalidation of existing route, previously approved 
in accordance w/l0CFR73,for shipment of irradiated reactor fuel.W/o end. 

KIRKLAND, M.W. General Electric Co. 87/02/02. HILLMAN, C.R. Division of Safe- 
guards. Ip. 39716:236-39716:236. 

8702240247 Forwards info requesting revalidation of existing route, previously approved 
in accordance w/10CFR73,for shipment of irradiated reactor fuel.W/o end. 

KIRKLAND, M.W. General Electric Co. 87/02/02. HILLMAN, C.R. Division of Safe- 
guards. Ip. 39716:154-39716:154. 

8702100194 Forwards revised Page 1 to License SNM-960,identified as Amend 1 & re- 
vised Annex A, clarifying responsibilities of criticality safety manager & Vallecitos tech- 
nological safety counciLSafety evaluation also end. 

ROUSE, L.C. Advanced Fuel & Spent Fuel Ucensing Branch. 87/02/03. 
CUNNINGHAM, G.E. General Electric Co. 6pp. 39577:073-39577:081. 

-8702100204 Safety evaluation supporting amend to License SNM-960 Pages A-4-2 & 
A-5-2 to show new policy for criticality analysis review & Page A-4-3 to allow Valleci- 
tos technological safety council to meet less frequently. 

COMFORT, G., ROUSt, L.C. Advanced Fuel & Spent Fuel Ucensing Branch. 87/02/ 
03. 2pp. 39577:079-39577:080. 

-8702100209 Advises that El A & EIS unwarranted re licensee 861117 application for 
amend to Ucense SNM-960, revising responsibilities of criticality safety manager & 
meeting schedule of Vallecitos technical safety council. 

ROUSt, LC. Advanced Fuel & Spent Fuel ucensing Branch. 87/02/03. Advanced 
Fuel & Spent Fuel Licensing Branch. Ip. 39577:081-39577:081. 



DOCKET 70-0801 OHIO STATE UNIV., COLUMBUS, OH 

8702250142 Forwards Safeguards !nsp Repts 50-150/87-02,70-0801/87-01 & 70-3005/ 
87-01 on 870202-04.No violations noted.Severa! observation re implementation of 
matl control & accountability program discussed. 

AXELSON.W.L. Region 3, Office of Director. 87/02/18. TZAGOURNIS.M. Ohio State 
Univ., Columbus, OH. 2pp. 39729:075-39729:077. 

-8702250187 Partially withheld Insp Repts 50-150/87-02,70-0801/87-01 & 70-3005/87- 
01 on 870202-04 (ref 10CFR2.790).No violations noted.Major areas inspected:nuclear 
matl control & accountability. 

MADEDA,T.J., CREED, J.R. Region 3, Office of Director. 87/02/18. Ip. 39729:077- 
39729:077. 


DOCKET 70-0820 UNITED NUCLEAR CORP., WOOD RIVER JUNCTION, R! 

8702240035 Forwards proposed agenda for 870204 meeting in Silver Spring, MD & ana- 
lytical results of soil samples taken from areas of addi decontamination since 850906 
maeting.Areas in question now meet NRC decontamination guidelines for soil. 

GREGG, R.J. UMC Resources, Inc. 87/01/28. CROW.W.T. Uranium Fuel Licensing 
Branch. 8pp. 39714:031-39714:039. 

8702200195 Application for amend to Licennse SNM-777, deleting sampling requirement 
for 17 wells presently being sampled on monthly basis & relief for requirement to ana- 
lyze all wells. Supporting documentation encl.Fee paid. 

HELGESON.K.A. United Nuclear Corp. (subs, of UNC Resources, Inc.). 87/01/30. 
CROW.W.T. Uranium Fuel Licensing Branch. 100pp. 39708:008-39708:109. 

8702130116 Submits items of interest.NRC representatives invited to brief Electric Utils 
Co nuclear transportation group at 870205 meeting in Washington, DC re transporta- 
tion of spent fuel & low level waste. 

CROW.W.T. Uranium Fuel Licensing Branch. 87/02/05. DAVIS, J.G. Office of Nuclear 
Material Safety & Safeguards.Director. 3pp. 39642:350-39642:353. 


@702100252 Forwards feeder rept re assessment at GE, Wilmington, NIC on 861006- 
lO.W/exception of solid waste collection program in FMO & 60-day storage w/o in- 
ventory measurement, licensee has integrated, technically sound nuclear criticality pro- 
gram. 

BIDINGER, G.H. Uranium Fuel Licensing Branch. 86/11/19. KAHL.J.B. Region 2, 
Office of Director. 8pp. 39804:1 17-39804:124. 

8702100097 Requests that allowances be granted to certain SNM requirements re 
measurement control info, as described in end. Enel withheld (ref 10CFR2.790).Fee 
paid. 

WINSLOW, T.P. General Electric Co. 86/11/20. BROWN, W.B. Material Licensing & 
International Activities Branch. Ip. 39566:221-39566:221. 

8702100028 Forwards proposed revs to fundamental nuclear matl control plan for fuel 
fabrication facility in Wilmington, NC.Revs withheld (ref 10CFR2.790).Fee paid. 
WINSLOW, T.P. General Electric Co. 86/12/10. BROWN, W.B. Office of Nuclear Mate- 
rial Safety & Safeguards, Director. Ip. 39565:287-39565:287. 

8702020160 Forwards proprietary response to NRC 861201 Itr re noncompliance noted 
in Insp Rept 70-1113/86-20 on 860922-26. Response withheld (ref 10CFR2.790(d)). 
WINSLOW, T.P. General Electric Co. 87/01/12. CLINE, W.E. Region 2. Office of Direc- 
tor. 1 p. 39451 :301 -39451 :3Q1 . 

8702020163 Forwards proprietary response to NRC 860806 Itr re item of noncompli- 
ance noted in Insp Rept 70-1113/86-16 on 860721-25. Response withheld (ref 
10CFR2.790). 

WINSLOW.T.P. General Electric Co. 87/01/13. GRACE, J.N. Region 2, Office of Direc- 
tor. Ip. 39451:302-39451:302. 

8702020603 Forwards proprietary response to noncompliance noted in Insp Rept 70- 
1 1 1 3/86-24 on 861 1 03-07. Response withheld (ref 1 0CFR2.790(d)). 

WINSLOW.T.P. General Electric Co. 87/01/15. STOHR.J.P. Region 2, Office of Direc- 
tor. 2pp. 39462:062-39462:062. 


DOCKET 70-0824 BABCOCK & WILCOX CO., LYNCHBURG, VA 

8702100053 Forwards response to questions & comments re application for renewal of 
License SNM-778. Response in form of revised application enci. 

OLSEN, A.F. Babcock & Wilcox Co. 87/01/20. CROW.W.T. Uranium Fuel Licensing 
Branch. 8pp. 39566:095-39566:206. 

-8702100067 Rev 3 to application for renewal of License SNM-778, incorporating NRC 
comments. 

* Babcock & Wilcox Co. 86/12/31. 104pp. 39566:103-39566:206. 

8702100165 Forwards Insp Rept 70-0824/86-06 on 861215-19 & notice of 
violation.Concerns re apparent weaknesses in procedural controls for radiation protec- 
tion activities expressed. 

STOHR.J.P. Region 2, Office of Director. 87/01/21. AYRES, P.S. Babcock & Wilcox 
Co. 2pp. 39568:160-39568:172. 

“8702100167 Notice of violation from insp on 861215-19. 

STOHR.J.P. Region 2, Office of Director. 87/01/21. 3pp. 39568:162-39568:164. 

“8702100172 Insp Rept 70-0824/86-06 on 861 21 5-1 9. Violations noted: failure to imple- 
ment respiratory protection requirements w/ two examples.to follow up on plutonium 
urinalysis result & to provide required info to mgt from monthly audits. 

REVSIN.B.K., HOSEY.C.M. Region 2, Office of Director. 87/01/06. 8pp. 39568:165- 
39568:172. 

8702200176 Forwards “Final Rept of Decontamination & Decommissioning of Bldg C at 
Lynchburg Research Ctr.” License should not be terminated & Bldg C should not be 
removed from restricted area. 

OLSEN, A.F. Babcock & Wilcox Co. 87/01/29. CROW.W.T. Uranium Fuel Licensinq 
Branch. 3pp. 39707:306-39707:362. 

“8702200181 “Final Rept of Decontamination & Decommissioning of Bldg C at Lynch- 
burg Research Ctr." 

* Babcock & Wilcox Co. RDD:87:8604-01:03. 87/01/31. 54pp. 39707:309-39707:362. 


DOCKET 70-1106 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

8702020447 Forwards Operational Safety Review Insp Rept 70-1100/86-04 on 860818- 
22 & notice of violation.Numerous conditions re mfg facility & Windsor site warrant 
attention.Concem raised re apparent lack of knowledge of handling Zircalloy waste. 
MARTIN.T.T. Region 1, Office of Director. 87/01/21. LICHTENBERGER Combustion 
Engineering, Inc. 2pp. 39467:124-39467:162. 

-8702020453 Notice of violation from insp on 860818-22. 

* Region 1, Office of Director. 87/01/21. 4pp. 39467:126-39467:129. 

—8702020516 Insp Rept 70-1100/86-04 on 86081 8-22. Violations noted: failure to check 

3 uarterly operation of fire door on virgin powder storage area under power failure con- 
itions & to conduct nuclear criticality safety evaluation for U rods. 

ROTH.J., BLUMBERG.N.J., KRASOPOULOS.A. Region 1, Office of Director. 87/01/ 
1 6. 33pp. 39467:1 30-39467: 1 62. 

8702130116 Submits items of interest.NRC representatives invited to brief Electric Utils 
Co nuclear transportation group at 870205 meeting in Washington.DC re transporation 
of spent fuel & low level waste. 

CROW.W.T. Uranium Fuel Licensing Branch. 87/02/05. DA VIS, J.G. Office of Nuclear 
Material Safety & Safeguards, Director. 3pp. 39642:350-39642:353. 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 


8702100061 Requests exemption from certain SNM requirements re DOE/NRC Form 
741 reporting, as described in encI.Enol withheld (ref l0CFR2.790).Fee paid. 

WINSLOW, T.P. General Electric Co. 86/11/12. BROWN, W.B. Matenal Licensing & 
International Activities Branch. Ip. 39566:209-39566:209. 

8702100049 Requests exemptions from certain SNM licensing requirements re scrap 
processing, as described in encf.EncI withheld (ref 1 0CFR2.790).Fee paid. 

WINSLOW, T.P. General Electric Co. 86/11/13. BROWN, W.B. Material Licensing & 
International Activities Branch. Ip. 39566:093-39566:093. 


8702040147 Advises that Advanced Nuclear Fuels Corp does not use vacuum pumps 
for UF6.C-E.GE & Westinghouse use vacuum pumps only on UF6 cold trap sys.Oil in 
vacuum pumps DOE-approved. 

BIDINGER, G. NRC - No Detailed Affiliation Given. 87/01/27. CROW.W.T. NRC - No 
Detailed Affiliation Given. 2pp. 39508:093-39508:094. 

8702190207 Ack receipt of 870112 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 70-1113/86-20. 

CLINE, W.E. Region 2, Office of Director. 87/01/29. LEES.E.A. General Electric Co. 
Ip. 39685:278-39685:278. 

8702100091 Remits fee for processing of end 870105 & 22 requests. 

DUNN.B.S. General Electric Co. 87/02/02. WEISS, D. License Fee Management 
Branch (Post 861123). Ip. 39566:218-39566:219. 

-8702100099 Requests that allowances be granted to certain SNM licensing require- 
ments re receipt of low enriched UF6,as described in encI.End withheld (ref 
1 0CFR2.790(d)).Fee paid. 

WINSLOW.T.P. General Electric Co. 87/01/22. BROWN, W.B. Material Licensing & 
International Activities Branch. Ip. 39566:219-39566:219. 

8702190029 Ack receipt of 860828,1003 & 870113 Itrs informing NRC of steps taken to 
correct violation noted in Insp Rept 70-1113/86-16. 

STOHR.J.P. Region 2, Office of Director. 87/02/05. LEES.E.A. Genera! Electric Co. 
Ip. 39679:307-39679:307. 

8702200171 Ack receipt of 870115 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 70-1113/86-24. Determined that violation did occur for reasons 
noted in encI.Enc! withheld (ref 10CFR2.790 & 73.21). 

GRACE, J.N. Region 2, Office of Director. 87/02/10. LEES.E.A. General Electric Co. 
2pp. 39700:153-39700:154. 

8702200192 Forwards Insp Rept 70-1113/87-02 on 870120-23.No violations or devi- 
ations noted.Details withheld (ref 10CFR2.790 & 73.21). 

CLINE, W.E. Region 2, Office of Director. 87/02/10. LEES,E.A. General Electric Co. 
2pp. 39700:155-39700:157. 

-8702200201 Partially withheld Insp Rept 70-1113/87-02 on 870120-23 (ref 
10CFR2.790 & 73.21 ).No violations or deviations noted. Major areas 

inspected:measurements & independent insp effort. 

NINH.S.Q., MCALPINE.EJ. Region 2, Office of Director. 87/02/10. Ip. 39700:157- 
39700:157. 


DOCKET 70-1143 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, PA 

8702100177 Advises that WJ Johnson appointed manager, nuclear safely dept,nuclear 
technology sys div.replacing EP Rahe. 

GALLAGHER, J.L. Westinghouse Electric Corp. 87/01/07. STELLO.V. Office of the Ex- 
ecutive Director for Operations. 2pp. 39575:286-39575:28 7. 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP., COLUMBIA, SC 


8612230343 Forwards Insp Rept 70-1151/86-17 on 861117-21 & notice of 
violation.EncIs withheld (ref 10CFR2.790 & 73.21). 

CLINE, W.E. Region 2, Office of Director. 86/12/16. LOCH.E.P. Westinghouse Electric 
Corp. 2pp. 39080:247-39080:248. 




i wincuuo pi lospunae iu unu oo i ^ id i ir re violation n 
Rept 70-1151/86-17 on 861 11 7-21. Response withheld (ref 10CFR2.790). 

LOCH.E.P. Westinghouse Electric Corp. 87/01/14. CLINE, W.E. Region 2, Office of Di- 
rector. Ip. 39462:063-39462:063. 


8702040147 Advises that Advanced Nuclear Fuels Corp does not use vacuum pumps 
for UF6.C-E.GE & Westinghouse use vacuum pumps only on UF6 cold trap sys.Oil in 
vacuum pumps DOE-approved. 

BIDINGER.G. NRC - No Detailed Affiliation Given. 87/01/27. CROW.W.T. NRC - No 
Detailed Affiliation Given. 2pp. 39506:093-39508:094. 
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8702180632 Ack receipt of 870114 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 70-1151/86-17 on 861216. 

CLINE, W.E. Region 2, Office of Director. 87/01/29. LOCH.E.P. Westinghouse Electric 
Corp. Ip. 39676:264-39676:264. 

8702180446 Forwards partially withheld Insp Rept 70-1151/86-18 on 861229- 
870104.No notice of violation issued since violation meets all tests specified in 
10CFR2,App C. 

CLINE, W.E. Region 2, Office of Director. 87/02/09. LOCH.E.P. Westinghouse Electric 
Corp. 2pp. 39666:069-39666:071. 

-8702180451 Partially withheld Insp Rept 70-1151/86-18 on 861229-870104 (ref 
10CFR2.790 & 73.21 ).Violation noted:failure to perform quarterly audit. 

CLAY.E.L., TODD.G.A., MCALPINE.E.J. Region 2, Office of Director. 87/02/09. Ip. 
39666:071-39666:071. 

8702190250 “Semiannual Effluent Monitoring Rept for Jul-Dec 1986.” 

GOODWIN, W.L. Westinghouse Electric Corp. 87/02/12. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39691:307-39691:307. 


-8702270451 Discusses licensee 860718 request for amend to License SNM-1 227, de- 
leting centrifuge test facility as authorized place of use.Facility contamination levels 
below limits. 

CROW.W.T. Uranium Fuel Licensing Branch. 87/02/20. Uranium Fuel Licensing 
Branch. 2pp. 39775:158-39775:159. 


DOCKET 70-1308 GENERAL ELECTRIC CO., SAN JOSE, CA 


8702100042 Forwards changes to physical security plan, correcting reporting require- 
ments found in error during NRC insp. Changes withheld (ref 10CFR73.21). 
DAMM.R.G. General Electric Co. 87/01/16. KERS.D. Region 3, Office of Director. Ip. 
39566:002-39566:002. 

8702050231 Advises that 870116 changes to physical security plan consistent w/provi- 
sions of 10CFR72.33(e) & acceptable. 

AXELSON.W.L. Region 3, Office of Director. 87/01/22. DAMM.R.G. General Electric 
Co. ip. 39510:351-39510:351. 


DOCKET 70-1201 BABCOCK & WILCOX CO., LYNCHBURG, VA 

8612120301 Forwards Insp Rept 70-1201/86-08 on 861 110-15 & notice of violation.lnsp 
rept & notice of violation withheld (ref 10CFR2.790(d) & 73.21). 

CLINE, W.E. Region 2, Office of Director. 86/12/02. ALTO.R.A. Babcock & Wilcox Co. 
2pp. 38980:076-38980:077. 

8702100154 Effluent monitoring rept for Jul-Dec 1986.W/870115 Itr. 

ENGELKE.W.T. Babcock & Wilcox Co. 86/12/31. 5pp. 39575:358-39575:361. 

8702040162 Submits items of interest.lnformal evidentiary hearing conducted by ASLB 
during wk of 870112 re Sequoyah Fuels Corp amend request to operate UF6 to UF4 
facility in Gore.OK.On 8701 16, Allied Chemical Corp U02 release occurred. 
CROW.W.T. Uranium Fuel Licensing Branch. 87/01/28. DAVIS, J.G. Office of Nuclear 
Material Safety & Safeguards, Director. 4pp. 39508:106-39508:109. 

8702180383 Forwards Insp Rept 70-1201/87-01 on 8701 20-21. No violations or devi- 
ations noted. 

CL1NE.W.E. Region 2, Office of Director. 87/02/09. ALTO.R.A. Babcock & Wilcox Co. 
2pp. 39666:075-39666:077. 

-8702180388 Partially withheld Insp Rept 70-1201/87-01 on 870120-21 (ref 
10CFR2.790 & 73.21 ).No violations or deviations noted. Major areas inspected:facility 
organization & mgt controls, „ 

JONES, D.W., MCALPINE.E.J. Region 2, Office of Director. 87/02/09. Ip. 39666:077- 
39666:077. 

8702100233 Submits items of interest, including Table S-3 rulemaking re 
10CFR51, operational safety assessment of B&W commercial nuclear fuel plant & 
status of hearings re Sequoyah Fuels & Kerr-McGee facilities. 

CROW.W.T. Uranium Fuel Licensing Branch. 87/02/10. DAVIS, J.G. Office of Nuclear 
Material Safety & Safeguards, Director. 2pp. 39675:198-39675:200. 

8702250064 Submits 870202-06 operational safety assessment of plant. Procedure 
should be prepared & approved by nuclear criticality safety group that specifies analy- 
ses health- safety supervisor authorized to perform. . 

KETZLACH.N. Uranium Fuel Licensing Branch. 87/02/17. CROW.W.T. Uranium Fuel 
Licensing Branch. 5pp. 39759:232-39759:237. 

DOCKET 70-1257 ADVANCED NUCLEAR FUELS CORP., RICHLAND, WA 

8702100210 Requests comments on application for renewal of License SNM-1227 by 
87021 5.Site visit not planned due to participation in team assessment in Nov 
1 986.Results of confirmatory survey for CTF also requested. , . 

CROW.W.T. Uranium Fuel Licensing Branch. 86/12/29. MONTGOMERY.J.L. Region 
5, Office of Director. 2pp. 39566:280-39566:281. 

8702040147 Advises that Advanced Nuclear Fuels Corp does not use vacuum pumps 
for UF6.C-E.GE & Westinghouse use vacuum pumps only on UF6 cold trap sys.OH in 
vacuum pumps DOE-approved. md^ 

BIDINGER, G. NRC - No Detailed Affiliation Given. 87/01/27. CROW.W.T. NRC - No 
Detailed Affiliation Given. 2pp. 39508:093-39508:094. 

8702270444 Issues Amend 28 to License SNM-1227 .authorizing new name for licensee 
& deleting centrifuge test facility as authorized place of use, per 870123 requestSERs 
supporting issuance of amend & related info end. A . m , Wll 

CROW.W.T. Uranium Fuel Licensing Branch. 87/02/20. MALODY.C.W Advanced Nu- 
clear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). Ip. 39775:129-39775.156. 

—8702270445 SER supporting Amend 28 to License SNM-1227 re name change to Ad- 
vanced Nuclear Fuels Corp. _ , , ay mo /on In 

BIDINGER, G.H., CROW.W.T. Uranium Fuel Licensing Branch. 87/02/20. ip. 
39775:130-39775:130. 

-8702270446 SER supporting Amend 28 to License SNM-1227 re termination of centri- 
fuge test facility as authorized place of use. Survey rept, confirmatory survey rept & 

SVdINGErS.H., CROW.W.T. Uranium Fuel Licensing Branch. 87/02/20. 2pp. 
39775:131-39775:156. 

-8702270447 Forwards Oak Ridge Associated Univs preliminary^rept of confirmato^ 
survey of centrifuge test facility in response to 861229 memo. Facility should be re- 

THOMAS 0 R.aR^fon N 5 M OHfce of Director. 87/02/03. CROW.W.T. Uranium Fuel Li- 
censing Branch. Ip. 39775:150-39775:150. 

-8702270449 Submits preliminary rept of ^survey ol 

surveyed include former control room & maint room.Majonty of equipment & ventiia 
tion duct work removed by Exxon iwr^nnel duni^ decontammatwi Beaton 5 Office of 
DEMING.E.J. Oak Ridge Associated Univs. 87/01/27. THOMAS, R. Region o, unice 
Director. 6pp. 39775:151-39775:156. 

-8702270450 Discusses licensee 870123 reguest for amend to License SNM- 
1227, changing licensee name to Advanced Nuclear i _ p ue | Licensing 

CROW.W.T. Uranium Fuel Licensing Branch. 87/02/20. Uranium Fuel Licensing 

Branch. Ip. 39775:157-39775:157. 


DOCKET 70-2479 TRANSNUCLEAR, INC., FALLS CHURCH, VA 

8702050446 Approves enci sanitized spent nuclear fuel route for transport of spent re- 
actor fuel under License ISNM-1699 from Wilmington.NC to Aiken, SC through 
871231 ,per 861219 Itr & as modified during subsequent telcons w/NRC. 
MCCORKLE.G.W. Division of Safeguards. 87/02/03. WROBLEWSKI.D. Transnuclear, 
Inc. 8pp. 39525:097-39525:104. 

8702120333 Approves end sanitized spent fuel route for transport of spent reactor fuel 
under License ISNM-1699 from Norfolk, VA to DOE.Savannah River Plant,State of NJ 
& Baltimore.MD, per 861219 Itr. 

MCCORKLE.G.W. Reactor & Transportation Licensing Branch. 87/02/09. 
WROBLEWSKI.D. Transnuclear, Inc. 10pp. 39602:046-39602:055. 

DOCKET 70-2786 GENERAL ELECTRIC CO., SAN JOSE, CA 

8702100250 Forwards request for route approval, per 10CFR73,for shipment of irradiated 
test fuel segments.W/o end. « „ . . , „ , 

KIRKLAND, M.W. General Electric Co. 87/01/21. HILLMAN, C.R. Division of Safe- 
guards. 1 p. 39577:086-39577:086. 

DOCKET 70-2932 TEXAS UTILITIES GENERATING CO, DALLAS, IX 

8702100065 Forwards Rev 6 to "Interim Physical Security Plan for Protection of Stored 
SNM of Low Strategic Significance at Comanche Peak Steam Electric Station. Rev 
withheld (ref 10CFR2.790 & 73.21). , _ „ „ „ , 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/01/16. 
BROWN W Material Licensing & International Activities Branch. 2pp. 39566:210- 
39566:211. 

DOCKET 70-2972 COMMONWEALTH EDISON CO, CHICAGO, IL 

8702180290 Unexecuted Amend 6 to Indemnity Agreement B-97 substituting Item 3 of 
attachment to indemnity agreement in entirety w/ listed license numbers, effective 
870130 

NASH.D.A. Assistant Director for State & licensee Relations. 87/02/11. Ip- 
39674:130-39674:130. 

DOCKET 70-2973 COMMONWEALTH EDISON CO, CHICAGO, IL 

8702180290 Unexecuted Amend 6 to Indemnity Agreement B-97 substituting Item 3 of 
attachment to indemnity agreement in entirety w/ listed license number$,effective 
8701 30 

NASH.D.A. Assistant Director for State & Licensee Relations. 87/02/11. Ip. 
39674:130-39674:130. 

DOCKET 70-3005 OHIO STATE UNIV, COLUMBUS, OH 

8702250142 Forwards Safeguards Insp Repts 50-1 50/87-02,70-0801 
87-01 on 870202-04.No violations noted.Several observations re implementation of 

Sl*SX:dSS« TZAGOURNIS.M. Ohio suite 
Univ., Columbus, OH. 2pp. 39729:075-39729:077 . 

-8702250187 Partially withheld Insp Repts 50-150/87-02,70-0801/87-01 & 70-3005/87- 
01 on 870202-04 (ref 10CFR2.790).No violations noted.Major areas inspectedmudear 

MADEDa[t!j & R egion n ? l oSce of Director, 87/02/18. Ip. 39729:077-39729:077. 

DOCKET 70-3008 DUQUESNE LIGHT CO, PITTSBURGH, PA 

8702190665 Advises that all conditions of ^NM-1^4 met & owjjw® to *** im * 

demented bv util in accordance w/10CFR70 & WT Crow 860409 & 0725 Itrs. 

CAREY, J.J. uuquesne Light Co. 87/02/11. DENTON, H.R. Office of Nuci^r Reactor 
Regulation, Director (post 851125). TAM.P. Division of Pressurized Water Reactor Li- 
censing - A (post 851125). 3pp. 39685:083-39685:084. 

DOCKET 70-3016 HOUSTON LIGHTING & POWER CO, HOUSTON, TX 

*702100214 Forwards License SNM-197SLauthocian9 recet pLposses s ion insp 
of U enriched in U-235 in fuel assemblies, indemnity agreement finding of no sigrafi- 

OTO^TSiS^MS^irBranch- 86/12/29. GOLDBERG J.H. Houston 
Lighting & Power Co. 2pp. 39566:282-39566:315. 
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■ -"-r Lighting i Power Co, authorizing use of U 

- 0.5 „~«xecuisd -ndemraty Agreement 8-108 encl. 
V-g H'arsh. 88*12/29. 14pp. 39566:284-39566:297. 

’X" 1 ’ .“xasVss^ar.ce of License SNM-1972. 

•o'*; E'ar.ih. eS- ; :3;23. 6pp. 39566:298-39566:303. 


■ sonxxtng app&afes for fcense to receive new fuel. 

'A m Jrartum Fuel licensing Branch. 86/09/23. 4pp. 


I ; S5€€' 3C4"'j‘?5€€ •3€" T 

HI7321S3C23S 5£r lyqpcrsng 350674 applctfen for license for unirradiated power re- 
•esor 

~ :«C s a a - Urarsyri Fuel licensing Branch. 86/12/29. 8pp. 

§792100222 for arnend to ucanse SNM-1972,revising U max enrichment to 

4 i2 # : 

GOvCBH^’G. w - "'Cx.V.z? L^ht’X 4 Fewer Cc. 87/01/13. DAVSS,J.G„ Office of Nu- 
cswr SCif* 4 sCrec ter. 5cp. 33566:316-39566:321. 


ITWOCifW “cnrirds ha?* esso/sd Lndcrsraty Agreement B-106 & list of suggested 
worwag iVincr. ■? 


S “:*s^Ca 87/07/14. CROW.W.T. Uranium Fuel 


socket 73-,»« Georgia power co , Atlanta, ga 

M1M3G&28 "cmws* imp F«pts 50-424/86-87 & 70-3040/88-97 on 861006- 09.No 
.T^>T;'V y*U c-asrr. 25/11/20. MfLLEFU.H. Georgia Power 


DOCKET 71-0463 AIR FORCE, DEP T. OF 

$702050543 Notifies that QA program approval for radioactive mat! package:0463 ex- 
pired on 861 031. Activities now conducted under QA program approval for radioactive 
mat! Dackaae:0587, issued to Radioisotope Committee, Brooks Air Force Baso.TX. 

M ACDON aIdIc E Transportation Certification Branch. 87/01/28. CARTER.S.M. Air 
Force, Dept. of. Ip. 39525:223-39525:223. 

DOCKET 71-0466 MINNESOTA MINING & MANUFACTURING CO. <3M CO.) 

8702240188 Application for renewal of QA program approval for radioactive mail pack- 

PETERS, M.R. Minnesota, Mining & Manufacturing Co., 3M Co. 87/01/23, 
MACDONALD, C.E. Transportation Certification Branch. 2pp. 39711:089-39711:090. 

DOCKET 71-0467 PORTABLE ATOMIC X-RAY CO. 

8702050356 Notifies that QA program approval for radioactive matl package:0467 ex- 
pired on 861 231 .QA program appro val.general licenses of Subpart C of 10CFR71 to 
transport or deliver licensed matl to carrier for transport terminated. 

MACDONALD, C.E. Transportation Certification Branch. 87/01/30. CALAME.A.M. Port- 
able Atomic X-Ray Co. Ip. 39525:147-39525:147. 

DOCKET 71-0468 EL PASO NATURAL GAS, INC. 

8702240244 Requests that renewal of QA program approval for radioactive matl pack- 
age:0468 be provided within 30 days prior to 870331 expiration date. 

MACDONALD, C.E. Transportation Certification Branch, 87/02/13. HALL.W.D. El Paso 
Natural Gas. Ip. 39716:237-39716:237. 
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‘33 Pepts 50-424/86-97 & 70-3040/86-97 on 861006- 
7c wxtaiiora or dewaiori® noted.Major areas 

3Tss of Director, 86/11/14. Ip. 38815:101- 
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DOCKET 71-0496 NUS COBP. 

8612090803 Forwards Rev 1 to “LN Technologies Corp QA Manual,'* amending QA pro- 
gram approval:Q496,to reflect change of company name from NUS Process Svcs Corp 
to LN Technologies Corp & minor administrative changes. Fee paid. 

MOONEY.J.L LN Technologies Corp. (formerly NUS Corp.). 86/11/24. GORDON.L. 
Transportation Certification Branch. 2pp. 38913:001-38913:093. 

-8612096813 Confirms 861107 telcon re change in company name to LN Technologies 
Corp.Application for amend to QA program to b© submitted by 861 1 1 /.reflecting new 
company name & minor administrative changes. 

MOONEY.J.L. LN Technologies Corp. (formerly NUS Corp.). 86/11/07. GORDON.L. 
Transportation Certification Branch. 2pp. 38913:003-38913:004. 

, Rev 1 t0 " LN Technologies Corp QA Manual.” 

,R ' E ” MOONEY.J.L. LN Technologies Corp. (formerly NUS Corp.). 
86/11/24. 89pp. 38913:005-38913:093. 


0QCXST 71*6851 5TS5. CASTXGS CO. 

*" ' *'■ ~ '^zc:zr z" adcis&ua mat: shipping packages. 

■ -i Z ; <* v4f,4 3pp. 3531 2.CS5-3591 2:058. 
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f3r radioactive matl 
^ rsdograpfii c sources re- 
: 2 ~cer.se C4-1 7272-01 filed. 
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S7/32/CS. DURFEE,PJ. Navy 

- ( p. 11:131-3971 1:131. 
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DOCKET 71-0510 GESELLSCHAFT FUER NUKLEAR SERVICE, ftiBH 

S7 2vBf??;i7 nonproprietary “CASTOR V/21 Borated Stainless Steel Basket 

LLL irf CXrt' 1 ggg Of P° ratin 0 changes to previous submittal based on meeting w/NRC & 

Nuclear Systems. Inc. 87/02/05. ROUSE, L.C. Advanced 
huef & Spent Fuel Licensing Branch. 4pp. 39716:344-39717:097. 

-8702240279 Nonproprietary “CASTOR V/21 Borated Stainless Steel Basket Evalua- 

General Nuclear Systems, Inc. 87/01/31. 116pp. 39716:348-39717:097, 

DOCKET 71-051® CINCINNATI GAS & ELECTRIC CO. 

SlSna?ediper87a!^ 0 r'^uast radi0aC,iV0 ma " packa 9 e:0S19 duo t0 ***”> 

87/02/09 - senorr. J.R. an- 

DOCKET 71-0575 BRIGHAM YOUNG UNSV. 

87 M?C^NALD^E d \m^s P rS f J? r radioactive matl package: 0575, Rev 1. 

Brigham Youna i^h* 87/02/11. STOHLTON.J.B. 


39726:062- 


RrinK« - • '«'!opuaauon certification Branch 87 
Bngham Young Univ., Provo, UT. Ip. 39726:061-39726:062. 

*^d^^>ONALDC^ < ^r^i^rtetion f0 nA^^ a ?^ VG 2 atl P ack «9©:0575,Rev 1 
39726:062. " C * ransportat,on Certification Branch. 87/02/11. Ip. 

DOCKET 71-0577 PURDUE UNIV. 

*^^S«LD^ d TrarepStatoJ, cffiSaS n di0a J ti ;? matl P* cka 8® : 0S77.Rev 2. 

Univ., West Lafayette, ll^ip!39707ivi&^^O7;^^ C ^’ 87/02/11 - BOAn,G.S. Purdue 

^^®ONW^S 0 ^Ji^Sfen ,C cirt^h? tive o atl P acka 9® ; 0S77,R©v 2 . 

39707:119. ansportation Certification Branch. 87 / 02 / 11 . ip. 39707:118- 

OOCKET 7141578 FLORIDA, UNIV. OF. GAINSVILLE 

3fn ”" l ^ ”ao-o1:7o ra a.?. < L te of 87 . 0228 ,or OA p , °- 
vBg£3Bw% S %tS^q^SSL 

Transportation CertTfSBon 1 Branch° 2 pp? 39575 . 29 , S&jTsf&iz^ 
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8702200452 Confirms that QA approval for radioactive mats package:0578 due to expire 
on 870228, terminated, per 870120 request. 

MACDONALD.C.E. Transportation Certification Branch. 87/02/09. VERNETSON.W.G. 
Florida, Univ. of, Gainesville, FL. Ip. 39704:070-39704:070. 


DOCKET 71-0625 WHITE CONSOLIDATED INDUSTRIES, INC. 

8702100029 Forwards Amend 2 to License 37-19530-01 for Copes-Vulcan for 
approval.Section H added to comply W/10CFR71. 

PORTER, F.R. Copes Vulcan, Inc. 87/01/20. GORDON, L. Transportation Certification 
Branch. Ip. 39565:288-39565:344. 

8702240210 Forwards QA program approval for radioactive matl package: 0625, Rev 0. 
MACDONALD.C.E. Transportation Certification Branch. 87/02/11. PORTER, F.R. 
Copes Vulcan, Inc. Ip. 39726:063-39726:064. 

-8702240216 QA program approval for radioactive matl package:0625,Rev 0. 
MACDONALD.C.E. Transportation Certification Branch. 87/02/11. Ip. 39726:064- 
39726:064. 


DOCKET 71-0626 TRANSPORTATION SOCIETY OF MICHIGAN 

8702200117 QA program for procurement, use, maint & repair of packages designed to 
transport radiographic exposure devices.Fee paid. 

STEINMULLER.D. Transplantation Society of Michigan. 87/01/20. GORDON, L. Trans- 
portation Certification Branch. 3pp. 39707:262-39707:264. 


-8702240147 Notice of receipt of L Audio 870110 petition for director's decision under 
1 0CFR2.2O6 for NMSS review of SAR for GE-700 container & reevaluation of cask 
puncture test analysis. 

DAVIS, J.G. Office of Nuclear Material Safety & Safeguards, Director. 87/02/17. Ip. 
39711:127-39711:127. 

—8702110053 Requests review of SAR for Certificate of Compliance 5942 for GE-700 
container re puncture test analysis, per KKJFR2.206.Use of cask in nonextended mode 
only should be authorized until use in extended mode complies W/10CFR71. 

AUDIN.L Affiliation Not Assigned. 87/01/10. Office of Nuclear Material Safety & 
Safeguards, Director. 3pp. 39711:128-39711:130. 


DOCKET 71-6206 MODEL- B, BABCOCK & WILCOX CO. 

8702050411 Forwards Rev 8 to Certificate of Compliance 6206 for Model B. Individuals 
on end list registered as users of package under license provisions of 10CFR71.12 or 
49CFR1 73.471. 

MACDONALD.C.E. Transportation Certification Branch. 87/01/28. ZEFF.D.W. Bab- 
cock & Wilcox Co. 2pp. 39524:001-39524:005. 

-8702050419 Certificate of Compliance 6206, Rev 8, for Model B.Approval record end. 
MACDONALD.C.E. Transportation Certification Branch. 87/01/28. 3pp. 39524:003- 
39524:005. 


DOCKET 71-6347 MODEL FSV-3, GA TECHNOLOGIES, INC. 


DOCKET 71-4986 MODEL RA-2, RA-3, RA-J, GENERAL ELECTRIC CO. 

8702100078 Application for renewal of Certificate of Compliance 4986 for Models RA-2 
& RA-3 shipping package.Fee paid. 

WINSLOW, fP. General Electric Co. 87/01/05. MACDONALD.C.E. Transportation 
Certification Branch. 2pp. 39566:213-39566:216. 

8702100161 Requests termination of Certificate of Compliance 4986 for Models RA-2 & 
RA-3.Facility will be converted to coal-fired plant.AII nuclear fuel & other radioactive 
matl removed from site. 

SCHOTT, J.R. Cincinnati Gas & Electric Co. 87/01/21. MACDONALD.C.E. Transporta- 
tion Certification Branch. 2pp. 39566:243-39566:244. 


8702240039 Advises that Certificate of Compliance 6347 for Model FSV-3 expires on 
870430.To ensure continued use of package, application for renewal of existing certifi- 
cate should be submitted at least 30 days prior to expiration date. 

MACDONALD.C.E. Transportation Certification Branch. 87/02/09. ASMUSSEN.K.E. 
GA Technologies, Inc./General Atomic Co. Ip. 39715:094-39715:094. 


DOCKET 71-6574 MODEL HN-200, WESTINGHOUSE-HITTMAN NUCLEAR, INC. 


8702040061 Requests registration as user of Models NUPAC 14-210, 50-1 .5L.50- 
2.5L.50-3.0L & 50-4.OL & Hittman HN-100 Series 1, HN-100S, HN-200 & HN-50Q. 
WITHERS, B.D. Wolf Creek Nuclear Operating Corp. 87/01/26. Document Control 
Branch (Document Control Desk). 2pp. 39498:305-39498:306. 


DOCKET 71-5507 MODEL HFIR SPENT FUEL ELEMENT SHIPPING CASK, 

ENERGY, 

8702200152 FOIA request for nine categories of documents, including most recent draft 
of modal study, ACRS 861015 Itr.NRC 850509 Itr to DOE.NUREG/BR-0006 & docu- 
ments re contamination incident from spent fuel cask at Oyster Creek. 

AUDIN.L. Affiliation Not Assigned. 87/01/10. Office of Administration. Ip. 39705:162- 
39705:162. 


8702240169 Notification of registration as user of listed models in response to 870126 
request & 870206 telcon. _ _ 

MACDONALD.C.E. Transportation Certification Branch. 87/02/10. KOESTER.G.L 
Kansas Gas & Electric Co. Ip. 39726:055-39726:056. 


DOCKET 71-6613 MODEL 702, TECH/OPS, INC. 


DOCKET 71-5645 MODEL: AL-L 8, ENERGY, DEPT. OF 

8702200152 FOIA request for nine categories of documents, including most recent draft 
of modal study, ACRS 861015 Itr.NRC 850509 Itr to DOE.NUREG/BR-0006 & docu- 
ments re contamination incident from spent fuel cask at Oyster Creek. 

AUDIN.L. Affiliation Not Assigned. 87/01/10. Office of Administration. Ip. 39705:162- 
39705:162. 

8702200172 Partial response to FOIA request. App A documents available in PDR.App B 
documents end & being placed in PDR.Documents listed in App C withheld (ref FOIA 
Exemption 5).App B documents partially deleted due to lack of pertinent info. 
GRIMSLEY.D.H. Division of Rules and Records. 87/02/13. AUDIN.L Affiliation Not 
Assigned. 7pp. 39705:163-39705:183. 

—8702200189 Forwards request for addl info re DOE 750926 request for review of 
Model AL-L8. 

MACDONALD.C.E. Transportation Certification Branch. 78/05/30. MOTT.W.E. Energy, 
Dept. of. 3pp. 39705:170-39705:172. 


DOCKET 71-5916 MODEL 2501, MONSANTO RESEARCH CORP. 

i for Model 2501 expires on 
of expiration.lt renewal not 

Branch. 87/02/09. 
39712:215. 


8702240084 Advises that Certificate of Compliance 5916 
870430.Renewal must be requested within 30 days 
desired, NRC should be so notified. 

MACDONALD.C.E. Transportation Certification 
CUNNINGHAM, G.E. General Electric Co. Ip. 39712:215-: 


8702240334 Requests registration as user of Model 702. 

MAUCK.C.J. Energy, Dept. of. 87/02/06. MACDONALD.C.E. Transportation Certifica- 
tion Branch. 2pp. 39725:199-39725:200. 


DOCKET 71-9009 MODEL FL 10-1, GENERAL ELECTRIC CO. 

8702240198 Notification of registration as user of Model FL 10-1 in response to 870123 
request. 

MACDONALD.C.E. Transportation Certification Branch. 87/02/11. STOHLTON.J.B. 
Brigham Young Univ., Provo, UT. Ip. 39726:060-39726:060. 


DOCKET 71-9010 MODEL NLI-1/2, NUCLEAR ASSURANCE CORP. 

8702040412 Application for amend to Certificate of Compliance 9010,to include alumi- 
num clad irradiated natural U fuel rods as allowable contents of package.Revised 
pages to SAR, summary of analysis & release memo encl.W/two oversize drawings. 
JOHNSON.C.R. Nuclear Assurance Corp. 86/10/06. MACDONALD.C.E. Transporta- 
tion Certification Branch. 26pp. 39510:032-39510:059. 

8702100116 Advises that cask liners depicted in Drawings 347-291 -FI 2, Rev 0 & 347- 
291 -FI 3, Rev 0 not considered proprietary.per 861016 application for amend to Certifi- 
cate of Compliance 9010-Drawings may be placed in PDR. 

JOHNSON.C.R. Nuclear Assurance Corp. 87/01/20. MACDONALD.C.E. Transporta- 
tion Certification Branch. 2pp. 39575:297*39575:298. 


DOCKET 71-5942 MODEL GE-700, GENERAL ELECTRIC CO. 

8702100123 Application for amend to Certificate of Compliance 5942 for Model 700, re- 
flecting load of nine fuel locations in 3x3 array.Cask divider design 8 interlocking 
const assures maint of configuration under accident conditions.Fee paid. 
CUNNINGHAM, G.E. General Electric Co. 86/11/26. MACDONALD.C.E. Transporta- 
tion Certification Branch. 12pp. 39566:231-39566:242. 

-8702100134 Forwards payment of fee re 861126 application for amend to Certificate 
of Compliance 5942. , . . 

CUNNINGHAM, G.E. General Electric Co. 87/01/23. JACKSON, G.E. Office of Adminis- 
tration. Ip. 39566:241-39566:241. 

-8702100141 Ack receipt of payment of fee re 861126 application for rev to Certificate 
of Compliance 5942. 

JACKSON, G. License Fee Management Branch (Post 861123). 87/02/03. 
CUNNINGHAM, G.E. General Electric Co. Ip. 39566:242-39566:242. 


8702240143 Ack receipt of end 870110 petition requesting review of SAR for GE-700 
container in order to reevaluate puncture test analysis for cask, per 
1 0CFR2.206,Notice of receipt of petition also end. 

DAVIS, J.G. Office of Nuclear Material Safety & Safeguards, Director, 87/02/17. 
AUDIN.L Affiliation Not Assigned. 3pp. 39711:124-39711:130. 


DOCKET 71-9015 MODEL TN-8, -8L, TRANSNUCLEAR, INC. 

8702100059 Advises that rev to 861029 application for amend to Certificate of Compli- 
ance 9015 will be submitted by 870130, per NRC 861211 request 
GOLDMANN.K. Transnuclear, Inc. 87/01/09. MACDONALD.C.E. Transportation Certi- 
fication Branch. 2pp. 39566:207-39566:208. 

8702100334 Requests registration as user of Model TN-8L 
MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 87/02/03. Office of Nuclear 
Material Safety & Safeguards, Director. Ip. 39574:300-39574:300. 


DOCKET 71-9032 MODEL 650, TECH/OPS, INC. 


8702100142 Requests registration as user of Tech/Ops,lnc Model 650. 

MILLER.J. Harsco Corp. 87/01/20. MACDONALD.C.E. Transportation Certification 
Branch. 2pp. 39575:295-39575:296. 

8702240004 Notification of registration as user of Model 650, in response to 870120 re- 
quest. 

MACDONALD.C.E. Transportation Certification Branch. 87/02/03. MILLER, J. Harsco 
Corp. Ip. 39715:022-39715:022. 
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DOCKET 71-9044 MODEL: GE-16O0, GENERAL ELECTRIC CO. 

8702050428 Confirms 870130 teicon re Model 1600.Understands that ail Model 1600 
casks owned by Chem-Nuclear Sys.lnc taken out of svc until cause of weld cracks 
determined & satisfactory corrective action agreed upon. 

MACDONALD, C.E. Transportation Certification Branch. 87/01/30. HOUSE.W. Cbem- 
Nuctear Systems, Inc. 1 p. 39523:359-39523:359. 

8702050435 Confirms 870130 telcon re Model 1800. Understands that ali Model 1600 
casks owned by GE taken out of svc until casks inspected at weld joint between outer 
shell & base plate & test results provided to NRC. 

MACDONALD, C.E. Transportation Certification Branch. 87/01/30. 

CUNNINGHAM, G.E. General Electric Co. Ip. 39523:360-39523:360. 

S7O224D099 Advises that Certificate of Compliance 9044 for Model 1600 expires on 
870430.Renewal must be requested within 30 days of expiration.!! renewal not 
desired, NRC should be so notified. 

MACDONALD, C.E. Transportation Certification Branch. 87/02/09. 

CUNNINGHAM, G.E. General Electric Co. Ip. 39712:208-39712:208. 


DOCKET 71-9073 MODEL OH-142 SERIES, NUCLEAR PACKAGING, INC. 


8702040061 Requests registration as user of Models NUPAC 14-210, 50-1 .5L, 50- 
2.5L.50-3.0L & 50-4.OL £ Hittman HN-100 Series 1, HN-100S.HN-200 & HN-500. 
WITHERS, B.D. Wolf Creek Nuclear Operating Corp. 87/01/26. Document Control 
Branch (Document Control Desk). 2pp. 39498:305-39498:306. 

8702240308 Requests registration as user of Westinghouse Model HN500. 
DIEDERICH.GJ. Commonwealth Edison Co. 87/01/26. Division of Safeguards. 2pp. 
39725:195-39725:196. 

8702240186 Notification of registration as user of Models OH-142, OH-142 MKI.OH-142 
MKIB, OH-142 MKII & NUS 10-135 in response to 870126 request & 870206 telcon. 
MACDONALD, C.E. Transportation Certification Branch. 87/02/09. DIEDERICH.GJ. 
Commonwealth Edison Co. Ip. 39726:059-39726:059. 


DOCKET 71-9085 MODEL SENTINEL 8S, TELEDYNE ENERGY SYSTEMS 

0702246090 Advises that Certificate of Compliance 9085 for Model 8S expires on 
870430.Renewal must be requested within 30 days of expiration.if renewal not 
desired, NRC should be so notified. 

MACDONALD.C.E. Transportation Certification Branch. 87/02/09. MCGREW.J.W. Te- 
ledyne Energy Systems. Ip. 39712:214-39712:214. 


DOCKET 71-9086 MODEL HN-100, SERIES 1, HITTMAN NUCLEAR & 

DEVELOPMENT 


8702040061 Requests registration as user of Models NUPAC 14-210, 50-1. 5L, 50- 
2.5L.50-3.0L & 50-4.OL & Hittman HN-100 Series 1, HN-100S.HN-200 & HN-500. 
WITHERS, B.D. Wolf Creek Nuclear Operating Corp. 87/01/26. Document Control 
Branch (Document Control Desk). 2pp. 39498:305-39498:306. 

8702240160 Notification of registration as user of listed models in response to 870126 
request & 870206 telcon. 

MACDONALD.C.E. Transportation Certification Branch. 87/02/10. KOESTER.G.L. 
Kansas Gas & Electric Co. Ip. 39726:055-39726:056. 


DOCKET 71-9089 MODEL HN-100S, HITTMAN NUCLEAR & DEVELOPMENT CORP. 

8702040061 Requests registration as user of Models NUPAC 14-210, 50-1. 5L, 50- 
2.5L.50-3.0L & 50-4.OL & Hittman HN-100 Series 1, HN-100S.HN-200 & HN-500. 
WITHERS, B.D. Wolf Creek Nuclear Operating Corp. 87/01/26. Document Control 
Branch (Document Control Desk). 2pp. 39498:305-39498:306. 

8702240169 Notification of registration as user of listed models in response to 870126 
request & 870206 telcon. 

MACDONALD.C.E. Transportation Certification Branch. 87/02/10. KOESTER.G.L. 
Kansas Gas & Electric Co. Ip. 39726:055-39726:056. 


DOCKET 71-9096 MODEL CNS 21-300, CHEM-NUCLEAR SYSTEMS, INC. 

8702200404 Requests registration as user of Chem-Nuclear Sys.lnc Model CNS 21 -300. 
BURNSTEIN.S. Wisconsin Electric Power Co. 87/02/03. BURNETT, R. Transportation 
Certification Branch. 2pp. 39704:349-39704:350. 

8702240051 Notification of registration as user of Model CNS 21-300 in response to 
870203 request. 

MACDONALD.C.E. Transportation Certification Branch. 87/02/09. BURSTEIN.S. Wis- 
consin Electric Power Co. Ip. 39715:089-39715:089. 


DOCKET 71-9135 MODEL CENTURY S & SA, GAMMA INDUSTRIES, INC. 

8702240127 Advises that Certificate of Compliance 9135 for Model Century expires on 
870430.Renewal must be requested within 30 days of expiration.if renewal not 
desired, NRC should be so notified. 

MACDONALD.C.E. Transportation Certification Branch. 87/02/09. Gamma Industries, 
Inc. Ip. 39711:132-39711:132. 


DOCKET 71-9142 MODEL MRC-20WC, MONSANTO RESEARCH CORP. 

8702240058 Notification of 870430 expiration of Certificate of Compliance 9142 for 
Model MRC-20WC.Application for renewal of existing certificate should be submitted 
30 days prior to expiration date. 

MACDONALD, C.E. Transportation Certification Branch. 87/02/09. BOOTH, J.A. Mon- 
santo Research Corp. Ip. 39716:257-39716:257. 


DOCKET 71-9145 MODEL NUPAC 50-1. 5L, NUCLEAR PACKAGING, INC. 


8702040061 Requests registration as user of Models NUPAC 14-210, 50-1.5L.50- 
2.5L.50-3.0L & 50-4.OL & Hittman HN-100 Series 1, HN-10OS.HN-2OO & HN-500. 
WITHERS, 3.D. Wolf Creek Nuclear Operating Corp. 87/01/26. Document Control 
Branch (Document Control Desk). 2pp. 39498:305-39498:306. 

8702240160 Notification of registration as user of listed models in response to 870126 
request & 870206 telcon. 

MACDONALD.C.E. Transportation Certification Branch. 87/02/10. KOESTER.G.L. 
Kansas Gas & Electric Co. Ip. 39726:055-39726:056. 


DOCKET 71-9156 HODEL IR-50, INDUSTRIAL NUCLEAR CO. 


8702240215 Advises of change of address from Foster City.CA to San Leandro, CA. 
GAINS.T. Industrial Nuclear Co. 87/01/19. HOLLOWAY, CJ. License Fee Manage- 
ment Branch (Post 861123). 2pp. 39710:239-39710:240. 


DOCKET 71-9159 MODEL NUPAC 14/190L, M & H, NUCLEAR PACKAGING, INC. 


8702240314 Requests registration as user of Chem-Nuclear Sys Models CNSI 14- 
21 5H, Series A & CNSI 1 4-1 90H,Series A. 

PLIML.G.J. Commonwealth Edison Co. 87/01/26. MACDONALD.C.E. Transportation 
Certification Branch. 2pp. 39725:197-39725:198. 

8702240050 Notification of registration as user of Models NUPAC 14/190L.NUPAC 14/ 
190M, NUPAC 14/190H.NUS 14-170L.NUS 14-170M, NUS 14-170H, NUPAC 14/ 
210L, NUPAC 14/210H.CNS! 14-215H A, NUS 14-195L & NUS 14-195H,in response to 
870126 request. 

MACDONALD.C.E. Transportation Certification Branch. 87/02/11. GRAESSER.K.L, 
Commonwealth Edison Co. 2pp. 39715:090-39715:091. 


DOCKET 71-9168 MODEL CNS 8-120B, CHEM-NUCLEAR SYSTEMS, INC. 


8702240303 Requests registration as user of Chem-Nuclear Sys Model CNS8-120B. 
CONAWAY, W.T. General Public Utilities Corn. - GPU Service Corp. 87/01/23. 
MACDONALD.C.E. Transportation Certification Branch. 2pp. 39725:191-39725:192. 

8702240275 Notification of registration as user of Model CNS 8-120 B, per 870123 re- 
quest. 

MACDONALD.C.E. Transportation Certification Branch. 87/02/03. HAHN.R.E. General 
Public Utilities Corp. - GPU Service Corp. Ip. 39715:027-39715:027. 


DOCKET 71-9176 MODEL NUPAC 14/210L & 14/210H, NUCLEAR PACKAGING, 
INC. 


8702040061 Requests registration as user of Models NUPAC 14-210, 50-1 .5L, 50- 
2.5L.50-3.0L & 50-4.0L & Hittman HN-100 Series 1, HN-100S.HN-200 & HN-500. 
WITHERS, B.D. Wolf Creek Nuclear Operating Corp. 87/01/26. Document Control 
Branch (Document Control Desk). 2pp. 39498:305-39498:306. 

8702240314 Requests registration as user of Chem-Nuclear Sys Models CNSI 14- 
21 5H, Series A & CNSI 14-190H,Series A. 

PLIML.G.J. Commonwealth Edison Co. 87/01/26. MACDONALD.C.E. Transportation 
Certification Branch. 2pp. 39725:197-39725:198. 

8702240169 Notification of registration as user of listed models in response to 870126 
request & 870206 telcon. 

MACDONALD.C.E. Transportation Certification Branch. 87/02/10. KOESTER.G.L. 
Kansas Gas & Electric Co. Ip. 39726:055-39726:056. 

8702240050 Notification of registration as user of Models NUPAC 14/190L, NUPAC 14/ 
190M, NUPAC 14/190H.NUS 14-170L.NUS 14-170M, NUS 14-170H, NUPAC 14/ 
210L, NUPAC 14/21 OH, CNSI 14-21 5H A, NUS 14-195L & NUS 14-195H,in response to 
870126 request. 

MACDONALD.C.E. Transportation Certification Branch. 87/02/11. GRAESSER.K.L. 
Commonwealth Edison Co. 2pp. 39715:090-39715:091. 


DOCKET 71-9185 MODEL OP-100, INDUSTRIAL NUCLEAR CO. 


8702240215 Advises of change of address from Foster City.CA to San Leandro, CA. 
GAINS.T. Industrial Nuclear Co. 87/01/19. HOLLOWAY, C.J. License Fee Manage- 
ment Branch (Post 861123). 2pp. 39710:239-3971 0:240. 


DOCKET 71-9189 MODEL 9189, UNITED NUCLEAR CORP. 


8702100166 Application for amend to Certificate of Compliance 9189, revising Item (b) 
re type & form of matl & max quantity of mat! per package to read as stated.Fee paid. 
KIRK.W.F. United Nuclear Corp. (subs, of UNC Resources, Inc.). 87/01/19. 
MACDONALD.C.E. Transportation Certification Branch. 2pp. 39575:293-39575:294. 


DOCKET 71-9203 MODEL DHTF, BABCOC' WILCOX CO. 


8702240306 Requests registration as user of Model DHFT shipping container. 
GERRALD.LD. Advt iced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/ 
01/29. MACDONALH.C.E. Transportation Certification Branch. 2pp. 39725:193- 
39725:194. 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 
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DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 


8702100042 Forwards changes to physical security plan.correcting reporting require- 
ments found in error during NRC insp. Changes withheld (ref 10CFR73.21). 
DAMM.R.G. Genera! Electric Co. 87/01/16. KERS.D. Region 3, Office of Director. Ip. 
39566:002-39566:002. 

8702050231 Advises that 870116 changes to physical security plan consistent w/ provi- 
sions of 1 0CFR72.33(e) & acceptable. 

AXELSON.W.L. Region 3, Office of Director. 87/01/22. DAMM.R.G. General Electric 
Co. Ip. 39510:351-39510:351. 


DOCKET 72-0003 CAROLINA POWER & LIGHT CO. 


8702060098 Advises that Ref 3 re spacer disk 30-ft drop analysis package.in 861031 
application for amend to License DPR-23, appears to be mislabeled.Proper analysis 
package w/correct spacer disk & tube support dimensions requested. 

ROUSE, L.C. Advanced Fuel & Spent Fuel Licensing Branch. 87/01/29. CUTTER, A.B. 
Carolina Power & Light Co. Ip. 39528:242-39528:242. 
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10CFR COMMISSION MEETING RECORDS 

81 1021007® Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting. Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 


8702020724 Comments on reg guide, “Format & Content of Plant-Spedfic PTS Safety 
Analysis Repts for PWRs, re implementation of 10CFR50.61 .Recommendations 
listed, including requiring ref risk analysis. 

BENDER, M. Querytech Associates. BENDER, M. ACRS - Advisory Committee on Re- 
actor Safeguards. 86/11/04. IGNE.E.P. ACRS - Advisory Committee on Reactor Safe- 
guards. 2pp. 39487:224-39487:225. 


—8702240177 Staff requirements memo re Phase II of insp rept of seismic reverification 
propram.Commission agreed to take no action re eligibility of RL Cloud Assoc, Inc to 
be Independent auditor for reverification program & to release Phase II. 

CHILK.S.J. Office of the Secretary of the Commission. M820209. 82/02/17. 
DIRCKS.W.J. Office of the Executive Director for Operations. 2pp. 39781:345- 
39782:014. 


8702030208 Comments on revised SRP Section 3.6.2, “Determination of Rupture Loca- 
tions & Dynamic Effects Associated W/Postulated Rupture of Piping." Suggested 
changes mostly editorial for consistency w/1986 ASME Code Section III. 
RODABAUGH.E.C. E.C. Rodabaugh Assodates, Inc. RODABAUGH,E.C. ACRS - Advi- 
sory Committee on Reactor Safeguards. 86/11/24. IGNE,E. ACRS - Advisory Commit- 
tee on Reactor Safeguards. 2pp. 39487:226-39487:227. 


8702050256 Transcript of Commission 870128 meeting in Washington, DC re status 
briefing on facility.Pp 1-86.Supporting documentation end. 

* Commissioners. 87/01/28. 158pp. 39524:233-39525:029. 

8702060023 Transcript of 870129 periodic briefing in Washington, DC re near term 
OLs.Pp 1-22.Presentation slides end. 

* Commissioners. 87/01/29. 49pp. 39526:036-39526:083. 


8702030216 Comments on draft Rev 2 to NUREG-G313 re cracked weldment 
limit. Ability to anticipate what will happen to piping sys limited-Piping sys should be 
construded & maintained w/high quality stds,per AsME Code Section III. 
RODABAUGH.E.C. E.C. Rodabaugh Associates, Inc. RODABAUGH, E.C. ACRS - Advi- 
sory Committee on Reactor Safeguards. 86/11/25. IGNE.E. ACRS - Advisory Commit- 
tee on Reactor Safeguards. Ip. 39487:228-39487:228. 


8702060114 Transcript of 870129 affirmation/discussion & vote in Washington, DC.Pp 1 
3. 

* Commissioners. 87/01/29. 7pp. 39547:003-39547:009. 


8702060283 Transcript of 870130 Commission discussion/possible vote on full power 
OL for facility.Pp 1-72.Supporting viewgraphs end. 

* Commissioners. 87/01/30. 89pp. 39528:078-39528:166. 


8702030227 Summarizes ACRS Extreme External Phenomena Subcommittee 861120 
meeting re Diablo Canyon long-term seismic program. 

MAXWELL, J.C. Maxwell, J.C. MAXWELLJ.C. ACRS - Advisory Committee on Reactor 
Safeguards. 85/11/25. SIESS.C.P. ACRS - Advisory Committee on Reactor Safe- 
guards. 2pp. 39487:229-39487:230. 

8702030236 Summarizes 861120 meeting in Washington, DC re facility long-term seismic 


8702180333 Transcript of 870206 briefing on Chernobyl in Washington.DC. Related doc- 
umentation encl.Pp 1-68. 

* Commissioners. 87/02/06. 85pp. 39672:279-39673:003. 


program. 

PAGE.B.M. Stanford Univ., Stanford, CA. PAGE,B.M. ACRS - Advisory Committee on 
Reador Safeguards. 86/11/28. SIESS.C.P. Illinois, Univ. of, Urbana, IL SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 39487:231-39487:232. 


8702200453 Transcript of Commission 870212 briefing in Washington.DC re advanced 
reactor designs.Pp 1-65. Viewgraphs & scheduling notes end. 

* Commissioners. 87/02/12. 103pp. 39707:146-39707:231. 

8702240246 Transcript of 870212 meeting w/regional administrators in 
Washington, DC.Pp 1-/6.Scheduling notes end. 

* Commissioners. 87/02/12. 81pp. 39716:155-39716:235. 


8702030256 Summarizes ACRS Subcommittee on Extreme External Phenomena 
861120 meeting re facility long-term seismic program.Studies necessary & conducted 
in excellent manner. 

THOMPSON, G.A. Affiliation Not Assigned. THOMPSON, G.A. ACRS - Advisoiy Com- 
mittee on Reactor Safeguards. 86/11/30. ACRS - Advisory Committee on Reactor 
Safeguards. Ip. 39487:233-39487:233. 


8702240262 Transcript of 870212 affirmation/discussion & vote in Washington, DC.Pp 1- 
5.SECY-86-348 & correction notice & SECY-86-380 encl.W/o ends. 

* Commissioners. 87/02/12. 9pp. 39715:060-39715:068. 

8702240285 Transcript of util 870213 briefing in Washington.DC re status of TMI-2 
cieanup.Pp 1-75. '^Radiation & Health Effects, Rept on TMI-2 Acddent & Related 
Health Studies" & statements of util & RQ Marston end. 

* Commissioners. 87/02/13. 200pp. 39725:218-39726:054. 

8702250379 Transcript of 870217 briefing in Washington.DC re final version of draft 
NUREG-1150 (Source Term).Pp 1-73.Viewgraphs & “Reactor Risk Ref 
Document, NUREG-1 150, Executive Summary” end. 

* Commissioners. 87/02/17. 113pp. 39743:246-39743:361. 

8702270379 Staff requirements memo re Commission 870213 briefing by GPU in 
Washington.DC on status of TMI-2 cleanup efforts, projection of future activities and 
status of TMI-1. 

CHILK.S.J. Office of the Secretary of the Commission. M870213. 87/02/20. 
STELLO.V. Office of the Executive Director for Operations. Ip. 39781:053-39781:053. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 

8702020272 Transcript of ACRS Subcommittee on Structural Engineering 870122 meet- 
ing In Albuquerque, NM.Pp 203-403.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/01/22. 277pp. 39454:095- 
39455:008. 

8702020282 Transcript of ACRS Subcommittee on Structural Engineering 870121 meet- 
ing in Albuquerque, NM.Pp 1-202.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/01/21. 300pp. 39450:170- 
39451:110. 

8702020888 Forwards listed ACRS documents for placement in PDR. 

BARNARD, E. ACRS - Advisory Committee on Reactor Safeguards. 87/01/28. 
MCKNIGHT, J. Document Control Branch (Document Control Desk). 3pp. 39487:212- 
39487:217. 

-8702020694 Responds to 860829 request for comments re generic technical positions 
on solubility & sorption.Change of emphasis from prescriptions about what experi- 
ments should be done to guidance for DOE re depth of info recommended. 
KRAUSKOPF,K.B. Stanford Univ., Stanford, CA. KRAUSKOPF.K.B. ACRS - Advisory 
Committee on Reactor Safeguards. 86/09/25. MERRILL, O. ACRS - Advisory Commit- 
tee on Reactor Safeguards. 3pp. 39467:215-39487:217. 

8702020708 Summarizes 860925 scaling meeting in Bethesda.MD.Scaiing study objec- 
tives listed.including identification of transients & related phenomena. 

CATTON.I. ACRS - Advisory Committee on Reactor Safeguards. 86/10/12. 
BOEHNERT.P. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 39487:218- 
39487:219. 


8702030269 Comments on translation of H Shibata paper entitled, “Basic Study for 
Evaluation Technique of Earthquake Resistant Property of Pressurized Piping W/De- 
fects," per 861114 memo. Inconsistencies between text & figures or tables exists. 
RODABAUGH, E.C. E.C. Rodabaugh Associates, Inc. RODABAUGH.E.C. ACRS - Advi- 
sory Committee on Reactor Safeguards. 86/11/25, IGNE.E. ACRS - Advisory Commit- 
tee on Reactor Safeguards. 7pp. 39487:234-39487:240. 


8702030278 Discusses severe accident research re core melt acddent NUREG-1150 
results based on MARCH code.Bernero conclusions listed. 

CATTON.I. ACRS - Advisory Committee on Reactor Safeguards. 86/12/11. 
HOUSTON, D. NRC - No Detailed Affiliation Given. 2pp. 39487:241-39407:242. 


8702030289 Discusses 861212 visit to plant re 861209 piping failure. Addition of snub- 
ber or piping changes may be necessary.Addl info from util needed 
RODABAUGH.E.C. E.C. Rodabaugh Associates, Inc. RODABAUGH, E.C. ACRS - Advi- 
sory Committee on Reactor Safeguards. 86/12/15. SAFFELL.B. BatteSJe Memorial In- 
stitute, Columbus Laboratories. 10pp. 39487:243-39487:252. 


8702030297 Comments on adverse implications of considering internal events inde- 
pendently from external event initiator considerations, per request following ACRS 
Class 9 Accidents Subcommittee 861219 meeting. 

DAVIS, P.R. PRD Consulting. DAVIS, P.R. ACRS - Advisory Committee on Reactor 
Safeguards. 86/12/22. KERR.W. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 39487:253-39487:254. 

8702030309 Responds to W Kerr questions re Class 9 Accidents Subcommittee 861219 
meeting.Comments on IDCOR individual plant evaluation methodology. 

LEE, J.C. Michigan, Univ. of. Ann Arbor, Ml. LEE J.C. ACRS - Advisory Committee on 
Reactor Safeguards. 86/12/23. HOUSTON.D. ACRS - Advisory Committee on Reac- 
tor Safeguards. 2pp. 39487:255-39487:256. 

8702030319 Comments on use of IDCOR methodology for planned individual plant 
exams for severe accident vutnerabilities.Concems re utils willingness & ability to per- 
form exams & NRC review of exams discussed.Comments requested. 
CORRADINI.M.L. Wisconsin, Univ. of, Madison, Wl. CORRADINl.M.L ACRS - Advisory 
Committee on Reactor Safeguards. 87/01/08. KERR.W. Michigan, Univ. of, Ann 
Arbor, Ml. KERR.W. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
39487:257-39487:258. 


702030323 Summary of ACRS 313th meetings on 860508-10 in 
^ACR!?- 1 A^so^S^nntitfee^on Reactor Safeguards. 87/01/28. ACRS - Advisory 

A .Ji, n IN.I. I- OOilOT.OCQ 


8702030324 Summary of ACRS 315th meetings on 860710-1 2 in 

Washington, DC. Viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/01/28. ACRS - Advisory 
Committee on Reactor Safeguards. 400pp. 39488:133-39489:178. 


8702020711 Corrects statement from ECCS meeting re actinide contribution. Enel graph 
shows actinide relative contribution strongly time dependent 

S^OCK?v!e. California, Univ. of, Berkeley, CA. SCHROCK.V.E. ACRS - Advisory 
Committee on Reactor Safeguards. 06/10/24. BOEHNERT.P. ACRS - Advisory Com- 
mittee on Reactor Safeguards. 2pp. 39487:220-39487:221. 

8702020716 Discusses response to public comments on PTS proposed reg guide .Test 
needed to work out details of rule implementation. 

CATTON i ACRS - Advisory Committee on Reactor Safeguards. 86/11/04. IGNE.E. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 39487:222-39487:223. 


8702030332 Summary of ACRS 316th meeting on 860807-09 in 

Reactor Safeguards. 87/01/28. ACRS - Advisory 
Committee on Reactor Safeguards. 175pp. 39489:1 79-39489:302. 

8702030340 Summary of ACRS Subcommittees on Severe (Class 9) Accidents & Nucle- 
ar Rant Chemistry 860924 meeting in Washington,DCV*»ewgrapJisend. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/10/29. ACRS - Advisory 
Committee on Reactor Safeguards. 76pp. 39489:303-39490:017. 
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8702030345 Summary of ACRS Subcommittees on Occupational & Environ Protection 
Sys & Severe (Class 9) Accidents 360926 meeting in Washington, DC.Supporting doc- 
umentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/11/06. ACRS - Advisory 
Committee on Reactor Safeguards. 25pp. 39490:018-39490:041. 

8702030385 Summary of ACRS Subcommittee on Standardized Nuclear Facilities 
861008 meeting n Washincton.DS : ; c comer!?:; or :.-nd. 

* ACRS - Adv'i'cr- Commsdee r Vv: c:o" Sifcg.j-::s £.£■" '/i2. ACRS - Advisory 
Committee on r -Wcfe r Satecuims ".'o: 29'90 C~2-23-:50 059. 

87020303m St; cf ACRS Safety Philosphy, Technology & Criteria Subcommittee 
861105 -eemg m 

* ACRS ■ Azj so'*/ Co.r :ec c' Reactor Safeguards. 86/11/25. ACRS - Advisory 
Committee c r F.r.^z’.o' Ss^egi-ards. 10pp. 39490:060-39490:069. 

8702030333 S ■jrrr&y d ACRS Subcommittee on Extreme External Phenomena 
ti6"'2C ,-5e::r.” in ■*,'»£ r..rc‘.3r.0C 

’ aC.RS ■ .-cvscr- Cc-nrvf ; .::-o or Reactor Safeguards. 86/12/09. ACRS - Advisory 
Ccmm-ttco cr Rsactc’ Sa-eguarc? 16pp. 39490:070-39490:085. 

8702030400 Summary of ACRS Spent Fuel Storage Subcommittee 861121 meeting in 
'//“.rhinC'Cr.DC Supporting documentation end. 

■ i-Cr S - ■.sc'v 'CcTTiitier: on Reactor Safeguards. 86/12/12. ACRS - Advisory 
Committee on Reactor Safeguards. 24pp. 39490:086-39490:109. 

8702030402 Summary a* ACRS Regional & !£ Programs Subcommittee 861202 meeting 
in o,'u". E '.-n Sjcpc.tmc documentatior. enci. 

1 -iCP.S ‘A-vion- Co~:n::oc on Reactor Safeguards. 86/12/10. ACRS - Advisory 
Committee on Reactor Safeguards. 22pp. 39490:110-39490:131. 

8702100437 Transcript of ACRS Subcommittee on Advanced Reactor Designs 870204 
morning session in Washington. DC. Sunoofn c documentation end. 

* ACRS - Advisory Committee- c*’ -.o actor Sarscva'Cs. 87/02/04. 230pp. 39572:146- 
39573:056. 

8702110134 Transcnpt of ACRS 322nd genera! meeting on 870206 in 

Washington, DC.Pp l-'S^.Supoor: r-c. dDcumentatscn one;. 

* ACRS - Advisory Comm-itce t:n Reactor S<-.-£Cjards. 37/02/06. 167pp. 39587:185- 
39587:357. 

8702110138 Transcript of ACRS 322nd general meeting on 870205 in 

Washington, DC.Pp 1-173.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/02/05. 258pp. 39586:280- 
39587:184. 

8702120324 Corrected transcript of ACRS Subcommittee on Advanced Reactor Designs 
870204 meeting in Washington.DC.Pp 1-120. Supporting documentation end. 
w ACRS - Advisory Committee on Reactor Safeguards. 87/02/04. 343pp. 39592:001- 
39592:343. 

8702240056 Forwards proposed revised FR notice of ACRS Subcommittee on Waste 
Mgt 870219 & 20 meetings in Washington.DC.Requests that notice be published by 
870206. 

MERRILL, O. ACRS - Advisory Committee on Reactor Safeguards. 87/01/30. 
MCKINLEY.J.C. NRG - No Detailed Affiliation Given. Ip. 39715:086-39715:08 8. 

-8702240067 FR notice of ACRS Subcommittee on Waste Mgt 870219 & 20 meetings 
in Washington, DC. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 87/01/30. 2pp. 
39715:087-39715:088. 

8702260295 Transcript of ACRS Subcommittee on Human Factors 870218 meeting in 
Washington.DC.Pp 1-295.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/02/18. 400pp. 39732:307- 
39734:063. 

8702260312 Transcript of ACRS Subcommittee on Waste Mgt 870220 meeting in 
Washington.DC.Pp 21 8-450. Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/02/20. 350pp. 39731:273- 
39732:306. 

8702260324 Transcript of ACRS Subcommittee on Waste Mgt 870219 meeting in 
Washington.DC.Pp 1-21 /.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/02/19. 250pp. 39734:064- 
39734:351. 


ADVCM NRC ADVISORY COMMITTEE 


8702170055 Transcript of 870121 meeting in Lancaster.PA re decontamination of 
facility.Pp 1-1 21 .Supporting documentation & distribution list end. 

* Advisory Council for Decontamination of TM1 Unit 2. 87/01/21. 156pp. 39658:281- 
39659:075. 


COMMISSION NRC COMMISSIONERS 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting. Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 

-8702240065 Discusses Gilinsky 811109 memo suggesting meeting to discuss 
reverification.Due consideration should be given to points raised by Governor Brown & 
others.Sugaests meeting on Monday afternoon. 

PALLADINO.NJ. Commissioners. 81/11/10. GILINSKY, BRADFORD, AHEARNE 
Commissioners. Ip. 39781:169-39781:176. 

8702030458 Weekly info rapt for wk ending 870123. 

REHM.T.A. Office of the Executive Director for Operations. 87/01/30. 14pp. 
39486:001-39486:014. 

8702040441 Further response to FOIA request for 18 categories of documents re U Mill 
Tailings Radiation Control Act of 1978. Forwards App B documents. App C documents 
withheld (ref FOIA Exemptions 4 & 5).App D documents available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 87/01/30. BREMBERG.B.P. Affili- 
ation Not Assigned. 6pp. 39577:093-39577:098. 


—8702050208 Correspondence Response Sheet Cr-86-40 approving proposed Itr to 
State of NM Governor T Anaya responding to request for NRC to reassert regulatory 
authority over U milling activities. 

CHILK.S.J. Office of the Secretary of the Commission. CR-86-40. 86/04/08. ROB- 
ERTS, ASSELSTINE, BERNTHAL Commissioners. Ip. 39577:107-39577:107. 

-8702050247 Notation vote approving reassertion of NRC licensing & regulatory author- 
ity over U & thorium mill activities in State of NM on basis of 860318 request from 
Governor Anaya. 

ASSELSTINE Commissioners. 86/05/12. CHILK.S.J. Office of the Secretary of the 
Commission. Ip. 39577:108-39577:108. 

8702060275 Weekly info rept for wk ending 870130. 

REHM.T.A. Office of the Executive Director for Operations. 87/02/04. 30pp. 
39546:108-39546:137. 

8702090033 Responds to 8701 1 3 concerns re offsite emergency planning litigation con- 
ducted before ASLB.Improper to comment on Judge Hoyt interpretation of prima facie 
showing at present time as matter subj to litigation.Served on 870123. 

ZECH.L.W. Commissioners. #187 2430. OL. 87/01/23. MARKEY.E. House of Rep., 
Energy & Commerce. 2pp. 39549:294-39549:318. 

-8702090043 Requests response to listed questions re Commission 870109 decision 
that no low power license for plant be issued until evacuation plans 
submitted.Clarification of 10CFR50 statements of consideration requested. Served on 
870205. 

RUDMAN.W.B. Senate. OL. 87/01/14. ZECH.L. Commissioners. Ip. 39549:301- 
39549:301. 

-8702090052 Discusses lack of notice of scheduled meetings w/NRC & util re licensing 
proceeding. Listed arrangements for providing adequate notice for future meetings 
requested.Related documentation encl.Served on 870205. 

MARKEY.E J. House of Rep., Energy & Commerce. OL. 87/01/14. ZECH.L.W. Com- 
missioners. 6pp. 39549:302-39549:312. 

-8702090065 Forwards Commonwealth of MA request for independent investigation of 
plant design & const. Request founded upon allegations of faulty design & 
const.Served on 870205. 

MAVROULES.N. House of Rep. OL. 86/12/17. ZECH.L.W. Commissioners. 6pp. 
39549:313-39549:318. 

8702100368 Responds to 870114 Itr re notification to parties when meetings conducted 
by NRC as part of review of license application.Commission policy statement on notifi- 
cation encl.Served on 870206. 

ZECH.L.W. Office of Nuclear Reactor Regulation, Director (post 851125). #187 2452. 
OL. 87/02/05. MARKEY.E.J. House of Rep., Energy & Commerce. 2pp. 39571:037- 
39571:040. 

8702170141 Responds to 861219 Itr opposing reduction of EPZJssue part of current 
adjudicatory proceeding.No specific response can be provided at present. 

ZECH.L.W. Commissioners. 87/02/04. MAVROULES.N. House of Rep. 5pp. 
39671:168-39671:174. 

-8702170160 Opposes reduction of EPZ from 10 to 2 miles.Action serves as cavalier 
dismissal of legitimate health & safety concerns of public. 

MAVROULES.N. House of Rep. 86/12/19. ZECH.L. W. Commissioners. 2pp. 
39671:173-39671:174. 

8702180220 Weekly info rept for wk ending 870206. 

REHM.T.A. Office of the Executive Director for Operations. 87/02/11. 32pp. 
39675:166-39675:197. 

8702250042 Responds to 870108 Itr expressing constituent concerns re safety of facility 
& licensing process. Extent of NRC evaluation of util application for OL & presence of 
NRC resident inspectors onsite discussed. 

ZECH.L. W. Commissioners. 87/02/12. VALENTINE.T. House of Rep. 3pp. 39727:262- 
39727:266. 

-8702250049 Reiterates belief that public safety should be top priority in NRC evalua- 
tion of nuclear power facilities & granting OLs.Second District citizens expressed con- 
cerns re plant safety & licensing process. 

VALENTINE.T. House of Rep. §7/01/08. ZECH.L.W. Commissioners. 2pp. 39727:265- 
39727:266. 

8702250055 Responds to 870109 Itr expressing constituent concerns re issuance of full 
power OL to utii.NRC actions leading to issuance of OL & presence of NRC resident 
inspectors onsite discussed. 

ZECH.L.W. Commissioners. 87/02/13. PRICE.D.E. House of Rep, 5pp. 39727:268- 
39727:273. 

-8702250061 Urges careful scrutiny of all aspects of full power testing if license 
issued. Constituents have expressed concerns re safety of facility. 

PRICE.D.E. House of Rep. 87/01/09. ZECH.L. W. Commissioners. Ip. 39727:273- 
39727:273. 

8702250083 Weekly info rept for wk ending 870213. 

REHM.T.A. Office of the Executive Director for Operations. 87/02/18. 30pp. 
39743:070-39743:099. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


@612150315 Notification of contract execution: “Support for Negotiated Rulemaking," 
awarded to CEQ. 

FLYNN, M.J. Contract Negotiation Branch 1 (Post 860421). NRC-02-87-003. 86/11/24. 
EVANS, J.D. Office of Nuclear Material Safety & Safeguards, Director. KALMAN, K. NRC 
- No Detailed Affiliation Given. 14pp. 39016:288-39016:301. 

87O203OO6O Notification of contract execution, Mod 6, to “Radiation Monitoring Program 
Requirements.” Contractor:State of CA. 

DORSEY, M. Small Purchases & Regional Operations Branch (Post 860421). FIN B- 
8553. NRC-32-83-684. 87/01/27. HAMMILL.K., HAMADA.G. NRC - No Detailed Affili- 
ation Given. Ip. 39485:155-39485:156. 
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-©702030088 Mod 6, correcting funds obligated for CY87,to “Radiation Monitoring Pro- 
gram Requirements." 

9 California, State of. HAGEY.H, Division of Contracts. FIN B-8553. NRC-32-83-684. 
87/01/27. Ip. 39485:156-39485:156. 

8702030092 Notification of contract execution, Mod 2, to “Local Telephone Svc for 
Region I Headquarters.” ContractonBell Telephone of Pennsylvania. 

DORSEY.M. Small Purchases & Regional Operations Branch (Post 860421). FIN C- 
1009. NRC-28-86-355. 87/01/27. GODY.A.T. Region 1, Office of Director. GIANIOS.C. 
NRC - No Detailed Affiliation Given. Ip. 39485:152-39485:154. 

-8702030094 Mod 2, deleting Section G.6 re consideration, to “Local Telephone Svc for 
Region I Headquarters.” 

* Bell of Pennsylvania. HAGEY.H. Division of Contracts. FIN C-1009. NRC-28-86-355. 
87/01/27. 2pp. 39485:153-39485:154. 

8702030139 Notification of contract execution, Mod 2, to “Continuity of Govt Programs.” 
ContractorSys Research & Applications Corp. 

COLEMAN.R. Contract Administration Branch (Post 860421). F(N B-8761. NRC-05-86- 
154. 87/01/27. BOYD.S.M. Office of Inspection & Enforcement, Director (Post 
820201). WEISS.B. NRC - No Detailed Affiliation Given. Ip. 39485:140-39485:142. 

-8702030149 Mod 2, revising delivery schedule for submittal of initial & second draft 
repts & initial & second draft headquarters & regional guidance repts.to “Continuity of 
Govt Programs.” 

MCGUSHIN.E.F. Systems Research & Applications Group. WIGGINS.E. Division of 
Contracts. FIN B-8761. NRC-05-86-154. 87/01/27. 2pp. 39485:141-39485:142. 

8702030143 Notification of contract execution, Mod 3, to “Ofc Moving." 

Contractor:SBA.Subcontractor:Alliance Moving & Storage, Inc. 

LANE.V. Contract Administration Branch (Post 860421). NRC-1 0-86-255. 87/01/08. 
FETROW.G.M. Office of Administration. ESTEP, G. NRC - No Detailed Affiliation 
Given. Ip. 39485:136-39485:139. 

-8702030150 Mod 3,extending period of performance to 870430, to “Ofc Moving.” 
THOMAS, M.E. Small Business Administration. RILEY, J.A. Alliance Moving & Storage, 
Inc. WIGGINS, E.J. Division of Contracts. NRC-1 0-86-255. 87/01/08. 3pp. 39485:137- 
39485:139. 

8702030159 Notification of contract execution, Mod 3, to “ADP Info Technology Support 
Ctr." Contrator: Network Solutions, Inc. 

PAGE.M. Contract Administration Branch (Post 860421). FIN D-1399. NRC-33-86-289. 
87/01/20. HILLER, L. Office of Resource Management, Director. VAN DUSER.K. NRC 
- No Detailed Affiliation Given. Ip. 39485:125-39485:135. 

-870203016® Mod 3, revising statement of work, adding provisional overhead rate & au- 
thorizing provision of govt-furnished property for performance of tasks under 
contract, to “ADP Info Technology Support Ctr.” 

MCHENRY, E.J. Network Solutions, Inc. WIGGINS.E.J. Division of Contracts. FIN D- 
1399. NRC-33-86-289. 87/01/20. 10pp. 39485:126-39485:135. 

8702030164 Notification of contract execution, Mod 3, to “On-Call Maint of IBM Sys Six & 
Displaywriter Sys." Contractors echnical Specialties, Inc. 

LITTLE.M. Contract Administration Branch (Post 860421). FIN D-1384. NRC-33-85- 
326. 87/01 /27. EYSYMONTT.G.P. Division of Computer & Telecommunications Serv- 
ices. JOHNSON, C. NRC - No Detailed Affiliation Given. Ip. 39485:123-39485:124. 

-8702030170 Mod 3, increasing ceiling amount & providing addl funding.to "On-Call 
Maint of IBM Sys Six & Displaywriter Sys." 

* Technical Specialties, Inc. WIGGINS.E.J. Division of Contracts. FIN D-1384. NRC- 
33-85-326. 87/01/27. Ip. 39485:124-39485:124. 

8702030179 Notification of contract execution, Mod 1 ,to “Paleoliquefaction Features on 
Atlantic Seaboard.” Contractor:Ebasco Svcs.lnc. 

COLEMAN.R. Contract Administration Branch (Post 860421). FIN D-1682. NRC-04-86- 
117. 87/01/28. GUSTAVE.R. Research Planning & Policy Branch. MCMULLEN, R. 
NRC - No Detailed Affiliation Given. Ip. 39485:108-39485:111. 


8702060274 Notification of contract execution.Mod 3, to “Field Observations of North- 
east Neotectonics.” ContractonColumbia Univ. 

COLEMAN.R. Contract Administration Branch (Post 860421). FIN D-1581. NRC-04-85- 
111. 87/02/02. AR LOTTO, G. Office of Nuclear Regulatory Research, Director (Post 
860720). SCHMITT.T. NRC - No Detailed Affiliation Given. Ip. 39548:157-39548:159. 

-8702060285 Mod 3, providing no-cost extension & changing project officer.to "Field 
Observations of Northeast Neotectonics." 

LEWIS, J.P. Columbia Univ., New York, NY. WIGGINS.E.J. Division of Contracts. FIN 
D-1581. NRC-04-85-1 1 1 . 87/02/02. 2pp. 39548:158-39548:159. 

8702060295 Notice of contract execution.Mod 1,to “Reversibility of Nephrotoxic Effects 
of Uranyl U at 5-15 up g-1 Renal Levels.” Contractor:Univ of Rochester Medical Ctr. 
FIELDS, J.A. Division of Contracts. NRC-04-86-110. 87/01/07. GOLLER.K.R. Office of 
Nuclear Regulatory Research, Director (Post 860720). FOULKE.J. NRC - No Detailed 
Affiliation Given. Ip. 39548:054-39548:055. 

-8702060303 Mod 1 .incorporating appropriate govt property clause, to “Reversibility of 
Nephrotoxic Effects of Uranyl U at 5-1 5 up g-1 Renal Levels.” 

SANDERS, G.R. Rochester, Univ. of. Medical Center, Rochester, NY. WIGGINS.E.J. 
Division of Contracts. NRC-04-86-110. 87/01/07. Ip. 39548:055-39548:055. 

870206031 1 Notification of contract execution.Mod 3, to “Development of NRC Reactor 
Operator Licensing Exam Specs.” Contractor:Prof Exam Svc. 

BELL,$, Contract Administration Branch (Post 860421). FIN D-1315. NRC-03-85-052. 
87/01/20. THOMPSON, H.L. Office of Nuclear Reactor Regulation, Director (post 
851125). SHANKMAN.S. NRC - No Detailed Affiliation Given. Ip. 39538:190- 
39538:193. 

-8702060349 Mod 3, adding Task 7, “Passing Points," w/funds & extending period of 
performance through 870930, to “Development of NRC Reactor Operator Licensing 
Exam Spocs ** 

GREENBERG, S. Professional Examining Service. WIGGINS, E.J. Division of Contracts. 
FIN D-1315. NRC-03-85-052. 87/01/20. 3pp. 39538:191-39538:193. 

8702060359 Notification of contract execution.Mod 1,to “Independent Assessment & 
Analysis." ContractonFranklin Research Ctr.Div of Calspan Corp. 

BELL.S. Contract Administration Branch (Post 860421). FIN B-8776. NRC-05-86-168. 
87/01/29. TAYLOR, J. Office of Inspection & Enforcement, Director (Post 820201). 
CORTLAND, P. NRC - No Detailed Affiliation Given. Ip. 39547:161-39547:162. 

-8702060393 Mod 1 .providing incremental funding.to “Independent Assessment & Artal- 

* Calspan Corp. (subs. Arvin Industries/Franklin Research Center). WIGGINS, EJ. Di- 
vision of Contracts. FIN B-8776. NRC-05-86-168. 87/01/29. Ip. 39547:162- 
39547:162. 

8702060404 Notice of contract execution.Mod 1 ,to “Installation, Removal & Maint Sup- 
port for Telecommunications Equipment & Svcs.” 

Contractor:SBA.$ubcontractor:Pailen-Johnson Assoc, Inc, 

LITTLE.M. Contract Administration Branch (Post 860421). FIN D-1869. NRC-1 0-86- 
382. 87/02/02. EYSYMONTT.G.P. Division of Computer & Telecommunications Serv- 
ices. COX.F. NRC - No Detailed Affiliation Given. Ip. 39547:001-39547:002. 

-8702060412 Mod 1 .increasing funds & changing project officer.to 
“Installation, Removal & Maint Support for Telecommunications Equipment & Svcs.” 

* Small Business Administration. * Pailen-Johnson Associates, Inc. WIGGINS.E.J. Di- 
vision of Contracts. FIN D-1869. NRC-1 0-86-382. 87/02/02. Ip. 39547:002- 
39547:002. 

8702060425 Notice of contract execution.Mod 1,to "Technical Support Svcs for Data 
Telecommunication Equipment." Contractor:SBA. SubcontractorPailen-Johnson 
Assoc Inc. 

LITTLE.M. Contract Administration Branch (Post 860421). FIN D-1869. NRC-1 0-85- 
263. 87/02/0 2. EYSYMONTT.G.P. Division of Computer & Telecommunications Serv- 
ices. BROWNELL, B. NRC - No Detailed Affiliation Given. Ip. 39547:244-39547:245. 


-8702030185 Mod 1 .revising project & quarterly rept schedules w/o increase in con- 
tract ceiling, to “Paleoliquefaction Features on Atlantic Seaboard." 

* Ebasco Services, Inc. (subs, of Enserch Corp.). WIGGINS.E.J. Division of Contracts. 
FIN D-1682. NRC-04-86-1 1 7. 87/01/28. 3pp. 39485:109-39485:111. 

8702030192 Notification of contract execution.Mod 3, to “Continuity of Govt Programs.” 
ContractonSys Research & Applications Corp. 

COLEMAN.R. Contract Administration Branch (Post 860421). FIN B-8761. NRC-05-86- 
154. 87/01/27. BOYD.S. Office of Inspection & Enforcement, Director (Post 820201). 
WEISS, B. NRC - No Detailed Affiliation Given. Ip. 39484:224-39484:226. 

-8702030210 Mod 3,providing incremental funds, to "Continuity of Govt Programs.” 

* Systems Research & Applications Group. WIGGINS.E.J. Division of Contracts. FIN 
B-8761. NRC-05-86-154. 87/01/27. 2pp. 39484:225-39484:226. 

8702030228 Notification of contract execution: “Mandatory Supervisory Development 
Program Training,” awarded to Graduate School, USDA. 

MCLEAREN.T. Contract Negotiation Branch 1 (Post 860421). NRC-1 0-87-207. 87/01/ 
22. GOLDMAN, P.J. Training & Development Branch. SPECTOR.A. NRC - No Detailed 
Affiliation Given. Ip. 39484:166-39484:223. 

-8702030249 Contract: “Mandatory Supervisory Development Program Training,” 
awarded to Graduate School.USDA. 

* Agriculture, Dept, of. Graduate School, Washington, DC. HAGAN, T.F. Division of 
Contracts. NRC-1 0-87-207. 87/01/22. 57pp. 39484:167-39484:223. 

8702060011 Notification of contract execution.Mod 2, to “Data Entry & Related Support 
Svcs for Region II.” Contractor.MTSS.Inc. 

DORSEY.M. Small Purchases & Regional Operations Branch (Post 860421). 
LANKFORD, J. NRC - No Detailed Affiliation Given. FIN B-8410. NRC-29-86-358. 87/ 
02/03. MALEY.R.J. Region 2, Office of Director. Ip. 39524:173-39524:175. 

-8702060211 Mod 2,correcting RFPA & contract number, to “Data Entry & Related Sup- 
port Svcs for Region II.” 

* MTSS, Inc. HAGEY.H. Division of Contracts. FIN B-8410. NRC-29-86-358. 87/02/ 
03. 2pp. 39524:1 74-39524:1 75. 


-8702060433 Mod 1, increasing funds, to “Technical Support Svcs for Data Telecom- 
munication Equipment.” 

* Small Business Administration. * Pailen-Johnson Associates, Inc. WIGGINS, E.J. Di- 
vision of Contracts. FIN D-1869. NRC-1 0-85-263. 87/02/02. Ip. 39547:245- 
39547:245. 


8702060457 Notification of contract execution.Mod 6, to “Automated Data Processing 
Sys Maint." Contractor:SBA.Subcontractor: Technassociates.lnc. 

LITTLE, M. Contract Administration Branch (Post 860421). FIN D-1391. NRC-33-86- 
266. 87/02/03. MCDONALD, W.G. Office of Information Resources Management, Di- 
rector. BURTON, J. NRC - No Detailed Affiliation Given. Ip, 39548:048-39548:049. 


—8702080468 Mod 6, providing incremental funding.to “Automated Data Processing Sys 


* Small Business Administration. * Technassociates, Inc. WIGGINS, EJ. Division of 
Contracts. FIN D-1391. NRC-33-86-266. 87/02/03. Ip. 39548:049-39548:049. 


8702060476 Notification of contract execution.Mod 7, to “EIS on Sheffield Low Level 
Waste Disposal Site.” Contractor: N US Corp. 

COLEMAN.R. Contract Administration Branch (Post 860421). FIN B-6382-9. NRC-02- 
78-035. 87/01/13. DAVIS, J. Office of Nuclear Material Safety & Safeguards, Director. 
SHAFFNER.J. NRC - No Detailed Affiliation Given. Ip. 39548:050-39548:051. 


-8702060502 Mod 7,deobligating funds, to “EIS on Sheffield Low Level Waste Disposal 
Site.” 

EDMONSON, L.R. LN Technologies Corp. (formerly NUS Corp.). WIGGINS, EJ. Divi- 
sion of Contracts. FIN B-6382-9. NRC-02-78-035. 87/01/13. Ip. 39548:051- 
39548:051. 


8702090233 Notification of contract execution,Mod 14, to “Integral Sys Test Program - 
Once-Through Integral Sys & Multiloop Integral Sys Test Components.” 
Contractor:B&W. 

BELL.S. Contract Administration Branch (Post 860421). FIN B-8909. NRC-04-83-168. 
87/01/28. FOREHAND, W. Office of Nuclear Regulatory Research, Director (Post 
860720). BECKNER.B. NRC - No Detailed Affiliation Given. Ip. 39565:050-39565:050. 



8702100012 Notification of contract execution: “License Fee Mgt Study," awarded to 
SBA.$ubccntractor:lrvlng Burton Assoc, Inc. 

SMITH, P.A. Contract Negotiation Branch 2 (Post 860421). FIN D-1435. NRC-33-87- 
226. 87/01/30. SCROGGINS, R., 8 LACK, E. Office of Resource Management, Director. 
Ip. 39565:102-39565:211. 

-8702100025 Contract: “License Fee Mgt Study," awarded to SBA. Subcontractontrving 
Burton Assoc, Inc. 

* Small Business Administration. BURTON.I. Irving Burton Associates, Inc. 
HOLLOWAY, R. Division of Contracts. FIN D-1435. NRC-33-87-226. 87/01/30. 112pp. 
39565:103-39565:211. 

8702130213 Notification of contract execution, Mod 6, to “Technical Assistance for Facili- 
ties Requiring Special Assistance." Contractor:Parameter,lnc. 

F1ELDS.J. Contract Administration Branch (Post 860421). FIN B-8744. NRC-05-86- 
156. 87/01/29. BOYD.S.M. Office of Resource Management, Director. PHILLIPS.H. 
NRC - No Detailed Affiliation Given. Ip. 39643:159-39643:160. 

-8702130384 Mod 6,correcting typo in Mod 5, to “Technical Assistance for Facilities Re- 
quiring Technical Assistance." 

* Parameter, Inc. WIGGINS, EJ. Division of Contracts. FIN B-8744. NRC-05-86-156. 
87/01/29. Ip. 39643:160-39643:160. 


8702180879 Notification of contract execution, Mod 3, to “ELKON/TRAC." 

Contractor Energy, I nc. 

EDGEWORTH, P. Contract Administration Branch (Post 860421). FIN D-1661. NRC-04- 
86-112. 87/02/1 2. FOREHAND, W.E. Office of Nuclear Regulatory Research, Director 
(Post 860720). AUDETTE.R. NRC - No Detailed Affiliation Given. Ip. 39675:297- 
39675:298. 

-8702180705 Mod 3, providing 1987 incremental funding, to “ELKON/TRAC." 

* Energy, Snc. WIGGINS, E.J. Division of Contracts. FIN D-1661. NRC-04-86-112. 87/ 
02/12. Ip. 39675:298-39675:298. 

8702190317 Corrected notification of contract execution.Mod 3, to “ADP Info Technolo- 
gy Support Ctr." Contractor: Network Solutions, Inc. 

PAGE.M. Contract Administration Branch (Post 860421). FIN D-1399. NRC-33-86-289. 
87/01/20. EYSYMONTT.G. Office of Information Resources Management, Director. 
VAN DUSER.K. NRC - No Detailed Affiliation Given. Ip. 39687:285-39687:285. 

8702190343 Notification of contract execution.Mod 5, to “Flow of Groundwater & Trans- 
port of Contaminants." Contractor: ln-Situ,lnc. 

COLEMAN, R. Division of Contracts. NRC-04-85-114. 87/02/11. GUSTAVE, R. Office 
of Nuclear Regulatory Research, Director (Post 860720). CHERY.D. NRC - No De- 
tailed Affiliation Given. Ip. 39688:086-39688:088. 


8702130426 Notification of contract execution.Mod 3, to "Mgt Skills for Clerical & Secre- 
tarial Staff." ContractorrSBA.Subcontractor: Computer Resource Mgt, Inc. 

LITTLE, M. Contract Administration Branch (Post 860421). NRC-1 0-86-21 4. 87/02/05. 
GOLDMAN.P.J. Management Development & Training Staff. VAN SANTEN.L. NRC - 
No Detailed Affiliation Given. Ip. 39640:094-39640:096. 

-8702130430 Mod 3, providing incremental funding, to "Mgt Skills for Clerical & Secretar- 
ial Staff." 

* Small Business Administration. * Computer Resource Management, Inc. 
WIGGINS.E. Division of Contracts. NRC-1 0-86-21 4. 87/02/05. 2pp. 39640:095- 
39640:096. 


—8702190358 Mod 5,providing for govt furnished property, to “Flow of Groundwater & 
Transport of Contaminants." 

STEELE, T.D. In-Situ, Inc. WIGGINS, E.J. Division of Contracts. NRC-04-85-114. 87/02/ 
11. 2pp. 39688:087-39688:088. 

8702190349 Notification of contract execution.Mod 3, to "Technical Assistance in Natu- 
ral Resource Assessment." Contractor:US Bureau of Mines. 

LITTLE, M. Contract Administration Branch (Post 860421). NRC-02-85-004. 87/02/10. 
BROWN, R.S. Office of Nuclear Material Safety & Safeguards, Director. ABRAMS, C. 
NRC - No Detailed Affiliation Given. Ip. 39688:089-39688:090. 


8702130434 Notification of contract execution.Mod 7, to “Nemaha Ridge Seismic Pro- 
gram." ContractorrUniv of Oklahoma. 

MEARSE.S.D. Contract Administration Branch (Post 860421). FIN B-8136. NRC-04- 
82-006. 87/01/02. FOREHAND, W. Office of Nuclear Regulatory Research, Director 
(Post 860720). ALTERMAN.I. NRC - No Detailed Affiliation Given. Ip. 39641:086- 
39641:087. 


-8702130438 Ltr Contract NRC-04-82-006-01 .Mod 7, increasing funds, to "Nemaha 
Ridge Seismic Program." 

WIGGINS, E.J. Contract Administration Branch (Post 860421). FIN B-8136. NRC-04- 
82-006. 87/01/02. Oklahoma, Univ. of, Norman, OK/Oklahoma Teaching Hosps., 
Oklahoma City, OK. Ip. 39641:087-39641:087. 


8702130439 Notification of contract execution.Mod 9, to “Nemaha Ridge Seismograph 
Network." Contractor:Univ of Kansas. 

MEARSE.S. Contract Administration Branch (Post 860421). FIN B-8272. NRC-04-82- 
006. 87/01/02. FOREHAND, B. Office of Nuclear Regulatory Research, Director (Post 
860720). ZURFLUEH.E, NRC - No Detailed Affiliation Given. Ip. 39641:091- 
39641:092. 


-8702130440 Ltr Contract NRC-04-82-006-02,Mod 9, increasing obligated incremental 
fundinq.to “Nemaha Ridge Seismographic Network." 

WIGGINS, E.J. Contract Administration Branch (Post 860421). FIN B-8272. NRC-04- 
82-006. 87/01/02. HALLENBECK,C. Kansas, Univ. of, Lawrence, KS. Ip. 39641:092- 
39641:092. 


8702180159 Notification of contract execution: "Local Telephone Svc for Region I," 
awarded to Bell Telephone of Pennsylvania. 

DORSET, M. Small Purchases & Regional Operations Branch (Post 860421). FIN C- 
1009. NRC-28-87-266. 87/02/11. GQDY.A.T. Region 1, Office of Director. GIANIOS.C. 
NRC - No Detailed Affiliation Given. Ip. 39673:266-39673:281. 

-8702180172 Contract “Local Telephone Svc for Region I,” awarded to Bel! Telephone 
of Pennsylvania. 

WALDEYER.J.T. Bell of Pennsylvania. HAGEY.H. Division of Contracts. FIN C-1009. 
NRC-28-87-266. 87/02/11. 15pp. 39673:267-39673:281. 

8702180235 Notification of contract execution.Mod 25, to “Support Svcs for Research & 
Evaluation of Severe Accident Phenomenon & Mitigation.” ContractonBMI. 

FIELDS, J. Contract Administration Branch (Post 860421). FIN B-7499. NRC-04-84- 
OW* 06 of Nuclear Regulatory Research, Director (Post 
860720). SCOTT, H. NRC - No Detailed Affiliation Given. Ip. 39675:201-39675:205. 

—8702180258 Mod 25, Task Orders 1,8,14 & 17-22,adding incremental funding.to "Sup- 
port Sy? 3 , for Research & Evaluation of Severe Accident Phenomenon & Mitigation.” 
SEWELL, H.M. Battelle Memorial Institute, Columbus Laboratories. WIGGINS, E.J. Divi- 
sion Of Contracts. FIN B-7499. NRC-04-87-127. 87/01/27. 4pp. 39675:202-39675:205. 

8702180592 Notification of contract execution.Mod 2, to "Presentation of 2-Day Course 
Entitled, Regulatory Process."' Contractor Regulatory Group. 

MEARSE.S.D. Contract Administration Branch (Post 860421). NRC-1 0-86-21 6. 87/01/ 
31. GOLDMAN, P. Office of Administration. BASSIN.C. NRC - No Detailed Affiliation 
Given. Ip. 39675:293-39675:296. 


-8702180608 Mod 2, revising statement of work & increasing obligated amount, to "Pres- 
entation of 2-Day Course Entitled, ‘Regulatory Process.'" 

Re 9 u,at0l Y Grou P> Inc. WIGGINS, E.J. Division of Contracts. NRC-1 0-88- 
216. 87/01/31. 3pp. 39675:204-39675:296. 

8702180650 Notification of contract execution.Mod 4, to "Review of RETRAN Computer 
Code & Confirmatory Licensing Calculations." Contractor:SBA.Subcontractor:lntl Tech- 
nical Svcs.lnc. 

SS5S? 1 Sj nt H2iiflj?i , W ra S )n Branch (Post 860421 )• D-1350. NRC-03- 

/08 - INCHES, J.L. Planning 8 Program Analysis Staff (post 851125). 
POSLUSNY.C. NRC - No Detailed Affiliation Given. Ip. 39674:357-39674-360. 

-8702 180893 Mod 4, providing incremental funding.to "Review of RETRAN Computer 
Code & Confirmatory Licensing Calculations.” 

5E±2?*fc£ KOMORIYA.H. International Technical 

of Con,,iC,s ' F,N D - 1360 ' NRC -o 3 - 8S -° 53 ' 87/ 


-8702190360 Ltr Contract NRC-02-85-004, Mod 3, extending period of performance at no 
add! cost, to "Technicr I Assistance in Natural Resource Assessment.” 

WIGGINS, E.J. Contract Administration Branch (Post 860421). NRC-02-85-004. 87/02/ 
02. DOZOIS.C.L. Interior, Dept, of, Bureau of Mines. Ip. 39688:090-39688:090. 

8702190368 Notification of contract execution.Mod 6, to “Operation & Maint of NRC 
Document Control Sys.” Contractor:SBA. Subcontractor:Technassociates,lnc. 

PAGE.M. Contract Administration Branch (Post 860421). FIN D-1874. NRC-1 0-86-251. 
87/02/12. MAGEE, W.A. Division of Information Support Services. SKOCZLAS.J. NRC 
- No Detailed Affiliation Given. Ip. 39688:132-39688:133. 

—8702190379 Mod 6, adding incremental funding.to “Operation & Maint of NRC Docu- 
ment Control Sys.” 

* Small Business Administration. * Technassociates, Inc. WIGGINS, E.J. Division of 
Contracts. FIN D-1874. NRC-1 0-86-251. 87/02/12. Ip. 39688:133-39688:133. 

8702190388 Notification of contract execution.Mod 6, to “Row of Groundwater 8 Trans- 
port of Contaminants." Contractor: In-Situ, Inc. 

COLEMAN, R. Contract Administration Branch (Post 860421). NRC-04-85-114. 87/02/ 
11. GUSTAVE.R. Office of Nuclear Regulatory Research, Director (Post 860720). 
CHERY.D NRC - No Detailed Affiliation Given, Ip. 39688:354-39688:356. 

—8702190395 Mod 6, providing incremental funds & establishing change order, to “Flow 
of Groundwater & Transport of Contaminants." 

* In-Situ, Inc. WIGGINS, E.J. Division of Contracts. NRC-04-85-114. 87/02/11. 2pp. 
39688:355-39688:356. 

8702190572 Notification of contract execution.Mod 8, to “Technical Assistance in NRC 
Insp & Enforcement Operations." ContractorrParameter.Inc. 

MEARSE.S.D. Contract Administration Branch (Post 860421). FIN B-8729. NRC-05- 
85-157. 87/02/10. CORLEY.D. Office of Inspection & Enforcement, Director (Post 
820201). BARNOLD.A. NRC - No Detailed Affiliation Given. Ip. 39689:258-39689:259. 

— 8702190583 Mod 8,increasing funds, to “Technical Assistance in NRC Insp & Enforce- 
ment Operations.” 

* Parameter, Inc. WIGGINS, E.J. Division of Contracts. FIN B-8729. NRC-05-85-157. 
87/02/10. Ip. 39689:259-39689:259. 

8702240276 Notification of contract execution.Mod 10, to “Use of TVA Reactor Simula- 
tor Facilities at Chattanooga, TN for Training on Browns Ferry, Sequoyah & Bellefonte 
Simulators." Contractor:TVA. 

COLEMAN, R. Contract Administration Branch (Post 860421). FIN B-8717. NRC-05-84- 
153. 87/02/13. SHOWE.S. Office of Inspection & Enforcement, Director (Post 
820201). Ip. 39715:023-39715:026. 

-8702240281 Mod 10, providing addl work entailing training for NRC inspectors & 
supervisors, to “Use of TVA Reactor Simulator Facilities at Chattanooga, TN for Train- 
ing on Browns Ferry, Sequoyah & Bellefonte Simulators.” 

JOHNSON, R.J. Tennessee Valley Authority. WIGGINS, E.J. Division of Contracts. FIN 
B-8717. NRC-05-84-153. 87/02/13. 3pp. 39715:024-39715:026. 

8702240290 Notification of contract execution.Mod 4, to “Ad Hoc Committee for Review 
of Nuclear Reactor Licensing Reform Proposals.” ContractonOhio State Univ. 
RUNION.D. Division of Contracts. FIN B-8179. NRC-1 8-82-481. 87/02/17. 
ROTHSCHILD, T. Office of the General Counsel. Ip. 39716:339-39716:340. 

-8702240293 Mod 4,deobligating balance of funds under contract.to “Ad hoc Commit- 
tee for Review of Nuclear Reactor Licensing Reform Proposals." 

REDMOND, R.F. Ohio State Univ., Columbus, OH. HAGEY.H. Division of Contracts. 
FIN B-8179. NRC-1 8-82-481. 87/02/17. Ip. 39716:340-39716:340. 

8702240292 Notification of contract execution.Mod 6, to “Earthquake Recurrence Inter- 
vals at Nuclear Power Plant Sites." ContractonEarth Technology Corn (Western). 
BELL.S. Division of Contracts. FIN B-7226. NRC-04-81-167. 87/02/1 7. FOREHAND, B. 
Office of Nuclear Regulatory Research, Director (Post 860720). MURPHY, A. NRC - 
No Detailed Affiliation Given. Ip. 39716:337-39716:338. 

-8702240295 Mod 6, decreasing contract amount & amount obligated, to “Earthquake 
Recurrence Intervals at Nuclear Power Plant Sites." 

WILSON, K.L Earth Technology Co., Inc. BELL.S.A. Division of Contracts. FIN B-7226. 
NRC-04-81-167. 87/02/17. Ip. 39716:338-39716:338. 
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8702240299 Notification of contract execution, Mod 3, to “Preventive, Remedial & On- 
Cail Maint of Data General Computers & Peripheral Equipment." ContractonComputer 
Engineering Assoc, Inc. 

VITALE.P. Contract Administration Branch (Post 860421). FIN B-1663. NRC-33-86- 
276. 87/02/17. MAGEE, W.A. Division of Information Support Services. 
SEEHERMAN.J. NRC - No Detailed Affiliation Given. Ip. 39716:334-39716:336. 

-8702240300 Mod 3, correcting Mod 1 re maint costs & unit prices for Models 6291 & 
4359,to “Preventive, Remedial & On-Call Maint of Data General Computers & Periph- 
eral Equipment.” 

KEYS.p.m. Computer Engineering Associates, Inc. WIGGINS.E.J. Division of Con- 
tracts. FIN B-1663. NRC-33-86-276. 87/02/17. 2pp. 39716:335-39716:336. 

8702240471 Notification of contract execution, Mod 6, to "Environ Surveillance for Meas- 
uring Concentrations of Radioactivity & Radiation Levels in Environ of Commission Li- 
censed Activities...Within State of NEE.” Contractor.State of CO. 

DORSEY, M. Small Purchases & Regional Operations Branch (Post 860421). FIN B- 
8501. NRC-3 1-83-668. 87/02/13. MEYER, D.M. Region 4, Office of Director. 
NICHOLAS, J.G. NRC - No Detailed Affiliation Given. Ip. 39726:173-39726:178. 

-8702240485 Mod 6, providing CY87 funding.to “Environ Surveillance for Measuring 
Concentrations of Radioactivity & Radiation Levels in Environ of Commission Licensed 
Activities Located Within State of NE & Selected by Commission.” 

THIELEN.L. Colorado, State of. HAGEY.H. Division of Contracts. FIN B-8501. NRC- 
31-83-668. 87/02/13. 5pp. 39726:174-39726:178. 

8702240474 Notification of contract execution.Mod 4, to “NRC Issuances & Indexes.” 
Contractor:Herner & Co. 

BELL.S. Contract Administration Branch (Post 860421). NRC-1 0-85-211. 87/02/17. 
BESAW.W.J. Office of Administration. LARKINS, P.M. NRC - No Detailed Affiliation 
Given. Ip. 39726:179-39726:180. 

-8702240479 Mod 4, decreasing contract amount & deobligating funds, to “NRC Is- 
suances & Indexes." 

HERNER.S. Herner & Co. BELL,S. Division of Contracts. NRC-1 0-85-211. 87/02/17. 
Ip. 39726:180-39726:180. 

8702240493 Notification of contract execution.Mod 9, to “Geotechnical Engineering 
Review of SEP Plants." ContractonUS Army Corps of Engineers. 

HUGHES, A. Contract Administration Branch (Post 860421). FIN B-6883. NRC-03-81- 
122. 87/02/17. VOLLMER.R.H. Office of Nuclear Reactor Regulation, Director (post 
851125). HELLER, L. NRC - No Detailed Affiliation Given. Ip. 39726:186-39726:187. 

—8702240501 Ltr Contract NRC-03-81-122,Mod 9,deobligating funds, to “Geotechnical 
Engineering Review of SEP Plants." 

BELL.S. Contract Administration Branch (Post 860421). FIN B-6883. NRC-03-81-122. 
87/02/05. Army, Dept, of, Corps of Engineers. Ip. 39726:187-39726:187. 

8702240514 Notification of contract execution.Mod 6, to “Telecommunication Svc." 
Contractor: AT&T Communications. 

VITALE.P. Contract Administration Branch (Post 860421). NRC-1 0-85-251. 87/02/07. 
MCDONALD, W.G. Office of Information Resources Management, Director. 
RICKERT.H. NRC - No Detailed Affiliation Given. Ip. 39725:187-39725:189. 

—8702240520 Mod 6,increasing funding & contract ceiling, to “Telecommunication Svc." 
JOHNSON, L. AT&T Communications. WIGGINS.E.J. Division of Contracts. NRC-1 0- 
85-251. 87/02/07. 2pp. 39725:188-39725:189. 

8702250357 Notification of contract execution.Mod 1,to “Support on Negotiated Rule- 
making." ContractonCouncil on Environ Quality. 

LITTLE, M. Contract Administration Branch (Post 860421). FIN D-1 056-7. NRC-02-87- 
003. 87/02/19. EVANS.J.D. Office of Nuclear Material Safety & Safeguards, Director. 
KALMAN, K. NRC - No Detailed Affiliation Given. Ip. 39743:201-39743:202. 

-870225036® Mod 1, increasing funding for FY87,to "Support for Negotiated Rulemak- 
ing.” 

* Council on Environmental Quality. WIGGINS.E.J. Division of Contracts. FIN D-1 056- 
7. NRC-02-87-003. 87/02/19. Ip. 39743:202-39743:202. 

8702250384 Notification of contract execution: “Technical Assistance in Development of 
Engineering Criteria & Requirements for Alternative Near-Surface Methods for Dispos- 
al....” Contractor:U$AE Waterways Experiment Station. 

UMBEL, D. Contract Negotiation Branch 2 (Post 860421). FIN D-1 071 -7. NRC-02-87- 
006. 87/02/17. SURMEIER.J.J. Office of Nuclear Material Safety & 

Safeguards, Director. YANG.L. NRC - No Detailed Affiliation Given. Ip. 39741:063- 
39741:074. 

-8702250393 Ltr contract: “Technical Assistance in Development of Engineering Crite- 
ria & Requirements for Alternative Near-Surface Methods for Disposal of Low Level 
Radwaste.” Awarded to USAE Waterways Experiment Station. 

* Contract Negotiation Branch 2 (Post 860421). FIN D-1 071 -7. NRC-02-8 7-006. 87/ 
02/17. Army, Dept, of. Army Engineer Waterways Experiment Station. 11pp. 
39741:064-39741:074. 

8702250429 Notification of contract execution.Mod 1,to "Text Processing Svcs.” 
ContractonKeyboard Communications, Inc. 

VITALE, P. Contract Administration Branch (Post 860421). NRC-1 0-87-1 74. 87/02/19. 
STEELE, M. Division of Technical Information & Document Control. JOHANSEN, J. 
NRC - No Detailed Affiliation Given. Ip. 39744:074-39744:076. 

-8702250434 Mod 1 .incorporating names of listed key personnel in Section H.l.to 
“Text Processing Svcs.” 

* Keyboard Communications, Inc. WIGGINS,E.J. Division of Contracts. NRC-1 0-87- 
174. 87/02/19. 2pp. 39744:075-39744:076. 

8702270103 Mod 2, extending period of performance through 870331, to “Evaluation of 
Insp Robotic Sys in Nuclear Power Plants." 

* Remote Technology Corp. WIGGINS.E.J. Division of Contracts. NRC-04-84-140. 87/ 
02/19. 2pp. 39779:233-39779:234. 

8702270253 Notification of contract execution.Mod 9, to “Independent 

Analysis:Destructive Testing & Analysis." Contractor: Franklin Inst 
BRENNAN, P. Division of Contracts. FIN B-1278. NRC-05-8 1-247. 87/02/18. BLAHA.J. 
Office of Inspection & Enforcement, Director (Post 820201). LAUDEN.W. NRC - No 
Detailed Affiliation Given. Ip. 39780:152-39780:153. 


—8702270258 Mod 9, deobligating excess funds while closeout process continues,to “In- 
dependent Analysis:Destructive Testing & Analysis.” 

MCNULTY.F.X. Franklin Institute. BELL.S.A. Division of Contracts. FIN B-1278. NRC- 
05-81-247. 87/02/18. Ip. 39780:153-39780:153. 

8702270282 Notification of contract execution.Mod 3, to “Technical Assistance in 
Seismo-Tectonic Impacts on U Recovery & Low Level Waste.” ContractonUS Army 
Corps of Engineers. 

BELL.S. Division of Contracts. NRC-02-85-003. 87/02/18. BROWN.R.S. Office of Nu- 
clear Material Safety & Safeguards, Director. GRIMM, J. NRC - No Detailed Affiliation 
Given. Ip. 39780:338-39780:339. 

-8702270285 Ltr Contract N R C-02-85-003 , M od 3, to “Technical Assistance in Seismo- 
Tectonic Impacts on U Recovery & Low Level Waste," deobligating excess funds. 
BELL,S. Division of Contracts. NRC-02-85-003. 87/02/06. MCCORMICK,W.N. Army, 
Dept, of, Corps of Engineers. Ip. 39780:339-39780:339. 

8702270287 Notification of contract execution.Mod 1,to “Data Entry Support & Related 
Svcs." Contractor:AIC Analysts Corp. 

DORSEY, M. Small Purchases & Regional Operations Branch (Post 860421). FIN C- 
4000. NRC-31 -87-296. 87/02/23. FOSTER, W.H. Region 4. Office of Director. 
RETTIG.J. NRC - No Detailed Affiliation Given. Ip. 39781:011-39781:013. 

-8702270295 Mod 1 .changing project officer & adding funds, to "Data Entry Support & 
Related Svcs.” 

* AIC Analysts Corp. HAGEY.H. Division of Contracts. FIN 04000. NR031-87-296. 
87/02/20. 2pp. 39781:012-39781:013, 

8702270300 Notification of contract execution: "Mobile Radioactivity Counting Lab,” 
awarded to Evans-Plugge Co, Inc. 

MACE.M. Contract Negotiation Branch 2 (Post 860421). FIN C-4003. NRC-3 1-87-297. 
87/02/17. MEYER, D. Office of Resource Management, Director. WISE.R. NRC - No 
Detailed Affiliation Given. Ip. 39775:071-39775:102. 

-8702270303 Contract “Mobile Radioactivity Counting Lab," awarded to Evans-Plugge 
Co, Inc. 

PLUGGE.D.L. Evans-Plugge Co., Inc. THOMPSON, R.D. Division of Contracts. FIN G- 
4003. NRC-31 -87-297. 87/02/17. 32pp. 39775:072-39775:102. 
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8701270478 Final response to FOIA request. App F documents re Marviken II project 
end & available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/01/20. MORROW.D.C. Fried, 
Frank, Harris, Shriver & Jacobson. 19pp. 39540:001-39543:062. 

-8008190005 Notification of 800527 meeting in Bethesda,MD to discuss pressure sup- 
pression containment activities between NRC & GKSS/West Germany. 

ELTAWILA.F. Containment Systems Branch. 80/05/13. BUTLER, W. Containment Sys- 
tems Branch. Ip. 39544:236-39544:237. 

-8010220036 Summarizes 800718 meeting in Bethesda,MD re LLL liaison program w/ 
JAERI & GKSS.Results of JAERI containment tests should be factored into Mark II 
long-term program.GKSS data will allow understanding of some pool dynamic phe- 
nomena. 

KNIEL.K. Generic Issues Branch. 80/07/31. FABIC.S. Analysis Development Branch. 
2pp. 39543:063-39543:064. 

-8012000557 Forwards Rocketdyne rept, “Effect of Tubing on Dynamic Pressure Re- 
cording," ANSI B88.1-1972, “Guide for Dynamic Calibr of of Pressure Transducers" & 
Application Technologies info on shockless step pressure generator. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. FIN A-0116. TF80-304. 
80/12/01. ANDERSON.C. Containment Systems Branch. Ip. 39544:062-39544:062. 

-8102260238 Requests assistance for JAERI Mark II containment test program to re- 
solve deficiences re instrumentation & desirability of conducting model analyses of 
test facility. 

MURLEY.T.E. Division of Safety Technology (800428-851124). 80/12/30. SHAO.L Di- 
vision of Reactor Safety Research. 5pp. 39544:262-39544:281. 

-8202010125 Concurs w/811022 recommendation that LLL foreign liaison program be 
terminated. Remaining functions can be handled within NRC. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 81/12/07. 
MINOGUE.R. Office of Nuclear Regulatory Research, Director (Pre 860720). 3pp. 
39545:191-39545:193. 

-8702020024 Forwards “Foreign Trip Rept,” of Aug 1979 SMIRT 5 conference in 
Berlin, West Germany, three presentations, agendas of Session B & post-conference 
fluid structure interaction seminar. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. TF79-76. 79/10/10. 
CUDLIN.R.L. Division of Reactor Safety Research. Ip. 39541:295-39541:295. 

—870202003® Trip rept of 790813-21 visit to Berlin, West Germany to attend Fifth Inti 
Conference on Structural Mechanics in Reactor Technology & First Inti Seminar on 
Fluid-Structure Interaction in LWR Sys. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. 79/08/30. Lawrence 
Livermore National Laboratory. 102pp. 39541:296-39542:027. 

—8702020055 Forwards proposal for liaison to Mark II re foreign experiment 
programs. Proposal reflects requested scope expansion & present level of effort under- 
standing required to meet needs for associated data requirements. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. FIN A-0118. TF79-63. 79/ 
10/22. CUDLIN.R.L. Assistant Director for Water Reactor Safety Research. 3pp. 
39542:028-39542:030. 

-8702020071 UCID-18655 “US NRC/LLL Liaison W/ Japan for JAERI-CRT Steam Con- 
densation Tests,” Progress Rept 1. 

MCCAULEY.E.W., HOLMAN, G.S. Lawrence Livermore National Laboratory. 79/10/29. 
NRC - No Detailed Affiliation Given. 40pp. 39542:031-39542:072. 

—8702020083 Forwards GKSS & JAERI program re matls.Comments on progress repts 
requested, particularly on repts containing proprietary info. 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. FIN A-0118. TF79-85. 79/ 
10/30. CUDLIN.R.L. Assistant Director for Water Reactor Safety Research. 7pp. 
39542:073-39542:079. 
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-8702020096 Forwards GKSS single vent data, including Rept 11 15 AR B 02, “Experi- 
mental Studies on Pressure..." & Rept 73 01 AR E 13, “Pressure Reduction Tests on 
GKSS Pressure Suppression Sys Test Stand...." 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. FIN A-0118. TF79-91. 79/ 
11/15. KUDRICK.J. Division of Systems Safety. 4pp. 39542:080-39542:083. 

-8702020109 Forwards translated text pages of proprietary data rept for GKSS Single 
Vent Test 16-W/o end. 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. TF79-92. 79/11/15. 
CUDLIN.R.L. Division of Reactor Safety Research. 2pp. 39542:084-39542:084. 

-8702020119 Provides listing of addl proprietary info received from technical staff of 
GKSS-DAS program.Copies of 1 6mm film & television sequences requested & expect- 
ed to be available within 10 days. 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. TF79-97. 79/11/21. 
CUDLIN.R.L. Division of Reactor Safety Research. 2pp. 39542:085-39542:086. 

-8702020122 “Foreign Liaison for Containment & Research,” Monthly Mgt Ltr 1 for Oct 
1979. 

MCCAULEY.E.W., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A- 
0118. TF79-101. 79/11/26. CUDLIN.R.L Assistant Director for Water Reactor Safety 
Research. 15pp. 39542:087-39542:101. 

-8702020159 Advises of preliminary observations made re large scale Mark II tests & to 
recommend program to evaluate results of tests.Large scale Mark II pool dynamics 
tests underway in Germany & Japan.Draft ltr of owners attached for approval. 
ANDERSON, CJ. Containment Systems Branch (Pre 790101). 79/11/26. 

HANAUER.S.H. Office of Nuclear Reactor Regulation, Director. MATTSON, R.J. Divi- 
sion of Systems Safety. 5pp. 39542:102-39542:106. 

-8702020173 Requests permission to release English translation of JAERI facility de- 
scription & drawings to Mark II owners in US. Request urgently needed to allow const 
of fluid structure interaction analytical model. 

HANAUER.S.H. Division of Systems Safety. 79/11/30. NOZAWA.N. Japan, Govt. of. 
Ip. 39542:107-39542:107. 

-8702020187 Requests addl info re full-scale MARK II containment test facility. Detailed 
info from two test identified requested to help determine scope & applicability of other 
detailed info that will be requested in future. 

TONG.L.S. Assistant Director for Water Reactor Safety Research. 79/11/30. 
NOZAWA.M. Japan, Govt. of. 4pp. 39542:108-39542:112. 

-8702020195 Forwards Nov 1979 update of cost & project status which reflects FY80 
new funding.Projected monthly expenditures until Sept 1980 listed.Projected travel 
schedule for FY80 time period end. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. TF79-108. 79/12/10. 
CUDLIN.R.L. Division of Reactor Safety Research. 3pp. 39542:113-39542:115. 

-8702020221 Forwards listed info re “Foreign Liaison info Transfer & 1 /5-Scale PSE 
Final Rept." Final draft of 1 /5-Scale Extended Analysis Rept UCRL-52707 also end. 
MCCAULEY.E.W. Lawrence Livermore National Laboratory. FIN A-0118. TF79-111. 
79/12/11. CUDLIN.R.L. Division of Reactor Safety Research. 5pp. 39542:116- 
39542:122. 

-8702020238 "Foreign Liaison for Containment & Research,” Monthly Mgt Ltr 2 for Nov 
1979. 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. FIN A-0118. TF79-114. 
79/12/13. NRC - No Detailed Affiliation Given. 4pp. 39542:123-39542:126. 

-8702020250 Ack permission to release English translation of JAERI facility description 
& drawings to Gfc & Mark II owners in US.Ref to JAERI Oct 1981 memo deleted as 
requested. 

HANAUER.S.H. Office of Nuclear Regulatory Research, Director. 79/12/13. 
NOZAWA.M. Japan, Govt. of. Ip. 39542:127-39542:127. 

-8702020261 ISSN 0174-4933 "GKSS Annual Rept 1980.” 

* Germany, Federal Republic of. 81/12/07. 21pp. 39542:128-39542:149. 

-8702020274 “Foreign Liaison for Containment & Research," Monthly Mgt Ltr 3 for Dec 

MCCAULEY, E.W., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A- 
0118. TF80-17, 80/01/21. KUDRICK.J. Division of Systems Safety. 4pp. 39542:150- 

OACilOiHf CO rr 


-8702020291 Advises of new info received from GKSS-DAS as result of continuing 
communication w/program leader E AustEnglish translation of Test 1 6 & German-lan- 
guage original of VM1 test rept end. 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. FIN A-0118. TF80-27. 80/ 
01/29. Division of Systems Safety. 13pp. 39542:154-39542:166. 


-8702020333 “Foreign Liaison for Containment & Research," Monthly Mgt Ltr 4 for Jan 
1980. 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. FIN A-0118. TF80-025. 
80/02/21. Division of Systems Safety. 3pp. 39542:197-39542:199. 

-8702020350 Responds to request during 800226 meeting for addl info re operational 
characteristics of piezo-electric pressure tramducers installed at GKSS-DAS facility.Mfg 
spec sheet & supporting documentation end. 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. FIN A-0118. TF80-046. 
80/03/13. KUDRICK.J. Division of Systems Safety. 8pp. 39542:200-39542:207. 

-8702020359 Ack receipt of COM containing data requested in 791130 ltr. Original 
COM rolls being returned under separate cover as requested. 

BUTLER, W.R. Containment Systems Branch (Pre 790101). 80/03/17. SHIBA.M. 
Japan, Govt of. Ip. 39542:334-39542:334. 

—8702020378 Advises of cancellation of 800327-31 liaison meetings & 800401-03 joint 
meetings.Meetings tentatively rescheduled for wk of 800421. 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. TF80-057. 80/03/18. 
KUDRICK.J. Division of Systems Safety. 4pp. 39542:335-39542:338. 

—8702020385 Trip rept of 800211-16 visit to Geesthacht,West Germany to continue liai- 
son w/full scale multivent pressure suppression test program at GKSS. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. 80/03/03. Lawrence 
Livermore National Laboratory. 26pp. 39542:339-39543:007. 

—8702020394 “Foreign Liaison for Containment Sys Research," Monthly Mgt Ltr 5 for 
Feb 1980. 

MCCAULEY.E.W., CUMMINGS, G.E. Lawrence Livermore National Laboratory, FIN A- 
0118. TF80-058. 80/03/21. Assistant Director for Water Reactor Safety Research. 
4pp. 39543:008-39543:011. 

—8702020408 Forward summary rept of three pretests for basic research program multi- 
vent BWR-related pressure suppression sys. Main goals were to take pressure sup- 
pression test facility into operation, to check components & show safe function of sys. 
SCHULTHEIB.G.F., AUST.E. GKSS Forschungszentnum Geesthact Gmbh. 80/03/28. 
TONG.L.S. Division of Reactor Safety Research. 2pp. 39543:012-39543:013. 

—8702020418 Provides proposal analysis of data from Mark II containment experiment 
program in West Germany & Japan. Purpose of work to provide NRC w/research re- 
sults applicable to validation of advanced containment codes. 

SHEPPARD, J.C. Lawrence Livermore National Laboratory. 80/03/28. FABIC.S. Divi- 
sion of Reactor Safety Research. 2pp. 39543:014-39543:015. 

-8702020501 Forwards set of plots from chugging events.PSots show events on exit of 
3-vent-pipes in short time regime obtained from Tests VM1,VM2,VM3,M1 & M2.W/0 
end. 

SCHULTHEIB.G.F. GKSS Forschungszentrum Geesthact Gmbh. 80/03/17, 
ELTAWILA.F. NRC - No Detailed Affiliation Given. 2pp. 39543:016-39543:017. 

-8702020518 Forwards “Application of Coupled Fluid-Structure Code PELE- 1C to Pres- 
sure-Suppression Analysis - Annual Rept to NRC for 1979.” Appropriate release sig- 
natures should be obtained. 

LANDRAM.C. Lawrence Livermore National Laboratory. FIN A-G116. EM80-146. 80/ 
04/11. FABIC.S. Division of Reactor Safety Research. 4pp. 39543:019-39543:021. 

-8702030058 “US NRC/LLL Liaison W/Federal Republic of Germany for GKSS- PSS 
Steam Condensation Tests,” Progress Rept 1. 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. UCID. 79/06/25. NRC - 
No Detailed Affiliation Given. 11pp. 39544:088-39544:098. 

-8702030067 Foreign trip rept of 790611-15 full scale steam condensation tests at 
GKSS test facility in Federal Republic of Germany. 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. 79/06/25. NRC - No De- 
tailed Affiliation Given. 1 3pp. 39544:099-39544:1 11. 

-8702030074 Follows up S Fabic request to initiate liaison w/full scale Mark II work at 
JAERi.Proper contact for mid-Aug meeting at JAERI CRT facility pending.Proposal for 
analysis of JAERI Mark II containment response test end. 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. EM/TF79-10. 79/07/05. 
CUDLIN.R.L Analysis Development Branch. Ip. 39544:112-39544:112. 

-8702030091 “Proposal for Analysis of JAERI Mark II Containment Response Test.” 
MCCAULEY, E.W. Lawrence Livermore National Laboratory. 79/07/02. 12pp. 
39544:113-39544:118. 

—8702030096 Forwards translation of “Pressure Suppression Test on PSS Stand of 
GKSS Base Program - Multi-Pipe Tests for “Experimental Investigations of One- 
Pipe..." & “Measurement Sys for PSS Multi-Pipe Test Program.” W/o ends. 
MCCAULEY.E.W. Lawrence Livermore National Laboratory. EM/TF-79-20. 79/07/18. 
MANSFELD.G. Division of Reactor Safety Research. 5pp. 39544:1 19-39544:122, 
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—8702030131 Forwards translation of proprietary repts re GKSS-DAS program in West 
Germany & JAERI CRT program in Japan.W/o ends. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. TF79-33. 79/08/09. 
FAB 1C, S. Analysis Development Branch. 4pp. 39544:138-39544:141. 

-8702030137 Requests approval for foreign travel per work activities of FIN A-0118, 
“Multivent Pressure Suppression Tests.” Travel expands 790802 request & includes 
visits to GKSS & JAERI facilities. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. FIN A-0118. TF79-43. 79/ 
08/14. FABIC.S. Analysis Development Branch. Ip. 39544:142-39544:142. 

-8702030142 Forwards Japanese-English translations of JAERI M-8SS5, M-8762 & M- 
8764 & “Tests of Transient Response Properties of Pressure Transducers” & “Dy- 
namic Load Measurements in Suppression Pool During BWR Main Steam....” W/o 
ends. 

HOLMAN, G.S. Lawrence Livermore National Laboratory. FIN A-0116. TF80-175. 80/ 
07/07. LEE,T. Analysis Development Branch. 2pp. 39543:026-39543:027. 

-8702030148 Forwards translated repts re GKSS, including “Preliminary Tests on PSS 
Base Program...,” “First Experimental Results on Steam Condensation...” & “Theoreti- 
cal Investigation of Vent Clearing Process in Pressure....” W/o ends. 

MANSFELD.G. NRC - No Detailed Affiliation Given. 79/08/28. ELTAWILA.F. NRC - 
No Detailed Affiliation Given. Ip. 39544:143-39544:143. 

-8702030157 Forwards translation “First Experimental Results ...,” “Preliminary Tests 
on PSS Base Program..." & “Theoretical Investigation of Vent Clearing Process in 
Pressure Suppression Sys.” W/o ends. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. FIN A-0118. TF79-44. 79/ 
08/14. MANSFELD.G. Division of Reactor Safety Research. 3pp. 39544:144- 
39544:146. 

-8702030161 Forwards trip rept re 800530-0610 visit to Mito, Japan by A Sonin & J 
Lehner. 

CAISEY.H.M. Brookhaven National Laboratory. 80/07/09. FABIC.S. Analysis Develop- 
ment Branch. Ip. 39543:028-39543:028. 

—8702030163 Forwards approved EW McCauley request for official foreign travel to 
Germany in Sept 1979. 

MURLEY.T.E. Division of Reactor Safety Research. FIN A-0118. 79/08/16. 
LAGRONE.J.S. Energy, Dept. of. 5pp. 39544:147-39544:151. 

-8702030173 Trip rept of 800602-06 visit to Mito, Japan re info on JAERI containment 
response tests & schedules & procedures to optimize transmittal of JAERI data to 
NRC & Mark II owners. 

LEHNER, J.R. Brookhaven National Laboratory. 80/06/20. Brookhaven National Labo- 
ratory. 21pp. 39543:029-39543:049. 

-8702030177 Forwards Progress Rept 1-GKSS addressing progress in establishing liai- 
son w/GKSS-DAS containment research activity.Resuits of first trip to Geesthacht 
quite positive. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. FIN A-0118. TF79-54. 79/ 
09/05, MANSFELD.G. Division of Reactor Safety Research. 2pp. 39544:152- 
39544:153. 

-8702030180 Forwards translation of “Results of Experiments on GKSS Pressure Sup- 
pression Sys - Test Rept VM 1“ & “Basis Program on Experimental Studies on One- 
Pipe & Multiple-Pipe Arrangements for Pressure Suppression....” W/o ends. 

HOLMAN, G.S. Lawrence Livermore National Laboratory. FIN A-0118. TF79-55. 79/ 
09/05, MANSFELD.G. Analysis Development Branch. 2pp. 39544:154-39544:155. 

-8702030187 Forwards response to F Eltawila 790831 request for addl info re steam 
condensation tests being conducted by JAERI. Comments provided by E McCauley 
also included. 

HOLMAN, G.S. Lawrence Livermore National Laboratory. FIN A-0118. TF79-56. 79/ 
09/06. CUDUN.R.L. Analysis Development Branch. 5pp. 39544:156-39544:160. 

—8702030190 Forwards JAERI CRT Program Public Test Repts JAERI M-8765 & JAERI 
M-8887 re Tests 3102 & 1201, respectively .W/o ends. 

HOLMAN, G.S. Lawrence Livermore National Laboratory. FIN A-0116. TF80-180. 80/ 
07/14. LEE.T. Analysis Development Branch. Ip. 39543:050-39543:050. 

-8702030188 Forward addl GKSS repts, including “Results of Experiments on GKSS 
Pressure Suppression Sys - Test VM 1,” & “Program on Experimental Studies on 
One-Pipe & Multi-Pipe Arrangements for Pressure Suppression Sys of Nuclear....” W/ 
o ends. 

MANSFELD.G. NRC - No Detailed Affiliation Given. 79/09/11. ELTAWILA.F. NRC - 
No Detailed Affiliation Given. Ip. 39544:161-39544:161. 

-8702030201 “US NRC/LLL Liaison W/Federal Republic of Germany for GKSS- PSS 
Steam Condensation Test,” Progress Rept 2. 

HOLMAN, G.S. Lawrence Livermore National Laboratory. 79/09/13. NRC - No De- 
tailed Affiliation Given. 9pp. 39544:162-39544:170. 

-8702030209 Forwards GKSS Rept 76/E/40, “Measurement Sys for Pressure Suppres- 
sion Sys Test Stand of GKSS " & three papers presented in Mar 1980 at “Jahresta- 
gung Kerntechnik 80.” W/o ends. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. FIN A-0116. 1470J. 80/ 
04/23. FABIC.S. Analysis Development Branch. 2pp. 39544:171-39544:172. 

-8702030213 Informs of completed review of Hitachi rept received during June 1986 
visit to JAERI. AH important results contained in earlier rept received during Sept 
visit. Translation not recommended due to high cost. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. FIN A-0116. TF80-181. 
80/07/14. LEE.T. Analysis Development Branch. Ip. 39543:051-39543:051. 

-8702030215 Requests Itr of thanks to T Fujinami, JAERI president, for efforts of 
Nozawa & staff for providing considerable amount of info in resolving Generic Task A- 
8, “Mark II Containment Pool Dynamic Loads.” 

KNIEL.K. Generic Issues Branch. 80/12/05. TONG.L.S. Office of Nuclear Regulatory 
Research, Director. 2pp. 39542:311-39542:312. 

-8702030221 “FY80 Mid-Yr Review NRC Water Reactor Safety Research, Introduction 
& Overview." 

CUMMINGS, G.E. Lawrence Livermore National Laboratory. 80/04/25. Assistant Direc- 
tor for Water Reactor Safety Research, 5pp. 39544:173-39544:177. 


-8702030226 “FY80 Mid-Yr Review NRC Water Reactor Safety Research, BWR Con- 
tainment Pod Dynamics.Foreign Liaison for Containment Sys Research." 

MCCAULEY, E.W., HOLMAN, G.S. Lawrence Livermore National Laboratory. 80/04/25. 
Assistant Director for Water Reactor Safety Research. 40pp. 39544:178-39544:218. 

-8702030238 "Foreign Liaison for Containment Sys Research,” Monthly Mgt Ltr 9 for 
June 1980. 

MCCAULEY, E.W., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A- 
0116. TF80-1 86. 80/07/16. LEE.T. Analysis Development Branch. 10pp. 39543:052- 
39543:061. 

-8702030247 Forwards request for official foreign travel to JAERI during wk of 
800602.Trip replaces 800324 request.Request for extended trip to participate in Inti 
Seminar on Nuclear Reactor Heat Transfer also end. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. FIN A-0116. TF80-094. 
80/04/29. FABIC.S. Analysis Development Branch. 14pp. 39544:219-39544:232. 

-8702030255 Forwards Garman-Engiish translation of non-proprietary GKSS Rept 79/ 
E/49, “Multi-Pipe Program for Pressure Suppression Sys - Summary of Results of Pre- 
liminary Test.” 

HOLMAN.G.S. Lawrence Livermore National Laboratory. FIN A-0116. TF80-107. 80/ 
05/08. LEE.T.M. Analysis Development Branch. Ip. 39544:233-39544:233. 

-8702030257 Forwards Japanese-English translation of JAERI M-8780 re CRT facility 
rept & M-8873.M-8874 a M-8875 re Tests 1203,1204 & 1205.respective!y.W/o ends. 
HOLMAN.G.S. Lawrence Livermore National Laboratory. FIN A-0116. TF80-190. 80/ 
07/24. LEE.T. Analysis Development Branch. Ip. 39543:062-39543:062. 

-8702030264 Forwards trip rept of 801013-17 visit to Japan.List of meeting handouts 
provided by JAERI personnel included in trip rept. 

ANDERSON.C. Generic Issues Branch. 80/12/09. KNIEL.K. Generic Issues Branch. 
Ip. 39542:313-39542:313. 

-8702030267 Forwards E Aust telex re meeting on 800527 to discuss pressure sup- 
pression containment activities between NRC & GKSS. 

ELTAWILA, F. NRC - No Detailed Affiliation Given. 80/0*5/09. FABIC.S. NRC - No De- 
tailed Affiliation Given. Ip. 39544:234-39544:234. 

-8702030271 Requests confirmation of 800527 visit to discuss pressure suppression 
containment activities betweeen NRC & GKSS. 

AUST.E. Germany, Federal Republic of. 80/05/09. ELTAWILA.F. NRC - No Detailed 
Affiliation Given. Ip. 39544:235-39544:235. 

-8702030277 Trip rept of 801013-17 visit to JAERI near Mito, Japan & Science & Tech- 
nology Agency in Tokyo, Japan re results of recent Mark II tests & analysis at JAERI & 
future Mark II work at JAERI. 

ANDERSON.C. Generic Issues Branch. 80/10/13. Generic Issues Branch. 14pp. 
39542:314-39542:327. 

-8702030294 Forwards JAERI-8665 (Test 3101).Summary list of test repts received 
encl.W/o JAERI-8665. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. FIN A-0116. TF80-118. 
80/05/16. LEE.T. Analysis Development Branch. 4pp. 39544:238-39544:241. 

-8702030295 “Recommendations to JAERI Mark II Blowdown Test." 

BUMPUS.S. Lawrence Livermore National Laboratory. 80/08/01. NRC - No Detailed 
Affiliation Given. 8pp. 39542:236-39542:243. 

-8702030307 Forwards draft GKSS data evaluations of Test M2 & note on context of 
initial conditions used in GKSS-PSS Tests M5/M5-2. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. TF80-312. 80/12/12. 
LEE.T.M. Division of Reactor Safety Research. Ip. 39542:328-39542:328. 

-8702030308 "Foreign Liaison for Containment Sys Research,” Monthly Mgt Ltr 7 for 
Apr 1980. 

MCCAULEY, E.W., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A- 
0116. TF80-1 22. 80/05/23. LEE.T. Analysis Development Branch. 4pp. 39544:242- 
39544:245. 

-8702030314 Informs of rev to distribution procedures for info re liaison to foreign con- 
tainment research programs.LLL concurs w/NRC concerns expressed in 800723 
telcon about shortage of info on Mark II Owners Group activities. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. FIN A-0116. TF80-203. 
80/08/04. LEE.T. Analysis Development Branch. 4pp. 39542:244-39542:247. 

-8702030401 Forwards video & 16mm high speed film data from GKSS Test M4.Video 
interior wetwell lighting failed 40 s into test, but exterior lighting provided sufficient 
lighting to resolve some details.W/o ends. 

HOLMAN.G.S. Lawrence Livermore National Laboratory. TF80-205. 80/08/11. LEE.T. 
Analysis Development Branch. 1 p. 39542:248-39542:248. 

-8702030406 Forwards marked-up draft McCauley paper for review prior to publication. 
* NRC - No Detailed Affiliation Given. 80/08/09, NRC - No Detailed Affiliation Given. 
5pp. 39542:249-39542:253. 

-8702030416 “Foreign Liaison for Containment Sys Research," Monthly Mgt Ltr 14 for 
Nov 1980. 

MCCAULEY.E.W., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A- 
0116. TF80-319. 80/12/17. LEE.T. Division of Reactor Safety Research. 6pp. 
39542:329-39542:333. 

-8702030419 Forwards std order for DOE Work 60-80-21 1 :BWR Containment Pool Dy- 
namics." Authorization requested. 

MURLEY.T.E. Division of Reactor Safety Research. 80/08/12. LAGRONE.J. Energy, 
Dept. of. 6pp. 39542:254-39542:259. 

-8702030438 Notifies of GKSS 810601-03 inti meeting on BWR containment technolo- 
gy to discuss phenomena In pressure suppression containment following LOCA condi- 

SCHULTHEISS.G. GKSS Forschungszentrum Geesthact Gmbh. 80/12/18. LEE NRC - 
No Detailed Affiliation Given. Ip. 39542:230-39542:230. 

-8702030450 "Foreign Liaison for Containment Sys Research,” Monthly Mgt 10 for July 
1980. 

MCCAULEY, E.W., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A- 
0116. TF80-210, 80/08/19. LEE.T. Analysis Development Branch. 12pp. 39542:260- 
39542:272. 
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-8722C3G466 wCF^S4S83 Preprr: summary zf caper entitled, "Effect of Nonhetero- 
*e«ecas^'Asr*e.:; ~~ r:e s&re Supp-ession Sys Response,” presented at 

-- •• Sfructurs 1 Vec^an'ps in Reactor Technology in 

E ■ -r_V- 4 .- 3.5 .s^rence Livermore National Laboratory 

'• ~ ~ =*■ =: -=■ 29. 7pp. 39542:273-39542:279. 

-3732C30490 regards std order for DOE Work 60-80-198 for LLL.Order clarifies re- 
pyrener* s 4 or reccnrg uncertainties in reactor safety research results. Authorization 

''azwested. 

^ ? 2f5t > Research. 80/09/08. LAGRONE,J. Energy, 

C~ 5cp< c - --^£'.2 i .-jrc-i i'£3£. w * 

r 2 =HT= se-Erciish transIaScn of JAER! M-8765 & M-8887 data 

' ©DlS rs « 0sts & *. ,, ’S£^'0ct. ttc. 1 , e-c's 

■= 5 - £ *' , s’- s -vermore Nationa? Laboratory. TF80-233. 80/09/12 LEET 

i-ar-ss H-arc*; Ip. 35=42:286-39542:288. ^ 5 

"1!5? 3 f 4S6 raview of encl notes of 801216 meeting in Bethesda, MD re 

„ «. gf :! ,f - : 2'~ P'rsct tc fers'dr ccrtainment research. 

Vs’-T”-..",- -.-r*' e ' :£ - —f—^re^Nstcna: Laboratory. FIN A-0116. 80/12/19. 
— - h - : “5c-.a:c-. nesearcr, Director. 5pp. 39542:231-39542:235. 

^A^ls? 3 >ora3n ij:aison for Containment Sys Research/’ Monthly Mgt Ltr 1 1 for 

czr. r.;V''-d' w MH J^rdE’E’ Lawrence Livermore National Laboratory. FIN A- 
33542:253. ~ — " Analysis Development Branch. 7pp. 39542:287- 

A -B. B . 88 ' , 3 00 ^ 9 de t,^ n ?rT h Calibr of Pressure Tra " sduc - 

-.s. :: ^..-.~2D 5 .13 £ .23 ^ telcon.Calibr procedures are only 
-/ermore National Laboratory. TF80-237. 80/09/17 LEET 

■« . srarcr. Ip. -3c4^;234-355i2:29^ * * * 

“ BWR Containment Pool Dynamics 

itZa^ier -^'S-fe^ore National Laboratory. FIN A4116. EM80-506 80/ 
39543:065~"’ ° “ , ' lUC,ear neguiatory Research, Director. Ip. 39543:065- 

"iJSSfS? f 0 ™.^ F«Wic test rept JAERI M-8961 re Test 1202 W/o end 

LEE.T. 

“ BWR Containmen ' Pool Dy 
A-0116. 80/05/08. 

4nmw«< ! ie*» ... 


-8702040149 Responds to request for endorsement of Foreign Liaison Program on 
Mark II Containment Issues.Containment Sys Branch & Generic Issues Branch ox- 
pressed desire for continued liaison. 
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<°f JAERI M-8961 data rept 
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jSKJ, ?«?»»? .A®' M-87M “Full Scale MK2 Con- 
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■ '= - s 543::c0-33542;,:o 3/ ! ' -N ' J ~ S ' NRC - No Detailed Affiliation 



JKm'u 0 !^ Nuclear Regulatory Research, Director (Pre 860720). 80/10/ 
39543 -21 8-39543 -2 ItT ,Ce ° f Nuc,ear Reactor Regulation, Director (pre-851 125). 2pp. 


in 7 S 2 « 0 l 01 r 5 !ii nfOr r s that ^ J s ® e,lge f & J Vollbrandt will participate at WRSR Info Meet- 
JS L! fir Jburg ,MD .Mi ain topics should include state of program, organization of 

ificT c °L mfo & ^st results & next steps. 

niS5‘ a«t S ? F orschungszentrum Geesthact Gmbh. 80/10/23. LEE.T. NRG - No 

Detailed Affiliation Given. Ip. 39543:220-39543:221. ' 

"^8006(^0 4^rrl!^ olnLr^) * Mark 11 CRT Program. Comments on 

data receivS iSed /CRT staff & 800603 -° 6 meeeting w/Mark II Owners Group.Now 

Lawrence Livermore National Laboratory. 80/06/09. LEE.T. Division 
of Reactor Safety Research. 3pp. 39543:085-39543:0 87. ' 

"^La°hPrintQ 6 ?iS2w arC l S one set ? f Photographs taken during 800908-12 visit to GKSS 
valve dSails ' ° ° r ° UpS Sh ° wing wetwe,, ’ pressure cafibr.drywell & main steam 

80 /?n/in E T’pcT n aw/rance , L jy ermore National Laboratory. FIN A-0116. TF80-271. 
3. LEE.T. Division of Reactor Safety Research. 10pp. 39543:222-39543:232. 

JAERI 8873 ' 887a * B878 - to 8 « s 

06 / 04 . LEE.T.m' A nalysis Devebpmonf Branch 8 1 p' r 39543 ‘ 088 - 395 V^ 08 X^^' ’ 37 ’ 80/ 

- 3 JZ\T “ FOrei9n Uais0n ,or CORtoinment Sys Research.” Monthly Mgt Ltr 12 for 

OSS Mm/24\ltT U lraS L or'S 0re . Na,i 2 n f l Laborator V- FIN A- 
39543:233-39543:239. ^ ' LEE,T- D,v,si0n of Reactor Safety Research. 4pp. 

“^D^^ndreolStt PSS 1 T^ n iSd^f S GKSS ° , |5 P n Pr i e t a,V GKSS Ropt 79/E/4 °- 
meeting in Berlin W/o encte “ nd 0 GKSS 4 P a P ers Presented at Mar 19(10 

80 / 

0207 Forw 

igroverview < 

- T - ..) Suppressic 

W/ O end. — — --jr . -W«. W | » aivw nvtuauui i« 

8o5o6mLEEJ. Anah/s?s Deve topment Branch Ip TF0 °- 144 ' 



"mSmS" For0l9n h 10150 " ,or Containmen t Sys Research." Monthly Mgt Ltr 8 lor 

^6 A TF80-'l E 4T''80/06/l l 1 N< LEEf' ^vs?« C N “ ,ional Laboratory. FIN A- 
39543:109. ‘ Ltfc ’ • Ana, ysis Development Branch. 20pp. 39543 : 091 - 

of JAERI Rep,s M ' 8761 & M ‘ 

06/16. LEE,T S A^ C SeX m rn,S^ ^ 3 Vt fa™”**- ^ 


r- I JU, 

program.ReoonSrts mSing e w/Shiba , °in J No R Ve 6 r/’/h7 S / ,S from Mark 11 CRT 

NnlfiSf’?," 1 * Mark 11 programs. ° N possible future linkage between 
search. Ip. 39^S5^3954S:2&?. /11/03 ' T0NG ' L S - Division of Reactor Safety Fte- 

Po °' Ta *» M3 showing chug- 

MrcAULE^EW 8 * Sve-ence >S Uvemor eV |3*^^ > °^ , * a ^ p ' P Uma '*' V, ' r *' >0n in *° 9001 

<-EE,T. Analysis DevX^n, 12 TF80 - 154 ' 

"■ T - 

Sff rt OAffif* BWR 0 i°nteinm U e r ni J ™ an 10 continue technical »ai- 

i 0int ^ R n^ nta,nmen ' res P° nsa test (CRT) prograr^ 

^Livermore National Laboratory.^i^)p^ 95 ^ a j la g_g 9 gJ^e^ a, y- 80 / 06 / 12 . Lawrence 

STt ftS8SSM?i *T re 

SCHULTHEIB.G.F AUST F . Pressure suppression con- 

No 

^UX.EnZZZZTT™' 8X8 Re8earch '" ^ M9t L » 13 ter 



NONDOCKETED ITEMS 265 


—8702040346 Forwards revised Mark II LOCA issues.providing explicit ref to NRC/Mark 
II owners group meetings.Findings indicated quantified multivent data base available 
from GKSS-PSS research will be useful in aiding resolution of issues. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. FIN A-0116. TF81-059. 
81/03/16. LEE,T. Analysis Development Branch. 13pp. 39543:127-39543:139. 

-8702040355 “Foreign Liaison for Containment Sys Research,” Monthly Mgt Ltr 17 for 
Feb 1 981 . 

MCCAULEY.E.W., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A- 
0116. TF81-070. 81/03/27. Analysis Development Branch. 7pp. 39543:140- 
39543:147. 

—8702040363 Trip rept of 810213-18 visit to Geesthacht GmbH, West Germany to con- 
GKSS teC ^ niCa * lia ' SOn t0 * ul1 scale mult »vent pressure suppression test program at 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. 81/03/13. NRC - No De- 
tailed Affiliation Given. 9pp. 39543:148-39543:155. 

-8702040368 “Foreign Liaison for Containment Sys Research,” Monthly Mgt Ltr 18 Mar 

MCCAULEY, E.W., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A- 
0116. TF81-100. 81/03/27. LEE.T. Analysis Development Branch. 11pp. 39543:156- 
39543:166. 

-8702040369 Requests GKSS phasing observations for tests using US Mark II criteria 
for measuring chugs in multivent test facility. Data from Test M2 & Creare three-vent 
1/10 & 1/6 scale tests compared. 

ELTAWILA.F. Containment Systems Branch. 80/06/27. AUST.E. Germany, Federal 
Republic of. 2pp. 39543:125-39543:126. 

-8702040372 Forwards development of NRC/LLL liaison to foreign containment re- 
search on containment pool dynamics, per requestW/o encl.LLL 810203 ltr to Prof H 
Karwat of Technische Univ Munchen end. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. FIN A-0116-1. TF81-023. 
81 /02/06. LEE,T. Division of Reactor Safety Research. 2pp. 39543:269-39543:270. 

-8702040376 Forwards Rept JAERI-M 9404 for JAERI-CRT Test 1204 under FIN A- 
0116, “Foreign Liaison for Containment Sys Research.” Pages 1,2,34,35 & 36 submit- 
ted for translation. 

ALTENBACH.T.J. Lawrence Livermore National Laboratory. FIN A-0116. TF81-077. 
81/04/07. LEE.T. Analysis Development Branch. Ip. 39543:167-39543:167. 

-8702040381 Forwards approved NRC Form 445 for EW McCauley foreign travel plans 
to Hamburg, West Germany on 81 01 17-24, Japan on 810207-14 & Taipei, Taiwan on 
810316-31. 

SHAO.L.C. Division of Reactor Safety Research. 81/02/09. LAGRONE.J. Energy, 
Dept. of. 13pp. 39543:271-39543:283. 

-8702040382 Forwards proprietary Rept JAERI Memo 9373 for JAERI-CRT Test 3104 
under FIN A-0116, “Foreign Liaison for Containment Sys Research." Pages i, 1,2, 40 & 
41 submitted for translation. 

ALTENBACH.TJ. Lawrence Livermore National Laboratory. FIN A-0116. TF81-076. 
81/04/07. LEE.T. Analysis Development Branch. Ip. 39543:168-39543:168. 

-8702040390 Advises that mid-yr review of program LLL conducting for NRC in reactor 
safety research scheduled for 810220 in Silver Spring, MD.Suggested presentation 
schedule 6 related info end. 

SHAO.LC. Division of Reactor Safety Research. 81/02/11. CLELAND.L.L. Lawrence 
Livermore National Laboratory. 22pp. 39543:284-39543:305. 

-8702040399 Forwards proprietary rept for JAERI-CRT Test 3103 conducted on 
80091 9. No expanded-time detail available.W/o end. 

ALTENBACH.TJ. Lawrence Livermore National Laboratory. FIN A-0116. TF81-039. 
81/02/26. LEE.T. Division of Reactor Safety Research. Ip. 39543:306-39543:306. 

-8702040439 “Foreign Liaison for Containment Sys Research,” Monthly Mgt Ltr 16 for 
Jan 1981. 

MCCAULEY, E.W., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A- 
0116. TF81-043. 81/02/27. UEE.T. Division of Reactor Safety Research. 3pp. 
39543:307-39543:309. 

-8702040457 “Nuclear Safety Projects at Marviken.” 

* Sweden, Govt. of. 81/03/31. 39pp. 39543:310-39543:348. 

-8702040477 Advises that offer of direct measurement assistance to CRT program has 
been sent by NRC.More details on proposed MODAL testing & analysis being pre- 
pared. 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. 81/03/31. LEE.T.E. Office 
of Nuclear Reactor Regulation, Director (pre-851125). ANDERSON, C. Division of 
Safety Technology (800428-851124). NOZAWA.M. Japan, Govt of. Ip. 39543:349- 
39543:349. 

-8702040498 Forwards expanded proposal for modal testing of JAERI-CRT facility, for 
review. Enel Attachment 2 provides info requested at 810211 meeting re pressure 
transducers prepared for CRT fadlity use. 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. FIN A-0116. TF81-047. 
81/03/04. LEE.T. Division of Reactor Safety Research. 6pp. 39543:350-39543:355. 

-8702040519 Expresses appreciation for receiving results of CRT program. Shares con- 
cern re possible ambiquities arising from transducers used in wetwell pressure 
measurements. Provides recommendations to resolve subj issues. Related info end. 
SHAO.LC. Division of Reactor Safety Research. 81/03/05. NOZAWA.M. Japan, Govt. 
Of. 25pp. 39543:356-39544:021. 

-8702040549 Forwards UCID-18954, "Processing Techniques for Data from GKSS 
Pressure Suppression Experiments." Sections 2 & 3 will be modified to address par- 
ticular TPC test data form. Resulting code will be named TPPLOT. 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. FIN A-0116. TF81-048. 
81/03/09. LEE.T. Division of Reactor Safety Research. Ip. 39544:022-39544:022. 

-8702040581 Forwards proprietary rept for JAERI-CRT Test 3105.No expanded-time 
detail available.Pages i, 1,2,40 & 41 also also submitted for translation.W/o 
encLRelated info end. 

ALTENBACH.TJ. Lawrence Livermore National Laboratory. FIN A-0116. TF8 1-052. 
81/03/10. LEE.T. Division of Reactor Safety Research. 9pp. 39544:023-39544:031. 


—8702040590 Objects to taking data in Japan & sending to LLL.Preferred way is to use 
on line data analyzers which allow individual to repeat tests if something looks 
strange. 

O’BRIEN, J. NRC - No Detailed Affiliation Given. FIN A-0128. 81/03/16. NRC - No De- 
tailed Affiliation Given. Ip. 39544:032-39544:061. 

— 8702040674 Forwards Japanese-English text translation for listed proprietary 
repts, original pages submitted for translation & updated summary of JAERI translation 
to date. 

HOLMAN, G.S. Lawrence Livermore National Laboratory. FIN A-0116. TF80-305. 80/ 
12/03. LEE.T. Division of Reactor Safety Research. 5pp. 39544:063-39544:067. 

—8702040686 Advises that decommissioning of LLL 1 /5-scale Mark I test facility now 
underway, per NRC 800408 authorization.Activity expected to be completed by 
800901. Preliminary listing of salvageable instrumentation & hardware end. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. TF80-128. 80/05/23. 
LEE.T. Division of Reactor Safety Research. 4pp. 39544:068-39544:071. 

-8702040696 Forwards listed rept for JAERI-CRT Test 1203 & Pages 1,2,34, 35 & 36 
for translation.W/o end. 

ALTENBACH.TJ. Lawrence Livermore National Laboratory. FIN A-0116. TF81-085. 
81/04/13. LEE.T. Division of Reactor Safety Research. Ip. 39544:072-39544:072. 

-8702040708 Forwards approved NRC Form 445 for EW McCauley foreign travel to 
listed dest inations & unapproved NRC Form 445 to Europe from 810815-0915. 
BASSETT.O.E. Division of Accident Evaluation (Pre 840101). 81/04/15. LAGRONE.J. 
Energy, Dept. of. 9pp. 39544:073-39544:081. 

-8702040719 Informs that complete agreement received from JAERI to to accept loan 
of NRC owned flush diaphragm pressure transducers.Requests authorization for govt- 
to-govt loan of US govt property to JAERI. 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. FIN A-0116. TF81-091. 
81/04/16. FABIC.S. Division of Reactor Safety Research. 3pp. 39544:082-39544:084. 

-8702040724 Forwards preliminary info re 1981 CRT facility instrumented hammer tests 
received from JAERI, per request.Author also received draft copy of complete modal 
test rept. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. FIN A-0116. TF81-090. 
81/04/16. LEE.T. Division of Reactor Safety Research. 3pp. 39544:085-39544:087. 

-8702050191 Forwards “Extended Analysis of Data from 1 /5-Scale Mark I BWR Sup- 
pression Experiment,” master camera-ready copy.patent & classification 
releases, bibliographic data sheet & distribution list.W/o end. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. FIN A-0118-9. EM80-243. 
80/07/01. LEE.T. Analysis Development Branch. 13pp. 39544:246-39544:258. 

—6702050197 Follows up varied discussions during 800624-25 visit re decommissioning 
of 1 /5-scale Mark I BWR pressure suppression experiment & “Extended Analysis of 
Data From 1 /5-Scale Mark I BWR Pressure Suppression." 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. FIN A-0116. TF80-169. 
80/07/03. LEE.T. Analysis Development Branch. 3pp. 39544:259-39544:261 . 

-8702050220 “Foreign Liaison for Containment Sys Research,” Monthly Mgt Ltr 15 for 
Dec 1980 

MCCAULEY.E.W., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A- 
0116. TF81-041. 81/01/13. LEE.T. Analysis Development Branch. 14pp. 39544:282- 
39544:297. 

—8702050242 Requests authorization to execute “BWR Containment Pool Dynamics,” 
per end std order for DOE work. 

SHAO.L.C. Division of Reactor Safety Research. FIN A-0116-1. 81/01/19. 
LAGRONE.J. Energy, Dept. of. 3pp. 39544:298-39544:300. 

—8702050249 Forwards translations of two JAERI informal memos & one television cas- 
sette containing proprietary results from GKSS-PSS tests M5 & M5-2.Translations in- 
clude original Japanese test pages. 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. FIN A-0116. TF81-010. 
81/01/19. LEE,T. Analysis Development Branch. 12pp. 39544:301-39544:346. 

-6702050260 Responds to 801230 memo re JAERI Mark II containment test 
program. Necessary steps designed to meet end goal specified in memo listed. 
SHAO.L.C. Division of Reactor Safety Research. 81/01/26. MURLEY.T.E. Division of 
Safety Technology (800428-851124). 5pp. 39544:347-39544:351. 

—8702050263 “Liaison to Foreign Containment Research Containment Pool 
Dynamics, Discussion of Activities, Goals & Issues.” 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. 81/01/29. 21pp. 
39544:352-39545:012. 

-6702050267 Forwards 810403 request for approval of official foreign travel to Japan 
from 810509-16. 

BASSETT.O.E. Division of Engineering (pre-851125). FIN A-0116. 81/05/07. 
LAGRONEJ. Energy, Dept. of. 5pp. 39545:013-39545:017. 

-6702050287 Forwards draft “Method for Chug Classification. ” Chug classification 
methodology extracted from work in progress on complete analysis of 12 chugs of 
Test M3.Spedfic effects planning for future tests will be done. 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. FIN A-0116. TF81-107. 
81/05/08. LEE.T. Analytical Models Branch. 9pp. 39545:018-39545:028. 

-8702050292 Forwards documentation available to E McCauley to determine issues re 
Mark II NRR concems.Reevaluation of documents listed to determine Mark II issues 
vague & need clarification. 

BOWMAN, B.R. Lawrence Livermore National Laboratory. TF81-116. 81/05/08. LEE.T. 
Analytical Models Branch. 4pp. 39545:029-39545:032. 

-6702050301 Requests determination of translation of end document Estimated trans- 
lation cost listed. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. TF81-119. 81/05/14. 
LEE.T. Analysis Development Branch. 2pp. 39545:033-39545:034. 

-8702050307 Forwards translation of text.figures & tables from body of proprietary & 
preliminary rept on CRT facility exdtation tests conducted for JAERI Assistance in 
providing caption translations appreciated.Supporting documentation end. 
MCCAULEY.E.W. Lawrence Livermore National Laboratory FIN A-0116. TF81-124. 
81/05/20. LEE.T. Analytical Models Branch. 21pp. 39545:035-39545:055. 
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-8702050316 Forwards Rapt JAERI M-9405 for Test 1205.Pages 1,2,34,35 & 36 sub- 
mitted for translation. 

ALTENBACH.T.J. Lawrence Livermore National Laboratory. FIN A-0116. TF81-138. 
81/06/03. LEE.T. Analytical Models Branch. Ip. 39545:056-39545:056. 

-8702050320 Forwards EW McCauley request for official foreign travel to GKSS, Federal 
Republic of Germany from 810808-0903.Reque$t disapproved. McCauley scheduled to 
visit for 2 wks beginning 810601 to save travel money. 

BASSETT.O.E. Division of Accident Evaluation (Post 840101). 81/06/15. 
LAGRONE.J. Energy, Dept. of. 5pp. 39545:057-39545:061. 

-8702050328 Advises that LLL requested to prepare Form 189 for FY82/83 by 
8 10809, describing accomplishments, schedule, requested funding A list of capital 
equipment w/priority assignment. 

BASSETT.O.E. Division of Accident Evaluation (Post 840101). FIN A-0116. 81/06/29. 
LAGRONE.J. Energy, Dept. of. 4pp. 39545:062-39545:065. 

-8702050339 Forwards abstracts of presentations from inti specialist meeting on BWR- 
pressure suppression containment technology on 810601-03.W/O abstracts. 
SCHULTHEISS, AUST GKSS Forschungszentrum Geesthact Gmbh. 81/06/30. 
FABIC.S. NRC - No Detailed Affiliation Given. 10pp. 39545:066-39545:075. 

“8702050345 “Foreign Liaison for Containment Sys Research," Monthly Mgt Ltr 19 for 
Apr 1981. 

MCCAULEY, E.W., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A* 
0116. TF81-162. 81/07/08. LEE.T. Analytical Models Branch. 4pp. 39545:076- 
39545:079. 

-8702050350 “Foreign Liaison for Containment Sys Research,” Monthly Mgt Ltr 20 for 
May 1981. 

MCCAULEY, E.W., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A- 
0116. TF81-163. 81/07/09. LEE.T. Analytical Models Branch. 3pp. 39545:080- 
39545:082. 

-8702050357 Informs of review completion of documentation listed in 810612 Itr.Subset 
from list ref by page.date A fiche number requested in order to effectively support 
contractThree addl documents requested. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. FIN A-0116. TF81-167. 
81/07/10. LEE.T. Analytical Models Branch. 5pp. 39545:083-39545:087. 

-8702050363 Foreign trip rept of 810622-26 visit to Tokai-Mura, Japan re installation A 
in situ calibr of 25 flush diaphragm pressure transducers in JAERI Mark II containment 
response test facility wetwell. 

MCCAULEY.E.W. Lawrence Livermore National Laboratory. 81/07/07. NRC - No De- 
tailed Affiliation Given. 7pp. 39545:088-39545:094. 

“8702050374 Ack receipt of abstracts of presentation at inti Specialist Meeting on 
BWR-Pressure Suppression Containment Technology. McCauley visit impractical 
during time requested. 

FABIC.S. Analytical Models Branch. 81/09/04. SCHULTHEISS, G. Germany, Federal 
Republic of. 12pp. 39545:095-39545:106. 

-8702050421 Forwards CONMAP Test Experimental Data Rept CREARE TN-297, 
4TCO Chugging Data Rept NEDE 24285-P A NUREG-0487,Suppi 02. Repts corre- 
spond to Items 10,16 & 19 in Attachment 1 of CREARE TN-297. 

LEE.T. Analytical Models Branch. 81/09/04. MCCAULEY.E.W. Lawrence Livermore 
National Laboratory. 2pp. 39545:107-39545:108. 

“8702050423 Foreign trip rept of 810812-19 visit to Tokai-Mura, Japan re instrumented- 
hammer modal testing of as-built JAERI Mark II containment response test facility 
wetwell. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. 81/09/08. NRC - No De- 
tailed Affiliation Given. 5pp. 39545:109-39545:113. 

—8702050427 Ack receipt of 810911 ltr re 811023 meeting to view records A test re- 
sults. 

FABIC.S. Analytical Models Branch. 81/09/23. AOKI.H. Toshiba Corp. Ip. 39545:114- 
39545:114. 

-8702050432 Requests visit to NRC office on 811023 to present separate effect test 
results w/video records & sys simulation test plans of 18 degree sector testSome 
analytical results of JAERI ROSA-III test will also be presented. 

AOKI.H. Toshiba Corp. 81/09/11. FABIC.S. Analytical Models Branch. Ip. 39545:115- 
39545:115. 

“8702050439 Forwards Form 189 for FIN A-0116.Funding level reflects more than draft 
proposal previously forwarded.Work scope limited to evaluation of German data A 
completion of modal testing on JAERI sys. 

BOWMAN, B.R. Lawrence Livermore National Laboratory. EM81 -450/00391. 81/09/29. 
LEE,T. Analytical Models Branch. 12pp. 39545:116-39545:127. 

-8702050477 Requests continued liaison between NRC A LLL until project finishes in 
1983.Small break tests A tests w/mitigators to reduce dynamic loads next steps of 
program.Minutes of 811014 & 15 telcons end. 

SCHULTHEISS,!. GKSS Forschungszentrum Geesthact Gmbh. 81/10/05. FABIC.S. 
NRC - No Detailed Affiliation Given. 9pp. 39545:128-39545:136. 

“8702050484 Requests opportunity to discuss info exhange on full-scale Mark II CRT at 
WRSR 811025-31 meetings in Gaithersburg, MD. 

SHIBA.M. Japan, Govt. of. 81/10/22. LEE.T. NRC - No Detailed Affiliation Given. Ip. 
39545:137-39545:137. 

“8702050492 Advises that task of LLL foreign liaison program to supply JAERI w/30 
flush mounted-type pressure transducers complete. First half of task to conduct modal 
tests & analyses on Mark II containment pool dynamic test facility complete. 

FABIC.S. Office of Nuclear Regulatory Research, Director. 81/10/22. KNIEL.K. Ge- 
neric Issues Branch. 2pp. 39545:138-39545:139. 

“8702050502 Followups telcons re foreign liaison contractFee for first modal test con- 
ducted in Japan under negotiation. Work for Agbabian Phase 1 data processing not yet 
begun for listed reasonsJnvoices A financial proposal end. 

BOWMAN, B. Lawrence Livermore National Laboratory. 81/11/06. LEE.T. Office of 
Nuclear Regulatory Research, Director. 39pp. 39545:140-39545:178. 

“8702050505 Advises that addl NRC/LLL assistance for structural characterization of 
reinforced CRT containment unnecessary. Further detailed structural testing not 
worthwhile because CRT containment stiffness significantly enhanced. 

SHIBA.M. Japan, Govt of. 81/11/16. LEE.T. Division of Reactor Safety Research. 
1 2pp. 39545:1 79-39545:1 90. 


“8702050512 Requests authorization of end std order for DOE work: “BWR Contain- 
ment Pool Dynamics.” 

BASSETT.O.E. Office of Nuclear Regulatory Research, Director. FIN A-0116-2. 82/ 
01/22. LAGRONE.J. Energy, Dept. of. 22pp. 39545:194-39545:215. 

“8702060181 Forwards high-speed film from Main Test Ml & video data from Main 
Test M3. 

HOLMAN, G.S. Lawrence Livermore National Laboratory. FIN A-0118. TF80-050. 80/ 
03/14. KUDRICK.J. Division of Systems Safety. 21pp. 39542:208-39542:229. 

-8702060254 Forwards public version of Test Repts JAERI-M8761 (Test 0003) & 
JAERI-M8763 (Test 1101).W/o end. 

MCCAULEY, E.W. Lawrence Livermore National Laboratory. FIN A-0116. 80/04/18. 
KUDRICK.J. Division of Reactor Safety Research. 3pp. 39543:022-39543:024. 

-8702090016 Forwards listed repts re JAERI Mark II CRT program per telcon 
request.W/o ends. 

MANSFELD.G. NRC - No Detailed Affiliation Given. 79/07/16. ELTAWILA.F. NRC - 
No Detailed Affiliation Given. Ip. 39544:123-39544:123. 

8702020673 Final response to FOIA request for four categories of records re Fermi 
plant. Documents identified on end App D withheld (ref FOIA Exemptions 2,5 A 7). 
GRIMSLEY.D.H. Division of Rules and Records. 87/01/29. PUNTENNEY.J.E. Safe 
Energy Coalition. 5pp. 39469:357-39469:362. 

8702020676 Partial response to FOIA request for documents re alcohol A drug use by 
const workers at nuclear reactor plant sites. App E & F documents partially & com- 
pletely withheld (ref FOIA Exemptions 5 A 6). 

GRIMSLEY.D.H. Division of Rules and Records. 87/01/29. HEATH, S.J. Washington 
Legal Foundation. 4pp. 39469:333-39469:349. 

-8702020895 Partially withheld ltr re health physics support, submitted per 830209 
telcon. Nuclear Support Svcs does not supply health physics support. Radiation expo- 
sure records from 1 977 to present indicate that individual never worked at plant. 
LARSON, C.E. Northern States Power Co. 83/02/24. HIND.J.A. Region 3, Office of Di- 
rector. Ip. 39469:337-39469:337. 

-8702020705 Partially withheld response to 830210 ltr re allegation concerning 
employees. Investigation to determine lapses in security of operations underway.Rept 
on investigation will be forwarded.Resumes of involved persons encl.W/o resumes. 
LIU.L. Iowa Electric Light A Power Co. 83/03/08. HIND.J.A. Region 3, Office of Direc- 
tor. 3pp. 39469:338-39469:340. 

-8702020713 Partially withheld ltr transmitting confidential info. Investigation shows no 
evidence that security compromised by subjs of investigation at time of employment or 
since. 

LIU.L. Iowa Electric Light A Power Co. 83/04/07. HIND.J.A. Region 3, Office of Direc- 
tor. 7pp. 39469:341-39469:349. 

8702020728 Final response to FOIA request re investigation into R Parks 
allegations.App Q document partially withheld (ref FOIA Exemption 5). 

* Division of Rules and Records. 87/01/29. Hoberg, Finger, Brown, Cox A Molligan. 
3pp. 39470:012-39470:016. 

-8702020730 SECY-84-065A Partially withheld Commission paper re GAP request for 
investigation into R Parks allegations. 

FITZGERALD, J.A. Office of the General Counsel. 84/06/05. Ip. 39470:015- 
39470:016. 

8702030056 Final response to FOIA request for documents re plant. Forwards App G 
documentDocuments also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/01/29. GANNIS.S. Affiliation Not 
Assigned. 2pp. 39485:157-39485:165. 

-8702030070 Undated statement entitled, “Status of Radiological Impact From Acci- 
dent at Three Mile Island." 

* NRC - No Detailed Affiliation Given. 87/01/29. 6pp. 39485:159-39485:165. 

8702040016 Responds to appeal of FOIA requesLAddl portions of documents listed in 
Apps P A O of 851107 response discretionarity released. 

CHILK.S.J. Office of the secretary of the Commission. 87/01/23. YOUNG, M.C. De- 
laney & Young. Ip. 39508:013-39508:028. 

-8702040022 Partially withheld memo discussing Ofc of Investigations 841224 request 
for Commission guidance. 

ROBERTS, T.M. Commissioners. 85/01/08. HAYES, B.B. Office of Investigations. 2pp. 
39508:021-39508:022. 

-8702040033 Partially withheld memo re reportability of wrongdoing to NRC. 
FITZGERALD, J.A. Office of the General Counsel. 85/01/09. HAYES, B.B. Office of In- 
vestigations. 2pp. 39508:023-39508:024. 

-8702040064 Partially withheld memo re recipient 841224 memo concerning facility. 
PALLADINO.N.J. Commissioners. 85/01/16. HAYES.B.B. Office of Investigations. Ip. 
39508:025-39508:028. 

-8702040022 Partially withheld memo discussing Ofc of Investigations 841224 request 
for Commission guidance. 

ROBERTS, T.M. Commissioners. 85/01/08. HAYES, B.B. Office of Investigations. 2pp. 
39508:021-39508:022. 

-8702040033 Partially withheld memo re reportability of wrongdoing to NRC. 
FITZGERALD, J.A. Office of the General Counsel. 85/01/09. HAYES.B.B. Office of In- 
vestigations. 2pp. 39508:023-39508:024. 

-8702040064 Partially withheld memo re recipient 841224 memo concerning facility. 
PALLADINO.N.J. Commissioners. 85/01/16. HAYES, B.B. Office of Investigations. Ip. 
39508:025-39508:028. 

8702040350 FOIA request for last three or four insp repts for Nuclear Metals, Inc in 
Concord, MA. 

ALBANO.T. Affiliation Not Assigned. 87/01/03. FELTON, J. Division of Rules and 
Records. Ip. 39524:176-39524:176. 
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8702040357 Final response to FOIA request for insp repts for Nuclear 
Metals, Inc.Forwards App B document.App A & B documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 87/01/30. ALBANO.T. Affiliation Not 
Assigned. 3pp. 39524:177-39524:187. 

-8610220152 Forwards Safety Insp Repts 30-19394/86-01,40-0672/86-01 & 40-8866/ 
86-01 on 860909-1 2.No violations noted.NRC understands QA program associated w/ 
flurometric analysis of U in employee urine will be submitted. 

GLENN, J.E. Region 1, Office of Director. 86/10/17. TUFFIN.W.B. Nuclear Metals, Inc. 
2pp. 39524:180-39524:187. 

-8610220159 Insp Repts 30-19394/86-01,40-0672/86-01 & 40-8866/86-01 on 860909- 
12.No violations identified.Major areas inspected: waste handling procedures, exposure 
control-external & internal & review of reported transportation incidents. 

MILLER, J., WURTZ.E., GLENN, J.E. Region 1, Office of Director. 40-0672/86-01. 86/ 
10/14. 6pp. 39524:182-39524:187. 

8702040441 Further response to FOIA request for 18 categories of documents re U Mill 
Tailings Radiation Control Act of 1978. Forwards App B documents.App C documents 
withheld (ref FOIA Exemptions 4 & 5).App D documents available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 87/01/30. BREMBERG.B.P. Affili- 
ation Not Assigned. 6pp. 39577:093-39577:203. 

-8509250036 Responds to 850730 request for legal opinion on use of parent company 
guarantee, w/acceptable financial test, as means of providing financial assurance for 
mill operator responsibility for decontamination & decommissioning. 

CUNNINGHAM, G.H. Office of the Executive Legal Director (Pre 860701). 85/09/13. 
DAVIS, J.G. Office of Nuclear Material Safety & Safeguards, Director. 8pp. 39577:099- 
39577:106. 

-8702040454 Summarizes 860402 orientation meeting w/State of NM in Santa Fe,NM 
re State of NM request that NRC reassert regulatory authority over U mills & mill tail- 
ings. 

DODA.R.J. Region 4, Office of Director. 86/04/02. MARTIN, R.D. Region 4, Office of 
Director. 4pp. 39577:1 09-39577:1 1 2. 

-8702040463 Requests compilation of state license, compliance & correspondence files 
for mill licensees in radiation protection branch & written inventory of files established, 
to facilitate orderly transition to NRC. 

KERR.G.W. Office of State Programs, Director. 86/04/21. FORT.D.D. New Mexico, 
State of. Ip. 39577:113-39577:113. 

-8702040468 Ack receipt of 860407 Itr re State of NM request that NRC reassert au- 
thority over U milling & mill tailings in state. Governor request end. 

KERR.G.W. Office of State Programs, Director. 86/04/23. WHITSON, H.A. Southwest 
Research and Information Center. Ip. 39577:114-39577:114. 

-8702040475 Requests info re process employed re State of NM request for NRC juris- 
diction over U activities in state, including developments, decision points & relevant 
policy criteria for making decisions. 

WHITSON, H. Southwest Research and Information Center. 86/04/07. KERR.G.W. 
Office of State Programs, Director. 3pp. 39577:115-39577:116. 

-8702040479 Forwards D Fort 860423 Itr re mill sureties in State of NM. 
NUSSBAUMER.D.A. Assistant Director for State Agreements Programs. 86/05/06. 
DODA.R. Region 4, Office of Director. Ip. 39577:117-39577:117. 

-8702040482 Advises that State of NM must retain existing obligations re mill sureties 
until reclamation actions for which sureties given performed or court otherwise orders 
that such obligations be released. 

FORT.D.D. New Mexico, State of. 86/04/22. ROBERTS, T.M. Commissioners. 2pp. 
39577:118-39577:119. 

-8702040492 Forwards memo outlining why NRC should afford opportunity for interest- 
ed persons to comment or participate in hearing on Commission action in response to 
State of NM Governor Anaya 860318 Itr. 

YESLEY.M.S. Stephenson, Carpenter, Crout & Olmstead. 86/05/08. PALLADINO.N.J. 
Commissioners. 11pp. 39577:120-39577:130. 

-8702040505 Summary of 860416 meeting w/State of NM in Silver Spring, MD re co- 
ordination of work required in order for NRC to accept back U recovery licensing pro- 
gram & bring licensees into compliance w/federai regulations. 

SOLLENBERGER.D. Low-Level Waste & Uranium Recovery Projects Branch. 86/05/ 
14. Low-Level Waste & Uranium Recovery Projects Branch. 11pp. 39577:131- 
39577:141. 

—8702040539 Requests participation in 860529 meeting of all State of NM U recovery 
operations licensees In Albuquerque.NM re NRC 860601 reassertion of regulatory au- 
thority. 

MARTIN, R.D. Region 4, Office of Director. 86/05/22. KENNEDY, E. Homestake Mining 
Co. 2pp. 39577:142-39577:143. 

-8702040558 Requests participation in 860529 meeting of all State of NM U recovery 
operations licensees in Albuquerue.NM re NRC 860601 reassertion of regulatory au- 
thority. 

MARTIN, R.D. Region 4, Office of Director. 86/05/22. VELASQUEZ, J. United Nuclear 
Corp. (subs, of UNO Resources, Inc.). 2pp. 39577:144-39577:147. 

-8702040562 Requests participation in 860529 meeting of all State of NM U recovery 
operations licensees in Albuquerque.NM re NRC 860601 reassertion of regulatory au- 
thority. 

MARTIN, R.D. Region 4, Office of Director. 86/05/22. STIRLAND.M. Anaconda Co. 
(subs, of Atlantic Richfield Co.). 2pp. 39577:148-39577:149. 

-8702040572 Requests participation in 860529 meeting of ail State of NM U recovery 
operations licensees in Albuquerque.NM re NRC 860601 reassertion of regulatory au- 
thority. 

MARTIN, R.D. Region 4, Office of Director. 86/05/22. LEWIS, L.E. Chevron Resources 
Co. 2pp. 39577:150-39577:151. 

-8702040576 Requests participation in 860529 meeting of all State of NM U recovery 
operation licensees in Albuquerque.NM re NRC 860601 reassertion of regulatory au- 
thority. 

MARTIN, R.D. Region 4, Office of Director. 86/05/22. STAUTER.J.C. Kerr-McGee 
Corp. 3pp. 39577:152-39577:154. 


-8702040581 Requests participation in 860529 meeting of all State of NM U recovery 
operations licensees in Albuquerque.NM re NRC 860601 reassertion of regulatory au- 
thority. 

MARTIN, R.D. Region 4. Office of Director. 86/05/22. WILLOUGHLY.J. Bokum Re- 
sources Corp. 2pp. 39577:155-39577:156. 

—8702040604 Requests participation in 860529 meeting of all State of NM U recovery 
operation licensees in Albuquerque.NM re NRC 860601 reassertion of regulatory au- 
thority. 

MARTIN, R.D. Region 4, Office of Director. 86/05/22. HIGGINS, G.L. Mobil Diversified 
Businesses. 2pp. 39577:157-39577:158. 

-8702040614 Requests participation in 860529 meeting of all State of NM U recovery 
operation licensees in Albuquerque.NM re NRC 860601 reassertion of regulatory au- 
thority. 

MART1N.R.D. Region 4, Office of Director. 86/05/22. GRACE.M. Grace Mining Co. 
2pp. 39577:159-39577:160. 

-8702040615 Requests participation in 860529 meeting of all State of NM U recovery 
operations licensees in Albuquerque.NM re NRC 860601 reassertion of regulattory au- 
thority. 

MARTIN, R.D. Region 4, Office of Director. 86/05/22. KELLEY.C.D. Hecla Mining Co. 
2pp. 39577:161-39577:162. 

—8702040624 Summary of 860529 meeting w/State of NM U recovery operation licens- 
ees in Albuquerque.NM re NRC regulations & policies. Meeting agenda & list of atten- 
doos one! 

PETTENGILL,HJ. Uranium Recovery Field Office. 86/06/17. Uranium Recovery Field 
Office. 6pp. 39577:163-39577:168. 

—8702040631 Forwards FR notice announcing NRC reassertion of authority over U & 
thorium milling activities & mill tailings in State of NM & Commission order re existing 
NM licenses.W/o end. 

NUSSBAUMER.D.A. Assistant Director for State Agreements Programs. 86/06/04. 
WHITSON, H.A. Southwest Research and Information Center. Ip. 39577:169- 
39577:169. 

—8702040640 Forwards FR notice announcing NRC reassertion of authority over U & 
thorium milling activities & mill tailings in State of NM & Commission order re existing 
NM licenses. 

NUSSBAUMER.D.A. Assistant Director for State Agreements Programs. 86/06/04. 
TURNER, M. Labor, Dept, of, Occupational Safety & Health Admin. Ip. 39577:170- 
39577:170. 

-8702040645 Advises that NRC approved Governor Anaya request that NRC reassert 
regulatory authority over extraction & concentration of source matl from source matl 
ore & mgt & disposal of resulting byproduct matl on 860522. 

KERR.G.W. Office of State Programs, Director. 86/06/04. OTTS.J.K. New Mexico, 
State of. 3pp. 39577:171-39577:173. 

-8702040653 Expresses opposition to NRC reassertion of regulatory authority for U mill 
tailings.State of NM planned withdrawal represents only governor, not legislature 
desire 

OTTS j.K. New Mexico, State of. 86/05/15. CHILK.S.J. Office of the Secretary of the 
Commission. 1 1 pp. 39577:1 74-39577:1 84. 

-8702040659 Urges Commission to make timely cleanup of U mill tailings major 
priority.Failure to stabilize tailings piles reflects poorly on all regulatory entities. 

ANAYA, T. New Mexico, State of. 86/07/17. ZECH.L.W. Commissioners. 5pp. 
39577:185-39577:189. 

-8702040669 Forwards policy guidance on financial assurances for U recovery licens- 
ees to meet requirements of Criteria 9 & 10 of 1 0CFR40,App A. 

BROWNING, R.E. Division of Waste Management 85/12/30. MARTIN, R.D. Region 4, 
Office of Director. 2pp. 39577:1 90-39577:1 91 . 

-8702040676 Submits Atlas Corp request for meeting to discuss NRC determination 
that self-guarantee offered by Atlas to fulfill financial assurance requirements of Crite- 
ria 9 & 10 of 1 0CFR4O,App A unacceptable & need for stay of action. 

POTTS, R.D. Shaw, Pittman, Potts & Trowbridge. 86/04/08. DAVIS, J.G. Office of Nu- 
clear Material Safety & Safeguards, Director. 3pp. 39577:192-39577:194. 

-8702040685 Responds to 860408 request for meeting to discuss determination that 
self-guarantee offered by Atlas Corp unnacceptable & need for stay of NRC 
action.Denver ofc should be contacted to schedule meeting. 

BROWNING, R.E. Division of Waste Management. 86/04/15. POTTS, R.D. Shaw, Pitt- 
man, Potts & Trowbridge. 2pp. 39577:195-39577:203. 

-8702050208 Correspondence Response Sheet Cr-86-40 approving proposed Itr to 
State of NM Governor T Anaya responding to request for NRC to reassert regulatory 
authority over U milling activities. 

CHILK.S.J. Office of the Secretary of the Commission. CR-86-40. 86/04/08. ROB- 
ERTS, ASSELSTINE, BERNTHAL Commissioners. Ip. 39577:107-39577:107. 

-8702050247 Notation vote approving reassertion of NRC licensing & requiatory author- 
ity over U & thorium mill activities in State of NM on basis of 860318 request from 
Governor Andyd 

ASSELSTINE Commissioners. 86/05/12. CHILK.SJ, Office of the Secretary of the 
Commission. 1 p. 39577:1 08-39577:1 08. 

8702050503 Partial response to FOIA request re paperwork clearance of 10CFR50 pro- 
posed rule.App B document end & available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/01/30. MURPHY, S. Nuclear Infor- 
mation & Resource Service. 2pp. 39523:349-39523:353. 

-8702050507 Advises that Paperwork Reduction Act statement for rev to 1 0CFR50, 
“Timing Requirements for Full Participation Emergency Preparedness Exercises for 
Power Reactors Prior to Receipt of OL,” correct.FR notice can be released. 
SHELTON.B.J. Division of Technical Information & Document Control. 86/10/02. 
PHILIPS, J. Division of Rules and Records. Ip. 39523:351-39523:353. 

8702050511 Final response to FOIA request.No addl agency records subj to request 
located.No further action being taken on 860826 appeal Hr. 

GRIMSLEY.D.H. Division of Rules and Records. 87/01/30. GARDE, B. Government 
Accountability Project. Ip. 39523:346-39523:348. 
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8702050531 Final response to FOIA requestApp I documents end A avaiiabl« in 
PDR App J documents withheld (ref FOIA Exemption 5). dQiS ln 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/02. AiROZO.D. McGraw-Hill 

Publications Co. 4pp. 39525:196-39525:210. 

-8702050535 Submits pertinent facts re facilities simulator project. 

RAGLIN.K. Technical Training Center. 85/05/18. GRIMES, B„ GAGLIARDO l 
PROTNER.L. NRC * No Detailed Affiliation Given. 5pp. 39525:200-39525:204, 

“8702050537 Forwards GE 850404 proposal responding to RFPA OIE-85-169, "Leasa/ 
Purchase of GE Black Fox BWR/6 Simulator,” for evaluation A recommendation 
rept.W/o end. . ^ 

BAISDEN.L. Division of Technical Information & Document Control. 85/07/Ofi 
RAGLIN,K. NRC - No Detailed Affiliation Given. Ip. 39525:205-39525:205. 


“8702050546 Forwards GE 850919 proposal responding to RFPA OIE-85-169, “Lease/ 
Purchase of GE Black Fox BWR/6 Simulator,” for evaluation.W/o end. 

BAISDEN.L. Division of Technical Information & Document Control. 85/09/23 
RAGLIN.K. NRC - No Detailed Affiliation Given. Ip. 39525:206-39525:206. 


-8702060021 Forwards GE 851002 proposal responding to RFPA OIE-85-169, “Lease/ 
Purchase of GE Black Fox BWR/6 Simulator." for evaluation.W/o end. 

BAISDEN.L Division of Technical Information & Document Control. 85/10/08 
RAGLIN.K. NRC - No Detailed Affiliation Given. Ip. 39525:207-39525:207. 


-8702060158 SECY-85-321 A Partially withheld SECY paper re extension of environ 
qualification 851130 deadline.Recommends that Commission issue end order re ex- 
tension of deadline for facility.W/o end. 

R72-ERALD*A. Office of the Ge 


the General Counsel. 85/11/12. Ip. 39548:069- 


-8702060170 SECY-85-330A Partially withheld SECY paper re extension pf environ 
qualification 851130 deadline.Recommends that Commission issue end order re ex- 
of deadline for plantW/o end. , _ «oc/»o.n 7 n 

FITZGERALD, J.A. Office of the Genera! Counsel. 85/11/15. 2pp. 39548.070- 
39548:071. 

-8702060176 SECY-85-335A Partially withheld SECY paper re extension of environ 
Qualification 851130 deadline.Recommends that Commission issue end order re 
deadline extension for plant. W/o end. 

FITZGERALD, J.A. Office of the Ge 
39548:073. 


Genera! Counsel. 85/11/15. 2pp. 39548:072- 


-8702060184 SECY-85-337A Partiallv withheld SECY paper re extension of environ 
qualification 851130 deadline.Recommends that Commission issue end order re 
exte nsion for facility .W/o end. , D n7 , 

fTZGERALDJ.A. Office of the General Counsel. 85/11/15. 2pp. 39548:074- 


-8702060030 Advises that recipient designated project officer for Contract NRC-05-86- 
169 w/GE.W/o stated end. 

SMITH, P.A. Technical Assistance Contracts Branch (Pre 860421). NRC-05-86-169 
86/01 /03. RAGLIN.K. Technical Training Center. Ip. 39525:208-39525:208. 

-8702060035 Forwards GE proposed Mod 2 to Contract NRC-05-86-169, for review of 
cost, technical A general consideraton & comments. Evaluation requested by 
861 01 7. W/o end. 

FIELDS, J. Contract Administration Branch (Post 860421). NRC-05-86-169. 86/10/14. 
ROESSLER.S. Office of Inspection A Enforcement, Director (Post 820201). ip 
39525:209-39525:210. 


-8702060191 SECY-85-339A Partially withheld SECY paper re extension of environ 
qualification 851130 deadline.Recommends that Commission issue end order re 
exten sion for facility.W/o end. _ 0 . c , Q . n7fl _ 

FITZGERALD, J.A. Office of the General Counsel. 85/11/15. 2pp. 39548.076- 


8702060190 FOIA request for documents re licensing conditions applied to renewal of 
License SUB-1010. 

DEERINWATER.J. Native Americans for a Clean Environment 86/12/17. 
GRIMSLEY,D. Division of Rules and Records. 2pp. 39525:348-39525:349. 


8702050533 FOIA request for documents re 860514 suspected sabotage incident at 
plant A implications for nuclear power plant security regulations. 

AFTERGOOD, S. Committee to Bridge the Gap. 86/10/26. Division of Rules and 
Records. 2pp. 39524:041-39524:042. 

8702050539 Partial response to FOIA request for documents re 860514 suspected sab- 
otage incident at plant & implications for nuclear power security regulations.Forwards 
App A documents. App B documents available in PDR. 

GORMLEY.D.H. Division of Rules and Records. 87/02/02. AFTERGOOD, S. Commit- 
tee to Bridge the Gap. 3pp. 39524:043-39524:068. 

“8702050544 Discusses 860514 deliberate interruption of power from 3 of 4 power 
lines-Circumstances suggest attack coordinated. Licensed units were not 
operatinaDiesels operational. Related documents end. 

BURNETT, R.F. Division of Safeguards. 86/05/16. DAVIS, J.G. Office of Nuclear Mate- 
rial Safety A Safeguards, Director. 12pp. 39524:046-39524:068. 


8702060212 Final response to FOIA request for documents re licensing conditions ap- 
plied to renewal of License SUB-1 01 0.App A documents withheld (ref FOIA Exemption 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/02. DEERINWATER.J. Native 
Americans for a Clean Environment. 3pp. 39525:350-39525:360. 


87 ,°2090196 FOIA request for listed documents re definition of byproduct mail. 
HENRY.S.N, Stuart N. Henry A Associates. 86/12/23. ROBSNSON.L.L. NRC - No De- 
tailed Affiliation Given. 2pp. 39564:273-39564:274. 


8702090212 Partial reponse to FOIA request re definition of byproduct matl.Forwards 
App D document. Document also available in PDR. Records subj to request have been 
!? aether federal agency for review & direct response. M 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/03. HENRY.S.N. Stuart N. 
Henry A Associates. 2pp. 39564:275-39564:334. 


8702060087 FOIA request for records re review, critique or discussion of listed 
repts, including PLG-0432, “Seabrook Station Risk Mgt A Emergency Planning Study" 
A PLG-0465, "Seabrook Station Emergency Planning Sensitivity Study.” 

SHOLLY.S.C. MHB Technical Associates. 86/12/29. GRIMSLEY.D.H. Division of 
Rules and Records. 2pp. 39539:338-39539:339. 


-8702090226 Forwards JG Davis statement to be presented on 860410 before Sub- 
committees on Energy Conservation A Power & Commerce, Transportation & 
S™, House Committee on Energy A Commerce re final mixed-waste. _______ 

KAMMERER.C. Office of Congressional Affairs. 86/04/08. PALLADINO, ROBERTS, 
ASSELSTINE Commissioners. 8pp. 39564:277-39564:284. 


8702060094 Responds to FOIA request re review of documents concerning facility 
emergency planning.Enci App A documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/02. SHOLLY.S.C. MHB Tech- 
nical Associates. 2pp. 39539:340-39539:352. 

-8702060111 Project A budget proposal for NRC work: "Review of Emergency Planning 
Sensitivity Study for Seabrook." Related documentation end. 

KOUTS.H.J., KATO.W.Y., PRATT, W.T. Brookhaven National Laboratory. FIN A-3852. 
86/08/11. BAGCHI.G. Engineering Branch (PWR-A). 11pp. 39539:342-39539:352. 

8702060096 FOIA request for SECY-86-1 62, SECY-86-1 84.SECY-86-228, SECY-86- 
234, SECY-86-1 64, SECY-86-3 1 6 & SECY-86-258, 

WILLIAMS.O.G. JRA Associates. OGW-96-125. 86/12/15. GRIMSLEY.D.H. Division of 
Rules and Records. Ip. 39539:294-39539:294. 

8702060142 Final response to FOIA request for SECY papers. App A documents & end 
App B documents in PDR.App CAD documents partially A completely 
withheld.respectively (ref FOIA Exemption 5). 

GRIMSLEY.D.H, Division of Rules and Records. 87/02/02. WILLIAMS.O.G. JRA As- 
sociates. 6pp. 39539:295-39539:337. 


-8702090234 Forwards NRC responses to 860325 pre-hearing questions, inviting NRC 
to testify at 860410 hearing on regulatory treatment of mixed waste generated oy 

DOE facilities. , , 

KAMMERER.C. Office of Congressional Affairs. 86/04/07. MARKEY.E.J., FLORIO.J.J. 
House of Rep., Energy A Commerce. 42pp. 39564:285-39564:334. 


702090222 Final response to FOIA request for SJ Chilk 861212 memo to V Stello.App 

A document withheld (ref FOIA Exemption 5). v , 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/03. JOHNSON, M. LN Technol- 

l\n'\ac- tl- i ,n a. , „ ni\lre+t?. nrtCffC.MO 


8702090227 FOIA request that Chilk 861212 memo to V Stello re performance indica- 
tors be placed in PDR. 

JOHNSON, M. LN Technologies Corp. (formerly NUS Corp.). CD-LSS-86-1288. 86/12/ 
19. Division of Rules and Records. Ip. 39565:075-39565:075. 


702090229 Partial response to FOIA request for documents re environ 
qualification.Forwards App F documentApp E A F documents also available PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 87/02/03. WILLIAMS.O.G. JRA As- 


“8606060268 SECY-86-162 Informs of staff plans on how external initiators of acci- 
dents will be handled in context of severe accident policy.Tentative schedule for com- 
pletion of first phase approx 1 yr, 

STELLO, V. Office of the Executive Director for Operations. 86/05/22. 7pp. 
39539:301-39539:307. 

-8611140269 SECY-86-316 Recommends that Commission develop policy statement 
on maint program. 

STELLO, V. Office of the Executive Director for Operations. 86/10/27. 21pp. 
39539:315-39539:335. 

-87020601 St) SECY-86-228 informs Commissioners of NRC approach to use of new 
source- term Info for future applications. 

STELLO, V.S. Office of the Executive Director for Operations. 86/08/06. 7pp. 
39539:308-39539:314. 


-8702060167 SECY-86-184 Partially withheld SECY paper seeking approval of policy 
statement A t der in response to GUARD remand. 

MALSCH.M.G, Office of the General Counsel. 86/06/20. 2pp. 39539:336-39539:337. 

8702060146 F irtial response to FOIA request for SECY papers re environ 
qualifrcation,App B documents available in PDR.App C & D documents partially A 
coi ^ Pje^withhelcI.respecUvely (ref FOIA Exemption 5). 

GRIMSLEV.D.H. Division of Rules and Records. 87/02/02. WILLIAMS.O.G. JRA As- 
sociates. 6pp. 39548:062-39548:077. 


-8702090240 Advises that Commission agrees that ©ncl 850802 draft generic Itr be 
sent to licensees of all operating reactors A submits details for reviewing requests for 
pensions A imposing civil penalties. „ , AQ 

CHILK, S.J. Office of the Secretary of the Commission. GL-85-15. 85/08/27. 
DiRCKS.W.J. Office of the Executive Director for Operations, 7pp. 39565:083- 
39565:089. 


02090230 Partial response to FOIA request for documents re d 
JontainmenLForwards Add D documents.Apps CAD documents available m PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 87/01/29. TYE.L. Boston Gk 
Boston, MA. 4pp. 39652:040-39653:291. 


BWR 
, R. 

Globe, 


-8606100463 Comments on performance of BWR containments in severe 
accidents.Generic policy for BWR containment end. Implementation of policy would 
require backfrt. , 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/05/29. Divi- 
sion of Boiling Water Reactor (BWR) Licensing. 4pp. 39562:059-39562:062. 

-8607030234 Usts IDCOR contractor commitments A forwards notice A viewgraphs for 
860616 meeting w/ IDCOR A BWR Owners Group in Bethesda.MD re BWR 
containment.lDCOR work will be reviewed by Owners Group A NRC before 860901. 
BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/06/18. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). Ip. 
39562:063-39562:081. 
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—8607030237 Notification of 860616 meeting w/iDCOR & BWR Owners Group in 
Bethesda.MD to discuss IDCOR methodology for individual plant evaluations of sys 
reliability & containment performance during severe accident conditions. 
BERNEhQ.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/06/09. Divi- 
sion of Boiling Water Reactor (BWR) Licensing. 18pp. 39562:064-39562:081. 

—8608290127 Forwards viewgraphs for 860827 CRGR briefing re current discussions of 
possible BWR containment backfits to ensure adequate performance in severe acci- 
dents. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/08/27. 
SNIEZEK.J.H. Regional Operations & Generic Requirements. 20pp. 39562:082- 
39562:101. 

-860910005® Forwards draft generic letter for proposed BWR containment require- 
ments enhancing containment performance in severe accidents.NRC approach will be 
discussed w/BWR Owners Group & IDCOR at 860911 & 23 meetings.lssue date will 
be Apr 1987. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/09/03. 
RUSSELL, W.T. Division of Human Factors Technology (post 851125). 11pp. 
39562:102-39562:113. 

-8609150040 Forwards tables of post-accident offsite doses from noble gas release in 
containment venting using MACCS computer code, per 860828 request. 

CONGEL.FJ. Risk & Reliability Assessment Branch. 86/09/08. HODGES, M.W. Reac- 
tor Systems Branch (BWR). 25pp. 39562:114-39562:138. 

-8609180023 Requests sensitivity studies on results reported in recipient 860908 memo 
re post-accident doses offsite from noble gases, by 860923. Info needed for developing 
criteria for plants re dose consequences from venting containment. 

ROSZTOCZY.Z.R. Regulatory Improvement Branch. 86/09/11. CONGEL.F. Risk & 
Reliability Assessment Branch. 1 p. 39563:069-39563:069. 

-8609180375 Forwards current proposed chronology of actions re BWR containment 
enhancementRequests mid-Oct meeting to discuss containment response portion of 
facility study supporting NUREG-1150 . 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/09/15. 
SPEIS.T.P. Division of Safety Review & Oversight (post 851125). ROSS.D.F. Office of 
Nuclear Regulatory Research, Director (Pre 860720). 3pp. 39562:139-39562:141. 

-8609260015 Forwards tables providing scope & results of sensitivity studies on dose 
consequences from containment venting reported in 860908 memo, in response to 
86091 1 requestSubj studies used MACCS code & conducted w/BNL assistance. 
CONGEL.F.J. Risk & Reliability Assessment Branch. 86/09/23. ROSZTOCZY.Z.R. 
Regulatory Improvement Branch. 7pp. 39563:070-39563:076. 

-8609290085 Forwards IDCOR /BWR Owners Group rapt, “Evaluation of BWR Accident 
Mitigation Capability re Proposed NRC Changes.” Requests comments for 861113 
meeting. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/09/22. 
SPEIS.T.P. Division of Safety Review & Oversight (post 851125). ROSZTOCZY.Z.R. 
Regulatory Improvement Branch. CONGEL.FJ. Risk & Reliability Assessment Branch. 
17pp. 39562:142-39563:068. 

—8610020083 Reviews draft generic Itr re proposed requirements for BWR containment 
response to severe accidents.per 860903 request. Comments on technical issues pro- 
vided. 

NOVAK, T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/ 
09/25. BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 2pp. 
39563:077-39563:078. 

—861016030® A-3825R DRFT Draft "Prevention & Mitigation of Severe Accidents in 
BWR-6 W/Mark III Containment,” technical rept. 

FITZPATRICK, R., PERKINS, K.R., PRATT, W.T. Brookhaven National Laboratory. FIN 
A-3825. 86/09/19. NRC - No Detailed Affiliation Given. 116pp. 39563:079-39563:193. 

-8611170045 Advises that draft repts, “Prevention 8 Mitigation of Severe Accidents in 
BWR-4 W/Mark I Containment" dtd Sept 1986 & “Prevention & Mitigation of Severe 
Accidents in BWR-6 W/ Mark III Containment," reviewed per request. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/11/07. 
SPEIS.T.P. Division of Safety Review & Oversight (post 851125). Ip. 39563:194- 
39563:194. 

-8612020021 Responds to 861029 request for add! info re post-accident offsite doses 
from release of noble gases in containment venting.Release scenarios w/release 
height of 100 meters end in Tables 1-EL & 2-EL through 4-EL. 

CONGEL.FJ. Risk & Reliability Assessment Branch. 86/11/13. HODGES, M.W. Reac- 
tor Systems Branch (BWR). 6pp. 39563:195-39563:200. 

-8612050080 Responds to 860922 request to review rept “Evaluation of BWR Accident 
Mitigation Capability re Proposed NRC Changes." Rept underestimates risks associat- 
ed w/Mark I containments. 

SPEIS.T.P. Division of Safety Review & Oversight (post 851125). 86/11/24. 
BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 2pp. 39563:201- 
39563:202. 

-8612100292 Forwards draft generic Itr for proposed BWR containment requirements 
that will enhance containment performance in severe accidents & regulatory 
analysis, for comments & concurrence by 861212.CRGR review planned for late Dec. 
BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/12/04. 
BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 
TAYLOR.J.M. Office of inspection & Enforcement, Director (Post 820201). 
PARLER.W.C. Office of the General Counsel. 52pp. 39563:203-39563:254. 

-8701090625 Submits supplemental info re post-accident offsite doses from noble 
gases released at or near ground level.lnfo shows effect on whole body dose as 
result of elevated release relative to ground release.Graph end. 

LAINAS.G.C. Assistant Director for Technical Support (BWR). 86/12/09. 
BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 3pp. 39563:255- 
39563:291. 

-8702090239 “US Appraisals & Action on Severe Accident Risk." 

BERNERO.R.M. NRC - No Detailed Affiliation Given. 86/11/30. 15pp. 39562:044- 
39562:058. 

8702090366 Final response to FOIA request re Comanche Peak response team 
activities.App A documents already in PDR.Forwards App B documents. 
GRIMSLEY.D.H. Division of Rules and Records. 87/01 /29. GARDE, B.P. Government 
Accountability Project. 3pp. 39576:001-39577:028. 


-8507080070 Advises of meetings scheduled for 850701,10,17 & 31 in Bethesda,MD to 
discuss util program plan.NRC response will be sent to util by 850807. 

NOONAN, V.S. Comanche Peak Project (Technical Review Team). 85/06/27. 
SHAO.L., LIVERMORE.H., BOSNAK.R. NRC - No Detailed Affiliation Given. Ip. 
39576:178-39576:178. 

—8507180554 Forwards organization chart & roster for sys/operations group of Coman- 
che Peak Task Force to be used for meeting objectives of end NRC 850702 plan for 
review & audit of util design & const adequacy program plan. 

CALVO.J.A. Comanche Peak Project (Technical Review Team). 85/07/08. 
NOONAN, V.S. Comanche Peak Project (Technical Review Team). 4pp. 39576:165- 
39576:177. 


—8507180557 Forwards NRC plan for review of util design & const adequacy review 
program.Organization chart also end. 

CALVOJ.A. Comanche Peak Project (Technical Review Team). 85/07/02. 
NOONAN, V.S. Comanche Peak Project (Technical Review Team). Ip. 39576:156- 
39576:156. 


-8508080104 Responds to request for comments on Comanche Peak response team 
program plan.Plan contains most elements required for adequate implementation of 
action plans for review of design & const.Detailed comments end. 

TAYLOR J.M. Office of Inspection & Enforcement, Director (Post 820201). 85/07/31. 
NOONAN, V.S. Comanche Peak Project (Technical Review Team). 4pp. 39577:025- 
39577:028. 


-8512110601 Forwards final schedule for review of Comanche Peak Review Team Pro- 
gram Plan.Efforts should be focused toward meeting schedule as item of high 
priority .Written evaluation should be provided to A Vietti-Cook. 

NOONAN, V.S. PWR Project Directorate 5. 85/11/26. CALVO.J. NRC - No Detailed 
Affiliation Given. 2pp. 39576:269-39576:270. 

—8512230288 Requests that util response to CYGNA findings be included in review & 
evaluation of Comanche Peak Review Team (CPRT) Program Plan & incorporated into 
CPRT Program Plan SSER. Draft SSER still due on 851223. 

NOONAN, V.S. PWR Project Directorate 5. 85/12/05. SHAO.L, CALVOJ. NRC - No 
Detailed Affiliation Given. 2pp. 39576:144-39576:145. 

-8512310153 Submits list of portions of draft SER transmitted to date by 
Teledyne.Portions focus on Comanche Peak Review Team program plan.design ade- 
quacy program plan & const adequacy program plan.Listed info will be provided later. 
CRAGINJ.Q. Teledyne Engineering Services. 6410-31. 85/12/23. NOONAN, V. Co- 
manche Peak Project (Technical Review Team). Ip. 39576:268-39576:268. 

-8602030132 Forwards early inputs for next rev to SSER on facility program plan.EncIs 
do not fully reflect evaluation due to late receipt of Rev 3 to program pian.Wore input 
will be provided at 860303 meeting. 

CRAGINJ.Q. Teledyne Engineering Services. 6410-40. 86/01/30. NOONAN, V.S. Co- 
manche Peak Project (Technical Review Team). 76pp. 39576:192-39576:267. 

-8602110471 Trip rept of 851202-03 visit to TERA ofcs in Bethesda.MD to audit docu- 
mentation supporting initial level of homogeneity for design activities review Procedure 
DAP-21 that will be implemented to validate homogeneity. 

KNOX.J.L. Comanche Peak Project (Technical Review Team). 86/01/16. 
MARINOS.E.C. Comanche Peak Project (Technical Review Team). 11pp. 39577:012- 
39577:022. 


-8602250142 Trip Rept 2200 of 860117 site visit re HVAC hanger program audit. Status 
of licensee steam electric station seismic qualification rept of seismic Category 1 duct 
work & hangers changed from "approved" to “not approved” on 860121. 

RIVARD, JJ. Teledyne Engineering Services. 6410-49. 86/01/17. Teledyne Engineer- 
ing Services. 3pp. 39577:009-39577:011. 

—8605160154 Forwards preliminary comments on May 1986 draft SSER 13, Sections 1 
& 3.Sentence on Pages 1-4,1 -7,3-1 & 3-5 most appropriately worded on Page 1-7.Last 
word in paragraph on Page 1-6 re generic implications should be “deficiencies." 
LANDERS, D.F. Teledyne Engineering Services. 6410-59. 86/05/14. NOONAN, V. Co- 
manche Peak Project (Technical Review Team). 4pp. 39576:188-39576:191. 

-8605290133 Trip rept of 860505-07 site visit to attend civil/structural issues audit 
meetings.Audit attendee list & agenda end. 

DEGRASSI.G. Brookhaven National Laboratory. 86/05/21. JENG.D. NRC - No De- 
tailed Affiliation Given. 96pp. 39576:282-39577:008. 

-8606230101 Forwards review of safety-significant evaluations (SSE) of const devi- 
ations in civil /structural populations.Tentative schedule for SSE & App P issues 
deemed inappropriate based on current contractual requirements. 

LANDERS, D.F. Teledyne Engineering Services. 6410-64. 86/06/18. NOONAN, V. Co- 
manche Peak Project (Technical Review Team). 4pp. 39576:140-39576:143. 

-8609160363 Trip rept of attendance at 860821 meeting in Arlington, TX re util plans for 
plant issues.Summaries of observations listed. 

ASHAR.H. Engineering Branch (PWR-A). 86/09/03. BALLARD, R. Engineering Branch 
(PWR-A). 12pp. 39576:271-39576:281. 

-8702090403 Discusses review of util 851122 responses including QA/QC 
ISAPS.Comanche Peak Review Team program plan consistent w / 1 OCFRSO.App B. 
HALE.C.J. Comanche Peak Project (Technical Review Team). 85/12/18. 
NOON AN, V.S. Comanche Peak Project (Technical Review Team). 2pp. 39576:006- 
39576:007. 


-8702090422 Forwards Teledyne Engineering Svcs Technical Rept TR-6410-1, “Execu- 
tive Summary Technical Evaluation Rept on Comanche Peak Response Team Pro- 
gram Plan & Issue-Specific Action Plans.Rev 2,” Books 1 & 2. 

LANDERS.D.F. Teledyne Engineering Services. 85/07/29. TRAMMELL, C. Division of 
Licensing (800428-851124). Ip, 39576:008-39576:008. 

—8702090441 TR-6410-1 “Executive Summary Technical Evaluation Rept on Comanche 
Peak Response Team Program Plan & Issue-Specific Action Plans.Rev 2,” Books 1 & 

* Teledyne Engineering Services. 85/07/29. Division of Licensing (800428-851124). 
97pp. 39576:009-39576:115. 
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-8702100021 Requests review of Comanche Peak response team plan, for resolution of 
concerns in NUREG-0797,SuppI II.App P. Lead engineer should be assigned to task 
by 851223. 

SHAO.L. Comanche Peak Project (Technical Review Team). 85/12/16. LANDERS, D. 
Teledyne Engineering Services. 24pp. 39576:116-39576:139. 

-8702100073 Forwards staff evaluation of Comanche Peak response team plan provid- 
ing detailed comments/concems on Section 3.0, main rept (Sections I to VIII & At- 
tachments 1-5), Item 1. 

KNOX.J. NRC - No Detailed Affiliation Given. 85/08/16. NOONAN, V., SHAO.L, 
LANDERS, D. NRC - No Detailed Affiliation Given. 2pp. 39576:146-39576:147. 

-8702100083 Forwards preliminary comments on Comanche Peak response team pro- 
gram plan & recommends series of working meetings arranged w/various technical 
groups prior to meeting w/mgt to clarify plan approach to resolution of issues. 

SHAO.L. Comanche Peak Project (Technical Review Team). 85/07/15. NOONAN, V. 
Comanche Peak Project (Technical Review Team). 8pp. 39576:148-39576:155. 

-8702100094 “NRC Plan for Review & Audit of Applicants Program For Assuring 
Design & Const Adequacy of Comanche Peak Steam Electric Station.” 

* Comanche Peak Project (Technical Review Team). 85/07/31. 8pp. 39576:157- 
39576:164. 

-8702100184 Forwards addl comments re draft SSER 13 sent on 860514. 

LANDERS, D.F. Teledyne Engineering Services. 6410-60. 86/05/16. NOONAN.V. Co- 
manche Peak Project (Technical Review Team). 9pp. 39576:179-39576:187. 

-8702100229 Responds to 860613 memo re review of three new or revised ISAPs con- 
cerning hot functional testing data packages, receipt & storage of purchased mat! & 
equipment & onsite fabrication. 

JOHNSON, E.H. Region 4, Office of Director. 86/07/13. NOONAN.V.S. PWR Project 
Directorate 5. 2pp. 39577:023-39577:024. 

8702130004 FOIA request for transcript of Commissioner 831017 briefing re Diablo 
Canyon IDVP. 

BUCKLES, R.K. LN Technologies Corp. (formerly NUS Corp.). CD-LIS-87-132. 87/01/ 
26. Division of Rules and Records. Ip. 39642:289-39642:289. 

8702130008 Final response to FOIA request. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/06. BUCKLES, R.K. LN Tech- 
nologies Corp. (formerly NUS Corp.). Ip. 39642:288-39642:288. 

8702130035 FOIA request for transcript of J Corder 861106 deposition & repts & related 
documents from 861107 meeting between Corder & D Carpenter in Bay City.TX. 

H ARRIS, J. Austin American-Statesman, Austin, TX. 86/12/18. NRC - No Detailed Af- 
filiation Given. 2pp. 39642:296-39642:297. 

8702130043 Partial response to FOIA request re transcript of J Corder 861106 deposi- 
tion & repts from 861107 meeting between Corder & D Carpenter in Bay 
City.TX. Forwards App A documents.App A & B documents available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 87/02/06. HARRIS, J. Austin Ameri- 
can-Statesman, Austin, TX. 3pp. 39642:298-39642:302. 

-8702130049 Advises that Region IV prepared end response to Senator Bentsen 
861029 Itr to C Kammerer.Detailed response following prompt response after conclu- 
sion of inquiries proposed. Exceptions to referrals, Case RIV-86-A-111 encl.W/o re- 
sponse. 

MARTIN, R.D. Region 4, Office of Director. 86/11/10. STELLO.V. Office of the Execu- 
tive Director for Operations. 2pp. 39642:301-39642:302. 

8702130045 FOIA request for present license of PermaGrain Products, Inc, insp repts of 
facility conducted from 1978 to present & rept on tornado damage which occurred in 
May 1985. 

BUFFINGTON, K. Bradford Era, Bradford, PA. 87/01 /08. NRC - No Detailed Affiliation 
Given. Ip. 39641:304-39641:304. 

8702130059 Final response to FOIA requesLApp A documents available in PDR. App B 
documents re insp repts end & being made available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/06. BUFFINGTON, K. Bradford 
Era, Bradford, PA. 4pp. 39641:305-39642:033. 

—8702130064 Forwards Insp Rept 30-13573/78-01 on 780106.No noncompliance 
noted. 

MCCLINTOCK.R.O. Region 1, Philadelphia, Office of the Director. 78/01/19. WITT, A. 
Permagrain Products, Inc. 2pp. 39641:309-39641:310. 

-8702130078 Insp Rept 30-13573/78-01 on 780106.No noncompliance or deviation 
noted.Major areas inspected:radiation protection procedures, including matl 

inventory, internal & external exposure control, bioassay & personnel monitoring. 
EPSTEIN, E., MCCLINTOCK.R.O. Region 1, Philadelphia, Office of the Director. 78/ 
01/18. 17pp. 39641:311-39641:327. 

-8702130104 Forwards Insp Rept 30-13573/78-02 on 780709.No noncompliance 
noted.Results of irradiator pool water sample in agreement w/licensee analysis. 
MCCLINTOCK.R.O. Region 1, Philadelphia, Office of the Director. 78/08/23. WITT, A. 
Permagrain Products, Inc. 2pp. 39641:328-39641:329. 

-8702130108 Insp Rept 30-13573/78-02 on 780709.No noncompliance noted. Major 
areas inspected:radiation protection procedures, including personnel exposures, review 
of periodic in-house insp, pool water quality & pool demineralizer sys. 

SLOBODIEN.MJ., MCCLINTOCK.R.O. Region 1, Philadelphia, Office of the Director. 
78/08/23. 34pp. 39641:330-39642:003. 

-8702130228 Advises that facility returned to full production on 850604. Tornado inci- 
dent on 850531, resulting damage & emergency activities described.No damage to 
pool containing Co-60 or hot cells in isolation area occurred. 

WITT,A.E. Permagrain Products, Inc. MLER-R1-85-107. 85/06/07. KINNEMAN.J.D. 
Region 1, Office of Director. 21pp. 39642:004-39642:033. 

8702130068 Final response to FOIA request for documents re granting of license to US 
Nuclear Corp of Oak Ridge, TN.Forwards App C documents.Documents also available 
in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/06. MOKOENA.K. Fund for 
Peace (National Security Archive). 2pp. 39642:055-39642:063. 


-8702130092 Ack receipt of 770317 Itr re views of Executive Branch on US Nuclear, Inc 
application for license to export SNM to South Africa. Com mission postponing decision 
on application & petition to intervene pending Executive Branch decision. 

CHILK.S.J. Office of the Secretary of the Commission. 77/04/04. NOSENZO.L.V. 
State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. Ip. 39642:057- 
39642:057. 

-8702130098 Notifies that Commission intends to rule on 760702 petition to intervene 
& questions re US Nuclear, Inc application for license to export SNM to South 
Africa, pending final views by Executive Branch. 

CHILK.S.J. Office of the Secretary of the Commission. 77/04/04. BUTCHER, G.T. 
White, Fine & Verviile. Ip. 39642:058-39642:058. 

-8702130103 Responds to 770304 Itr expressing urgent need for matl covered by US 
Nuclear, Inc application for amend to export License XSNM-690.Forwards Itr from Ex- 
ecutive Branch re exam of subj export.W/o end. 

CHILK.S.J. Office of the Secretary of the Commission. 77/04/04. HIESTAND.O.S. 
Morgan, Lewis & Bockius. Ip. 39642:059-39642:059. 

-87O213O107 Staff requirements memo re Commission 770331 discussion in 
Washington, DC re proposed Itrs to GT Butcher, OS Heistand & LV Nosenzo re US 
Nuclear, Inc petition to export SNM to South Africa. Proposed Itrs approved. 

CHILK.S.J. Office of the Secretary of the Commission. 77/04/05. STRAUSS, P.L 
Office of the General Counsel. Ip. 39642:060-39642:063. 

8702130074 FOIA request for SECY-86-167 re proposed rev to 10CFR50. 

PERKEY.D.N. LN Technologies Corp. (formerly NUS Corp.). CD-LIS-86-1315. 86/12/ 
29. Division of Rules and Records. Ip. 39642:064-39642:064. 

8702130097 Final response to FOIA requesLApp A document re SECY-86-167 on issu- 
ance of proposed rev to 10CFR50,App J & draft reg guide, Task MS 021 -5, end & 
being made available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/06. PERKEY.D.N. LN Technol- 
ogies Corp. (formerly NUS Corp.). 2pp. 39642:065-39642:066. 

-8607010132 SECY-86-167 Recommends that Commission approve issuance of pro- 
posed rev to 10CFR50,App J, “Leakage Tests for Containments of Light Water 
Cooled Nuclear Power Plants" & draft reg guide, Task MS 021-5. 

STELLO.V. Office of the Executive Director for Operations. 86/05/29. 128pp. 
39642:067-39642:195. 

8702130121 Responds to FOIA request re NRC FY87 budget. Forwards App B & C 
documents.Documents also available in PDR.App C & D documents partially & com- 
pletely withheld, respectively (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/03. BELL-TAYLOR.W. Interna- 
tional Business Services, Inc. 5pp. 39643:001-39643:124. 

-8702130122 Alphabetical listing of active NRC contractors. Partially deleted related info 
end. 

* NRC - No Detailed Affiliation Given. 87/01/08. 118pp. 39643:006-39643:124. 

8702130167 FOIA request for index or listing of all companies holding byproduct matl 
licenses issued under 10CFR30 for facilities located in States of CT.MA & NJ & Nu- 
clear Sources & Svcs.lnc & Chem-Nuclear Sys.lnc license application documentation. 
KINGSLEY, K.R. Atcor Engineered Systems, Inc. W8701-07. 87/01/12. 

GRIMSLEY.D.H. Division of Rules and Records. Ip. 39458:175-39458:175. 

8702130185 Final response to FOIA requesLApp A & portions of App B documents end 
& placed in PDR.Portions of App B documents withheld (ref FOIA Exemption 6). 
GRIMSLEY.D.H. Division of Rules and Records. 87/02/03. KINGSLEY.K. Atcor-Engi- 
neered Systems, Inc. 5pp. 39458:176-39459:316. 

-8512130612 Application for amend to License 46-1 9524-02, changing licensee address 
& adding MS Whittaker as authorized user. 

* Chem-Nuclear Systems, Inc. RA-0371-4. 84/08/08. DAVIS, J.G. Office of Nuclear 
Material Safety & Safeguards, Director. 2pp. 39458:314-39458:315. 

-6512160353 License 39-23004-03 for Chem-Nuclear Sys, Inc, authorizing use of 5 Ci of 
any byproduct matl w/ Atomic Numbers 1-91 for storage & possession incident to 
decontamination, svc & repair of shipping cask. 

HOLT.B.J. Region 3, Office of Director. 85/06/21. 2pp. 39458:293-39458:313. 

-6512160357 Forwards License 39-23004-03 & amend terminating License 46-19524- 
02. Since corporate ofc relocated to State of SC, Commission terminated License 46- 
19524-02. 

HOLT.B.J. Region 3, Office of Director. 85/06/21. POPPE.L.K. Chem-Nuclear Sys- 
tems, Inc. 2pp. 39458:295-39458:296. 

-8512160359 Summarizes & clarifies 840808 & 0918 requests for amend to License 46- 
19524-02, per NRC 850321 request Amend changes address & Conditions 12 & 13 re 
users of licensed matl. Supporting documentation end. 

POPPE.L.K. Chem-Nuclear Systems, Inc. 77836. 85/05/06. MALLETT.B.S. Region 3, 
Office of Director. 8pp. 39458:297-39458:304. 

-8512160363 Advises that unless response to 850128 request for addl info re 840918 
amend to License 46-19524-02 & application for new license received within 30 
days.request will be considered abandoned.Record of 850128 telcon end. 
MALLETT.B.S. NRC - No Detailed Affiliation Given. 77836. 85/03/21. WHITTAKER, M. 
Chem-Nuclear Systems, Inc. 2pp. 39458:305-39458:306. 

-8512160367 Application for amend to License 46-1 9524-02, changing corporate ofc ad- 
dress & changing Condition 12 re users of licensed matl.Record of 850128 telcon 
encl.Fee paid. 

WHITTAKER.M.S. Chem-Nuclear Systems, Inc. RA-0371-4, 84/08/08. DAVIS, J.G, 
Office of Nuclear Material Safety & Safeguards, Director. 7pp. 39458:307-39458:313. 

-8512160369 Advises that fee for 840808 application for amend to License 46-19524- 
02 & issuance of new License 39-23004-03 correct. 

MILLER, W.O. License Fee Management Branch (Pre 861123). 85/11/29. License Fee 
Management Branch (Pre 861123). Ip. 39458:316-39458:339. 

—8610010255 Amend 1 to License 39-23004-01 for Chem-Nuclear Sys, amending Items 
6-9 & Conditions 1 2 & 1 8 re possession & use of licensed matl. 

GUINN, P.R. Region 2, Office of Director. 86/08/20. 2pp. 39458:340-39458:347. 
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-8610010298 Rev A to Procedure FO-AD-005, “Nuclear Svcs Personnel Training Imple- 
mentation Procedure.” 

KERR.T. Chem-Nudear Systems, Inc. 83/07/25. 11pp. 39458:227-39458:237. 

-8610010303 Rev C to Procedure FO- AD-006, “Training Review Board.” 

GARDNER, L.E. Chem-Nuclear Systems, Inc. 85/06/26. 6pp. 39458:238-39458:243. 

-8702110226 Amend 1 to License 39-23004-03 for Chem-Nuclear Sys.inc, amending li- 
cense in entirety. 

MALLETT.B.S. Region 3, Office of Director. 86/12/09. 2pp. 39458:349-39458:350. 

-8702110271 Submits addl info in response to 861016 request, per 860620 application 
for amend to License 39-23004-03,including info re program mgt, radiation safety 
officer, matl, facilities & plans to meet consequences of accidents. 

POPPE.L.K. Chem-Nuclear Systems, Inc. RA-0541-6. 86/10/23. MALLETT.B.S. 
Region 3, Office of Director. 31pp. 39459:238-39459:268. 

-8702110309 Requests addl info re 860620 application for amend to License 39-23004- 
03, including mgt of program, radiation safety officer & plans to meet consequences of 
accidents, info requested within 30 days.Record of 860925 telcon end. 

MALLETT.B.S. Region 3, Office of Director. 251105. 86/10/16. POPPE.L.K. Chem-Nu- 
ciear Systems, Inc. 5pp. 39459:269-39459:281. 

”8702110405 Application for amend to License 39-23004-03, authorizing 

receipt, storage, consolidation, processing & repacking dry active waste for disposal at 
authorized facilities.Fee paid. 

POPPE.L.K. Chem-Nuclear Systems, Inc. RA-0245-6. 86/06/20. GUINN.P.R. Region 
2, Office of Director. 3pp. 39459:282-39459:284. 

-8702110456 Application for license, authorizing MJ Benjamin to use &/or supervise use 
of any byproduct matl (Atomic Numbers 1-91). 

POPPE.LK. Chem-Nuclear Systems, Inc. 11825. 82/06/22. 18pp. 39458:209- 
39458:226. 

”8702120138 Application for amend to License 39-23004-03, authorizing changes listed 
in App A.Revs to Chem-Nuclear Sys.lnc procedures end. 

EBENHACK.D.G. Chem-Nuclear Systems, Inc. 86/06/20. 28pp. 39459:285-39459:312. 

”8702130196 Rev D to Procedure CN-AD-005, “Incident Reporting Procedure.” 

* Chem-Nuclear Systems, Inc. 85/01/16. 6pp. 39458:181-39458:208. 

”8702130222 Rev B to Procedure RA-TN-001, “Procedure for Training & Certification of 
Chem-Nuclear Sys.lnc Radioactive Metis Brokers.” 

KERR Chem-Nuclear Systems, Inc. 85/04/11. 9pp. 39458:244-39458:252. 

”8702130227 Procedure RA-OP-001, "Operating Procedure for Brokering of Radioac- 
tive Matls at Commercial Facilities.” 

* Chem-Nuclear Systems, Inc. 85/03/19. 40pp. 39458:253-39458:292. 

”8702130282 Amend 4, terminating License 31-11640-02 for ATCOR.Inc. 

GUINN.P.R. Region 2, Office of Director. 87/02/03. Ip. 39458:348-39458:348. 

-870213O290 Draft Procedure S40-OP-001, “Process Operations." 

* Chem-Nuclear Systems, Inc. 0614Q. 87/02/03. 19pp. 39458:351-39459:008. 

”8702130291 Draft Procedure S40-OP-002, "Receipt, Inventory Control, Storage & Ship- 
*C?iem-Nuclear Systems, Inc. 061 5Q. 87/02/03. 13pp. 39459:009-39459:021. 

-8702130297 Draft Procedure S40-AD-002, "Acceptance Criteria.” 

* Chem-Nuclear Systems, Inc. 0601 Q. 87/02/03. 9pp. 39459:022-39459:030. 

-8702130301 Draft Procedure S40-SE-001 , “Access Control.” 

* Chem-Nuclear Systems, Inc. 0602Q. 87/02/03. 12pp. 39459:031-39459:042. 

”8702130377 Draft Procedure S40-TN-001, “Midwest Facility Personnel Training." 

* Chem-Nuclear Systems, Inc. 0603Q. 87/02/03. 8pp. 39459:043-39459:050. 


8702130270 FOIA request for Ends 1 £ 2 to NRC 810121 memo re plant SALP. 
GRABER.L. LN Technologies Corp. (formerly NUS Corp.). CD-LIS-87-020. 87/01/07. 
Division of Rules and Records. Ip. 39844:137-39644:137. 

8702130272 Final response to FOIA request re Nuclear Pharmacy, Inc 
investigation.Forwards App F document.Document also available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 87/02/06. CAMPER, L.W. Health 
Physics Services, Inc., Potomac, MD. 2pp. 39641:093-39641:098. 

-8702130279 Discusses JG Keppler request for authorization to issue subpoena to 
obtain testimony of H Jan re Ofc of Investigations investigation of Nuclear 
Pharmacy, I nc.DOJ should be notified of pendency of case prior to issuance. 
D1RCKS.W.J. Office of the Executive Director for Operations. 84/10/18. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 3pp. 39641:096-39641:098. 

8702136275 Final response to FOIA request for placement of notice of violations in Insp 
Repts 50-369/85-06 & 50-370/85-06 in PDR. Forwards App A documents.Documents 
also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/06. GRABER.L LN Technol- 
ogies Corp. (formerly NUS Corp.). 2pp. 39638:285-39638:305. 

“8702130288 Notice of violation from insp on 860120-0320. 

9 Region 2, Office of Director. 50-370/85-06. 85/06/28. 3pp. 39638:287-39638:305. 

8702130295 Final response to FOIA request for Ends 1 & 2 to NRC memo re facility 
SALP.Forwards App A document. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/06. GRABER.L LN Technol- 
ogies Corp. (formerly NUS Corp.). 2pp. 39644:138-39644:149. 

“8702130305 SALP repts for periods May 1979 - Apr 1980 & Sept 1979 - Aug 1980. 
9 Region 2, Office of Director. 80/10/09. 9pp. 39644:140-39644:149. 

8702130319 Partial response to FOIA request for records re Diablo Canyon.Forwards 
App J documents.App I & J documents available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/03. HOLMES, G.A. MHB Tech- 
nical Associates. 4pp. 39640:118-39641:085. 

-8210200098 Responds to 820803 request for specific info items r© BNL reptEncI BNL 
820910 Itr explains info. 

KERRIGAN, J.D. Licensing Branch 3. 82/10/05. COOPER, W. Teledyn© Engineering 
Services. 2pp. 39640:199-39640:204. 

-8210200100 Submits addl info on Model B.MultipIe response analysis was carried out 
for study purposes only, as response not presently acceptable methodology for licens- 
ing requirements. Results of study not included. 

REICH.M. Brookhaven National Laboratory. 82/09/10. KUO.P.T. Structural Engineer- 
ing Branch. 4pp. 39640:178-39640:181. 

-8702130329 "Interim Technical Rept on Diablo Canyon Unit 1 IDVP, Verification of 
Design Analysis Hosgri Spectra - Interim Technical Rept 10, Rev 0." 

COOPER, W.E. Teiedyne Engineering Services. 82/06/22. 55pp. 39640:123- 

39640:177. 


”870213034® “Interim Technical Rept on Diablo Canyon Unit 1 IDVP, Small Bore 
Piping, Interim Technical Rept 30, Rev 0.” 

9 Teledyne Engineering Services. 82/09/13. 17pp. 39640:182-39640:198. 


-8702130389 Forwards Rev 0 to “Diablo Canyon Unit 1 IDVP Verification of Design 
Analysis Hosgri Spectra," Interim Technical Rept 10. 

DENISON.E. Robert L. Cloud Associates, Inc. P 105-4. 82/10/29. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). ENGELKEN.R.H. Region 
5, Office of Director. MANEATIS.G.A. Pacific Gas & Electric Co. Ip. 39640:205- 
39640:205. 


-8702130396 Rev 0 to “Diablo Canyon Unit 1 IDVP Verification of Design Analysis 
Hosgri Spectra," interim Technical Rept 10. 

9 Robert L. Cloud Associates, Inc. 82/10/29. 19pp. 39640:206-39640:224. 


-870213037® Draft Procedure S40-AD-001, “Health Physics Requirements, Midwest Fa- 
cility." 

9 Chem-Nuclear Systems, Inc. Q604Q. 87/02/03. 12pp. 39459:051-39459:062. 

-8702130383 Draft Procedure S40-R P-001, “Personnel Monitoring & Exposure Con- 
trol.” 

9 Chem-Nuclear Systems, Inc. 0605Q. 87/02/03. 23pp. 39459:063-39459:085. 

”8702130385 Draft Procedure S40-RP-002, “Radiation/Contamination Control.” 

9 Chem-Nuclear Systems, Inc. 0606Q. 87/02/03. 19pp. 39459:086-39459:105. 

”8702130388 Draft Procedure S40-RP-003, “Instrument Check & Record Procedure." 
9 Chem-Nuclear Systems, Inc. 0607Q. 87/02/03. 31pp. 39459:106-39459:136. 

”8702130391 Draft Procedure S40-R P-004, “Respiratory Protection.” 

9 Chem-Nuclear Systems, Inc. 0608Q. 87/02/03. 22pp. 39459:137-39459:158. 

”8702130395 Draft Procedure S40-RP-005, “Radioactive Source Control." 

9 Chem-Nuclear Systems, Inc. 0609Q. 87/02/03. 8pp. 39459:159-39459:166. 

-8702130397 Draft Procedure S40-RP-006, “Air Sampling & Counting.” 

9 Chem-Nuclear Systems, Inc. 061 0Q. 87/02/03. 11pp. 39459:167-39459:177. 

->8702130398 Draft Procedure S40-R P-007, “Automatic Counting Sys.” 

9 Chem-Nuclear Systems, Inc. 061 IQ. 87/02/03. 10pp. 39459:178-39459:187. 

”8702130404 Draft Procedure S40-RP-008, “Routine Surveillance." 

9 Chem-Nudear Systems, Inc. 061 2Q. 87/02/03. 12pp. 39459:188-39459:199. 

”8702130406 Draft Procedure S40-RP-009, “Radiation Work Permit.” 

9 Chem-Nuclear Systems, Inc. 061 3Q. 87/02/03. 7pp. 39459:200-39459:206. 

iheld Rev B to Procedure CN-EM-001, “Chem-Nudear 
>nse Procedure." 

Inc. 78/12/18. 31pp. 39459:207-39459:237. 

8702130283 FOIA request for placement of notice of violations in Insp Repts 50-369/ 
85-06 & 50-370/85-06 in PDR. 

GRABER.L LN Technologies Corp. (formerly NUS Corp.). CD-LIS-87-040. 87/01/09. 
Division of Rules and Records. Ip. 39638:284-39638:284. 


”8702130427 Partially will 
Sys.lnc Emergency Respc 
9 Chem-Nudear Systems, 


”8702130405 Forwards briefs in support of exceptions filed by Governor Brown & Joint 
Interveners in plant proceeding.Comments requested by 821206. 

HASSELL, D.F. Office of the General Counsel. 82/11/18. PERRY, S.W. Federal Emer- 
gency Management Agency. 35pp. 39640:225-39640:258. 

-8702130409 Responds to 821025 request for addl info on plant design verification 
program.Corrective action discussed in Enel 7 to SECY-82-414 principal reason for 
NRC determination that design verification effort goes beyond Commission order. 
EISENHUT.D.G. Office of Nuclear Reactor Regulation, Director (pre-851125). 82/11/ 
24. SIEGEL.S.M. Toward Utility Rate Normalization. Ip. 39640:259-39640:261. 

”8702130415 Provides list of locations where specific deviations from FSAR separation 
criteria for control panel wiring observed, in response to util 821104 request 
KRECHTING.J.E. Stone & Webster Engineering Corp. DCS-177. 82/11/30. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 
ENGELKEN.R.H. Region 5, Office of Director, MANEATIS.G.A. Pacific Gas & Electric 
Co. 6pp. 39640:262-39640:267. 

-8702130417 Provides numbers to automatic telecopier & Telex II, in effort to improve 
communications w/clients. 

REEDY.R.F. Reedy, Herbert, Gibbons & Associates. 82/12/02, SCHIERLING Office of 
Nuclear Reactor Regulation, Director (pre-851125). Ip. 39640:268-39640:270. 

-8702130421 “Interim Technical Rept on Diablo Canyon Unit 1 IDVPrinterim Technical 
Rept 12, Rev 0, Piping, Interim Technical Rept 17, Rev Q,Piping-Addl Samples." 

9 Teledyne Engineenng Services. 82/12/07. 99pp. 39640:271-39641:008. 

-8702130424 Forwards open item rept forms issued since last semimonthly 
reptRelated info end. 

KRECHTING.J.E. Stone & Webster Engineering Corp, DCS-194. 82/12/10. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 
ENGELKEN.R.H. Region 5, Office of Director. MANEATIS.G.A. Pacific Gas & Electric 
Co. 31pp. 39641:009-39641:085. 

8702170640 Partial response to FOIA request for documents re 860514 disruption of 
offsite power lines.App C document end £ available in FDR.Four documents still 
under review. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/12. AFTERGOOD, S. Govern- 
ment Accountability Project. 2pp. 39669:235-39669:238. 
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—8702180046 Package of two documents, consisting of viewgraph detailing 860514 dis- 
ruption of offsite power lines & map of Palo Verde region. 

LICITRA.E. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/12. 
2pp. 39669:237-39669:238. 

8702170661 FOIA request for two categories of documents re 860514 suspected sabo- 
tage incident & implications for nuclear power plant security regulations. 

AFTERGOOD, S. Government Accountability Project. 86/10/26. Division of Rules and 
Records. 2pp. 39669:233-39669:234. 

8702170703 FOIA request for Agency 43A & 43B documents submitted in response to 
OMB Circular A-11 budget requestProfile in graphic form of last yrs total govt spend- 
ing end, for info. 

DORNAN.B. Federal Sources, Inc. 87/01/05. NORRY, P.G. Office of Administration. 
2pp. 39671:140-39671:141. 

8702170708 Final response to FOIA request.App A documents end & available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 87/02/11. DORNAN.B. Federal 
Sources, Inc. 2pp. 39671:142-39671:147. 

-8702170716 Package of two documents re obligation for info technology sys & major 
info technology acquisition plans. 

* NRC- No Detailed Affiliation Given. 87/01/20. 4pp. 39671:144-39671:147. 

8702170728 Appeals 861216 denial of FOIA Request 86-190. 

GARDE, B.P. Government Accountability Project. 87/01/13. GRIMSLEY.D.H. Division 
of Rules and Records. Ip. 39671:152-39671:152. 

8702170733 Responds to 870113 appeal re partial denial of FOIA request for 860227 Itr 
to Congress concerning 860104 incident at Kerr-McGee Sequoyah facility. Appeal 
denied.Portions of documents on app withheld (ref FOIA Exemption 6). 

STELLO.V. Office of the Executive Director for Operations. 87/02/11. GARDE, B.P. 
Government Accountability Project. 2pp. 39671:153-39671:157. 

8702180035 Partial response to FOIA request.Forwards App C documents. Documents 
also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/11. MURPHY, S. Nuclear Infor- 
mation & Resource Service. 2pp. 39673:020-39673:030. 

-8610300347 Confirms info discussed during 861023 telcon re proposed rule on emer- 
gency preparedness exercises for near-term OLs. RS Wilkerson provided FEMA con- 
currence on 861023. 

MATTHEWS.D.B. Emergency Preparedness Branch. 86/10/24. LEVI.R.P. Office of the 
General Counsel. Ip. 39673:024-39673:024. 

—8611070207 Forwards FEMA 861030 memo concurring w/proposed exercise rulemak- 
ing (SECY-86-291). 

MATTHEWS.D.B. Emergency Preparedness Branch. 86/11/03. LEVI.R.P. Office of the 
General Counsel. Ip. 39673:025-39673:025. 

-8702180048 Advises that Commission approved proposed rev to rule requiring full par- 
ticipation emergency preparedness exercise within 1 yr prior to issuance of 
OL. Forwards marked-up notice for rev, signature & publication in FR. 

CHILK.S.J. Office of the Secretary of the Commission. 86/11/25. PARLER.W.G 
Office of the Genera! Counsel. 5pp. 39673:026-39673:030. 

8702180092 FOIA request for all info re main steam turbine bypass lines at 
facility, including info on 861211 meeting in Bethesda.MD, info generated between 
Region III, util & other parties & info on design & life expectancy of lines. 
PUNTENNEY.J.E, Safe Energy Coalition of Michigan. 87/01/14. NRC - No Detailed 
Affiliation Given. Ip. 39675:299-39675:299. 

8702180102 Partial response to FOIA request for all records re main steam turbine 
bypass lines at facility.Forwards App B records.App A & B records available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 87/02/09. PUNTENNEY.J.E. Safe 
Energy Coalition of Michigan. 5pp. 39675:300-39676:112. 

—8702180125 Partially withheld memo forwarding potentially generic issue data sheet re 
steam leaks in main steam bypass lines due to fatigue failure.Diagrams & deviation/ 
event rept also enci. 

LEWIS, R.C. Region 2, Office of Director. 84/10/19. PARTLOW.J.G. Region 1, Office 
of Director. DENISE, R.P. Region 4, Office of Director. BISHOP, T.W. Region 5, Office 
of Director. 7pp. 39675:305-39675:31 1 . 

-8702180185 Forwards memo documenting addl info re allegation concerning main 
steam bypass line welds at plant. 

WEIL.C.H. Region 3, Office of Director. 85/12/10. PAPERIELLO.C.J. Region 3, Office 
of Director. Ip. 39675:312-39675:312. 

-8702180198 Requests that recipient div assume responsibility for evaluating adequacy 
of licensee corrective action program re apparent vibration-induced failures of main 
steam line attachments.Failures began after startup in 1985. 

GREENMAN.E.G. Region 3, Office of Director. 87/01/07. PAPERIELLO.C.J. Region 3, 
Office of Director. 2pp. 39676:044-39676:045. 

-8702180212 Discusses main steam bypass tine failure at facility.Mod done w/o going 
beyond applicable ASME Code requirements. Agenda for 870121 meeting w/ util re 
bypass line monitoring & welds, viewgraphs & undated “Steam Bypass Sys Study” 
end. 

LAINAS.G.C. Assistant Director for Technical Support (8WR). TAC 63376. 87/01/14. 
ADENSAM.E.G. BWR Project Directorate 3. 49pp. 39676:046-39676:094. 

-8702180228 Summary of 861211 meeting w/util re failures experienced w/ main 
steam turbine bypass flow line & corrective actions to resolve problem. Meeting 
agenda, viewgraphs & list of attendees end. 

StEFANO.J.J. BWR Project Directorate 3. 87/01/14. PWR Project Directorate 3. 
15pp. 39676:095-39676:112. 

-8702180481 Discusses allegation received from former welder concerning quality of 
welds performed on main steam bypass line replacement.Related info, including 
860117 briefing package for V Stello.insp plan & deviation event rept, also end. 
PARKER, N.E. Region 3, Office of Director. 85/12/09. WEIL.C.H. Region 3, Office of 
Director. 92pp. 39675:313-39676:043. 

8702180114 Partial response to FOIA request for documents re facility. Forwards App A 
documentDocument also available in PDR & LPDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/1 2. LAM.T. Ann Arbor News. 
Ann Arbor, ML 2pp. 39675:159-39675:162. 


-8702180121 Forwards Duke Power Co const assessment team comments on recipient 
response to recommendations included in team “Fermi 11-Final Assessment of Const 
Rept.” Review completed in fewer manhours than authorized by D Metcalf. 
SEGREST.A.M. Duke Power Co. 84/09/25. EARLE, O.K. Detroit Edison Co. 2pp. 
39675:161-39675:162. 

8702180134 FOIA request for NRC, Region III, architect or engineering company docu- 
ments retained by Detroit Edison re completion of engineering calculations prior to li- 
censing. 

LAM.T. Ann Arbor News, Ann Arbor, Ml. 87/01/05. KEPPLER.J. Region 3, Office of 
Director. Ip. 39675:158-39675:158. 

8702180199 Partial response to FOIA request for documents. App L documents forward- 
ed & being made available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/11. REPKA.D.A. Bishop, Liber- 
man, Cook, Purcell & Reynolds. 2pp. 39674:001-39674:010. 

-8306290039 Responds to 821203 request for comments on proposed change to 
1 0CFR5O.72 re immediate notification requirements.Rev to NURtG-0654,requiring 1 h 
notification recommended.Specific comments end. 

O’REILLY, J.P. Region 2, Office of Director. 82/12/16. DEYOUNG, R.C. Office of In- 
spection & Enforcement, Director (Post 820201). 5pp. 39674:004-39674:008. 

-8507010307 Requests interpretation of 10CFR50.59 & 50.72 re facility safety-related 
components outside design basis. 

BEMIS.P.R. Region 2, Office of Director. 85/05/30. JORDAN, E.L. Division of Emer- 
gency Preparedness & Engineering Response (Post 830103). 2pp. 39674:009- 
39674:010. 

8702180210 Partial response to FOIA request. Forwards documents listed in App I re 
facilities.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/11. TYE.L. Boston Globe, 
Boston, MA. 2pp. 39675:269-39675:292. 

-8807160200 Responds to Palladino 860613 memo to HR Denton re containment 
integrity. Licensing reviews have consistently emphasized containment performance 

goainct n/icti ilatoH arriHAntc 

S^ELLO P V. Office of the Executive Director for Operations. 86/07/10. 2ECH, ROB- 
ERTS, ASSELSTINE Commissioners. 3pp. 39675:281-39675:283. 

-8610100362 Forwards draft response to WB Golden & others 860715 show cause pe- 
tition asserting inherent design deficiencies in containment structure. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/03. 
PARTLOW.J.G. Division of Inspection Programs (Post 850212). 9pp. 39675:284- 
39675:292. 

-8702180240 Requests publication of listed clarifications in next “Inside NRC” re B 
Jordan 860818 article entitled, “NUREG-1150 Will Question Capability of Mark I Con- 
tainments.” Statements not sufficiently on-the-mark. 

ERNST, M.L. Division of Reactor System Safety (Post 860720). 86/08/26. KNAPIK.M. 
Inside N.R.C. (McGraw-Hill Publication). 2pp. 39675:273-39675:274. 

-8702180263 Confirms understanding of listed activities & responsible individuals re 
review of facility containment safety study. Site visit will be arranged for 860929 & 30 
w/V Rooney, G Lainas.J Hulman.W Hodges & M Thadani as participants. 
THADANI.M.C. BWR Project Directorate 2. 86/09/19. BERNERO.R., HOUSTON, W. 
Division of Boiling Water Reactor (BWR) Licensing. LAINAS.G. Assistant Director for 
Technical Support (BWR). 2pp. 39675:275-39675:276. 

-8702180287 Confirms 861008 briefing w/Commission technical assistants re SECY- 
86-228, “Introduction of Realistic Source Term Estimated Into Licensing" & NRC on- 
going work on BWR Mark I containment, per 860926 telcon.Related info end. 

HOYLE, J.C. Office of the Secretary of the Commission. 86/09/26. REHM.T.A. Office 
of the Executive Director for Operations. 4pp. 39675:277-39675:280. 

8702190224 FOIA request for Request for Quotation 61 0257, awarded to Haworth, Inc. 
LOWENSTEIN.J.W. American Office. 86/11/24. ROBINSON, L. NRC - No Detailed Af- 
filiation Given. Ip. 39688:193-39688:193. 

8702190235 Final response to FOIA request for Request for Quotation 610257 submit- 
ted by Haworth Inc.Nonproprietary version of document available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 87/02/13. LOWENSTEIN.J.W. Amen- 
can Office. Ip. 39688:194-39688:223. 

-8702190247 Sanitized version of Request for Quotation 610257. 

MCCARTHY, P.J. Haworth, Inc. 61 0257. 86/1 1 /04. 29pp. 39688:1 95-39688:223. 

8702190485 FOIA request for documents re allegations, investigations, fines, convictions 
& other dispositions of cases in which operators of listed facilities charged w/violating 
federal whistle-blowing statutes. 

HIGHAM.S.J. Morning Call, Allentown, PA. 87/01/05. Office of Administration. Ip. 
39688:224-39688:224. 

8702190509 Final response to FOIA request for documents re cases where operators of 
facilities charged w/violating federal whistle- blowing statutes.Documents listed in App 
A already in PDR. App B documents end. 

GRIMSLEY.D. Division of Rules and Records. 87/02/13. HIGHAM.S.J. Morning Call, 
Allentown, PA. 3pp. 39688:225-39688:301. 

—8702190547 Notification of 860530 enforcement conference in Region I Ofc re termi- 
nation of employment of worker following engagement in activities protected under 
1 0CFR50.7. 

GALLO, R. Region 1, Office of Director. 87/02/19. Region 1, Office of Director. 2pp. 
39688:291-39688:298. 

-8702190580 Notification of enforcement conference on 861118 in Region I ofc re ter- 
mination of employment of worker following engagement in activities protected under 
10CFR50.7.Press Release 1-85-78 re civil penalty for violation end. 

ESELGROTH.P. Region 1, Office of Director. 86/11/07. Region 1, Office of Director. 
2pp. 39688:299-39688:301. 

8702190519 FOIA request for documents created or obtained in connection w/ 
investigation, study or litigation by EPA re Maxey Flats Nuclear Disposal Site in 
Moorenead.KY.Info requested on behalf of ANI. 

MCDONOUGH, E.T. Steptoe & Johnson. 87/01/30. GRIMSLEY.D.H. Division of Rules 
and Records. 2pp. 39702:131-39702:132. 
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8702190529 Final response to FOIA request for info re Maxey Fiats Nuclear Disposal 
Site.Site owned & licensed by State of KY, (NRC Agreement State).NRC uninvolved in 
licensing or EPA litigation.Addresses for further inquiry stated. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/12. MCDONOUGH.E.T. Step- 
toe & Johnson. 1 p. 39702:133-39702:133. 

8702190562 Responds to FOIA request for radiological or environ surveillance repts on 
transuranium nuclides in liquid waste stream effluents. Forwards comments on transu- 
ranic contamination. App A & App BJtems 5-8,available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/13. BRACK.H.G. Center for Bi- 
ological Monitoring, Inc. 3pp. 39690:035-39690:039. 

**8702190586 Undated comments on transuranic contamination. 

# NRC - No Detailed Affiliation Given. 87/02/13. 2pp. 39690:038-39690:039. 

8702190578 FOIA request for radiological surveillance repts for transuranic nuclide in 
liquid waste stream effluents & environ repts in any biological medium which include 
inventories of transuranium nuclides, for 1960-1986. 

BRACK, H.G. Center for Biological Monitoring, Inc. 86/11/23. FELTON, J. Division of 
Rules and Records. Ip. 39690:034-39690:034. 

8702190591 Appeals denial of FOIA request to release documents. Partial response 
within max 20 working day period improper under FOIA regulations.Complete 
response, or reasons why complete response cannot be had, requested immediately. 
HENRY, S.N. Stuart N. Henry & Associates. 87/01/25. ROBINSON, L. Office of the Ex- 
ecutive Director for Operations. Ip. 39688:302-39688:302. 

8702190601 Final response to FOIA request for documents.No addl records subj to re- 
quest located & no further action being taken on 870125 appeal Itr. 

GRIMSLEY.D. Division of Rules and Records. 87/02/13. HENRY, S.N. Stuart N. Henry 
& Associates. Ip. 39688:303-39688:307. 

8702190668 Partial response to FOIA request for documents. App E & H documents & 
addl listed documents available in PDR.Forwards documents listed in App F.App G 
documents withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/13. TYE.L. Boston Globe, 
Boston, MA. 8pp. 39687:045-39687:124. 

—8612120133 Notifies of CRGR Meeting 104 on 861222 to discuss generic Itr concern- 
ing improvements in BWR Mark I containments. Persons making presentations should 
assure that info required for CRGR review provided to Commission. 

SNIEZEK.J.H. Committee to Review Generic Requirements. 86/12/09. 
BERNERO.R.M. Office of Nuclear Reactor Regulation, Director (post 851125). 
STAROSTECKI.R. Office of Inspection & Enforcement, Director (Post 820201). 
CUNNINGHAM, R.E. Office of Nuclear Material Safety & Safeguards, Director. 2pp. 
39687:053-39687:054. 

-8702110091 Comments on draft generic Itr proposing BWR containment 
requirements, per 861204 requestNew requirements identified in generic Itr must be 
imposed by license amend or by rule. 

OLMSTEAD, W. J . Assistant General Counsel for Rulemaking & Fuel Cycle. 86/12/12. 
BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. Ip. 39687:055- 
39687:071. 

-8702190670 Forwards weekly status rept for 860703-09. 

STROSNIDER.J.R. Region 1, Office of Director. 86/07/10. KISTER.H. Region 1, 
Office of Director. 3pp. 39687:072-39687:074. 

-8702190673 Forwards Mgt Meeting Insp Rept 50-293/86-30 on 860730. 

KISTER.H.B. Region 1, Office of Director. 86/08/20. LYDON.J. Boston Edison Co. 
2pp. 39687:075-39687:076. 

-8702190675 Mgt Meeting Insp Rept 50-293/86-30 on 860730.Major areas 
inspected:plant status.SALP improvement status.overtime control, startup 

checklist, Mark I containment enhancement & other issues. Related info end. 

MCBRIDE, M., STROSNIDER.J. Region 1, Office of Director. 86/08/19. 42pp. 
39687:077-39687:119. 

-8702190676 Forwards biweekly status rept for period 861205-17. 

WIGGINS, J.T. Region 1, Office of Director. 86/12/19. KANE.W. Region 1, Office of 
Director. 5pp. 39687:120-39687:124. 

8702200015 FOIA request for records re NRC.LLL & BNL review of Seabrook probabi- 
listic safety study & related repts. 

SHOLLY.S.C. MHB Technical Associates. 86/12/29. GRIMSLEY.D.H. Division of 
Rules and Records. 2pp. 39708:130-39708:131. 

8702200025 Partial response to FOIA request.App A documents available in PDR.App B 
documents re review of PRA end & being placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/11. SHOLLY.S.C. MHB Tech- 
nical Associates. 5pp. 39708:132-39710:214. 

-8404090451 Requests portion of funds allotted to FIN A-3754 be transmitted w/ state- 
ment of work & requests proposal for NRC work to LLL Review work must begin 
840401 in order to meet commitment to provide preliminary rept by 840930. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-3754. 84/03/19. 
FUNCHES.J.L. Planning 8 Program Analysis Staff (pre-851125). Ip. 39708:166- 
39708:166. 

-8404250235 Forwards independent assessment of probabilities of extreme wind speed 
from tornado & nontomado phenomena.Applicant reasonably estimated probability as- 
sociated w/tomadoes,but has not considered probabilities for nontomado phenom- 

GAMMILL.W.P. Meteorology & Effluent Treatment Branch. 84/04/12. PARR.O.D. Aux- 
iliary Systems Branch. 4pp. 39708:295-39708:298. 

-8408270527 Forwards request for addi info re review of geotechnical & structural as- 
pects of accident sequences resulting from seismic events.W/o end. 

LEAR.G. Structural 8 Geotechnical Engineering Branch. 84/08/21 . REITER, L Geosci- 
ences Branch. 3pp. 39708:299-39708:301. 

-8408280374 Forwards comments & questions re probabilistic safety assessment exter- 
nal events analyses. 

REITER, L. Geosciences Branch. 84/08/20. THADANI.A. Reliability & Risk Assess- 
ment Branch. 5pp. 39708:275*39708:294. 


—8409050138 Forwards Site Analysis Branch comments on probabilistic safety assess- 
ment (PLG-0300) Sections 9.3 re aircraft crash analysis & 9.7 re hazardous chemicals 
& transportation events.Sections acceptable. 

VOLLMER.R.H. Division of Engineering (pre-851125). 84/08/30. SPEIS.T.P. Division 
of Safety Technology (800428-851124). 2pp. 39708:318-39708:319. 

—8410020092 Forwards Equipment Qualification Branch addl comment on preliminary 
review of external events analyses re probabilistic safety assessment 
BROCOUM.S. Geosciences Branch. 84/09/21. THADANI.A. Reliability & Risk Assess- 
ment Branch. 2pp. 39708:359-39708:360. 

-8411050170 "Review of Seabrook PRA,” Monthly Mgt Ltr 5 for Sept 1984. 

GARCIA, A.A., CUMM1NGS.G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
RARE 84-095. 84/10/15. DAVIS, S.M. Reliability & Risk Assessment Branch. 6pp. 
39709:049-39709:054. 

-8411160067 Forwards util Itr reiterating position on probabilistic safety assessmentUtil 
cannot provide addl support of PRA review due to financial problems.Meeting recom- 
mended. 

NERSES.V. Licensing Branch 3. 84/11/05. THADANI.A. Reliability & Risk Assessment 
Branch. 2pp. 39709:055-39709:059. 

—8411210194 ‘‘Seabrook PRA Review & Recommended Approach for Completion of 
Project,” status rept as of 841 1 01 . 

GARCIA.A.A. Lawrence Livermore National Laboratory. RARE 84-112. 84/11/14. 
DAVIS.S.M. Reliability & Risk Assessment Branch. 10pp. 39709:060-39709:069. 

—8502070262 Forwards results of initial review of probabilistic safety assessmentNo 
significant omissions identified re overall contribution of dominant sequences to core 
melt probability. 

SPEIS.T.P. Division of Safety Technology (800428-851124). 85/01/30. 

EISENHUT.D.G. Division of Licensing (800428-851124). 23pp. 39709:091-39709:113. 

-8503110134 Apprises of status of probabilistic safety assessment review effort & of 
decision to terminate review.Review did not identify any safety issues which merit im- 
mediate action. 

SPEIS.T.P. Division of Safety Technology (800428-851124). 85/02/27. 

THOMPSON, H.L. Division of Licensing (800428-851124). 3pp. 39709:201-39709:203. 

-8504180134 “Review of Seabrook PRA,” Monthly Mgt Ltr 10 for Feb 1985. 

GARCIA, A.A., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
RARE 85-062. 85/03/29. DAVIS.S.M. Reliability & Risk Assessment Branch. 5pp. 
39709:210-39709:214. 

—8702200049 Discusses new work w/ Structural Mechanics Assoc to perform detailed 
leakage model analysis of containmentFacility has robust large dry containment & 
simple thershold analysis gives exceptionally nigh ultimate strength failure pressure. 
BERNERO.R.M. Accident Source Term Program Office. 83/12/09. VOLLMER.R. Divi- 
sion of Engineering (pre-851 125). 29pp. 39708:137-39708:165. 

-8702200077 Forwards unexecuted std order for DOE work: "Review of Seabrook 
Power Plant Probabilistic Risk Analysis," issued to LLLProposal containing info set 
forth in Enel 2 in format of statement of work requested within 40 days. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-0801. 84/04/03. 
DUVAL, R.A. Energy, Dept. of. 16pp. 39708:167-39708:188. 

-8702200085 Forwards draft std order for DOE work: “Review of PRA for Seabrook 
Nuclear Power Plant.” Proposal to provide technical assistance to div should be 
submitted. Enel 2 details required work & should be used as basis for proposal. 
MATTSON, R.J. Division of Systems Integration (811005-851124). FIN A-3778. 84/05/ 
24. OGEKA.G.J. Energy, Dept. of. 27pp. 39708:189-39708:237. 

-8702200094 Discusses proposal to review PRA, examining aspects of PRA leading to 
estimates of frequencies of each plant damage state to determine accuracy of esti- 
mates. 

TUSZKA.M.E. Lawrence Livermore National Laboratory. 84/06/22. SPEIS.T. Division 
of Safety Technology (800428-851124). Ip. 39708:238-39708:251. 

-6702200106 Forwards set of questions on Seabrook PRA, resulting from preliminary 
work on PRA review. 

GARCIA, A. A. Lawrence Livermore National Laboratory. EM-84-1 38/DDA. 84/08/13. 
DAVIS, S. Reliability & Risk Assessment Branch. 17pp. 39708:252-39708:268. 

-8702200131 Forwards 840621 memo re facility PRA review & site visit. Objective of 
site visit & type of util personnel to discuss specific questions w/ requested by 
840817. 

DAVIS.S.M. Reliability & Risk Assessment Branch. 84/08/16. SOBEL.P. Geosciences 
Branch. CHOKSHI.N., PICHUMANI.R. Structural & Geotechnical Engineering Branch. 
2pp. 39708:269-39708:274. 

-8702200156 Responds to 840621 memo re review of facilities PRA.Contract w/BNL to 
provide technical support in process. Final rept can not be provided by 84101 S.Draft 
contractor rept will be available on or about 841030 & final rept by mid-Dec 1984. 
BERNERO.R.M. Division of Systems Integration (811005-851124). 84/08/23. 
SPEIS.T.P. Division of Safety Technology (800428-851124). 8pp. 39708:302- 
39708:309. 

-8702200163 "Review of Seabrook PRA,” Monthly Mgt Ltr 3 for Jul 1984. 

GARCIA.A.A., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
84/08/24. DA VIS, S.M. Reliability & Risk Assessment Branch. 5pp. 39708:310- 
39708:314. 

-8702200177 Forwards unexecuted std order for DOE work: "Review of Seabrook Nu- 
clear Power Plant PRA," in accordance w/ Section III.B.2 of DOE/NRC 780224 
MOU.Accepts.w/minor mod, recipient 840605 proposal for continuation of 
proiectFunds forwarded. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-0801. 84/08/28. 
DUVAL, R.A. Energy, Dept. of. 3pp. 39708:315-39708:317. 

-8702200210 Forwards unexecuted std order for DOE work: "Review of Seabrook Nu- 
clear Power Plant PRA." Transmits FY84 funds for continuation of project. Related info 
also end 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-0801. 84/09/12. 
DUVAL, R.A. Energy, Dept. of. 34pp. 39708:320-39708:353. 
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—8702200218 “Review of Seabrook PRA,” Monthly Mat Ltr 4 for Aug 1 984. 

GARCIA, A.A., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0301 . 
RARE 84-081. 84/09/18. DAVIS.S.M. Reliability & Risk Assessment Branch. 5pp. 
39708:354-39708:358. 

-8702200235 Forwards draft “Summary of Results Presented in Seabrook PRA," for 
review & comment. 

GARCIA, A. A. Lawrence Livermore National Laboratory. 84/10/02. DAVIS.S.M. NRC - 
No Detailed Affiliation Given. 48pp. 39709:001-39709:048. 

—8702200257 “Review of Seabrook PRA," Monthly Mgt Ltr 6 for Oct 1984. 

GARCIA, A.A., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A-08Q1. 
RARE 84-115. 84/11/19. DAVIS.S.M. Reliability & Risk Assessment Branch. 5pp. 
39709:070-39709:074. 

-8702200284 Advises that result of Task 3, draft rept, delayed due to difficulty in obtain- 
ing necessary documentation & arranging plant visit. Period of performance for FIN A- 
0801 extended to 850415 in order to provide time for review of rept. 

DAVIS.S.M. Reliability & Risk Assessment Branch. FIN A-0801. 85/01/01. Office of 
Nuclear Reactor Regulation, Director (pre-851 125). Ip. 39709:075-39709:075. 

-8702200273 Advises that branch record indicates expiration of DOE work order re 
review of facility PRA on 850115.Appropriate paperwork should be initiated, including 
justification if period of performance should be extended or modified. 

MCGRATH, K. Planning & Program Analysis Staff (pre-851 125). FIN A-0801. 84/12/ 
03. DAVIS, S. Reliability & Risk Assessment Branch. 3pp. 39709:078-39709:078. 

-8702200307 Discusses options for concluding review of facility probabilistic safety as- 
sessment due to lack of cooperation by util. 

GARCIA, A.A. Lawrence Livermore National Laboratory. RARE 85-008. 85/01/17. 
DAVIS.S.M. Reliability & Risk Assessment Branch. 4pp. 39709:079-39709:082. 

-8702200316 “Review of Seabrook PRA,” Monthly Mgt Ltr 7 for Nov 1984. 

GARCIA, A.A., CUMMINGS.G.E Lawrence Livermore National Laboratory. FIN A-0801. 
RARE 85-014. 85/01/25. DAVIS.S.M. Reliability & Risk Assessment Branch. 4pp. 
39709:083-39709:086. 

-8702200318 Forwards unexecuted std order for DOE work: “Review of Seabrook Nu- 
clear Power Plant PRA,” for FIN A-0801. Period of performance retroactively extended 
to 850415. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-0801. 85/01/29. 
DUVAL, R.A. Energy, Dept. of. 4pp. 39709:087-39709:090. 

-8702200322 "Review of Seabrook PRA,” Monthly Mgt Ltr 8 for Dec 1984. 

GARCIA, A.A., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
RARE 85-115. 85/02/04. DAVIS.S.M. Reliability & Risk Assessment Branch. 6pp. 
39709:114-39709:119. 

“8702200327 Forwards util responses to questions re probabilistic safety assessment. 
GARCIA, A.A. Lawrence Livermore National Laboratory. RARE 85-028. 85/02/06. 
DAVIS, S. Reliability & Risk Assessment Branch. 76pp. 39709:120-39709:195. 

-8702200332 “Review of Seabrook PRA,” Monthly Mgt Ltr 9 for Jan 1985. 

GARCIA, A.A., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
RARE 85-038. 85/02/20. DAVIS.S.M. Reliability & Risk Assessment Branch. 5pp. 
39709:196-39709:200. 

-8702200336 Forwards std order for DOE work: “Review of Seabrook Nuclear Power 
Plant PRA," for FIN A-0801 .Order stops work effective immediately due to lack of util 
participation & support. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-0801. 85/03/11. 
DUVAL, R.A. Energy, Dept. of. 6pp. 39709:204-39709:209. 

-8702200341 “Review of Seabrook PRA,” Monthly Mgt Ltr 11 for Mar 1985. 
GARCIA.A.A., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
RARE 85-084. 85/05/01. DAVIS.S.M. Reliability & Risk Assessment Branch. 5pp. 
39709:215-39709:219. 

-8702200343 “Review of Seabrook PRA,” Monthly Mgt Ltr 12 for Apr 1985. 
GARCIA.A.A., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
RARE 85-086. 85/05/01. DAVIS.S.M. Reliability & Risk Assessment Branch. 5pp. 
39709:220-39709:224. 

-8702200348 Forwards std order for DOE work: “Review of Seabrook Nuclear Power 
Plant PRA,” for FIN A-0801 .Charges incurred before issuance of 850311 stop work 
order transmitted. 

SPEIS.T.P. Division of Safety Technology (800428-851124). FIN A-0801. 85/05/30. 
DUVAL, R.A. Energy, Dept. of. 2pp. 39709:225-39709:226. 

-8702200351 "Review of Seabrook PRA,” Monthly Mgt Ltr 13 for May 1985. 

GARCIA, A.A., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
RARE 85-114. 85/06/27. DAVIS.S.M. Reliability & Risk Assessment Branch. 5pp. 
39709:227-39709:234. 

-8702200354 “Review of Seabrook PRA,” Monthly Mgt Ltr 14 for June 1985. 

GARCIA, A.A., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
RARE 85-132. 85/08/09. DAVIS.S.M. Reliability & Risk Assessment Branch. 6pp. 
39709:235-39709:240. 

“8702200350 “Review of Seabrook PRA,” Monthly Mgt Ltr 15 for Jul 1985. 

GARCIA.A.A., CUMMINGS.G.E. Lawrence Livermore National Laboratory. FIN A-0801. 
RARE 85-141. 85/08/26. DAVIS.S.M. Reliability & Risk Assessment Branch. 4pp. 
39709:241-39710:214. 

8702200152 FOIA request for nine categories of documents,including most recent draft 
of modal study,ACRS 861015 ltr, NRC 850509 ltr to DOE.NUREG/BR-0006 & docu- 
ments re contamination incident from spent fuel cask at Oyster Creek. 

AUDIN.L. Affiliation Not Assigned. 87/01/10. Office of Administration. Ip. 39705:162- 
39705:162. 

8702200172 Partial response to FOIA requestApp A documents available in PDR.App B 
documents end & being placed in PDR.Documents listed in App C withheld (ref FOIA 
Exemption 5).App B documents partially deleted due to lack of pertinent info. 
GRIMSLEY.D H, Division of Rules and Records. 87/02/13. AUDIN.L. Affiliation Not 
Assigned. 7pp. 39705:163-39705:183. 


“8702200189 Forwards request for add! info re DOE 750926 request for review of 
Model AL-L8. 

MACDONALD, C.E. Transportation Certification Branch. 78/05/30. MOTT.W.E. Energy, 
Dept. of. 3pp. 39705:170-39705:172. 

-8702200212 Advises that transportation svcs for strategic quantities of SNM will no 
longer be provided effective 851231. 

RUTENKROGER.E. Tri-State Transit Co. (subs, of Georgia Pacific Co.). 85/12/10. 
MCCORKLE.G.W. Reactor & Transportation Licensing Branch. Ip. 39705:173- 
39705:173. 

“8702200241 Partially withheld itr providing items of interest. Proposed near-term solu- 
tion to Tri-State Motor Transport Co decision to cease hauling Category I shipments 
of SSNM discussed. 

MCCORKLE.G.W. Reactor & Transportation Licensing Branch. 86/03/12. DAVIS, J.G. 
Office of Nuclear Material Safety & Safeguards.Director. Ip. 39705:174-39705:174. 

-8702208274 Discusses potential problem In transport of significant quantities of SSNM 
in commercial sector, due to Tri-State Motor Transit Co withdrawal from transport ac- 
tivities. Portions of 860317,0523,27,30,0603 & 10 Itrs end. 

BURNETT.R.F. Division of Safeguards. 86/04/01. BRUSH.P.M. Energy, Dept. of. 7pp. 
39705:175-39705:181. 

“8702208291 Discusses 860522 telcon re Tri-State Motor Transit Co decision to com- 
pletely discontinue shipment of formula quantities of SSNM. Alternate means of han- 
dling domestic legs of shipments requested. 

MCCORKLE.G.W. Reactor & Transportation Licensing Branch. 86/06/02. 
MANGUSI.J. Transnuclear, Inc. Ip. 39705:182-39705:183. 

8702280266 Responds to FOIA requestApp D document available in PDR.App E docu- 
ment withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/12. AFTERGOOD, S. Commit- 
tee to Bridge the Gap. 4pp. 39704:071-39704:077. 

8702240011 Partial response to FOIA request Forwards App M documents. Apps L & M 
documents available in PDR, 

* Division of Rules and Records. 87/02/12. HOLMES, G.A. MHB Technical Associ- 
ates. 9pp. 39730:246-39731:272. 

—8304070508 Forwards SER, issued prior to CP issuance, in response to info request re 
facility const quality & safety qualifications. W/o end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 83/04/01, 
WEST.T. Affiliation Not Assigned. 2pp. 39730:339-39730:340. 

-830527O504 Summarizes results of plant annulus structure horizontal response to 
Hosgri seismic input analysis discussed w/NRC in Mar 1983.Drawing listdrawings & 
envelope spectra for each of four floors end. 

REICH, M. Brookhaven National Laboratory. 83/05/17. KUO.P.T. Structural & Geo- 
technical Engineering Branch. 9pp. 39731:009-39731:017. 

-8702240037 Staff rept evaluation of Rev 0 to Interim Technical Rept 32, "Interim 
Technical Rept on Diablo Canyon Unit 1 Independent Verification Program PG&E 
Pumps." Rept revealed deficiences in PG&E design analyses. 

* NRC - No Detailed Affiliation Given. 83/02/15. 13pp. 39730:262-39730:274. 

-8702240048 Requests info re Brookhaven analysis of containment annulus 
structure, including vertical response spectra for Model D & info on horizontal annulus 
model. 

COOPER, W.E., MYRGLOT.C.E. Teledyne Engineering Services. 551-0189. 83/02/22. 
SCHIERLING.H.E. Office of Nuclear Reactor Regulation, Director (pre-851 125). 6pp. 
39730:275-39730:283. 

“8702240055 Forwards summary of independent development of finite element models 
& determination of natural frequencies for piping problems in containment spray dis- 
charge line & Accumulator Loop 4. 

BEZLER.P. Brookhaven National Laboratory. FIN A-3357. 83/04/11. HARTZMAN.M. 
NRC - No Detailed Affiliation Given. 9pp. 39730:341-39730:359. 

-8702240068 Contradicts testimonies of V Tennyson & R Roam re statements by 
PG&E to QA manager that util had option of complying w/ rules.Suggests that sworn 
statements be thoroughly investigated. 

TOWNSEND, C.C. Affiliation Not Assigned. 83/04/16. Commissioners. 2pp. 
39730:360-39731:008. 

“8702240088 Notifies of 830204 meeting w/util.lDVP,NRC & BNL in San Francisco, CA 
to discuss status of containment annulus steelwork & status of auxiliary bldg. 

COOPER, W.E. Teledyne Engineering Services. 87/02/12. NRC - No Detailed Affili- 
ation Given. Ip. 39731:018-39731:018. 

-8702240101 Notifies of 830209 meeting in San Francisco, CA to discuss shake table 
tests of electrical equipment. 

COOPER.W.E., CRAGIN.J.Q. Teledyne Engineering Services. 87/02/12. NRC - No 
Detailed Affiliation Given. Ip. 39731:019-39731:019. 

-8702240112 Notifies of 830517 meeting in San Francisco, CA to discuss development 
of piping stress intensification factor. 

COOPER.W.E. Teledyne Engineering Services. 87/02/12. DENTON, H.R., 
MARTIN, J.B. NRC - No Detailed Affiliation Given. MANEATIS.G.A. Affiliation Not As- 
signed. 2pp. 39731:020-39731:021. 

“8702240121 Notifies of 830421 meeting w/util,NRC & IDVP in Boston, MA to discuss 
Hosgri response analysis topic & non-Hosgri RLCA verifications. 

COOPER.W.E., CRAGIN.J.Q. Teledyne Engineering Services. 83/04/21. 

DENTON, H.R., ENGELKEN.R.H. NRC - No Detailed Affiliation Given. MANEATIS.G.A. 
Affiliation Not Assigned. 2pp. 39731:022-39731:023. 

—8702240129 Notifies of 830426 meeting in San Francisco, CA to discuss status of all 
structures. 

COOPER.W.E., CRAGIN, J.Q. Teledyne Engineering Services. 83/04/26. 

DENTON.H.R. NRC - No Detailed Affiliation Given. MANEATIS.G.A. Affiliation Not As- 
signed. 4pp. 39731:024-39731:027. 

~8702240138 Notifies of 830512 meeting w/NRC, util & IDVP In Boston, MA to discuss 
containment & turbine bldgs. 

COOPER.W.E., CRAGIN.J.Q. Teledyne Engineering Services. 83/05/12. 

DENTON, G.A., MARTIN, J.B. NRC - No Detailed Affiliation Given. MANEATIS.G.A. Af- 
filiation Not Assigned. 2pp. 39731:028-39731:029. 
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-0702240145 Discusses proposed change to procedures allowing NRG to attend IDVP- 
DCP meetings for exchange of background info. 

COOPER, W.E. Teledyne Engineering Services. 5511-348. 83/05/18. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). MANEATIS.G.A. Pacific 
Gas & Electric Co. MARTIN.J.B. Region 5, Office of Director. 2pp. 39731:030- 
39731:031. 


-8702240160 Notifies that location of 830602 meeting changed to Boston, MA.Agenda 
items listed for meeting. 

COOPER, W.E., CRAGIN.J.Q. Teledyne Engineering Services. 83/06/02. 

DENTON, H.R., MARTIN.J.B. NRC - No Detailed Affiliation Given. MANEATIS.G.A. Pa- 
cific Gas & Electric Co. 2pp. 39731:032-39731:038. 

-8702240170 Notifies of 830602 meeting in San Francisco, CA to review requests for 
info on rupture restraints. 

COOPER, W.E., CRAGIN.J.Q. Teledyne Engineering Services. 83/06/20. 

DENTON, H.R., MARTIN.J.B. NRC - No Detailed Affiliation Given. MANEATIS.G.A. Pa- 
cific Gas & Electric Co. 2pp. 39731:039-39731:048. 

-8702240103 Evaluation of Rev 0 to Interim Technical Rept 6, “Interim Technical Rept 
on Diablo Canyon Unit 1 Independent Verification Program Auxiliary Bldg.” NRC 
agrees that further expansion of rept re seismic model unnecessary. 

* NRC - No Detailed Affiliation Given. 83/06/27. 23pp. 39731:049-39731:071. 


8702250073 Partial response to FOIA request for test info from ANL & Sandia.Forwards 
App B documents.App A & B documents available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/17. SHOLLY.S. MHB Techni- 
cal Associates. 8pp. 39741:082-39742:155. 

-8702250081 Formalizes recent request for revised & updated plan for HPME/DCH 
program based on installation of SURTSEY vessel. Draft plan requested by 860129 
meeting.Related info end. 

LEE.T.M. Containment Systems Research Branch. 86/01/31. POWERS, D. Sandia Na- 
tional Laboratories. 12pp. 39741:090-39741:101. 

-8702250107 Comments on 860106 draft issue paper re direct containment heating & 
radionuclide source term.Energy conversion efficiency values may need to be 
established. Related info end. 

TARBELL.W., PILCH, M. Sandia National Laboratories. 86/02/07. LEE.T. Containment 
Systems Research Branch. 13pp. 39741:102-39741:114. 

-8702250115 Draft "Pressurized Melt Ejection & Direct Containment Heating HIPS Pro- 
gram Plan for FY86-87.” Viewgraphs end. 

TARBELL.W.W., PILCH, M., BROCKMANN.J.E. Sandia National Laboratories. FIN A- 
1406. 86/04/22. Containment Systems Research Branch. 100pp. 39741:115- 
39741:203. 


-8702240200 Requests removal & storage of security matls stored in Willste Bldg in 
Silver Spring, MD.If suitable arrangements not made by 83071 5, mails will be de- 
stroyed. 

CHANDLER, L.J. Hearings Division. 83/06/29. STRUM WASSER.M. Affiliation Not As- 
signed. 4pp. 39731:072-39731:102. 


-8702250122 Lists comments from 860423 meeting re direct containment 
heating.Program should include work toward identifying physical & chemical form of 
matl expelled from ruptured bottom head. 

KOUTS.H. Brookhaven National Laboratory. 86/04/24. SPEIS.T.P. Division of Safety 
Review & Oversight (post 851125). 2pp. 39741:204-39741:205. 


—8702240240 Forwards portion of FR re consideration of issuance of amend License 
DPR-80 & proposed NSHC determination & opportunity for hearing. 

* NRC - No Detailed Affiliation Given. 83/08/18. Office of Nuclear Reactor Regula- 
tion, Director (pre-851125). 4pp. 39731:103-39731:106. 

—8702240206 Informs of revised schedule for Commission consideration of IDVP final 
rept & NRC 830805 SSER re fuel loading at plant. Written comments will be submit- 
ted by 830823, Public meetings scheduled for 830913 & 21. 

CHILK.S.J. Office of the Secretary of the Commission. 83/08/17. OHLBACH.R., 
CRANE, P.A., LOCKE, R.F. Pacific Gas & Electric Co. 2pp. 39731:107-39731:108. 

-8702240312 Forwards Revs 0 to interim technical repts, including ITR-57, “Review of 
Diablo Canyon Plant Activities Fuel Handling Bldg, ITR-58, “verification of Diablo 
Canyon Plant Activities Intake Structure” & ITR-6O.W/0 ends. 

COOPER, W.E. Teledyne Engineering Services. 5511-507. 83/08/25. MOORE, T.S., 
JOHNSON, W.R., BUCK.J.H. Atomic Safety and Licensing Appeal Panel. Ip. 
39731:109-39731:109. 


-8702250132 Offers gratitude for comments on & participation in mid-yr review of re- 
search programs re high pressure melt ejection/ direct containment heating.Expert 
panel scheduled to review issues during wk of 86051 9.Comments requested. 

CURTIS, R.T. Containment Systems Research Branch. 86/04/25. Containment Sys- 
tems Research Branch. 7pp. 39741:206-39741:212. 

-8702250139 Offers gratitude for attendance at review meeting re research program on 
direct containment heating. Comments on NRC experimental program & Sandia SURT- 
SEY experiments end. 

PLYS.M.G. Fauske & Associates, Inc. 86/05/09. LEE.T. NRC - No Detailed Affiliation 
Given. 5pp. 39741:213-39741:217. 

-8702250150 Comments on Sandia direct containment heat program from 860422 
meeting.Concern expressed re use of iron-alumina thermite in tests. 

SPENCER, B.W. Argonne National Laboratory. 86/05/12. CURTIS, R.T. Containment 
Systems Research Branch. 3pp. 39741:218-39741:220. 


-8702240320 Forwards 830819 rev package & 839822 Errata Package 5 to suppl facili- 
ty IDVP final rept. 

COOPER, W.E. Teledynu Engineering Services. 5511-504. 83/08/24. MOORE.T.S., 
JOHNSON, W.R., BUCK,. I. n. Atomic Safety and Licensing Appeal Panel. Ip. 
39731:1 10-39731:1 

-8702240342 Notifies of change in date & location of 830810 meeting in Waltham.MA 
re auxiliary bldg & interior structure horizontal spectraNew date & location not indicat- 

COOPER.W.E., CRAGIN.J.Q. Teledyne Engineering Services. 83/08/10. 
DENTON, H.R., MARTIN.J.B. NRC - No Detailed Affiliation Given. MANEATIS.G.A. Pa- 
cific Gas & Electric Co. 1 p. 39731 :1 11-39731 :1 1 1 . 

-8702240347 Notifies of IDVP 830805 meeting in Boston, MA re auxiliary bldg & interior 

COOPER , W. E ° Tele Jyne Engineering Services. 83/08/05. DENTON, H.R. NRC - No 
Detailed Affiliation Given. 2pp. 39731:112-39731:212. 

-8702240361 Forwards proposed Itr providing written confirmation of 831101-04 site 
visit by LASL to collect info for vital area analysis program sponsored by NMSS. 
BURNETT, R.F. Division of Safeguards. 83/10/07. MARTIN.J.B. Region 5, Office of Di- 
rector. 2pp. 39731:213-39731:227. 

-8702240372 Forwards Commission opposition to stay request in San Luis Obispo 
Mothers for Peace, et al vs NRC cases.Certificate of Svc end. 

CHOPKO.M.E. Office of General Counsel. 83/11/10. FISHER, G.A. District of Co- 
lumbia. 4pp. 39731:220-39731:272. 

-8702240528 Notice of SE Turk withdrawal as counsel for NRC in proceeding. All svc 
lists should be revised. 

TURK.S.E. Hearing Branch 3. OL. 83/02/25. Ip. 39730:284-39730:338. 

8702240360 Partial response to FOIA request for documents re NRC proposal to 
amend regulations re timing requirements for full participation emergency drills.App D 
documents available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/18. MURPHY, S. Nuclear Infor- 
mation & Resource Service. 2pp. 39725:201-39725:204. 

8702240387 Refers end H Hammitt 870114 FOIA request for OMB data for use in draft- 
ing new fee schedule guidelines, based on located document originating from NRC, for 
response. 

JOHNSON, D.A. Office of Management & Budget. 87/02/05. STELLO.V. Office of the 
Executive Director for Operations. 3pp. 39725:205-39725:207. 

8702240305 Responds to FOIA request for documents re OMB info. Forwards app 
document Document also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/18. HAMMITT, H. Washington 
Monitor. Washington. DC. 2pp. 39725:208-39725:212. 

-8702240398 Forwards response to 861106 questions re OMB guidance on FOIA 
fees.Recommends clarification of automatic search & reproduction fee waiver provi- 
sions. 

STELLO.V. Office of the Executive Director for Operations. 87/01/02. MILLER, J.C. 
Office of Management & Budget. 3pp. 39725:210-39725:212. 

8702250068 FOIA request for records re high pressure melt ejection simulation tests 
conducted at ANL A Sandia & analyses of Impact of high pressure melt ejection & 
resultant direct containment heating on containment loads. 

SHOLLY.S.C. MHB Technical Associates. 86/12/29. GRIMSLEY.D.H. Division of 
Rules and Records. 2pp. 39741:080-39741:081. 


-8702250157 Responds to request for comments on direct containment heating experi- 
mental program.Satisfactory progress made in understanding phenomena. 

BERGERON, K.D. Sandia National Laboratories. 86/05/16. CURTIS, R.T. Containment 
Systems Research Branch. 2pp. 39741:221-39741:222. 

-8702250163 Comments on SURTSEY test matrix for pressurized melt ejection & direct 
containment heating.Transfer coefficients should be estimated using Pilch model. 
TELFORD, J.L. Containment Systems Research Branch. 86/05/19. CURTIS.R.T. Con- 
tainment Systems Research Branch. 12pp. 39741:223-39741:234. 

-8702250170 Forwards note on direct contaiment heat-1 experiment. Analysis of data 
in progress. 

TARBELL.W. Sandia National Laboratories. 86/05/20. LEE.T. Containment Systems 
Research Branch. 2pp. 39741:235-39741:236. 

—8702250179 Comments on direct heating issue & research program. Pressurized melt 
ejection phenomena & direct heating involve pressurization of containment atmos- 
phere & generation of source term of aerosols & radionuclides. 

POWERS, D. A. Sandia National Laboratories. 86/05/22. LEE,T. NRC - No Detailed Af- 
filiation Given. 10pp. 39741:237-39741:246. 

-8702250186 Forwards listed documents re direct containment heat (DCH) 
programs.Sandia package received & BNL package unfinished. BNL will send pack- 
age directly to DCH Research Review Panel. 

LEE.T.M. Containment Systems Research Branch. 86/06/17. Containment Systems 
Research Branch. 2pp. 39741:247-39741:248. 

-8702250191 Responds to 860423 questions re direct containment heating. Natural cir- 
culation could prevent pressurized melt expulsion. 

POWERS, D.A. Sandia National Laboratories. 86/06/17. ELTAWILA.F. NRC - No De- 
tailed Affiliation Given. 7pp. 39741:249-39741:255. 

-8702250199 Reviews 860606 & 0527 proposals for resolution of direct containment 
heating issue.Conclusions listed, including need for classification of plants. 

POWERS, D. A. Sandia National Laboratories. 86/06/25. LEE.T. NRC - No Detailed Af- 
filiation Given. 10pp. 39741:256-39741:265. 

-8702250203 Forwards "Technical Highlights/Administrative Rept for NRC Reactor 
Safety Research Program.Feb-Mar 1986, covering listed FIN numbers. 

WALKER, J.V. Sandia National Laboratories. FIN A-1016. 86/07/17. ROSS.D. Office of 
Nuclear Regulatory Research, Director (Pre 860720). 2pp. 39741:266-39741:267. 

-8702250212 “Technical Highlights/Administrative Rept for NRC Reactor Safety Re- 
search Program.Feb-Mar 1 986.” 

* Sandia National Laboratories. FIN A-1016. 86/07/31. NRC - No Detailed Affiliation 
Given. 50pp. 39741:268-39741:317. 

-8702250228 Notification of 860813 meeting w/Direct Containment Heat (DCH) Re- 
search Panel & Sandia at Sandia to discuss DCH-1 test, preparation of DCH-2 test A 
std problem, required physics in analysis codes & comments from 860422 meeting. 
LEE.T.M. Accident Evaluation Branch. 86/08/01. NRC - No Detailed Affiliation Given. 
3pp. 39741:318-39741:320. 

-8702250233 Comments on Direct Containment Heating Review Panel 860813 meeting 
in Albuquerque, NM.Two immediate tests w/structure proposed.Related info end. 
POWERS, D.A. Sandia National Laboratories. 86/08/19. LEE.T. NRC - No Detailed Af- 
filiation Given. 7pp. 39741 :321 -39741 :327. 
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-8702250278 Forwards ‘Technical Highlights/ Administrative Rept for NRC Reactor 
Safety Research Program,Apr-May 1986.” listed FINs covered. 

WALKER, J.V. Sandia National Laboratories. FIN A-1016. 86/09/09. ROSS.D. Office of 
Nuclear Regulatory Research, Director (Pre 860720). 7pp. 39741:328-39741:329. 

-8702250287 ‘Technical Highlights/Administrative Rept for NRC Reactor Safety Re- 
search Program, Apr-May 1986.” 

* Sandia National Laboratories. FIN A-1016. 86/09/30. NRC - No Detailed Affiliation 
Given. 47pp. 39741:330-39742:015. 

-8702250299 Forwards comments on 860801 draft issue paper re direct containment 
heating.Opposes terminology that "insufficient attention” paid to dispersal phenomena 
by reactor cavity. 

TARBELL.W.W. Sandia National Laboratories. 86/09/19. ELTAWILA.F. Office of Nu- 
clear Reactor Regulation, Director {post 851125). 6pp. 39742:016-39742:021. 

-8702250308 Highlights direct containment heating calculations w/CONTAIN code sup- 
porting SASA.Detai!s will appear in forthcoming NUREG replTwo options for hydro- 
gen combustion modeling exercised for all parameter variations. 

BERGERON, K.D. Sandia National Laboratories. 86/09/26. WALKER.T.J. Office of Nu- 
clear Regulatory Research, Director (Pre 860720). 5pp. 39742:022-39742:026. 

-8702250311 Forwards minutes of Direct Containment Heating Research Review Panel 
860813 meeting in Albuquerque, NM. 

LEE.T. Accident Evaluation Branch. 86/10/02. SIIBERBERG.M. Accident Evaluation 
Branch. 9pp. 39742:027-39742:035. 

-8702250316 “Preliminary Results From Direct Containment Heating-1 Experiment” 
TARBELUW.W., BROCKMANN.J.E., PILCH.M. Sandia National Laboratories. FIN A- 
1406. 86/08/31. Division of Reactor System Safety (Post 860720). 47pp. 39742:036- 
39742:082. 

-8702250318 Forwards SAND86-2141C, “High Pressure Melt Ejection & Direct Contain- 
ment Heating in Ice Condenser Containments,” conference paper presented at stated 
860929-1003 meetings in Albuquerque, NM. 

TAR BELL, W.W. Sandia National Laboratories. 86/10/08. LEE.T. NRC - No Detailed 
Affiliation Given. Ip. 39742:083-39742:083. 

-8702250321 "High Pressure Melt Ejection & Direct Containment Heating in Ice Con- 
denser Containments,” presented at Inti ANS/ENS Topical Meeting on Operability of 
Nuclear Power Sys in Normal & Adverse Environs on 860929-1003 in 
Albuquerque, NM. 

PILCH, M., TAR8ELL.W.W., CARROLL.D.E. Sandia National Laboratories. 86/10/08. 
8pp. 39742:084-39742:091. 

-8702250323 Forwards JTA.inc, "Pretest Prediction for Direct Containment Heating-2 
Experiment at SUSTEY Facility.” Info re best estimate calculation & sensitivity study 

BERGERON, K.D. Sandia National Laboratories. 86/10/20. LEE.T. Office of Nuclear 
Regulatory Research, Director (Pre 860720). 2pp. 39742:092-39742:093. 

-8702250325 "Pretest Prediction for Direct Containment Heating-2 Experiment at 
SUSTSEY Facility.” 

TILLS, J. JTA, Inc. 86/10/20. 13pp. 39742:094-39742:106. 

-8702250328 “Uncertainty Paper on High Pressure Melt Ejection {Direct Containment 
Heating).” 

LEE.T.M. NRC - No Detailed Affiliation Given. 86/12/31. 32pp. 39742:107-39742:138. 

-8702250329 “Comments on IDCOR 85.2 Technical Rept for Issue Resolution, Issue 
8:Direct Containment Heating.” 

PILCH.M., TARBELL.W.W. Sandia National Laboratories. 87/02/17. 10pp. 39742:139- 
39742:148. 

-8702250569 Corrects typo in Page 2 of 861128 Itr.Chamber debris should be 91.282 

T^RBELL.W. Sandia National Laboratories. 86/12/03. LEE.T., ELTAWILA.F. Office of 
Nuclear Regulatory Research, Director (Post 860720). Ip. 39742:149-39742:149. 

-8702250573 Discusses 861022 Direct Containment Heating-2 experiment Debris dis- 
position chart end.Reiated Wo end. 

TARBELL.W. Sandia National Laboratories. 86/11/28. LEE.T., ELTAWILA.F. Office of 
Nudear Regulatory Research, Director (Post 860720). 6pp. 39742:150-39742:155. 

8702250391 FOtA request for documents on possible multi-ton shipment of nudear 
rnatls 8J or items that allegedly originated in French Polynesia possibly during Auq/ 
SfPt 1979, traveled via European ports to Middle East & involved listed persons 
LEVENTHAL.P. Nudear Control Institute. 87/01/28. GRiMSLEY.D. Division of Rules 
and Records. 2pp. 39743:241-39743:242. 

#70aa|»M Fing response to FOJA requesLNo agency records subito request located. 
GRIMSLEY.D.R Division of Rules and Records. 87/02/20. LEVENTHALP. Nuclear 
Control Institute. Ip. 39743:243-39743:243. 

8702250402 Responds to appeal of denial of FOtA request for documents consisting of 
V iaw enforcement purposes.Documents will continue 
Bperaption 7).Ltr represents final agency action. 

CHILK,SJ. Office of the Secretary of the Commission. 87/02/19. GARDE, B P Gov- 
ernment Accountability Project Ip. 39744:062-39744:068. 

8702250412 Appeals denial of FOIA request for documents consisting of investigatory 
records compiled for law enforcement purposes. Response to appeal within 20 work- 
ing days requested. 
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-8702250476 Responds to 860925 Itr re referrals of allegations. Region IV has not re- 
ferred allegations to util other than 860530 ref in Itr.Alleger did not request confiden- 
tiality & has identified CASE as contact. 

MARTIN.R.D. Region 4, Office of Director. 86/10/09. GARDE, B.P. Government Ac- 
countability Project. 1 p. 39744:084-39744:084. 

-87022504S8 Partially deleted memo discussing Allegation 4-86-A-019 re 30% overroil- 
ing of tubes resulting in busting of tube sheet, spider web cracking of tube sheet & 
false statements concerning tube sheet alignment. 

EMERSON.M. NRC - No Detailed Affiliation Given. 86/05/23. ELLIS, J. Citizens Asso- 
ciation for Sound Energy. 3pp. 39744:085-39744:087. 

-8702250516 Partially deleted memo re status of potential new allegations from Ailoger 
A-4,subj to T Westerman 851023 memo.Allegation re 30% overrolling of tubes which 
resulted in busting tube sheet addressed in SSER 10. 

SHAO.L Comanche Peak Project (Technical Review Team). 85/12/18. NOONAN, V.S. 
Comanche Peak Project (Technical Review Team). 4pp. 39744:088-39744:093. 

8702270059 Sixth partial response to FOIA request for documentation re Region IV alle- 
gation data forms from 830101-850820.App K document partially withheld & App L 
documents completely withheld (ref FOIA Exemptions 6 & 7). 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/24. STEPHENS, S. Nuclear 
Awareness Network. 4pp. 39779:187-39779:202. 

-87022700S8 Partially withheld memo re faulty concrete pour at facility.Supporting doc- 
umentation enci. 

WEIL.C.H. Region 3, Office of Director. 85/05/31. NASH.T. Region 4, Office of Direc- 
tor. 8pp. 39779:191-39779:202. 

8702270146 FOIA request for NRC complete response to OMB Circular A-11 FY88 
budget call for info & technology data. 

LAW.E. International Data Corp. 87/02/13. GRIMSLEY.D. Division of Rules and 
Records. Ip. 39780:001-39780:001. 

8702270151 Final response to FOIA requestiRecords re 43A & 43B available in 
PDR.NRC did not have to prepare schedule 43C due to no major new initiative con- 
tained within budget which would warrant submission of required benefit-cost analysis. 
GRIMSLEY.D. Division of Rules and Records. 87/02/20. LAW.E. International Data 
Corp. Ip. 39780:002-39780:002. 

8702270286 Partial response to FOIA request for documents re emergency prepared- 
ness rulemaking. Forwards App E documents.Documents also located in PDR. 
GRIMSLEY.D. Division of Rules and Records. 87/02/24. MURPHY.S. Nuclear Infor- 
mation & Resource Service. 2pp. 39780:348-39781:010. 

-8609240017 Discusses proposed emergency preparedness ruiemaking.FEMA raised 
no objection to proposed rev but requested formal coordination prior to 
publication.Conforming change should be made to portion of package discussing cur- 
rent regulation. 

REHM.T.A. Office of the Executive Director for Operations. 86/09/17. PARLER.W.C. 
Office of the General Counsel 2pp. 39780:350-39781:010. 
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8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting. Meeting notice encL 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 

-8311150443 Forwards EG&G draft technical evaluation rept for facility, based on util 
response to Sections 5.1.2 - 5.1.6 of NRC 801222 generic Itr on control of heavy 
ioads.W/o end. » 

RUBENSTEIN.LS. Assistant Director for Core & Plant Systems. 83/11/01. 
NOVAK.T.M. Assistant Director for Licensing. Ip. 39783:268-39783:295. 

860422051 1 Forwards request for addl info re fast neutron fluence used in derivation of 
PTS ref temp. Enc! describes specifics of info needed. Info requested within 45 days of 
Itr receipt 

TAM.P.S. PWR Project Directorate 2. TAC 59941. 86/04/16. CAREY, J.J. Duquesn© 
Light Co. 4pp. 35666:359-35666:362. 


iiiwu auBiiua iui nnweung on ooiuio in weinesaa.iviu 

to discuss amends to 10CFR20 to require accreditation of personnel dosimetry proc- 
essors & postponement of deferred plant policy statement. 

iccfwforf 92!? mitte ? t°, R ® view Generic Requirements. 86/10/03. 

of Nuclear Reactor Regulation, Director (post 851125). 
BnQcnI E 9S R ‘ °Pk? , of ln ®P ec t ,on & Enforcement, Director (Post 820201). 
39698 21 0 39699*104 NuCear Re 9 ulatoi Y Research, Director (Pre 860720). 2pp. 


K . r Piypvsw iinai rasoiuuon oi Ubl A-46, “Sois- 

0 Equipment in Operating Plants.” Rev of scop© not 
^^^■Cun-ent scope well defined & understood by stall & industr*^ 
ni ISetS P^ 9 of N , u< i ear Reactor Regulation, Director (post 851125). 86/10/ 
396S9dO? EK,J Re ^ i0na Operations & Generic Requirements. 2pp. 39698:212- 


^ W.WO.UO i^ioy notary nev z to WUAP-10541, "Reactor Coolant Purno Seal 
Performance Following Loss of AH AC Power,” for approval.Rept summarizes alt info 
BUTTlRFiFm? nt wS^ integrity fGeneric Issue B-23) 8 withheld (ref 10CFR2.79O)! 

LySnsjTnp?’ P, ants Owners Group. OG-206. 86/12/10. 
LYONS, J. NRC - No Detailed Affiliation Given. 3pp. 3901 1:226-39011:229. 
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-8202010125 Concurs w/811022 recommendation that LLL foreign liaison program be 
terminated.Remaining functions can be handled within NRC. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 81/12/07. 
MINOGUE.R, Office of Nuclear Regulatory Research, Director (Pre 860720). 3pp. 
39545:191-39545:193. 

—8702030215 Requests Itr of thanks to T Fujinami.JAERI president, for efforts of 
Nozawa & staff for providing considerable amount of info in resolving Generic Task A- 
8, “Mark II Containment Pool Dynamic Loads.” 

KNIEL.K. Generic Issues Branch. 80/12/05. TONG.L.S. Office of Nuclear Regulatory 
Research, Director. 2pp. 39542:311-39542:312. 

-8702030264 Forwards trip rept of 801013-17 visit to Japan.Ust of meeting handouts 
provided by JAERt personnel included in trip rept. 

ANDERSON, C. Generic Issues Branch. 80/12/09. KNIEL.K. Generic Issues Branch. 
Ip. 39542:313-39542:313. 

-8702050492 Advises that task of LLL foreign liaison program to supply JAERI w/30 
flush mounted-type pressure transducers complete. First half of task to conduct modal 
tests & analyses on Mark il containment pool dynamic test facility complete. 

FABIC.S. Office of Nuclear Regulatory Research, Director. 81/10/22. KNIEL.K. Ge- 
neric Issues Branch. 2pp. 39545:138-39545:139. 

-8202010125 Concurs w/811022 recommendation that LLL foreign liaison program be 
terminated.Remaining functions can be handled within NRC. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 81/12/07. 
MINOGUE.R. Office of Nuclear Regulatory Research, Director (Pre 860720). 3pp. 
39545:191-39545:193. 

8702040213 Forwards safety evaluation re auxiliary feedwater sys reliability (Generic 
Issue 124) for Prairie Island Units 1 & 2. 

PAULSON, W.A, PWR Project Directorate 8. 87/01/21. ANDREWS, R.L. Omaha Public 
Power District. 2pp. 39509:225-39509:278. 

-8702040222 Safety evaluation re auxiliary feedwater sys reliability (Generic Issue 124) 
at Prairie Island Units 1 & 2.Util actively pursuing improvements in sys reliability & re- 
ducing sys challenges. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/21. 52pp. 
39509:227-39509:278. 

8702040453 Summary of 870107 meeting w/util in Bethesda.MD re current & near 
future status of SPDS.ATWS, updated FSAR revs, Reg Guide 1.97, station black (US! A- 
44), seismic qualification (USI A-46) & 24-month operating cycle.Ust of attendees end. 
MCNEIL, S.A. PWR Project Directorate 8. 87/01/20. THADANI.A.C. PWR Project Di- 
rectorate 8. 5pp. 39509:313-39509:317. 

8702050483 Forwards revised pages to control of heavy loads rept, reflecting 2,500 lbs 
as weight recognized as heavy load. Value consistent w/design criteria for spent fuel 
racks designed to prevent rack deformation. 

WISENBURG.M.R. Houston Lighting & Power Co. GL-81-07. 87/01/27. Document 
Control Branch (Document Control Desk). 8pp. 39521:269-39521:274. 

8702060367 Forwards rept on control rooms, based on survey conducted on 860915-19 
to evaluate operation of control room ventilation sys. Listed conclusions include 
changes to Tech Specs to be consistent w/TMl Item III.D.3.4.JW Driscoll 861124 Itr 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 87/02/02. DOLAN, J. Indiana & Michi- 
gan Electric Co. DOLAN, J. American Electric Power Service Corp. 1 7pp. 39546:270- 
39546:302. 


—8702260007 Revised “NU REG-061 2 Evaluation, Lift of Spent Fuel Pool Weir Gates." 
• Southern California Edison Co. 87/02/28. 12pp. 39750:039-39750:050. 


I&E INSPECTION AND ENFORCEMENT 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o svc list 
DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220053 IE info Notice 87-005, “Miswiring in Westing house Rod Control Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701220055 IE info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702020583 PNO-ll-87-007:on 8701 1 8, railroad employees discovered discharge of 
green liquid by NFS employees into drainage ditch.Substance identified as vegetable 
dye used to test for leaks in sewer sys. 

MCALPINE.E., KAHLE.J. Region 2, Office of Director. 87/01/21. Ip. 39466:123- 
39466:123. 

8702020639 PNO-lll-87-01 Iron 8701 23, licensee began shutdown from 5% power to 
repair steam isolation valve for turbine in RCIC sys.During testing, valve would not 
open because of failure of motor operator.Repair expected to take more than 2 days. 
KNOP.R., WARNICK.R. Region 3, Office of Director. 87/01/23. Ip. 39468:075- 
39468:075. 

8702020648 PNO-lll-87-010:on 870121 .both component cooling water pumps tripped in 
succession rendering sys inqperable.lnttial cause due to low surge tank flow.Cause of 
low flow under investigation.Operability restored by restoring flow level, 

LITTLE, W.S., GREENMAN.E.G. Region 3, Office of Director. 87/01/22. Ip. 
39465:158-39465:158. 


-8702080376 Trip rept of 860915-19 site visit re Generic Issue 83 concerning control 8702030225 PNO-l-87-GQ6:in Dec 1 986, license© informed Region I of investigation of 

room habitability. employee allegation re drug us© at fariiity.Alleger implicated 14 people.One individual 

DRISCOLL, J.W. Argonne National Laboratory - Argonne West. FIN A-2328. 86/11 /24. resSaned.3 tested positive & 10 cleared after testing. 

HAYES.J. Office of Nuclear Reactor Regulation, Director (post 851125). 16pp. YOUNG.F., CONTE, R., BLOUGH.A.R. Region 1, Office of Director. 87/01/28. 6pp. 

39546:287-39546:302. 39478:301 -39478:301 . 


8702130433 Forwards safety evaluation supporting licensee interim acceptance evalua- 
tion of seismic qualification cable tray/ support for interim operation.pending comple- 
tion of 14 mods & long-term evaluation under USI A-46 implementation. 

MULLER, D.R. BWR Project Directorate 2. TAC 59518. 87/02/05. WHITE.S.A. Ten- 
nessee Valley Authority. 2pp. 39640:097-39640:105. 


8702030405 P NO- 1 -8 7 -00 7: on 8701 29, licensee began normal shutdown of facility to 
repair leak in steam generator SG-I.Leak caused by tube defect.Plant will remain shut 
down for 17 to 18 days.Stat© of CT informed. 

REBELOWSKI.T., MCCABE, E. Region 1, Office of Director. 87/01/30. Ip. 39490:274- 
39490:274. 


-8702130435 Safety evaluation supporting licensee interim acceptance evaluation of 
seismic qualification of cable tray/supports, per USI A-46. 

# Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/05. 7pp. 
39640:099-39640:105. 

8702180221 Forwards safety evaluation accepting util 861230 Itr re adequacy of cask 

lifting device to be used w/Transnuclear TN-8L cask. v , 

ROONEY, V.L BWR Project Directorate 2. 87/02/12. CAPSTICK.R.W. Vermont 
Yankee Nuclear Power Corp. 2pp. 39674:089-39674:092. 

-8702180231 Safety evaluation accepting use of Transnuclear TM-8L cask lifting device 
per NU REG-061 2. 

" Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/12. 2pp. 
30674:091-39674:092. 

8702200457 Forwards Sandia Itrs re USI A-45, “Shutdown DHR Requirements,” for 
placement in PDR.EncIs should not be placed in docket files. W11 n 

MINNERS.W. Reactor Safety Issues Branch. 87/02/18. MCKNIGHT, J.L. Records 
Services Branch. 13pp. 30707:232-39707:244. 

8702250120 Forwards draft safety evaluation re station blackout. Draft highlights several 
issues which must be resolved prior to issuance of final safety ©valuation.Response 

^tjRI^^EG. RVR ^Prdsct Directorate 8. 87/02/13. WCODY.C.O. Florida Power & 
Light Co. 4pp. 39743:100-30743:107. 

—8702250140 Draft safety evaluation re station blackout. , 

• Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/13. 4pp. 
30743:1 04-39743:1 07. 


8702260006 Forwards revised “NUREG-0612 Evaluation:Uft of Spent Fuel Pool Weir 
Gates," providing corrections to info previously submitted & summarizing compliance 

MEDFORD^-Cl Southern California Edison Co. 87/02/18. Document Control Branch 
(Document Control Desk). Ip. 39750:038-30750:050. 


8702040718 PNO-I I l-87-017:on 870130,faci!ity received full power OL Licensee expects 
R . F & R y ©gion ^Office” of °Dir^tor. 87/01/30. Ip. 39503:176- 

39503:176. 

8702050238 PNO-I !l-87-013:on 861 206, license issued to Chem-Nuclear to install super- 
compactor at facility previously licensed to svc & decontaminate waste shipping 
containers. On 870121, Mayor of Channahon reported concerns re facility proxirraty. 
LICKUS.R., MALLETT.B., AXELSON.W. Region 3, Office of Director. 87/01/26. Ip. 
39517:360-39517:360. 

8702060005 PNO-I 11-87-01 6:on 8701 29, small steam leak discovered in spare instrument 


line attached to body of west main steam bypass vaive.Caused by crack in weld at- 
taching valve to instrument line.Valves cut off & instrument lines plugged. 

PELKE.P., GREENMAN.E. Region 3, Office of Director. 87/01/30. Ip. 39529:016- 


8702060015 PNO-III-87-012:on 8701 23, licensee informed region that NRC- licensed nu- 
clear supervising operator suspended on 870122 due to positive testing in random 
drug screening on 8701 1 5. No evidence of error found in performance. 

CREED, J.R., AXELSON.W.L, GREENMAN.E.G. Region 3, Office of Director. 87/01/ 
26. ip. 39529:015-39529:015. 

8702060075 PNO-I 1 1-87-01 4:on 861 107, gauge containing sealed Cs-137 source discov- 
ered missing.Region III notified on 870123. Matter under review for appropriate en- 

W^EMANaJ^ELSON.W. Region 3, Office of Director. 87/01/26. Ip. 39529:049- 
39529:049. 

8702060413 IE Info Notice 87-009. “Emergency Diesel Generator Room Coding Design 

DWWwof Emergency Preparedness & EngineeringR^ppnse(Post 
830103). IEIN-86-050. 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 
39528:251-39528:357. 
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8702060510 PNO-lll-87-018:cc 8701 30. telegram addressed to HR Denton received car- 
rying “final warning” that "Zcr. Nuc.c-a r Plant shall be closed,” unless info made 
ava'iab'e Responsible r.di-.id;.-a ! located by FBI & agreed to psychiatric treatment. 
CREED, J.F.., AXELSCN.Vv.L. , HiNC.J.A Region 3, Office of Director. 87/02/02. Ip. 
39537:029-39537:029. 

8702100126 IE Info Notice 87-010, “Potential for Water Hammer During Restart of RHR 
Pumps." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 

8702100183 PNO-IV-87-006:on 870122,instrument technician found to be contaminated 
when exiting work area control point. Investigation revealed technician actually con- 
taminated on 8701 21 .No other offsite contamination identified. 

MURRAY, B., CONSTABLE, G.L. Region 4, Office of Director. 87/01/23. Ip. 
39571:298-39571:298. 

8702100203 PNO-!l-87-003:on 8701 08, radiographer received overexposure of 180 rems 
to left thumb.Caused by source being fully extended before equipment moved to an- 
other location. Radiographers reinstructed to survey completed exposures. 

POTTER, J., CLINE, W. Region 2, Office of Director. 87/01/09. Ip. 39571:292- 
39571:292. 

8702100226 PNO-lll-87-019:on 870202, main feedwater pump 1 /booster feedwater 
pump turbine removed from svc after plant operator heard change in noise level. Shaft 
coupling damage observed. Cause of damage & impact on test schedule not deter- 
mined. 

DEFAYETTE.R., GREENMAN.E.G. Region 3, Office of Director. 87/02/04. Ip. 
39571:281-39571:281. 

8702100331 PNO-V-87-008:on 870202,valve opened which permitted less than 50 gal- 
lons of primary coolant to enter spray sys & flow out lower header ring.Caused by 
MOVATS maint personnel error while testing valve operator.Areas decontaminated. 
D’ANGELO, A., MILLER, L. Region 5, Office of Director. 87/02/03. Ip. 39574:225- 
39574:225. 

8702100377 PNO-V-87-009:on 870202, plant worker repeatedly caused portal radiation 
monitor to alarm on exit from work activities in containment bldg.Radioactive matl 
found on inside sleeve of shirt. Survey procedures improved to control exposure. 
YUHAS.G.P., WENSLAWSKI.F.A. Region 5, Office of Director. 87/02/05. Ip. 
39574:275-39574:275. 

8702100410 PNS-87-001:on 870206, site telephone operator received anonymous call 
stating that three bombs placed in facility. Bomb threat procedure & security survey 
initiated. 

ROTH.J., KEIMIG.R. Region 1, Office of Director. 87/02/06. Ip. 39573:266- 
39573:266. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). IEIN-85-079. 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 
39702:228-39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). GL-85-06. 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 
39691:156-39691:265. 

8702110291 PNO-!ll-87-013A:on 870205,public meeting w/NRC, State of IL & licensee 
officials held to discuss roles in licensee plan to build & operate supercompactor just 
outside Channahon.IL corporate limits. 

MARABITO.R., LICKUS.R., AXELSON.W. Region 3, Office of Director. 87/02/06. Ip. 
39591:012-39591:012. K 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). IEIN-82-22. 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 
39784:116-39784:224. 

8702170046 EN-87-005:on 8702Q9,notice of violation & proposed imposition of civil pen- 
alty in amount of $50,000 will be issued to util based on Ofc of Investigations investi- 
gation re employment termination of technician. 

HOLLER.E., BEACH, A. Office of Inspection & Enforcement, Director (Post 820201). 
87/02/03. Ip. 39647:251-39647:251. 

8702170058 EN-86-078A:on 860205, order imposing civil penalties in amount of 
$310,000 will be Issued to licensee based on 860104 accident at facility re ruptured 
UF6 cylinder. Licensee 861113 response to 861014 notice unacceptable. 

FLACK, E., BEACH, A. Office of Inspection & Enforcement, Director (Post 820201). 87/ 
02/03. Ip. 39647:237-39647:237. 

8702170070 EN-87-006:on 870209, notice of violation & proposed imposition of civil pen- 
alties in amount of $500 will be issued to licensee based on licensee failure to provide 
dosimetry to personnel using licensed matl. 

ROBINSON, P., BEACH, A. Office of Inspection & Enforcement, Director (Post 820201). 
87/02/03. 1 p. 39647:1 39-hQ#w7.< on 


8702180086 PNO-lll-87-020:on 870204, lubricating oil & fuel leaks detected during 24 h 
test run of emergency diesel generator. Caused by interference between cross head & 
cross head guide.Steps to ensure correct clearance being taken. 

TONGUE.T., LITTLE, W. Region 3, Office of Director. 87/02/06. 2pp. 39661:203- 
39661:204. 

S70218O095 PNO-V-87-011:on 870204, all four channels of pressurizer level indication 
shared common section of raceway in single fire zone & on 870206, licensee reported 
five more misrouted cables.Caused by personnel errors.Corrective actions taken. 
MILLER.L., D’ANGELO, A. Region 5, Office of Director. 87/02/06. Ip. 39661:200- 
39661:200. 

8702180111 PNC-V-87-012:on 870208, fire discovered in emergency diesel Train 
A.Apparently caused by ignition of diesel fuel leaking from separated compression fit- 
ting in fuel injection line. Fire extinguished & room quarantined pending investigation. 
RICHARDS, S., ZIMMERMAN, R. Region 5, Office of Director. 87/02/09. Ip. 
39666:078-39666:078. 

8702180120 PNO-l-87-008:on 870210, presence of radioactivity in feedpump room 
identified. Possibly caused by leak at offgas sample pump or flow meter.Three workers 
received minor skin contamination.Efforts to locate & repair leak underway. 
BAUNACK.W., BLOUGH.R. Region 1, Office of Director. 87/02/10. 2pp. 39666:092- 
39666:093. 

8702180477 PNO-l-87-009:on 870211, both doors of equipment hatch air lock declared 
inoperable.Caused by failed linkage on mechanical interlock for pressure-equalizing 
ball valves. Valves closed manually & cooldown per Tech Specs terminated. 
ELSASSER.T. Region 1, Office of Director. 87/02/11. Ip. 39668:252-39668:252. 

8702180540 PNO-l-87-010:on 870211, reactor scrammed from full power during transient 
initiated by loss of instrument bus.Safety injection signal received on high steam flow 
coincident w/low steam line pressure. Plant stabilized in hot shutdown. 

MEYER.G., LINVILLE.J. Region 1, Office of Director. 87/02/12. 3pp. 39666:182- 
39666:184. 

8702180749 PNO-ll!-87-014A:on 870206, licensee discovered missing gauge containing 
max of 6 mCi Cs-137 in locked storage room at facility.Two gauges transferred to 
Univ of Cincinnati for disposal. State of OH informed. 

WIEDEMAN.D., AXELSON.W. Region 3, Office of Director. 87/02/06. Ip. 39662:132- 
39662:132. 

8702190001 PNO-!l-87-009:on 8701 20, unit tripped when false hotwell emergency low 
level signal resulted in trip of both hotwell pumps.Caused by linkage binding of main 
feedwater pump turbine stop valve.Pump repaired. 

PEEBLES.T., BROWNLEE, V. Region 2, Office of Director. 87/01/23. Ip. 39683:331- 
39683:331. 

8702190002 PNO-il-87-008:on 8701 16, low power license issued. Problem experienced 
w/fuel upender on fuel handling side while loading first elementProblem 
corrected.Resident inspector monitoring efforts to correct source range monitor Nl-31. 
CHRISTNOT.E., BROWNLEE, V. Region 2, Office of Director. 87/01/21. Ip. 
39683:359-39683:359. 

8702190003 PNS-V-87-001:on 87021 2, security officer found 18x24-inch drawing on 
ground next to centrally located roadway inside protected area, adjacent to gantry 
crane. Security alert declared.State of CA notified.lnvestigation continuing. 

SCHAEFER, D., SCHUSTER, M. Region 5, Office of Director. 87/02/13. 2pp. 
39683:334-39683:335. 

8702190007 PNO-ll-87-010:on 870201, approx 3,000 to 4,000 gallons of reactor coolant 
spilled through steam generator manway & into containment. No water released out- 
side plant.Caused by failure to close RHR suction valves to RCS. 

BRADY, J., MCCOY, F. Region 2, Office of Director. 87/02/02. Ip. 39679:360- 
39679:360. 

8702190442 EN-85-084A:on 851 21 3, notice of violation & proposed imposition of civil 
penalties in amount of $900,000 will be issued to licensee.Action based on 850609 
failure of auxiliary feedwater sys to perform intended function. 

BEACH, A. Office of Inspection & Enforcement, Director (Post 820201). 87/02/12. Ip. 
39685:360-39685:360. 

8702200309 PNO-l!-87-011:heatup of Unit 1 beginning in preparation for return to 
svc.Restart of Unit 2 scheduled 2 to 3 wks later.Ucensee informed of Region II ac- 
ceptance of restart plan in 870210 Augmented Insp Team rept. 

CROTEAU, R„ CANTRELL, F.S. Region 2, Office of Director. 87/02/12. Ip. 39700:309- 
39700:309. 

8702240370 EN-86-072A:on 87021 8, order imposing civil penalties in amount of $1,000 
issued.Action based on failure to conduct inventories & perform leak tests. 

ROBINSON, P., BEACH, A. Office of Inspection & Enforcement, Director (Post 820201). 
87/02/18. Ip. 39718:360-39718:360. 

8702250039 PNS-l-87-002:on 87021 8, control room operator received telephone bomb 
treatSite security notified & search procedures implemented.State police notified & re- 
sponded to site. Nothing suspicious found. 

FOLEY, T., TRIPP, L., KEIMIG.R. Region 1, Office of Director. 87/02/18. Ip. 
39724:060-39724:060. 
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8702250112 EN-87-009:on 87021 9,demand for info issued based on Am-241 contami- 
nation incident inside radwaste storage bldg at Wright Patterson Air Force Base.NRC 
not notified of event. Listed info required within 30 days. 

FLACK, E., BEACH, A. Office of Inspection & Enforcement, Director (Post 820201). 87/ 
02/19. Ip. 39728:030-39728:030. 

8702250128 EN-87-008:on 87021 8,notice of violation & proposed imposition of civil pen- 
alties in amount of $1,250 will be issued based on violations re failure to supervise 
use of licensed matl & test dose calibrator on quarterly basis. 

FLACK, E., BEACH, A. Office of Inspection & Enforcement, Director (Post 820201). 87/ 
02/12. Ip. 39728:031-39728:031. 

8702250367 PNS-V-87-001 A:on 87021 4, preliminary investigation by util determined that 
homemade security drawing found unattended on site on 870212 had been made by 
one of licensee engineers.lnvestigation by licensee continuing. 

SCHAEFER, D., SCHUSTER, M. Region 5, Office of Director. 87/02/17. Ip. 39728:217- 
39728:217. 

8702270193 PNO-l-87-01 1 :on 87021 4,reactor scram occurred from 100% power due to 
turbine trip which resulted from reactor high water level condition.Caused by techni- 
cian disturbing lead in level control sysPlant taken to cold shutdown. 

BAUNACK.W., BLOUGH.R. Region 1, Office of Director. 87/02/17. Ip. 39772:356- 
39772:356. 

8702270201 PNO-lll-87-022:on 87021 6, Region III authorized facility to exceed previous 
20% power limitation & continue testing activities up to 50% power.Power escalation 
expected pending restoration of HPCI to operable status. 

PELKE.P.R., GREENMAN,E.G. Region 3, Office of Director. 87/02/17. Ip. 39773:146- 
39773:146. 

8702270216 PNO-lll-87-023:on 87021 8, two electricians received flash bums from elec- 
trical arc when circuit breaker came into contact w/nonessential 480-volt motor con- 
trol ctr. Workers taken to hosp for treatment. 

DEFAYETTE.R., GULDEMOND.W.G. Region 3, Office of Director. 87/02/19. ip. 
39772:359-39772:359. 

8702270234 PNO-V-87-01 3:confirmatory action Itr sent to US Testing Co re lack of 
proper training, testing & certification of radiographers. Licensee will immediately cease 
all radiographic activities until compliance verified. 

MONTGOMERY, J., THOMAS, R. Region 5, Office of Director. CAL. 87/02/18. Ip. 
39773:092-39773:092. 

8702270251 PNO-ll-87-011A:on 87021 3, leak discovered in svc water line below floor of 
Unit 2 turbine bldg. Util will replace defective portion of Unit 2 side of svc water 
piping.Unit 1 side of same sys tested & acceptable. 

BROWNLEE, V.L., VERRELLI.D.M. Region 2, Office of Director. 87/02/18. Ip. 
39771:334-39771:334. 

8702270260 PNO-ll-87-01 2:on 87021 2,util took Unit 3 out of svc due to turbine governor 
control oil problems.Util investigating problem & estimates that unit will return to svc 
on 870217. 

CHRISTENSEN, H. Region 2, Office of Director. 87/02/13. Ip. 39770:225-39770:225. 

8702270265 Updated PNO-V-87-01 0A:on 870211, US Testing Co notified Region V that 
film badges indicated two radiographers received 3.1 rem & 2.65 rem whole body 
exposures. Extremity exposures being evaluated by State of A2. 

THOMAS, R.D. Region 5, Office of Director. 87/02/18. Ip. 39770:239-39770:239. 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 

@702030230 Partially illegible request for ORNL nuclear power briefing booklet 
AXELROD, D.M. Affiliation Not Assigned. 87/01/26. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 39490:281-39490:281. 

@702190452 Informs of change in mailing address for distribution of IE notices, bulletins 
& other documents.New address listed. 

MAXEY.T.M. TENERA Corp. (subs, of TERA Corp.). 87/02/11. Document Control 
Branch (Document Control Desk). 4pp. 39686:350-39686:352. 


NUREG NUREG REPORTS AND RELATED CORRESPONDENCE 

@110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.T ranscript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. 1 p. 39781 : 1 21-39781 :1 30. 

-@311150443 Forwards EG&G draft technical evaluation rept for facility, based on util 
response to Sections 5.1.2 - 5.1.6 of NRC 801222 generic Itr on control of heavy 
loads. W/o end. 

RUBENSTEIN.LS. Assistant Director for Core & Plant Systems. 83/11/01. 
NOVAK.T.M. Assistant Director for Licensing. Ip. 39783:268-39783:295. 

-8308260233 Advises of issuance of SSER 18,pr©senting results of NRC review of veri- 
fication effort.SSER serves as basis for NRC recommendation that authority to load 
fuel & conduct low power testing be reinstated.W/o end. 

KNIGHTON, G.W. Licensing Branch 3. 83/08/18. FRALEY, R.F, ACRS - Advisory Com- 
mittee on Reactor Safeguards. Ip. 39783:183-39783:183. 

-8308260238 Forwards status rept oh plant & excerpts from SSER 18 issued on 
830805, per 830816 request 

FUNCHES.J.L Planning & Program Analysis Staff (pre-851125). 83/08/19. REHM.T. 
Office of the Executive Director for Operations. 9pp. 39783:184-39783:192. 

-8311220572 Forwards comments re util program plan for detailed control room design 
review per Suppl 1 to NUREG-0737. 

RUSSELL, W.f. Division of Human Factors Safety (800428-851124). 83/11/10. Assist- 
ant Director for Licensing. 9pp. 39783:303-39783:316. 

8603260259 Forwards Suppl 1 to nonproprietary WCAP-10750-A & proprietary WCAP- 
10698-P-A, “Evaluation of Offsite Radiation Doses for Steam Generator Tube Rupture 
Accident." Proprietary version withheld (ref 10CFR2.790). 

LADIEU.A. Westinghouse Operating Plants Owners Group. LADIEU,A. Yankee Atomic 
Electric Co. OG-176. 86/03/14. BERKOW.H.N. Standardization & Special Project Di- 
rectorate. BERUNGER,C. Reactor Systems Branch (PWR-A). 3pp. 35215:001- 
35215:067. 


8604010152 NUREG/CR-41 79 V01 DIGRAPH MATRIX ANALYSIS FOR SYSTEMS 
INTERACTIONS AT INDIAN POINT UNIT 3. 

ALESSO.H.P., ALTENBACHJJ., PRASSINOS.P.G. Lawrence Livermore National Lab- 
oratory. FIN A-0445. UCID-20350. 86/01/31. Division of Safety Technology (800428- 
851 1 24). 347pp. 35341 :Q1 3-35341 :357. 

8610060407 Discusses open items resulting from meeting w/NRC, ORNL, util & Technol- 
ogy for Energy Corp on 860828 in Bethesda.MD re proposed mods to resolve issues 
of inadequate core cooling instrumentation & reactor vessel level monitoring sys. 
KUEMIN.J.L Consumers Power Co. 86/09/25. Office of Nuclear Reactor Regulation, 
Director (post 851125). Ip. 38100:074-38100:074. 

8610100332 Submits mod to agenda for CRGR Meeting 98 on 861016 in Bethesda,MD 
to discuss amends to 10CFR20 to require accreditation of personnel dosimetry proc- 
essors & postponement of deferred plant policy statement. 

SNIEZEK,J.H. Committee to Review Generic Requirements. 86/10/03. 
BERNERO,R.M. Office of Nuclear Reactor Regulation, Director (post 851125). 
STAROSTECKi.R. Office of Inspection & Enforcement, Director (Post 820201). 
ROSS.D.F. Office of Nuclear Regulatory Research, Director (Pre 860720). 2pp. 
39698:210-39699:104. 

-8702200154 Requests CRGR review of proposed final resolution of USI A-46, “Seis- 
mic Qualification of Equipment in Operating Plants." Rev of scope not 
recommended.Current scope well defined & understood by staff & industry. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
01. SNIEZEK.J. Regional Operations & Generic Requirements. 2pp. 39698:212- 
39699:104. 

8611190263 Forwards nonproprietary & proprietary “Presentation & Handout Matl re 
Leak-Before-Break Calculations for South Texas Project 12-Inch Diameter Accumula- 
tor Line," per 861015 meeting w/NRC.Proprietary version withheld (ref 10CFR2.790). 
WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-1784. 86/11/14. 
NOONAN, V.S. PWR Project Directorate 5. 6pp. 38649:161-38649:186. 

©612040097 Forwards revised version of integrated implementation plan for tasks in re- 
sponse to NUREG-0737, Suppl 1. Progress on CRDR.SPDS, emergency operating pro- 
cedures & Reg Guide 1.97 mods d@scribed.Next update scheduled for Apr 1987. 
ENOS.J.T. Arkansas Power & Light Co. 0CAN1 18601. 86/11/21. MIRA6LIA,F.J. Divi- 
sion of Pressurized Water Reactor Licensing - B (post 851125). 4pp. 38809:013- 
38809:017. 

@612310205 Forwards NUREG/CR-3963, “Closeout of IE Bulletin 83-03: Check Valve 
Failures in Raw Water Cooling Sys of Diesel Generators." Rept prepared by 
Parameter, Inc.lE generally concurs w/reptW/o reptRecord copy. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). IEB-83-03. 
86/12/29. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 
851125). Ip. 39726:058-39726:058. 

@701020128 Forwards draft Suppl 2 to programmatic EIS (NUREG-0683) addressing en- 
viron considerations under NEPA re disposal of radioactively contaminated water 
stored at facility & FR notice.W/o end. 

TRAVERS, W.D. TMI-2 Cleanup Project. 86/12/29. HIRSCH,A. Environmental Protec- 
tion Agency. Ip. 39155:027-39155:027. 

@701 130320 Provides summary rept of unusual event at facility, per Rev 1 to NUREG- 
0654.On 8701 02, smoke discovered in area of high pressure turbine at Unit 1. Caused 
by minor bearing shaft seal leak.Event did not affect health & safety of public. 
THORNBERRY.R.C. Pacific Gas & Electric Co. 87/01/05. BRIAM.W. San Luis Obispo, 
CA. 2pp. 39259:216-39259:217. 

8701270478 Final response to FOIA request. App F documents re Marviken II project 
end & available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/01/20. MORROW, D.C. Fried, 
Frank, Harris, Shriver & Jacobson. 19pp. 39540:001-39543:062. 

-8702050421 Forwards CONMAP Test Experimental Data Rept CREARE TN-297, 
4TCO Chugging Data Rept NEDE 24285-P & NUREG-0487, Suppl 02. Repts corre- 
spond to Items 10,16 & 19 In Attachment 1 of CREARE TN-297. 

LEE.T. Analytical Models Branch. 81/09/04. MCCAULEY.E.W. Lawrence Livermore 
National Laboratory. 2pp. 39545:107-39545:108. 

8702020082 Provides add! info resolving concerns noted in SSER 8 (NUREG-0853) re 
use of silicone sealant in HVAC sys filter housing.Sealant found in filter housing con- 
duit penetrations will be sealed inside conduits w/BISCO sealant matl. 
SPANGENBERG.F. Illinois Power Co. U-6G0814. 87/01/23. BUTLER,W.R. BWR 
Project Directorate 4. 3pp. 39452:179-39452:181. 

8702020144 Responds to NRC 861222 request for explanation of how redundant safety 
sys verified as operable before taking sister safety sys out of svc, per util 861126 re- 
quest that NRC revise Page 15-2 of SSER 5. 

MANGAN.C.V. Niagara Mohawk Power Corp. (NMP2L 0978). 87/01/23. Documenl 
Control Branch (Document Control Desk). 3pp. 39451:348-39451:350. 

8702020175 Comments on rev to Branch Technical Position MEB 301 of SRP Sectior 
3.6.2 of NUREG-0800.Rev should not exclude any class of piping in which arbitrary 
intermediate pipe breaks have been postulated. 

TUCKER.H.B. Duke Power Co. 51FR43695 002. 87/01/19. LESAR.M. Division o 
Rules and Records. Ip. 39458:047-39458:047. 

8702020281 Forwards rev to 861015 request for exemption from 10CFR50.62 re ATWf 
events.Reactor design meets underlying purpose of ATWS rule.Request based oi 
small size & remote siting of reactor,reactor trip sys & excellent operating record. 
PAPANIC.G. Yankee Atomic Electric Co. FYR 87-06. 87/01/21. Document Contrc 
Branch (Document Control Desk). MCKENNA, E.M. PWR Project Directorate 1. 9pf 
39450:161-39450:169. 

8702020422 Updates status of completion of NUREG-0737, Suppl 1 requirements & Re 
Guide 1.97 instrumentation commitments, per T Colburn request.Plant process con 
puter sys installed during 1 986 refueling outages. 

FAY.C.W. Wisconsin Electric Power Co. NRC-87-9. 87/01/26. Document Contr 
Branch (Document Control Desk). 3pp. 39449:151-39449:153. 

8702020643 Forwards addl info re inadequate core cooling instrumentation sys.p 
861126 requestSeveral questions require completion of design.Util proposes to pr 
vide addl info following completion of detailed design, 

WHITTIER.G.D. Maine Yankee Atomic Power Co. MN-87-09. 87/01/2 

THADANI.A.C. PWR Project Directorate 8. 5pp. 39468:1 09-39468:1 1 3. 
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,c«ss eauspment qualification (EQ),per App B to SSER 5 (NUREG- 
8702020655 Discuss^ mechanical sheets end. 

0857). EQ summary & Power Project (formerly Arizona Public Service Co.). 

HAYNES.J.G. Anz°na nu i KNIGHTON, G.W. PWR Project Directorate 7. 28pp. 

ANPP-39797-JGH/. 87/01 

39464:1 34-39464.1 61 • 

« rfoficiency rept re support of cable in vertical raceway runs.Tie 
8702020685 Part 21 * ° A61222 Itr provide adequate support for first fuel cycle. Long- 
wraps evaluated mut reported on 860410. 

term evaluaton undenMty.in ^ N , 1292 g7/01/09. GRACE, J.N. Region 2, Office of 

RICE, P.D. Geo'-giaPowe^ 6 4 

Director. 7pp. 39465.1 »i 

, D _ w 7 to emergency preparedness plan.Replacement to fill role 
8702030153 Forwards nev ' response organization requested.Util contends that 
of WALK in local ® m ® r 9J 3n , not re quired for onsite emergency plan, per NUREG- 
emergency broadcast 

0654. , „ , clflnd Lighting Co. SNRC-1309. 87/01/29. Document Control 

UEONARD.J.D. Long lslano ^ * 39 477:001-39478:013. 

Branch (Document Control 

. dra ft Rev 2 to NUREG-0313 re cracked weldment 
8702030216 Comments o wj ,j happen to piping sys limited.Piping sys should be 

limitAbility to anticipate wnai w [J^ std r Code Section ill. 

constructed & maintained w/ my ^ m As ' sodat0S> , nc r 0 DASAUGH,E.C. ACRS - Advi- 
RODABAUGH.E.C. E-C- Hooaoa y 86/11/25 , GNE AC rs - Advisory Commit- 
sory Committee on Reactor &a J ^87:228-39487:228. 
tee on Reactor Safeguards. IP- 

for amend to License DPR-3,modifying Tech Specs governing 
8702030273 Application for smem tubQs Fe0 paid 

integrity testing of steam genam fyr 87-09. 87/01/22. Document Control 

HEIDER.LH. Yankee Atonvc we 39480:016-39480:028. 

Branch (Document Control ues^. 

- accident research re core melt accident NUREG-1150 

8702030278 Discusses_severe 0ern0ro c0nc!us j 0 ns listed. 

results based on MARLah Committee on Reactor Safeguards. 86/12/11. 

CATTON,!. ACRS - AOV^o^ ffi|jatfon Q|ven 2 3 94 87:241 -39487:242. 

HOUSTON, D. NRC - No ueian«u 

a ~ i0i o visit to plant re 861209 piping failure. Addition of snub- 
8702030289 Discusses ne cessary.Addl info from util needed, 

ber or piping cf I a Q, g ^r^Rndabaugh Associates, Inc. RODABAUGH.E.C. ACRS - Advi- 
RODABAUGH.E.C. | C - 7f/safeguards. 86/12/15, SAFFELL.B. Battelle Memorial In- 
sory Committee on ^Ses lOpp. 39487:243-39487:252. 
stitute, Columbus Laboratories, 

. ~„mniAtion of certain activities previously deferred until after fuel 
8702030357 Informs of compie for operation of four 36-inch isolation valves 

load.Field work & testing ot conu 

completed. ^ .... Ai . Power Co. U-600820. 87/01/28. BUTLER.W.R. BWR 

SPaKiGENBERG F. Ilhnois PWf 233 

Project Directorate 4. 2pp. ^ 

cnpDRF ER Errata to ‘Programmatic EIS re Decontamina- 
8702030508 NUREG-06B3tJ!^ Resulting From 790328 Accident, TMI-2,” changing 

tion & Disposal of «acwab i 

Pages vi, 3.32, 5 . 1,5.8, 5. 10 & eg- 39485:210-39485:211. 

• TMI-2 Cleanup Project. 87/ui / 1*. 

. «^nri«tarv WCAP-11366 & nonproprietary WCAP-11367, “Wes- 
8702030544 Forwards propnerag SySi Beaver Valley Unit 2," per SER Section 7.2.2A 
tinghouse Setpoint end.W/o WCAP-1 1367. 

(NUREG-1057).Related into aiso * c _ 7 , 013 8 7/01/26. DENTON, H.R. Office of Nu- 

CAREY.J.J. Duquesne Ugni . 851125). TAM.P. Division of Pressurized 

clear Reactor ?legulation L/»rec ^ ^- 3 94 83;001 -39483:01 2. 

Water Reactor Licensing - A (post ° 

^ „#oh/ evaluation supporting licensed operator replacement & re- 

8702040002 Forwards sa ww*™* 0 r0SU bmitta!s of programs will be needed upon 

qualification programs.per bHr. ^ 10 CFR55. 

4. 87/01/28. TUCKER.H.B. Duke Power Co. 4pp. 


HOOD.D. PWR ProUw 

39507:339-39507:350. 

_ „ , „ valuation supporting licensed operator replacement & requalifica- 
-8702040003 Safetyevaloaion 

^‘forN^ ReSrReg^fcn, Director (post 851125). GL-84-14. 87/01/28. 

8pp. 39507:343-39507:350. 

on five DOE final environ assessments for first high 
1702040004 Forwards comment 860528. Comments should assist DOE in prepar- 
level radwaste repository ‘®®JLrtion plans.W/o enci. 

bSo^nSg'S'.E ^ S&" Management. 86/12/22. KALE.S.H. Energy. Dept 
ol. 3pp. 39507:35 1 -39507:353. 

. evaluation opposing issuance of amend to License NPF- 

702040006 Forwards safety ' ™ auto mat©d safety features actuation sys signals from 
3, revising Tech Specs 1° ^® i ent a j r sampling sys. 

10 valves associated w/ contamme 87/01/29. WILLIAMS.J. Toledo Edison Co. 

STOLZ.J.F. PWR Protect DirectDraw 


1 ^^ 7 : 3 ^ 39^57 

» iiQ . iftn O ooosing issuance of amend to Ucense NPF-3,revising 
8702040009 Safety features actuation sys signals from 10 valves 

Tech Specs to delete automatic sa r 

associated f w/ N ^[^ n Reactor Regulation. Director (post 851125). 87/01/29. 2pp. 

39507:356-39507:357. 

* * «m*r a kevlocked manual inhibit switches will be installed.per 
’0204007 1 Advises that wmer* ^ auto matic depressurization sys to address concerns 

util 860924 commitment to moaiTy 

re NUREG- 0737 ,ltem ILK-3.10- 87-016. 87/01/28. Document Control Branch 

02040174 N^t'VLiN^UNrr'Na ^D^t^MMOO^iSrai'pSwirT^M 
NUCLEAR POWER PLANT uni » 

of Pressurized Water Reactor Licensing - A (post 851125). 87/01/31. 

100pp. 39508:110-39509:222. 

^ recombiner sys will be tested by metered makeup 

02040692 Notifies that Imfrcgen Actjon , t0rn m.d.i.i & FSAR Page 1.10- 

^itema^valved in ^ a ^^wer 0 S-°(^^ Document 

IP. 39503:073-39503:073. 


8702050302 Discusses plant A Genoa-3 stacks performance during straight wind 
event.Genoa-3 chimney not threat to plant containment bldg during high windspeea 
event & plant chimney column capable of withstanding windspeed of 161 mph. 
TAYLOR, J.W. Dairyland Power Cooperative. LAC-12052. 87/01/14. ZWOLINSKI.J. 
BWR Project Directorate 1. 18pp. 39523:319-39523:336. 

8702050478 Forwards “Cooper Nuclear Station DCRDR Suppl II to Summary Rept,” ad- 
dressing open items & concerns identified in SER. Sections correspond to elements 
of Suppl 1 to NUREG-0737. 

TREVORS, G.A. Nebraska Public Power District. NLS8700049. 87/02/02. Document 
Control Branch (Document Control Desk). 2pp. 39516:229-39517:359. 

S702050483 Forwards revised pages to control of heavy loads rept, reflecting 2,500 lbs 
as weight recognized as heavy load. Value consistent w/design criteria for spent fuel 
racks designed to prevent rack deformation. _ 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-1862. 87/01/27. Docu- 
ment Control Branch (Document Control Desk). 6pp. 39521:269-39521:274. 


8702060083 NUREG-1100 V03 BUDGET ESTIMATES. Fiscal Years 1988-1989. 

* Division of Budget A Analysis. 87/01/31. 72pp. 39526:087-39526:226. 

8702060100 NUREG-1137 S05 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF VOGTLE ELECTRIC GENERATING PLANT, UNITS 1 AND 2.Docket 
Nos. 50-424 And 50-425.(Georgia Power Company, Municipal Electric Authonty uf 
Georgia,Oglethorpe Power Corporation) 

* Division of Pressurized Water Reactor Licensing - A (post 851125). 87/01 /Ji. 
111pp. 39526:288-39527:048. 

8702060116 NUREG/CR-4689 THERMAL-HYDRAULIC AND CHARACTERISTIC 
MODELS FOR PACKED DEBRIS BEDS. 

MUELLER, G.E., SOZER.A. Oak Ridge National Laboratory. FIN B-0452. ORNL/TM- 
10117. 87/01/31. Division of Reactor System Safety (Post 860720). 107pp. 
39537:131-39537:238. 


8702060121 Requests response to 841022 request for addl info re util 840730 SPDS 
implementation plan submitted per NUREG-0737, Suppl 1 requirements. Initial re- 
sponse dtd 850228 inadequate re human factors & isolation devices, per 850912 
telcon. 

GEARS, G.E. BWR Project Directorate 2. 87/02/03. WHITE, S.A. Tennessee Valley Au- 
thority. 3pp. 39548:081-39548:083. 


8702060128 NUREG/CR-4016 V02 APPLICATION OF SLIM-MAUD:A TEST OF AN 
INTERACTIVE COMPUTER- BASED METHOD FOR ORGANIZING EXPERT ASSESS- 
MENT OF HUMAN PERFORMANCE AND RELIABILITY.Volume SI: Appendices. 
SPETTELL.C.M., ROSA.E.A., HUMPHREYS, P.C. Brookhaven National Laboratory. FIN 
A-3272. BNL-NUREG-51 828. 86/10/31. Division of Reactor System Safety (Post 
860720). 150pp. 39537:248-39538:106. 


8702060139 NUREG/CR-3412 V02 CONTAINMENT INTEGRITY PROG RAM. Progress 
Report, April 1 983 - December 1 984. „ 4 

BLEJWAS.T.E., HORSCHEL.D.S. Sandia National Uboratories. FIN A- 1249. SAND83- 
1482. 86/12/31. Division of Engineering Safety (Post 860720). 58pp. 39527:249- 
39527:306. 


8702060169 Forwards SER re TDI Diesel Generator Owners Group findings & recom- 
mendations for operability/reliabilty of emergency diesel generators. Plans to imple- 
ment recommended actions requested within 60 days of Itr receipt 
LEAR, G.E. PWR Project Directorate 1. 87/01/28. BASKIN, K.P. Southern California 
Edison Co. 4pp. 39547:079-39547:121. 

8702060177 NUREG/CR-4616 ROOT CAUSES OF COMPONENT FAILURES 
PROGRAM. Methods And Application. , 

SATTERWHITE.D., CADWALLADER.L. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
VESELY.W.E. Science Applications International Corp. (formerly Science Applications, 
Inc.). FIN A-6831, EGG-2455. 86/12/31. Division of Reactor System Safety (Post 
860720). 60pp. 39526:227-39526:287. 

8702060201 NUREG/CR-4672 ANALYSIS OF INSTRUMENT TUBE RUPTURES IN 
WESTINGHOUSE 4-LOOP PRESSURIZED WATER REACTORS. 

FLETCHER, C.D., BOLANDER.M.A. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A- 
6047. EGG-2461. 86/12/31. Division of Reactor System Safety (Post 860720). 51pp. 
39527:310-39527:359. 

8702060231 NUREG-1237 TECHNICAL SPECIFICATIONS FOR VOGTLE ELECTRIC 
GENERATING PLANT, UNIT 1. Docket No. 50-424.(Georgia Power Company) 

* Division of Pressurized Water Reactor Licensing - A (post 851125). 87/01/31. 
200pp. 39538:194-39539:293. 

8702060261 NUREG-0936 VOS N03 NRC REGULATORY AGENDA.Quarterly 
Report July-September 1986. 

* Division of Rules and Records. 87/01/31. 150pp. 39527:089-39527:2-48. 


8702060276 NUREG/CR-4491 DEVELOPMENT OF MODELS FOR WARM PRES- 
TRESSING. 

STONESIFER.R.B. Computational Mechanics. RYBICKI.E.F. PROSIG, Inc. * Materials 
Engineering Associates, Inc. FIN B-8900. MEA-2122. 87/01/31. Division of Engineer- 
ing Safety (Post 860720). 78pp. 39538:107-39538:183. 

8702060277 Forwards Rev 0 to Procedure BwAP 1110-1, “Fire Protection Program Sys 
Requirements.” Rev submitted for review & approval & subsequent authorization to 
delete applicable requirements from NU REG-1 223, plant Tech Specs.dtd Oct 1986. 
HUNSADER.S.C. Commonwealth Edison Co. 2667K. 87/01/30. DENTON.H.R. Office 
of Nuclear Reactor Regulation, Director (post 851125). 67pp. 39533:262-39533:328. 

8702060293 NUREG/CR-4734 SEISMIC TESTING OF TYPICAL CONTAINMENT 
PIPING PENETRATION SYSTEMS. 

CLOSE, J.A., HILL.R.C., STEELE.R. Idaho National Engineering Laboratory. FIN A- 
6322. EGG-2470. 86/12/31. Division of Engineering Safety (Post 880720). 41pp. 
39527:049-39527:088, 

8702060306 Advises that SEP Topics 111-2,1)1-4. A, V-10.B & VII-3 addressed & actions 
taken as appropriate to upgrade emergency operating procedures for resolution of 
TMI Action Plan Item I.C.I.per util 84051 1 commitment. 

KUEM1N.J.L Consumers Power Co. 87/01/30. Document Control Branoh (Document 
Control Desk). 4pp. 39535:351-39535:354. 
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8702060335 Forwards safety evaluation accepting util 860915 request for relief from 
810813 commitment to install redundant emergency outside air intake damper, per 
NUREG-0737,ltem III.D.3.4 requirements. 

MULLER, D.R. BWR Project Directorate 2. 87/02/03. BRONS.J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 6pp. 39538:184- 
39538:189. 

8702060338 Responds to NRC 861222 Itr re 14 deficiencies noted in Insp Rept 50-285/ 
86-20.Corrective actions:testing re filtration efficiency will be completed by 870731 A 
addl survey instruments & pocket dosimeters purchased. 

ANDREWS, R.L. Omaha Public Power District. LIC-87-059. 87/01/28. Document Con- 
trol Branch (Document Control Desk). 6pp. 39536:137-39536:142. 

8702060342 Requests response to end addl questions to continue review of submittals 
re NUREG-0737,ltem II.D.1, “Performance Testing of Relief A Safety Valves." Re- 
sponse requested within 60 days of Itr receipt. 

LEE.R.S. PWR Project Directorate 7. 87/02/02. CAMPBELL, T.G. Arkansas Power & 
Light Co. 4pp. 39547:157-39547:160. 

8702090001 Forwards addl info re wet reracking, for completion of evaluation review, per 
870115 request.EncI suppls info presented at 870122 public meeting & in 861218 
Itr. Info preliminary in nature. 

SHIFFER.J.D. Pacific Gas & Electric Co. DCL-87-018. 87/02/02. Document Control 
Branch (Document Control Desk). 7pp. 39550:109-39550:1 15. 

8702090009 Cl 100-86-01 “Leakage Reduction Program Summary Rept for Control 
Room Drive Sys-(C1 1 00), Fermi Unit 2." W/870204 Itr. 

AGOSTI.F.E. Detroit Edison Co. VP-NO-87-OOI 7. 87/02/03. 4pp. 39550:137- 
39550:140. 

8702090011 Forwards Safety Insp Rept 50-461/86-68 on 861022-1205 & notice of vio- 
lation. 

SHAFER, W.D. Region 3, Office of Director. 87/02/03. GERSTNER.W.C. Illinois Power 
Co. 2pp. 39550:083-39550:108. 


8702100264 Responds to L Toivonen 860725 Itr re past emissions of radioactive matls 
from plant, forwarded to NRC from EPA. Semiannual effluent release repts for 1977- 
1986.EIA, NUREG-0350 A NUREG-0430 enci.W/o ends. „ , ir . lfcl _ , 

STELLO.V. Office of the Executive Director for Operations. 86/09/15. HEINZ, J. 
Senate. 3pp. 39577:087-39577:089. 


8702100277 Clarifies issue re certified calibr for containment high- range radiation 
monitors, identified during NUREG-0737 post- implementation compliance 

review.Concurrence in use of transfer sources for calibr of ref monitors requested. 
SCHNELL.D.F. Union Electric Co. ULNRC-1441. 87/01/29. Document Control Branch 
(Document Control Desk). 4pp. 39578:204-39578:207. 


8702100284 Forwards addl info on TMI Action Plan Item II.K.3.28, "Qualification of 
Automatic Depressurization Sys Accumulators,” per NUREG-0737 & 861205 request 
AGOSTI.F.E. Detroit Edison Co. VP-NO-87-0025. 87/02/06. Document Control Branch 
(Document Control Desk). 6pp. 39577:334-39577:339. 


8702110024 Forwards addl info re steam generator tube rupture analysis, per^ 861112 
request, including revised Emergency Operating Procedures E-0 & ES-0.0, "Reactor 
Trip or Safety Injection” & “Rediagnosis," respectively. 

WITHERS, B.D. Wolf Creek Nuclear Operating Corp. WM 87-0029. 87/02/04. Docu- 
ment Control Branch (Document Control Desk). 18pp. 39580:035-39580:061. 


87021 10171 Comments on review of existing LWR regulatory requirements. Disapproves 
of program, as described in NUREG/CR-4330,Vols 1 A 2, to delete certain regulations 
currently required by NRC. Recommends that NRC abandon program. 

MURPHY, S. Nuclear Information A Resource Service. 51FR39394 003. 87/02/05. Di- 
vision of Rules and Records. 4pp. 39591:020-39591:023. 

8702130087 Notification of time change for 870213 meeting w/util in Bethesda.MD for 
NRC presentation of preliminary discussion on results of NUREG-1150 as applied to 
facility. 

HOLONICH.J.J. PWR Project Directorate 4. 87/02/09. YOUNGBLOOD.B.J. PWR 
Project Directorate 4. 2pp. 39639:091-39639:092. 


-8702090014 Insp Rept 50-461/86-68 on 861 022-1 205.Violations noted: working-hour 
time limitations exceeded A failure to provide timely radiation exposure termination 

P/fuL.R.A. Region 3, Office of Director. 87/02/02. 23pp. 39550:086-39550:108. 

8702090144 Forwards info re lessons learned rept (NUREG-1198),in response to 
870120 telcon between G France & R Yates.Current status & completion dates for 
recommendations re facility submitted to WT Crow on 8701 1 3. 

BISHOP, J.C. Allied Chemical Corp. 87/01/21. KEPPLER.J.G. Region 3, Office of Di- 
rector. Ip. 39549:254-39549:267. 

“8702090159 Submits current status of & estimated completion dates for recommenda- 
tions in lessons learned rept (NUREG-1198),per telcon request. Initial responses dis- 
cussed verbally w/NRC on 861104 & incorporated into 861118 insp rept. 

BISHOP, J.C. Allied Chemical Corp. 27781. 87/01/13. CROW.W.T. Uranium Fuel Li- 
censing Branch. 14pp. 39549:255-39549:267. 


8702130197 Forwards safety evaluation re util 860611,0708 & 1231 responses to 
1 0CFR50.46 & NUREG-0737, Item II.K.3.31 requirements.Util FSAR analyses of small 
break LOCA conservative in comparison w/NOTRUMP evaluation model. 

VARGA, S.A. PWR Project Directorate 3. 87/02/06. FARRAR, D.L. Commonwealth 
Edison Co. 4pp. 39643:245-39643:248. 

8702130231 Forwards safety evaluation supporting util 831107 & 860411 responses to 
Generic Ltr 83-28, Items 3.2.1 & 3.2.2 re post-maint testing of all other safety-related 
components. 

COLBURN, T.G. PWR Project Directorate 1. GL-83-28. 87/02/05. FAY.C.W. Wisconsin 
Electric Power Co. 2pp. 39644:067-39644:071. 

“8702130234 Safety evaluation supporting util 831107 & 860411 responses to Generic 
Ltr 83-28 re post-maint testing of all other safety-related components. 

* Office of Nuclear Reactor Regulation, Director (post 851125). GL-83-28. 87/02/05. 
3pp. 39644:069-39644:071. 


8702090183 Informs that installation of new RWCU containment isolation valve resched- 
uled until first outage after 871 231, due to fact that valve purchased has unsuitable 
design characteristics for use as containment isolation valve. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). JPN-87-004. 87/01/03. Record Services Branch (Document Control Desk). 
2pp. 39553:338-39553:339. 

8702090230 Partial response to FOIA request for documents re BWR 
containmentForwards App D documents.Apps CAD documents available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 87/01/29. TYE.L. Boston Globe, 
Boston, MA. 4pp. 39652:040-39653:291. 


8702130233 Forwards safety evaluation of inadequate core cooling sys. Sys proposed 
in compliance w/ltem II.F.2 of NUREG-0737 A acceptable contingent upon Commis- 
sion review of resolution of listed items. 

MCNEIL, S.A. PWR Project Directorate 8. 87/02/09. TIERNAN.J.A. Baltimore Gas A 
Electric Co. 3pp. 39642:277-39642:283. 

~8702130254 Safety evaluation concluding that util vessel inventory sys, subcooling 
margin monitoring sys A core exit thermocouple sys acceptable, per Item II.F.2 of 
NUREG-0737. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/09. 4pp. 
39642:280-39642:283. 


“8609180375 Forwards current proposed chronology of actions re BWR containment 
enhancement.Requests mid-Oct meeting to discuss containment response portion of 
facility study supporting NUREG-1150 . 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/09/15. 
SPEIS.T.P. Division of Safety Review A Oversight (post 851125). ROSS.D.F. Office of 
Nuclear Regulatory Research, Director (Pre 860720). 3pp. 39562:139-39562:141. 

8702090366 Final response to FOIA request re Comanche Peak response team 
activities.App A documents already in PDR.Forwards App B documents. 
GRIMSLEY.D.H. Division of Rules and Records. 87/01/29. GARDE.B.P. Government 
Accountability Project. 3pp. 39576:001-39576:139. 


8702130238 Forwards safety evaluation re resolution of SEP Topic 1 11-5. A re effects of 
pipe breaks on structures, sys A components inside containment as described in Suppl 
1 to NUREG-0820.lssue resolved based on licensee 850531 Itr. 

THADANI.A.C. PWR Project Directorate 8. 87/02/04. BERRY, K.W. Consumers Power 
Co. 2pp. 39638:280-39638:283. 

“8702170459 Safety evaluation supporting licensee response re resolution of SEP 
Topic III-5.A re effect of pipe breaks on structures, sys A components inside contain- 
ment as described in Suppl 1 to NUREG-0820. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/04, 2pp. 
39638:282-39638:283. 


“8702100021 Requests review of Comanche Peak response team plan, for resolution of 
concerns in NUREG-0797, Suppl 11, App P. Lead engineer should be assigned to task 
by 851223. 

SHAO.L. Comanche Peak Project (Technical Review Team). 85/12/16. LANDERS, D. 
Teledyne Engineering Services. 24pp. 39576:116-39576:139. 


8702130241 Forwards Amend 100 to License DPR-20 A safety evaluation. Amend incor- 
porates Tech Specs pertaining to implementation of post-accident sampling program 
per NUREG-0737, TMI Action Plan Item II.B.3 A Generic Ltr 83-37. 

WAMBACH.T.V. PWR Project Directorate 8. GL-83-37. 87/02/03. BERRY, K.W. Con- 
sumers Power Co. 2pp. 39639:147-39639:154. 


8702090491 Part 21 A deficiency rept re diesel generator exciter circuitry.lnitially report- 
ed on 870107.Circuitry modified to reset circuit upon receipt of emergency start signal. 
Unit 1 mods completed.Design changes issued for Unit 2. 

RICE.P.D. Georgia Power Co. IEIN-86-073. 87/01/10. GRACE.J.N. Region 2, Office of 
Director. 3pp. 39557:219-39557:221. 

8702100045 Forwards "Safety A Performance Improvement Control Room Mods Audit 
for Rancho Seco Nuclear Generating Station Unit 1,” technical evaluation repLAction 
plan.DCRDR A upgrade of SPDS addressed. 

STOLZ.J.F. PWR Project Directorate 6. 87/02/02. WARD.J.E. Sacramento Municipal 
Utility District. 4pp. 39566:003-39566:088. 

8702100075 Forwards util 870113 Itr to JF Stolz re NUREG-0737, Item III.D.3.4, “Control 
Room Habitability." Ltr being forwarded to comply w/communication requirement 
changes effective on 870105. 

SIMPSON.E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 3F0287-02. 87/ 
02/04. Document Control Branch (Document Control Desk). Ip. 39571:303- 
39571:306. 

8702100246 Revised emergency plan implementing procedures, including Rev 6 to App 
A, "NUREG-0654/Clinton Power Station Emergency Plan Cross Ref" A App B, 
"Emergency Plan/Implementing Procedures Cross Ref." 

• Illinois Power Co. 87/01/29. 9pp. 39578:047-39578:055. 


8702130376 Forwards License NPF-66 for facility, FR notice, unexecuted Amend 6 to In- 
demnity Agreement B-97 A SSER 8 (NUREG-0876) prepared in support of issuance of 
full power OL. 

NOVAK, T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 87/ 
01/30. FARRAR, D.L. Commonwealth Edison Co. 4pp, 39639:001 -39639:038. 

8702130402 Forwards response to comments A recommendations from P Costner on 
NUREG-1189, “Assessment of Public Health Impact From Accidental Release of UFO 
at Sequoyah Fuels Corp Facility at Gore, OK,” per author 861210 Itr. 
CUNNINGHAM.R.E. Division of Fuel Cycle A Material Safety. 87/02/06. COSTNER, P, 
National Water Center. 10pp. 39640:001-39640:035. 

8702130419 Summary of 870129 meeting w/licensee re status of NUREG-0737 Items 
IC.1.2, "Emergency Operating Procedures” A I.D.2, "SPDS.” Meeting notice, agenda 
A list of attendees and 

GROTENHUIS.M. BWR Project Directorate 2. 87/02/09. BWR Project Directorate 2 
4pp. 39639:357-39639:362. 

8702130423 Forwards safety evaluation of proposed addition of second containment 
isolation valve for Penetration 108 as discussed in Section 4.22.2 of NUREG- 
0821 .Concurs w/util 850515 contention that addl valve unnecessary.per GDC 55. 
DIIANNI.D.C. PWR Project Directorate 1. TAC 59782. 87/01/30. KOBER.R.W Roch- 
ester Gas A Electric Corp. 2pp. 39640:082-39640:086. 
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*“8702130431 Safety ©valuation re redundant vaive at Penetration 1 0S, per integrated 
plant SAR (NUREG-0821), Section 4.22.2 (SEP Topic VI-4.Addition of valve 
unnecessary, per GDC 55. 

* Office of Nuclear Reactor Regulation, Director (post 851125). TAC 59782. 87/01/ 
30. 3pp. 39640:084-39640:086. 

8702170002 informs that after review of 851017 Itr re necessity of toxic gas monitoring 
to meet NUREG-0737,!tem lil.D.3.4, "Control Room Habitability” & 860728 addl 
info, toxic gas monitoring sys still necessary.Safety evaluation end. 

NEIGHBORS, J.D. PWR Project Directorate 3. 87/02/03. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 6pp. 39660:167- 
39660:172. 

8702170005 NUREG-1250 REPORT ON THE ACCIDENT AT THE CHERNOBYL NU- 
CLEAR POWER STATION. 

* NRC - No Detailed Affiliation Given. * Energy, Dept. of. * Environmental Protection 
Agency. 87/01/31. 222pp. 39657:142-39657:355. 

8702170007 Forwards safety evaluation re use of Issue 12 of revised offsite dose calcu- 
lation manual w/Tech Specs to assure compliance w/ requirements of 10CFR20 & 
50,Apps A & I re release of radioactive matJs.Deficiencies noted. 

HEITNER.K.L. Standardization & Special Project Directorate. 87/01/16. 
WILLIAMS, R.O. Public Service Co. of Colorado. 3pp. 39659:083-39659:094. 

-8702170013 Safety evaluation accepting use of Issue 12 of offsite dose calculation 
manual w/Tech Specs to assure compliance w/ requirements of 10CFR20 & 50,Apps 
A & I concerning release of radioactive matls. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/01/16. 9pp. 
39659:086-39659:094. 

8702170032 NUREG-0750 V24 N01 NUCLEAR REGULATORY COMMISSION IS- 
SUANCES FOR JULY 1 986.Pages 1-195. 

* Office of Administration. 87/01/31. 392pp. 39659:214-39660:057. 

8702170045 NUREG/CR-4789 THE SIMULATION OF THERMOHYDRAULIC PHENOM- 
ENA IN A PRESSURIZED WATER REACTOR PRIMARY LOOP. 

POPP.M. Maryland, Univ. of, College Park, MD. FIN G-1043. 87/01/31. Division of Re- 
actor System Safety (Post 860720). 279pp. 39658:001-39658:280. 

8702170050 NUREG/CR-4708 V01 N1 PROGRESS IN EVALUATION OF RADIONU- 
CLIDE GEOCHEMICAL INFORMATION DEVELOPED BY DOE HIGH-LEVEL NUCLE- 
AR WASTE REPOSITORY SITE PROJECTS.Semi-Annua! Report For October 1985 - 
March 1986. 

MEYER, R.E., ARNOLD, W.D., BLENCOE.J.G. Oak Ridge National Laboratory. FIN B- 
0290. ORNL/TM-1Q147. 87/01/31. Division of Waste Management. 63pp. 39655:245- 
39655:306. 

$702170052 NUREG/CR-4801 CLIMATOLOGY OF EXTREME WINDS IN SOUTHERN 
CALIFORNIA. 

RAMSDELL.J.V., HUBBE.J.M., ELLIOT, D.L. Battelle Memorial Institute, Pacific North- 
west Laboratories. FIN B-2961. PNL-6G85. 87/01/31. Division of Pressurized Water 
Reactor Licensing - B (post 851125). 102pp. 39655:307-39656:050. 

8702170050 NUREG/CR-2000 V05N12 LICENSEE EVENT REPORT (LER) 
COMPILATIONrFor Month Of December 1 986. 

* Oak Ridge National Laboratory. FIN A-9135. ORNL/NSIC-200. 87/01/31. AEOD, Di- 
rector’s Office. 132pp. 39657:009-39657:141. 

8702170061 NUREG/CR-4788 AN ANALYTICAL AND EXPERIMENTAL INVESTIGA- 
TION OF NATURAL CIRCULATION TRANSIENTS IN A MODEL PRESSURIZED 
WATER REACTOR. 

MASSOUD.M. Maryland, Univ. of, College Park, MD. FIN G-1043. 87/01/31. Division 
of Reactor System Safety (Post 860720). 268pp. 39656:098-39657:008. 

8702170067 NUREG/CR-4718 EXPERIMENTAL SUPPORT AND DEVELOPMENT OF 
SINGLE-ROD FUEL CODES PROGRAM.Summary Report. 

LANNING.D.D. Battelle Memorial Institute, Pacific Northwest Laboratories. FIN B- 
2043. PNL-5972. 87/01/31. Division of Reactor System Safety (Post 860720). 53pp. 
39656:051-39656:097. 

8702170076 NUREG/CR-4737 INTERPRETATIVE ANALYSIS OF DATA FOR SOLUTE 
TRANSPORT IN THE UNSATURATED ZONE. 

FUENTES.H.R., POLZER.W.L. Los Alamos Scientific Laboratory. FIN A-7150. LA- 
1081 7-MS. 87/01/31. Division of Waste Management. 244pp. 39655:003-39655:244. 


S7021 70503 Forwards addl info necessary for completion of NRC review of NUREG- 
0737, Item II.K.3.31,per 861126 telcon.Further justification for ref Westinghouse 
Owners Group small break LOCA accident analysis provided. 

HINTZ.D.C. Wisconsin Public Service Corp. NRC-87-11. 87/01/30. Document Control 
Branch (Document Control Desk). 9pp. 39651:273-39651:281. 

8702170655 Notification of 870213 meeting w/util in Bethesda.MD to discuss results of 
NUREG-1150 as applied to facility. 

HOLONICH.J.J. PWR Project Directorate 4. 87/02/09. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 3pp. 39670:359-39670:361. 

8702170738 Summary of 870203 meeting w/ utils in Bethesda,MD re licensing activities 
for 1987 refueling outage. List of attendees & 1987 outage priority licensing actions 
end. 

ROONEY, V.L BWR Project Directorate 2. 87/02/09. BWR Project Directorate 2. 5pp. 
39671:163-39671:167. 

8702180133 Notice of consideration of issuance of amend to License DPR-50 & pro- 
posed NSHC determination & opportunity for hearing on 870123 request to provide 
addl operability requirements for emergency feedwater sys. 

EDISON, G.E. PWR Project Directorate 6. 87/01/30. 11pp. 39673:220-39673:230. 

8702180199 Partial response to FOIA request for documents.App L documents forward- 
ed & being made available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/11. REPKA.DA Bishop, Liber- 
man, Cook, Purcell & Reynolds. 2pp. 39674:001-39674:010. 

—8306290039 Responds to 821203 request for comments on proposed change to 
10CFR50.72 re immediate notification requirements. Rev to NUREG-0654, requiring 1 h 
notification recommended.Specific comments end. 

O'REILLY, J.P. Region 2, Office of Director. 82/12/16. DEYOUNG, R.C. Office of In- 
spection & Enforcement, Director (Post 820201). 5pp. 39674:004-39674:008. 

8702180210 Partial response to FOIA request. Forwards documents listed in App I re 
facilities. Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/11. TYE,L. Boston Globe, 
Boston, MA. 2pp. 39675:269-39675:280. 

-8702180240 Requests publication of listed clarifications in next “Inside NRC" re 8 
Jordan 860818 article entitled, "NUREG-1150 Will Question Capability of Mark I Con- 
tainments." Statements not sufficiently on-the-mark. 

ERNST, M.L Division of Reactor System Safety (Post 860720). 86/08/26. KNAPIK.M. 
Inside N.R.C. (McGraw-Hill Publication). 2pp. 39675:273-39675:274. 

8702180214 Submits followup of recent discussion re SER Open Issue 11, NUREG- 
0737, Item II.D.1 concerning safety/relief valves. Suggests personnel contact Unit 1 

P ersonnel to seek guidance, since review on same issue completed. 

AM.P.S. PWR Project Directorate 2. TAC 62894. 87/02/11. CAREY, JJ. Duquesne 
Light Co. 4pp. 39674:341-39674:344. 

8702180221 Forwards safety evaluation accepting util 861230 Itr r© adequacy of cask 
lifting device to be used w/Transnuclear TN-8L cask. 

ROONEY.V.L. BWR Project Directorate 2. 87/02/12. CAPSTiCK.R.W. Vermont 
Yankee Nuclear Power Corp. 2pp. 39674:089-39674:092. 

-8702180231 Safety evaluation accepting use of Transnuclear TN-8L cask lifting device 
per NUREG-0612. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/12. 2pp. 
39674:091-39674:092. 

8702180284 SECY-87-023 Informs Commission of results of US fact finding re Cherno- 
byl accident & issuance of rept (NUREG-1250) in collaboration w/other 
agencies, industry organizations & NRC evaluation of policies & practices. 

STELLO.V. Office of the Executive Director for Operations. 87/02/02. 212pp. 
39672:063-39672:278. 

8702180309 Forwards results of review of NRC 860805 SER (NUREG-1216) r© TDI 
emergency diesel generator operability/reliability. Response categories include Gener- 
ic Phase I issues, plant- specific problems, Phase II issues & maint & surveillance. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). TXX-6236. 87/ 
02/13. Document Control Branch (Document Control Desk). 225pp. 39663:170- 
39664:049. 


8702170341 NUREG-1199 STANDARD FORMAT AND CONTENT OF A LICENSE AP- 
PLICATION FOR A LOW-LEVEL RADIOACTIVE WASTE DISPOSAL FACILITY. 

* Division of Waste Management. 87/01/31. 107pp. 39668:281-39669:028. 

8702170380 NUREG-1200 STANDARD REVIEW PLAN FOR THE REVIEW OF A LI- 
CENSE APPLICATION FOR A LOW-LEVEL RADIOACTIVE WASTE DISPOSAL FA- 
CILITY. 

* Division of Waste Management. 87/01/31. 500pp. 39669:243-39670:355. 

8702170399 Forwards Amends 121 & 115 to Licenses DPR-31 & DPR-41, respectively 
& safety evaluation.Amends permit one-time addl limiting condition of operation to 
permit implementation of mods per NUREG-0737 f ltem III.D.3.4. 

MCDONALD, D.G. PWR Project Directorate 2. 87/02/02. WOODY, C.O. Florida Power 
& Light Co. 2pp. 39458:163-39458:174. 

-8702170421 Amends 121 & 115 to Licenses DPR-31 & DPR-41 .respectively, allowing 
one-time limiting condition of operation to permit implementation of mods required to 
satisfy NUREG-0737,ltem lll.D.3.4, ‘'Control Room Habitability.” 

RUBENSTEIN.LS. PWR Project Directorate 2. DPR-41 A 115. 87/02/02. 7pp. 
39458:165-39458:171. 

“8702170432 Safety evaluation supporting Amends 121 & 115 to Licenses DPR-31 & 
DPR-41 .respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/02. 3pp. 
39458:172-39458:174. 


8702170464 Forwards Amend 2 to License NPF-57 & safety evaluation in response to 
860912,0922 & 1110 Itrs. Amend modifies Tech Specs to be consistent w/std radio- 
logical effluent Tech Specs for BWRs (NUREG-0473). 

ADENSAM.E.G. BWR Project Directorate 3. 87/02/06. MCNEILL, C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 39671:001-39671:016. 


“8702170468 Amend 2 to License NPF-57, modifying Tech Specs to be consistent w/ 
std radiological effluent Tech Specs for BWRs (NUREG-0473). 

ADENSAMiE.G. BWR Project Directorate 3. 87/02/06. 11pp. 39671:003-39671:013. 


8702180312 Forwards Insp Rept 50-424/87-09 on 870115-16 & 0202-03.No violations 
or deviations noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/02/12. O’REILLY, J.P. Georgia 
Power Co. 3pp. 39668:084-39668:095. 

“8702180324 Insp Rept 50-424/87-09 on 870115-16 & 0202-03.No violations or devi- 
ations noted.Major areas inspected:preoperational insp of liquid & gaseous radwaste 
sys, liquid & gaseous effluent monitoring & NUREG-073 7 items. 

STODDART.P., KAHLE.J. Region 2, Office of Director. 87/02/11. 9pp. 39668:087- 
39668:095. 

8702180318 Offers no comments based on review of full power OLProposed draft ac- 
curately reflects util commitments required by FSAR, SER (NUREG-0853) & applica- 
ble regulations. 

SPANGENBERG.F. Illinois Power Co. U-600843. 87/02/18. BUTLER, W.R. BWR 
Project Directorate 4. Ip. 39668:103-39668:103. 

8702180354 Forwards safety evaluation & two technical evaluation repts supporting util 
830616-841002 submittals re Suppl 1 to SEP (NUREG-0821), Sections 

2.7.2, 2.7.3, 2.7.4 & 2.9. Listed issues resolved. Mods will be confirmed within 60 days. 
DIIANNi.D.C. PWR Project Directorate 1. TAC 54371. 87/02/05. KOBER.R.W. Roch- 
ester Gas & Electric Corp. 3pp. 39674:236-39674:262. 

“8702180390 Safety evaluation supporting Suppl 1 to NUREG-0821 .Sections 2.7.2, 
“Essential Svc Water Pumps,” 2.7.3, "Safety-Related Tanks,” 2.7.4, “Electric Panels” 
& 2.9, “Station Svc & Cooling Water Sys.” 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/05. 2pp. 
39674:239-39674:240. 

8702180652 Discusses util 861212 Rev 86-2 to plant emergency pian.Rev consistent w/ 
provisions of 10CFR50.54(q),10CFR50.47(b), 10CFR50,App E & Section II of NUREG- 
0654. 

KREH.J.L. Region 2, Office of Director. 87/02/06. DECKER.T.R. Region 2, Office of 
Director. 5pp. 39676:235-39676:239. 
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8702180867 Forwards response to open items noted in EG&G Idaho, inc review of Reg 
Guide 1.97 compliance & comparison of accident monitoring instrumentation at facility 
vs instrumentation recommended by Reg Guide 1.97, per Generic Ltr 82-33. 
LYDON.J.M. Boston Edison Co. GL-82-33. 87/02/10. Document Control Branch (Doc- 
ument Control Desk). 12pp. 39667:163-39667:174. 

8702180746 Forwards Insp Rept 50-400/87-03 on 87011 3-1 4.No violation or deviation 
noted. 

VERRELL1.D.M. Region 2, Office of Director. 87/02/09. UTLEY.E.E. Carolina Power & 
tight Co. 2pp. 39676:350-39676:358. 

-8702180748 Insp Rept 50-400/87-03 on 87011 3-1 4.No violation or deviation 
noted.Major areas inspected:preoperational insp of radioactive liquid & gaseous efflu- 
ent treatment sys & radiological effluent monitoring sys. 

STODDART.P.G., KAHLE.J.B. Region 2, Office of Director. 87/02/05. 7pp. 
39676:352-39676:358. 

8702190172 Forwards Insp Repts 50-269/87-03,50-270/87-03 & 50-287/87-03 on 
870112-16 & notice of violation. 

REYES, L.A. Region 2, Office of Director. 87/02/11. TUCKER, H.B. Duke Power Co. 
2pp. 39685:099-39685:110. 

-8702190188 Insp Repts 50-269/87-03,50-270/87-03 a 50-287/87-03 on 870112- 
16. Violation noted:failure to adequately evaluate radiological hazards. 

WRIGHT, F.N. Region 2, Office of Director. 50-287/87-03. 87/02/10. 8pp. 39685:103- 
39685:110. 

8702190185 Forwards Insp Repts 50-250/86-50 a 50-251/86-50 on 861215-8701 12.No 
violations or deviations identified. 

VERRELLI.D.M. Region 2, Office of Director. 87/02/04. WOODY, C.O. Florida Power & 
Light Co. 2pp. 39693:264-39693:278. 

-8702190198 Insp Repts 50-250/86-50 a 50-251/86-50 on 861 21 5-8701 12.No viola- 
tions or deviations noted.Major areas inspected: surveillance testing, maint observa- 
tions a reviews & operational safety reviews. 

BREWER, D.R., VAN DYNE.K.W., MACDONALD, J.B. Region 2, Office of Director. 50- 
251/86-50. 87/02/03. 13pp. 39693:266-39693:278. 

8702190195 Submits review of Rev 18 to Oct 1986 radiation emergency plan.Rev 
acceptable.EncI inconsistencies between plan a guidance in NUREG-0654 should be 
considered in future rev to plan. 

REYES, L.A. Region 2, Office of Director. 87/02/11. NAUMAN.D.A. South Carolina 
Electric a Gas Co. 3pp. 39693:207-39693:209. 

8702190287 Requests FR publication of notice of consideration of issuance of amend 
to License NPF-38 & proposed NSHC determination & opportunity for hearing on 
870113 request re broad-range toxic gas detection sys. 

KNIGHTON, G.W. PWR Project Directorate 7. 87/02/13. Office of Nuclear Reactor 
Regulation, Director (post 851125). 7pp. 39687:272-39687:278. 

870219039® NUREG-0781 S02 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF SOUTH TEXAS PROJECT, UNITS 1 And 2.Docket Nos. 50-498 And 
50-499. (Houston Lighting And Power Company) 

* Division of Pressurized Water Reactor Licensing - A (post 851125). 87/01/31. 76pp. 
39690:058-39690:234. 

8702190437 Forwards safety evaluation of review of Rev 7 to offsite dose calculation 
manual.Manual generally uses documented & approved methods consistent w/ 
NUREG-Q133.However, deficiencies noted which should be corrected in future revs. 
STOLZ.J.F. PWR Project Directorate 6. 87/02/09. WILGUS.W.S. Florida Power Corp. 
(subs, of Florida Progress Corp.). 2pp. 39689:094-39689:122. 

8702190449 NUREG/CR-4012 V02 REPLACEMENT ENERGY COSTS FOR NUCLEAR 
ELECTRICITY-GENERATING UNITS IN THE UNITED STATES:1 987-1 991 . 
VANKUIKEN.J.C., GU2IEL.K.A., BUEHRING.W.A. Argonne National Laboratory. FIN 
A-2199. ANL-AA-30. 87/01/31. Cost & Statistical Analysis Staff (Post 861123). 256pp. 
39690:235-39691:127. 

8702190470 "La Crosse BWR Annual Rept, 1986.” W/870127 ltr. 

TAYLOR, J.W. Dairyland Power Cooperative. LAC-12065. 86/12/31. 12pp. 39686:230- 
39686:241. 

8702190527 Forwards safety evaluation re NUREG-0737,ltem II.B.3, “Post- Accident 
Sampling Sys (PASS).” Design of PASS meets criteria of NUREG-0737,ltem II.B.3 & 
acceptable. 

STOLZ.J.F. PWR Project Directorate 6. 87/02/10. WILLIAMS, J. Toledo Edison Co. 
8pp. 39702:120-39702:127. 

8702200046 Forwards application for amend to License DPR-64, clarifying containment 
hydrogen monitoring Tech Specs for compliance w/ NUREG-0737,ltem ll.2.F.1.6.Fee 
paid. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). IPN-87-005. 87/02/06. Document Control Branch (Document Control Desk). 
2pp. 39695:199-39695:210. 

-8702200059 Application for amend to License DPR-64, clarifying containment hydrogen 
monitoring Tech Specs. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/02/06. 1 p. 39695:201-39695:201 . 

-8702200246 Proposed Tech Specs re replacement of containment atmosphere sam- 
pling sys w/containment hydrogen monitoring sys for compliance w/NUREG- 
0737.Safety evaluation end. 

* New York Power Authority (formerly Power Authority of the State of New York). 87/ 
02/06. 9pp. 39695:202-39695:21 0. 

8702200067 Forwards results of auxiliary feedwater sys pump 48 h endurance tests re- 
quired bv Item II.E.1.1.B.2 of SER (NUREG-0857). 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
ANPP-40082-JGH/. 87/02/11. KNIGHTON, G.W. PWR Project Directorate 7. 39pp. 
39694:210-39694:248, 

8702200152 FOIA request for nine categories of documents, including most recent draft 
of modal study, ACRS 861015 Itr.NRC 850509 ltr to DOE.NUREG/BR-0006 & docu- 
ments re contamination inddent from spent fuel cask at Oyster Creek. 

AUDIN.L Affiliation Not Assigned. 87/01/10. Office of Administration. Ip. 39705:162- 
39705:162. 


8702200165 Forwards safety evaluation of TMI Action Item 1.D.1 re DCRDR & SAIC- 
86/1997, “Technical Evaluation of DCRDR for Millstone Nuclear Power Station, Unit 
2.” DCRDR acceptable w/exception of items described in Section 4 of safety evalua- 
tion. 

JAFFE.D.H. PWR Project Directorate 8. 87/02/12. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 39707:273-39707:305. 

-8701210377 SAIC-86/1997 “Technical Evaluation of DCRDR for Millstone Nuclear 
Power Station.Unit 2.” 

4 Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. 87/01/14, NRC - No Detailed Affiliation Given. 25pp. 39707:281- 
39707:305. 

8702200375 Requests that SER (NUREG-0781 ),Section 13.2.1.1.3 be revised re number 
of sensor reactor operators & reactor operators. Util expects 60 employees to com- 
plete license training prior to issuance of OL in June 1987. 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-1912. 87/02/11. Docu- 
ment Control Branch (Document Control Desk). 2pp. 39696:240-39696:241 . 

8702200402 Forwards Rev 6 to response to Suppl 1 of NUREG-0737 re solutions for 
human engineering discrepancies.lnitial response transmitted by 830414 ltr. 

TUCKER, H.B. Duke Power Co. 87/02/10. Document Control Branch (Document Con- 
trol Desk). 14pp. 39696:226-39696:239. 

870220042® Notifies that util 861217 submittal of Rev 86-3 to emergency plan consist- 
ent w/provisions of 10CFR50.54(q), 50.47(b), 10CFR50,App E & Section II of NUREG- 
0654 & acceptable. 

KREH.J.L. Region 2, Office of Director. 87/02/06. DECKER, T.R. Region 2, Office of 
Director. 2pp. 39700:223-39700:224. 

8702240402 Forwards Insp Repts 50-498/87-01 & 50-499/87-01 on 870105-09.No vio- 
lations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/17. GOLDBERG, J.H. Houston 
Lighting & Power Co. 2pp. 39721:130-39721:143. 

-8702240413 Insp Repts 50-498/87-01 & 50-499/87-01 on 870105-09.No violations or 
deviations noted.Major areas inspected: chemistry/radiochemistry program including 
review of outstanding open items in listed areas. 

NICHOLAS.J.B., MURRAY, B. Region 4, Office of Director. 50-499/87-01. 87/02/04. 
12pp. 39721:132-39721:143. 

8702240406 Advises that Rev 9 to operating QA manual meets requirements of 
10CFR50,App B w/exception of concern discussed in Item 1. Removal of organization 
charts unacceptable reduction in clarity. 

PAPERIELLO.C.J. Region 3, Office of Director. 87/02/13. SCHNELL.D.F. Union Elec- 
tric Co. 2pp. 39721:145-39721:146. 

8702240440 Submits data re availability of computers to demonstrate compliance w/ 
NUREG-0737, Item II.F.2 concerning reactor coolant inventory trending sys & in-core 
thermocouple display.per NRC 870121 disagreement w/util 870105 ltr. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 5211-87-2037. 87/02/ 
18. Document Control Branch (Document Control Desk). 8pp. 39722:303-39722:310. 

8702240496 NUREG-0325 R10 U.S. NUCLEAR REGULATORY COMMISSION FUNC- 
TIONAL ORGANIZATION CHARTS. 

* Office of Information Resources Management, Director. 87/02/28. 57pp. 39725:023- 
39725:078. 

8702250040 Forwards marked-up rev to Tech Spec 3/4.7.7 re auxiliary bldg filtered ex- 
haust sys, as suppl to 860409 tech Spec change request.Rev deletes proposed action 
when both trains of sys inoperable & complies w/intent of NUREG-0452. 

TUCKER, H.B. Duke Power Co. 87/02/13. Document Control Branch (Document Con- 
trol Desk). 4pp. 39724:056-39724:059. 

8702250058 Forwards safety evaluation re SPDS.per TMI Action Item I.D.2.No serious 
safety questions posed by proposed SPDS. Implementation date of 870325 for full 
operability of SPDS acceptable. 

JAFFEE.D.H. PWR Project Directorate 8. 87/02/12. MROCZKA.E.J. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 15pp. 39727:274-39727:288. 

870225028® Concludes that Revs 7 & 8 to offsite dose calculation manual (ODCM) 
acceptable, per NUREG-0133.Changes made in Rev 8 satisfactorily addressed con- 
cerns expressed in 860402 safety evaluation of Rev 6 to ODCM. 

KINTNER.LL. BWR Project Directorate 4. 87/02/18. KINGSLEY, O.D. System Energy 
Resources, Inc. 3pp. 39743:167-39743:169. 

8702250303 Requests written commitment that results of preoperational & operational 
monitoring program for fog monitoring will be submitted within 60 days after results 
available to venfy fog monitoring program acceptable per DES (NUREG-1 171). 
NOONAN, V.S. PWR Project Directorate 5. 87/01/30. GOLDBERG, J.H. Houston Ught- 
ing & Power Co. 4pp. 39743:1 59-39743:1 62. 

8702250309 Forwards evaluation granting util 861219 request for further mod of 840612 
confirmatory order to delay implementation of SPDS & Reg Guide 1.97 requirements 
re Sugpl 1 to NUREG-0737. Proposed schedule for implementing DCRDR mods ac- 

BE-RNERO,R.M. Division of Boiling Water Reactor (BWR) Licensing. 87/02/18. 
CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 7pp. 39743:152-39743:158. 

8702250315 Forwards safety evaluation of open issues on three-loop 
operation.Evaluation supplements SSER 4 (NUREG-1 031), based on info submitted in 
JF Opeka 860701 Itr.lnforms that items identified in 860701 ltr resolved. 

DOOLITTLE, E.L. PWR Project Directorate 5. 87/02/11. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 39743:146-39743:151. 

-8702250317 Evaluation of open issues on three-loop operation.Five open issues identi- 
fied in SSER 4 (NUREG-1 031) closed, ending compliance w/conditions imposed by 
review of generic steam generator tube rupture topical repts. 

* Office of Nuclear Reactor Regulation, Director (post 851125). TAC 61729. 87/02/ 
11. 4pp. 39743:148-39743:151. 

8702250344 Forwards safety evaluation re inadequate core cooling instrumentation 
sys.Sys complies w/ NUREG-0737, Item II.F.2 requirements & acceptable upon imple- 
mentation of Tech Specs. Revised Tech Specs requested within 30 days of ltr receipt. 
PAULSON, W. A. PWR Project Directorate 8. 87/02/14. ANDREWS, R.L. Omaha Public 
Power District. 6pp. 39743:208-39743:213. 
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8702250379 Transcript of 870217 briefing in Washington, DC re final version of draft 
NUREG-1 1 50 (Source Term).Pp 1-73.Viewgraphs & “Reactor Risk Ref 
Document, NUREG-1 150, Executive Summary” end. 

* Commissioners. 87/02/17. 113pp. 39743:246-39743:361. 

8702250483 Forwards add! info re NUREG-0737,ltem II.D.1, “Performance Testing of 
Relief & Safety Valves,” in response to 86121 1 request. 

KOBER.R.W. Rochester Gas & Electric Corp. 87/02/13. LEAR.G.E. PWR Project Di- 
rectorate 1. LEAR.G.E. Document Control Branch (Document Control Desk). 23pp. 
39728:329-39728:351. 

8702250533 Forwards draft Rev 1 to “Comparison of Proposed Tech Specs W/ 
NUREG-0452 for Westinghouse PWRs on Subj of Fire Protection...," technical evalua- 
tion reptRept compares 840608,851217,860401 & 0519 proposed Tech Specs w/ 

DUDLEY, R.F. PWR Project Directorate 1. 87/02/13. BASKIN, K.P. Southern California 
Edison Co. 3pp. 39744:110-39744:157. 

-8702250559 Draft Rev 1 to “Comparison of Proposed Tech Specs W/ NUREG-0452 
for Westinghouse PWRs on Subj of Fire Protection, San Onofre Nuclear Generating 
Station Unit 1," technical evaluation rept. 

STOREY, T. Calspan Corp. (subs. Arvin Industries/Franklin Research Center). NRC-03- 
81-130. 87/02/09. NRC - No Detailed Affiliation Given. 45pp. 39744:113-39744:157. 

8702260006 Forwards revised “NUREG-0612 Evaluation:Lift of Spent Fuel Pool Weir 
Gates,” providing corrections to info previously submitted & summarizing compliance 
w/NUREG-0612. 

MEDFORD, M.O. Southern California Edison Co. 87/02/18. Document Control Branch 
(Document Control Desk). Ip. 39750:038-39750:050. 

-8702260007 Revised “NUREG-0612 Evaluation, Lift of Spent Fuel Pool Weir Gates." 

* Southern California Edison Co. 87/02/28. 12pp. 39750:039-39750:050. 

8702260204 Requests review of end program for mitigation of JGSCC & insp of main 
recirculation, per NRC 860424 Itr.Program will be implemented during 1 987 maint/refu- 
eiing outage. Approval for add! operating cycle requested.Repts end. Fee paid. 
GUCWA.L.T. Georgia Power Co. SL-1951. 87/02/20. Document Control Branch (Doc- 
ument Control Desk). 3pp. 39754:289-39755:097. 

8702260212 Provides status of NUREG-0737,Suppl 1 items. Walkdown identified 16 
human engineering discrepancies which remain open.Schedule provided for items not 
expected to be completed before fuel load. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
ANPP-401 73-JGH/. 87/02/20. KNIGHTON, G.W. PWR Project Directorate 7. 5pp. 
39745:091-39745:095. 

8702260247 Forwards General Physics Corp, "NUREG-0737,Suppl 1 Emergency Re- 
sponse Capability...Plan,” per 860701 commitment. Schedule for implementing mods 
required to resolve DCRDR human engineering deficiencies also end. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. NLR-N87011. 87/02/ 
20. Document Control Branch (Document Control Desk). 5pp. 39745:102-39745:176. 

-870226025 7 “NUREG-0737,Suppl 1 Emergency Response Capability integrated 
Project Plan.” 

* General Physics Corp. GL-82-33. 87/01/31. 70pp. 39745:107-39745:176. 

8702260636 NUREG/CR-4300 V03 N2 ACOUSTIC EMISSION/FLAW RELATIONSHIP 
FOR INSERVICE MONITORING OF NUCLEAR PRESSURE VESSELS.Progress 
Rept.April-September 1986. 

HUTTON, P.H. Batteii© Memorial Institute, Pacific Northwest Laboratories. FIN B-2088. 
PNL-551 1. 87/01/31. Division of Engineering Safety (Post 860720). 16pp. 39759:217- 
39759:231. 

8702260644 NUREG/CR-3232 DETAILED STUDIES OF SELECTED.WELL EXPOSED 
FRACTURE ZONES IN THE ADIRONDACK MOUNTAINS DOME, NEW YORK. 
WIENER, R.W., ISACHSEN.Y.W. New York, State Univ. of, Albany, NY. FIN B-5961. 
87/01/31. Division of Engineering Safety (Post 860720). 95pp. 39759:123-39759:216. 

8702270048 NUREG/CR-4847 CASE HISTORIES OF WEST VALLEY SPENT FUEL 
SHIPMENTS.Final Report 

* Aerospace Corp. FIN A-4166. WPR-86(6811)-1. 87/01/31. Division of Fuel Cycle & 
Material Safety. 247pp. 39760:064-39760:302. 

8702270056 NUREG/CP-0082 VOS PROCEEDINGS OF THE FOURTEENTH WATER 
REACTOR SAFETY INFORMATION MEETING. 

WEISS, A.J. Brookhaven National Laboratory. * Office of Nuclear Regulatory Re- 
search, Director (Post 860720). FIN A-3283. 87/02/28. 600pp. 39765:270-39767:143. 

8702270057 NUREG/CP-0082 V04 PROCEEDINGS OF THE FOURTEENTH WATER 
REACTOR SAFETY INFORMATION MEETING. 

WEISS, AJ. Brookhaven National Laboratory. * Office of Nuclear Regulatory Re- 
search Hir^tor (Post 860720). FIN A-3283. 87/02/28. 543pp. 39760:303-39762:110. 


8702270307 Forwards draft Vol 8, No 4 of NUREG/BR-0051, “Power Reactor Events,” 
for Jui-Aug 1986 for review & comment by 870209 re degree of detail in event sum- 
maries as well as in LER excerpt & document listing/abstract sections. 

HELTEMES.C.J. AEOD, Director’s Office. 87/01/26. WJRLEY.T.E. Region 1, Office of 
Director. GRACE, J.N. Region 2, Office of Director. .CcPPLER.J.G. Region 3, Office of 
Director. Ip. 39781:054-39781:120. 

-8702270314 Forwards draft VoS 8, No 4 of NUREG/BR-0051, “Power Reactor Events,” 
for Jul-Aug 1 986 for review & comment by 870209 re content & degree of detail in 
event summaries as well as in LER excerpt & document Hstinq/abstract sections. 
HEBDON.F.J. AEOD, Director’s Office. 87/01/26. SCHWARtZ.S.A. Division of Emer- 
gency Preparedness tk Engineering Response (Post 6301 03). HOLAh’AN.G. Operating 
Reactors Assessment Staff (post 851125). Ip. 39781:055-39781:055. 

-8702270323 Forwards draft Vol 8, No 4 of NUREG/BR-0051, “Power Reactor Events," 
for Jul-Aug 1986 for review & comment by 870209 re content & degree of detail In 
event summaries as well as in LER excerpt & document listing/abstract sections. 
HELTEMES.C.J. AEOD, Director’s Office. 87/01/26. LAYMAN, W. Nuclear Safety 
Analysis Center. 65pp. 39781:056-39781:120. 

8702270336 Forwards Insp Rept 50-395/87-01 on 87011 2-1 ©.No violation or deviation 
noted. 

VERRELLI.D.M. Region 2, Office of Director. 87/02/19. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 39799:081-39799:085. 

-8702270345 Insp Rept 50-395/87-01 on 87011 2-1 6.No violation or deviation 
noted. Major areas inspected:control room habitability & followup of TMI action items. 
MARSTON.R.R., KAHLE.J.B. Region 2, Office of Director. 87/02/18. 3pp. 39799:083- 
39799:085. 

8702270363 Requests assistance in preparing Fourth Quarter CY86 AO rept to 
Congress. List & assessment of certain incident response actions described in Enel 1 
requested no later than 870209. 

HELTEMES.C.J. AEOD, Director’s Office. 87/01/30. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). DAVIS, J.G. Office of Nuclear Material 
Safety & Safeguards, Director. BECKJORD.E.S. Office of Nuclear Regulatory Re- 
search, Director (Post 860720). 7pp. 39789:292-39789:298. 

870227 0448 Advises that NRC does not concur w/util 860516 assessment of License 
Condition 2.C(15),per NUREG-0737,lterm 1I.F.1 & Rev 2 to Reg Guide 1.97.Util use of 
calculated correction factors acceptable only on interim basis. 

STEFANO.J.J. BWR Project Directorate 3. 87/02/19. SYLVIA, B.R. Detroit Edison Co. 
3pp. 39775:160-39775:162. 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


8204210416 IE Info Notice 82-36, “Respirator Users Warning for Certain 5 Minute Emer- 
gency Escape Self-Contained Breathing Apparatus.” W/o sve list. 

DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 82/09/ 
02. Consolidated Edison Co. of New York, Inc. 3pp. 39525:230-39525:232. 

8701140224 IE Info Notice 87-004, “Diesel Generator Fails Test Because of Degraded 
Fuel.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/16. Consolidated Edison Co. of New York, Inc. 110pp. 39446:138- 
39446:248. 

8701220053 IE Info Notice 87-005, “Miswiring in Westinghouse Rod Control Sys." Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/02. Consolidated Edison Co. of New York, Inc. 97pp. 39469:162- 
39469:258. 

8701220055 IE Info Notice 87-006, “Loss of Suction to Low-Pressure Svc Water Sys 
Pumps Resulting From Loss of Siphon.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/01/30. Consolidated Edison Co. of New York, Inc. 107pp. 39525:233- 
39525:339. 

8701300079 IE Info Notice 87-007, “QC of Onsite Dewatering/ Solidification Operations 
by Outside Contractors.” Svc list ©ncl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/03. Consolidated Edison Co. of New York, Inc. 108pp. 39548:212- 
39548:318. 

8702020135 IE Info Notice 87-008, “Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

0r,,< >2O3O16O FEMA amended answers to Suffolk County first request for admissions.* 
mend revises 861118 answers based on info obtained since filing & discovery con- 
ducted to date. Certificate of Svc enci.Related correspondence. 

CUMMING.W.R. Federal Emergency Management Agency. #187 2368. OL-5. 87/01/ 
27. 11pp. 39474:202-39474:212. 

8702030171 Forwards “Potential Containment Airlock Window Failure Due to Radi- 
ation," engineering evaluation rept.Acceptability of airlock windows re DBA should be 
rereviewed by NRR as part of Severe Accident Program. 

ISRAELS. Reactor Operations Analysis Branch. AEOD/E701. 87/01/21. RUBIN, S. 
Reactor Operations Analysis Branch. 2pp. 39485:112-39485:122. 

-8702030195 Forwards “Potential Containment Airlock Window Failure Due to Radi- 
ation,” engineering evaluation repLAddl info should be obtained & reviewed & accept- 
ability of airlock windows re design basis & severe accidents should be verified. 
HEBDON.F.J. AEOD, Director’s Office. AEOD/E701. 87/01/21. VOLLMER.R. Office 
of Nuclear Reactor Regulation, Director (post 851125). 3pp. 39485:114-39485:122. 

-8702030206 “Potential Containment Airlock Window Failure Due to Radiation,” engi- 
neering evaluation rept. 

ISRAELS. AEOD, Director’s Office. AEOD/E701. 87/01/21. 6pp. 39485:117- 
39485:122. 
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S702040008 Request for OMB review & supporting statements re 10CFR30 concerning 
rules of general applicability to domestic licensing of byproduct matl.Estimated re- 
spondent burden is 34,478 h. 

NORRY.P.G. Office of Administration. OMB 3150-0017. 86/12/08. 12pp. 39508:001- 
39508:012. 


8702050228 Forwards “Exercise Rept,Quad Cities Nuclear Power Station, Joint Exer- 
cise" on 860826 of State of IL offsite radiological emergency preparedness 
plans.Nothing observed that would affect FEMA approval of plan. 

KRIMM.R.W. Federal Emergency Management Agency. 87/01/21. JORDAN.E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 5pp. 
39511:018-39511:056. 


-8702050233 “Exercise Rept,Quad Cities Nuclear Power Station, Joint Exercise" on 
860826 of State of IL offsite radiological emergency preparedness plans. 

* Federal Emergency Management Agency. 86/12/29. 34pp. 39511:023-39511:056. 

8702060413 IE Info Notice 87-009, “Emergency Diesel Generator Room Cooling Design 
Deficiency." Svc list end. „ _ . _ . 

JORDAN.E.L. Division of Emergency Preparedness & Engineenng Response (Post 
830103). IEIN-86-089. 87/02/05. Consolidated Edison Co. of New York, Inc. 108pp. 
39528:251-39528:357. 


8702090074 Forwards final “Offsite Exercise Evaluation Rept, Rancho Seco Nuclear 
Generating Station, Emergency Preparedness Exercise, 861008." No deficiencies iden- 
tified during exercise. r*v a a. i r- , • 

KRIMM.R.W. Federal Emergency Management Agency. 87/01/23. JORDAN.E.L. Divi- 
sion of Emergency Preparedness & Engineenng Response (Post 830103). Ip. 
39549:008-39549:068. 


-8702090078 “Offsite Exercise Evaluation Rept, Emergency Preparedness 
Exercise,Rancho Seco Nuclear Generating Station, 861 008.” 

* Federal Emergency Management Agency. 86/10/08. 60pp. 39549:009-39549:068. 


8702100126 IE Info Notice 87-010, "Potential for Water Hammer During Restart of RHR 
Pumps.” Svc list end. . _ ._ A 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/11. Consolidated Edison Co. of New York, Inc. 96pp. 39702:134- 
39702:227. 


8702180163 Summary of Operating Reactors Events Meeting 87-02 on 870112 re 
events which occurred since 870105.List of attendees, events discussed & summary of 
events end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). OREM-87-002. 
87/01/16. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 
851125). 2pp. 39673:231-39673:248. 

-8702180176 Summary of Operating Reactors Events Meeting 87-02 on 870112 of 
events which occurred since 870105.List of attendees, events discussed & summary of 
events end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). OREM-87-002. 
87/01/28. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 
851125). 16pp. 39673:233-39673:248. 

8702180714 Forwards FR notice re amends issued or proposed to be issued to OLs 
under Public Law 97-41 5.W/o end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
11. Senate, Environment & Public Works. Ip. 39675:264-39675:264. 

8702190214 Provides info on new NBS-AIF program for radioactivity measurements at 
nuclear power plants & requests comments re possible limited regional 
participation.AIF 860828 Itr & supplemental info re program end. 

MCKEE.P.F. Operating Reactor Program Branch. 87/02/03. BUCHANAN, J.D., 
CUNNINGHAM, L.J., MCKEE, P.F. Office of Inspection & Enforcement, Director (Post 
820201). 10pp. 39687:140-39687:149. 

8702190279 Forwards 860731 “Roster of Utils" in response to 870117 request. 

LYONS, J.E. Planning & Program Analysis Staff (post 851125). 87/02/13. MCCABE, K. 
Affiliation Not Assigned. 2pp. 39687:159-39687:271. 

-8702190286 Forwards updated "Roster of Utils." Future updates will be done periodi- 
cally. 

MIRAGLIA.F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
86/07/15. NRC - No Detailed Affiliation Given. Ip. 39687:161-39687:271. 

-8702190290 “Roster of Utils.” 

* Division of Pressurized Water Reactor Ucensing - B (post 851125). 86/07/31. 
110pp. 39687:162-39687:271. 


8702100242 Responds to 870105 memo & Commission 861217 meeting request for 
update on efforts & schedule re clarification of USGS position re Charleston, SC 
earthquake.Any recurrence of 1 886 earthquake would be confined to Charleston area. 
STELLO.V. Office of the Executive Director for Operations. 87/02/03. CHILK.S.J. 
Office of the Secretary of the Commission. 4pp. 39639:039-39639:041 . 


8702190427 Lists questions as result of review of three applications for unique purpose 
exemptions from 10CFR50.64 which requires NRC-licensed non-power reactors to 
convert to low enriched U.Ltr from Committee to Bridge the Gap end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/ 
06. TRIVELPIECE.A. Energy, Dept. of. 4pp. 39689:219-39689:224. 


8702100416 Biweekly notice re applications & amends to OLs involving NSHCs. 
HOUSTON, R.W. Division of Boiling Water Reactor (BWR) Licensing. 87/02/05. 
112pp. 39577:204-39577:315. 

8702110007 Summary of Operating Reactors Events Meeting 87-03 on 870202.List of 
attendees.events discussed, summary of events for input into performance indicator 
program & viewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). OREM-87-003. 
87/02/06. DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 
851125). 24pp. 39594:047-39594:070. 

8702110131 IE Info Notice 87-011, “Enel of Vital Equipment Within Designated Vital 
Areas." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). IEIN-86-027. 87/02/13. Consolidated Edison Co. of New York, Inc. 107pp. 
39702:228-39702:343. 

8702110132 IE Info Notice 87-012, “Potential Problems W/Metal Clad Circuit 
Breakers, GE Type AKF-2-25." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). GL-85-06, 87/02/13. Consolidated Edison Co. of New York, Inc. 108pp. 
39691:156-39691:265. 

8702120583 GAO/RCED-87-45 “Emergency Planning Federal Involvement in Prepared- 
ness Exercise at Shoreham Nuclear Plant.” Relatea correspondence. 

* General Accounting Office. #187 2063. OL-5. 86/12/31. 37pp. 39603:323- 
39603:361. 

8702120000 Forwards, for filing, FEMA/Regional Assistance Committee review of Rev 2 
to “New Hampshire State & Local Radiological Response Plans for Seabrook Nuclear 
Power Station." Certificate of Svc end.Related correspondence. 

FLYNN, H.J. Federal Emergency Management Agency. #187 2102. OL 86/12/22. 
Docketing & Services Branch. 150pp. 39604:001-39604:308. 

8702130017 Summarizes 870130 telcon w/M Specter of Washington Post re plant pipe 
failure & AEOD/E416, “Erosion in Nuclear Power Plants." AEOD procedure for distri- 
bution of repts,NRC actions & whether rept sent to util discussed. 

BROWN.E.J. Reactor Operations Analysis Branch. 87/02/03. HELTEMES.C.J. AEOD, 
Director’s Office. 2pp. 39642:290-39642:291. 


8702240182 Informs that monthly status rept on emergency preparedness discontinued 
beginning Jan 1987.Quarterly rept for Senate Subcommittee on Nuclear Regulation 
will continue to be prepared. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103 . 87/01/30. COTTER, B.P. Atomic Safety and Licensing Board Panel. 
SCINTO.J. Office of the General Counsel. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). Ip. 39711:091-39711:091. 

8702240208 Forwards First Quarter FY87 update of GiMCS.for info & use. Three new 
issues added to list of issues to be prioritized. Nineteen issues scheduled for resolu- 
tion in Second Quarter FY87. 

SPEIS.T.P. Division of Safety Review & Oversight (post 851125). 87/02/13. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 3pp. 
39710:241-39711:088. 


-8702240213 "GIMCS First Quarter FY87 Update." 

* Office of Nuclear Reactor Regulation, Director (post 851125). 87/02/13. 200pp. 
39710:244-39711:088. 

8702240220 Request for OMB review & supporting statement re 10CFR73 concerning 
physical protection of plants & matls.Estimated respondent burden is 1,392 h. 
NORRY.P.G. Office of Administration. OMB 3150-0002. 87/02/13. 14pp. 39710:225- 
39710:238. 


8702240227 Request for OMB review & supporting statement re NRC Form 473, “Diag- 
nostic Misadministration Rept.” Estimated respondent burden is 500 h. 

NORRY.P.G. Office of Administration. 87/02/13. 6pp. 39710:215-39710:220. 

8702250019 Forwards Natl Research Council Committee on Nuclear Safety Research 
rept, “Revitalizing Nuclear Safety Research.” 

STELLO.V. Office of the Executive Director for Operations. 87/01/02. Public Docu- 
ment Branch. 2pp. 39726:311-39727:193. 

—8702250025 Natl Research Council Committee on Nuclear Safety Research rept, "Re- 
vitalizing Nuclear Safety Research." _ 

* National Research Council. 86/12/31. NRC - No Detailed Affiliation Given. 230pp. 
39726:313-39727:193. 


8702130024 Summarizes 870202 telcon w/M Tony & T Shaub of TV Station WXEX re 
AEOD/E416, “Erosion in Nuclear Power Plants.’ Types of AEOD repts, distribution of 
repts & responsibility for any action in response to repts discussed. 

BROWN.E.J. Reactor Operations Analysis Branch. AEOD/E416. 87/02/04. 
HELTEMES.C.J. AEOD, Director’s Office. 2pp. 39642:292-39642:293. 


8702250125 FEMA response to Suffolk County.State of NY & town of Southampton first 
set of interrogatories & request for production of documents to FEMA & NRC staff.* 
W/Certificata of Svc.Related correspondence. 

CUMMING.W.R. Federal Emergency Management Agency. #187 2573. OL-3. 87/02/ 
20. Suffolk County, NY. 23pp. 39723:024-39723:048. 


8702130133 Petition for immediate action to relieve undue risk posed by nuclear power 
plants designed by B&W Co.* OLs & CPs for facilities should be suspended until 
listed NRC actions taken. 

WEISS, E.R. Union of Concerned Scientists. #187 2490. 2.206. 87/02/10. Commis- 
sioners. 60pp. 39634:016-39634:077. 

8702130293 Suppl 1 to IE Info Notice 86-106, “Feedwater Line Break.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). IEIN-82-22. 87/02/13. Consolidated Edison Co. of New York, Inc. 111pp. 
39784:116-39784:224. 

8702170704 Requests determination if lack of use of ASTM E814-83 in specs for test 
procedure to evaluate through-penetration fire stops in fire-resistive floor or wall const 
due to inadequacies in std. 

WATSON, D.R. American Society for Testing & Materials. 87/01 /1 5. BOSNAK,R.J. En- 
gineering Issues Branch. Ip. 39661:070-39661:070. 


8702260173 Forwards final exercise rept for 861015 exercise of offsite radiological 
emergency preparedness plans for facllity.No deficiencies identified during 
exercise. State of LA included corrective action schedule in rept. 

KRIMM.R.W. Federal Emergency Management Agency. 87/02/17. JORDAN, E.L. Divi- 
sion of Emergency Preparedness & Engineenng Response (Post 830103). Ip. 
39744:323-39745:018. 

-8702200182 "Final Radiological Emergency Preparedness Exercise Rept." 

* Federal Emergency Management Agency. 86/12/23. 54pp. 39744:324-39745:018. 

8702270020 Summary of Operating Reactor Events Meeting 87-04 on 870209. List of 
attendees.events discussed, significant elements of events & summary of events end. 
HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). QREM-87-004. 
87/02/19. DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 
851125). 18pp. 39763:013-39763:030. 
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8702270036 Forwards schedule for regional workshops to discuss Incident investigation 
Proc^am £ oreiiminary agenda, per discussions last month.Rev 1 to “Incident Investi- 
gation MsnJa " also end, for Info.W/o ends. 

HSL'EMES.C— A ECO, Directors Office. £7/01/06. LYON.P.W. Institute of Nuclear 
Power Operations. 3pp. 32763:031-38763:260. 


8702030428 Comments opposing proposed rule r© evaluation of Agreement State radi- 
ation control programs.Status of regulations more appropriately “Category 2 Indica- 
tor.” Model regulations should be issued to states if 3-yr period adopted. 

LASH.T.R. Illinois, State of. 51 FR411 72 006. 87/01/20. Division of Rules and 
Records. 2pp. 39478:332-39478:333. 


-8702270044 Forwards schedule for regional workshops to discuss Incident Investiga- 
tion Program & preliminary agenda.per 861208 Itr. Workshop session on performance 
^c’uded Rev 1 to “incident Investigation Manual” end, for info.W/o ends. 
HElTE'- .E s!c.1”’a=OC. D recto -"' s Cftice. 87/01/06. LAYMAN, W. Nuclear Safety 
A"s.vsiS Carter. 3cp. 3e. djOjo. 


8702040019 Comments supporting rev to proposed rule 10CFR50,App J & incorporation 
of ANSi/ANS 56.3-1551 In reg guide.Rev would implement number of long advocated 
improvements. 

HIATT, S.L. Ohio Citizens for Responsible Energy. 51FR39538 007. 87/01/26. Docket- 
ing & Services Branch. 5pp. 39498:209-39498:213. 


-*8702270049 Forwards schedule for regional workshops to discuss Incident Investiga- 
tion Program & preliminary agenda.per 861208 Itr. Workshop session re performance 
indicators included.Rev 1 to “Incident Investigation Manual” also encl.W/o ends. 
HELTEMES.C.J. AEOD, Director's Office. 87/01 /06. TUCKER, H.B. Babcock £ Wilcox 
Operating Plants Owners Group. TUCKER, H.B. Duke Power Co. 3pp. 39763:037- 
39763:039. 

-8702270058 Forwards schedule for regional workshops to discuss Incident Investiga- 
tion Program & preliminary agenda.per 861204 Itr. Workshop session on NRC ap- 
proach to performance indicators included.Rev 1 to “Incident Investigation Manual” 
also end 

HELTEMES.C.J AECD. Director’s Office. 87/01/06. GASPER, J. C-E Operating Plants 
Oa.-iC-.-s Group. GASPER,*,'. Omaha Public Power District. 3pp. 39763:040-39763:260. 

8702270262 Request for OMB review £ supporting statement re 10CFR81 concerning 
std specs for granting of patent licenses. Estimated resoondeni burden is -32 h. 
NORRY.P.G. Office of Administration. OMB 3:5C-0i?i. 57/02/19. 6pp. 39764:100- 
39764:105. 

8702270284 Request for OMB review & supporting statement re 10CFR9 concerning 
public records. Estimated respondent burden is 67 n. 

NORRY.P.G. Office of Administration. OMB 3150-0043. 87/02/24. 8pp. 39780:340- 
39780:347. 


8702040024 Comments on proposed rev to general statement of policy for NRC review 
of Agreement State radiation control programs. Several suggested indicators measure 
licensee implementation of ALARA instead of conformance w/regulations. 

FARRAR, D.L. Commonwealth Edison Co. 51FR41172 005. 87/01/13. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 39498:170-39498:171. 

8702040026 Comments on proposed rule 1 0CFR50 re development of policy for nuclear 
plant license renewal.Extension of life of nuclear plants in operation can have signifi- 
cant impact on future electric util industry. 

SCHMITZ, R.P. Bechtel Corp. 51FR40334 019. 87/01/23. CHILK.S.J. Office of the 
Secretary of the Commission. Ip. 39498:167-39498:167. 

8702040030 Comments on proposed rule 1 0CFR50 re development of policy for nuclear 
power piant license renewal. Requests that NRC include & expound listed key con- 
cepts in license renewal policy. 

EDWARDS, D.W. Yankee Atomic Electric Co. 51FR40334 022. 87/01/30. Docketing & 
Services Branch. 2pp. 39498:158-39498:159. 

8702040038 Comments on proposed rule 10CFR50 re development of policy for nuclear 
power plant license renewal.NRC should continue w/processes which have been initi- 
ated w/ request for public comment £ proceed to define regulatory policy. 

MUSOLF.D. Northern States Power Co. 51FR4Q334 023. 87/01/26. Docketing & 
Services Branch. 9pp. 39498:134-39498:142. 


8702270307 Forwards draft Vol 8,No 4 of NUREG/BR-0051, “Power Reactor Events," 
for Jul-Aug 1 986 for review & comment by 870209 re degree of detail in event sum- 
maries as well as in LER excerpt & document listing/abstract sections. 

HELTEMES.C.J. AEOD, Director's Office. 87/01/26. MURLEY.T.E. Region 1, Office of 
Director. GRACE, J N. Region 2. Office of Director. KEPPLER.J.G. Region 3, Office of 
Director. Ip. 33731. 05^-39 781:-. 20. 

-8702270314 Forwards draft Vol 8, No 4 of NUREG/BR-0051, “Power Reactor Events," 
for Jul-Aug 1986 for review & comment by 870209 re content & degree of detail in 
event summaries as well as in LER excerpt & document listing/abstract sections. 
HEBDON.F.J. AEOD, Director's Office. 87/01/26. SCHWARTZ, S.A. Division of Emer- 
gency Preparedness & Engineering Response (Post 830103). HOLAHAN.G. Operating 
Reactors Assessment Staff (post 851 1 25). 1 p. 39781 :055-39781 :055. 

-8702270323 Forwards draft Vol 8,No 4 of NUREG/BR-0051, “Power Reactor Events," 
for Jul-Aug 1 986 for review & comment by 870209 re content & degree of detail in 
event summaries as well as in LER excerpt & document listing/abstract sections. 
HELTEMES.C.J. AEOD, Director's Office. 87/01/26. LAYMAN, W. Nuclear Safety 
Analysis Center. 65pp. 39781:056-39781:120. 

8702270338 Forwards listing of currently active &/or recently completed AEOD studies 
re reactor & nonreactor operational events for Sept & Oct 1 986. 

HELTEMES.C.J. AEOD, Director's Office. 86/12/02. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). TAYLOR, J.M. Office of Inspection & En- 
forcement, Director (Post 820201). BECKJORD.E.S. Office of Nuclear Regulatory Re- 
search, Director (Post 860720). 24pp. 39789:265-39789:288. 

8702270342 Forwards incident investigation workshop schedule & proposed 
agenda.Recipient should contact W Lanning re plans to attend workshop or questions 
about workshops. 

HELTEMES.C.J. AEOD, Director’s Office. 87/01/06. PICKENS.T. BWR Owners 
Group. 3pp. 39789:289-39789:291. 
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8702020544 Comments on study of matls safety regulations. Panel chosen to review 
regulatory program should have included representative “caution group” similar to 
UCS.Disagrees w/ recommendation to issue blanket license to some companies. 
DEERINWATER.J. Native Americans for a Clean Environment 51FR45122 013. 87/ 
01/20. Division of Rules and Records. 2pp. 39468:169-39468:170. 

8702030339 Comments on proposed rule 10CFR50,App J & draft reg guide, Task MS 
021-5.Extension of comment period for 90 days to 870426 requested. 

LYDON.J.M. Boston Edison Co. 51FR39538 008. 87/01/23. Docketing & Services 
Branch. 1 p. 39480:21 2-39480:21 2. 

8702030379 Comments on proposed rule 10CFR50,App J re containment leakage rate 
testing.Rute generally adequate.Technical problems discussed. 

ROBLEDO, F. Spain, Govt. of. 51FR39538 006. 87/01/14. Docketing & Services 
Branch. 15pp. 39481:196-39481:210. 


8702030388 Package of two comments opposing 10CFR50,App J re leak rate testing 
for containments for LWRs.Backfit requirements of 10CFR50.109 not satisfied. 
FARRAR.D.L Commonwealth Edison Co. SIMPSON, E.C. Florida Power Corp. (subs 
of Florida Progress Corp.). 51FR39538. 87/01/27. CHILK.S.J. Office of the Secretary 
of the Commission. 20pp. 39481 :1 76-39481 :1 95. 


8702030393 Comments on proposed rule 10CFR50 re development of policy for nuclear 
power piant license renewal.Extending operating lifetimes of US nuclear power plants 
will lead to major benefits & should be pursued. 

ROSS1N.A.D. Energy, Dept. of. 51FR40334 021. 87/01/23. CHILK.S.J. Office of the 
Secretary of the Commission. 14pp. 39483:234-39483:247. 


8702030420 Comments on proposed rule 10CFR50 re development of policy for nuclear 
power plant license renewal.Responses of Nuclear Util Plant Life Extension Steerinq 
Committee & AIF Subcommittee on License Renewal endorsed. 

FAY.C.W. Wisconsin Electric Power Co. 51FR40334 020. 87/01/26. CHILK.S.J. Dock- 
eting & Services Branch. 3pp. 39490:278-39490:280. 


8702040046 Comments on proposed rules 10CFR1 9, 20, 30, 31, 32,34, 40, 50, 61 & 70, “Std 
for Protection Against Radiation.” Rules opposed. 

GRiDLEY.R.L. Tennessee Valley Authority. 51FR51992 810. 87/01/20. Docketing & 
Services Branch. 9pp. 39498:118-39498:126. 

8702040247 Package of two comments supporting proposed rule 10CFR50 re policy for 
nuclear power plant license renewal. 

WALSKE.C. Atomic Industrial Forum. THOMAS, G.S. Public Service Co. of New Hamp- 
shire. 51FR40334. 87/02/02. CHILK.S.J. Docketing & Services Branch. 19pp. 
39495:008-39495:026. 

8702040375 Comments supporting proposed rule 10CFR2 re forming advisory commit- 
tee for negotiated rulemaking on submission of documents for licensing support sys 
for high level radwaste repository. 

WEINER, R. Western Washington Univ., Bellingham, WA. 51FR45338 001. 87/01/22. 
Docketing & Services Branch. 2pp. 39506:184-39506:185. 

8702040501 Comments supporting proposed rule re facilities dealing w/ both radiologi- 
cal & nonradiological hazardous wastes.Ciear & strict guidelines necessary to estab- 
lish regulatory authority for mixed use facilities. 

STRACHAN.P. Affiliation Not Assigned. 51FR45122 014. 87/01/24. Division of Rules 
and Records. 2pp. 39503:171-39503:172. 

8702040557 Comments on proposed rule 10CFR50,App J re leakage tests for contain- 
ments of light water cooled nuclear power plants. Implementation of requirements by 
program recommended. Suggested rev to App J provided. 

GILL.R.L. Babcock & Wilcox Operating Plants Owners Group. 51FR39538 009. 87/ 
01/23. CHILK.S.J. Office of the Secretary of the Commission. 9pp. 39503:154- 
39503:162. 

8702940694 Comments on proposed rule 10CFR2 re mgt of documents on licensing of 
geological repository for high level waste disposal.Rule opposed. Many parties have 
little or no access to computers & modems. 

LEWIS, M.l. Lewis, M. 51FR45338 002. 87/01/30. Office of the Secretary of the Com- 
mission. 1 p. 39503:072-39503:072. 

8702050011 Comments on proposed rule 10CFR50 re policy for nuclear power plant 
license renewal.GH Neils 870202 comments supported. 

REED.C. Commonwealth Edison Co. 51FR40334 027. 87/02/02. NRC - No Detailed 
Affiliation Given. 2pp. 39511:122-39511:123. 

8702050331 Comments on review of existing LWR regulatory requirements. Program 
considered illogical, illegal & inconsistent w/NRC statutory mandate. 

HIATT, S.L Ohio Citizens for Responsible Energy. 51FR39394 002. 87/01/28. NRC - 
No Detailed Affiliation Given. 7pp. 39512:267-39512:273. 

8702050341 Comments on proposed rules 10CFR30.40 & 70 re Matls Safety Regulation 
Review Study Group rept.Opposes including presently licensed Brandhurst exit sign 
containing 25 Ci tritium w/licensed devices subj to recommended changes. 

HARPER, R.G. Brandhurst Co., Ltd. 51FR45122 015. 87/01/29. Division of Rules and 
Records. 6pp. 39523:085-39523:090. 

8702050368 Comments on proposed rule re draft reg guide for preparation of applica- 
tions for radiation safety evaluation & registration of sealed sources containing by- 
product matl.dtd Dec 1 986.Section 3.2 clarifies methods of measurement 
CLARKE, E.T. Tech/Ops, Inc. (formerly Technical Operations, Inc.). 52FR1991 001. 
87/01/29. Division of Rules and Records. Ip. 39522:115-39522:115. 

8702060372 Comments on proposed rule 10CFR50 re development of policy for nuclear 
power plant license renewals.For electrical equipment.current std for qualification 
under present operating & accident conditions should be applicable. 

GARDNER.J.B. Affiliation Not Assigned. 51FR40334 030. 87/01/31. Docketing & 
Services Branch. 5pp. 39536:045-39536:049. 

8702060379 Package of three comments supporting proposed rule 10CFR50 re devel- 
opment of policy for nuclear power plant license renewal.Extending life of plants 
beyond current licensing limitations both feasible & desirable. 

SCHERER, A.E. Combustion Engineering, Inc. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 51FR40334. 87/02/03. Docketing & Services Branch. 19pp. 39536:062- 
39536:080. 
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87020SO394 Comments on proposed rule re evaluation of Agreement State radiation 
control program.Waste Policy Act &. amends could result in eight or more add! dispos- 
e: sites in £'.z:iss v/hers staffing guidelines from NRC may be very beneficial. 

STRONG, 7.E. Washington, State ov. 51FR41172 007. 87/01/09. Assistant Director for 
Sists /'.gfaarr.sr.ts Prcgrarrs. 2pp. 39536:360-39536:061. 

8702060402 Comments on proposed rule 10CFR2 re Advisory Committee for Negotiat- 
ed Rulemaking concerning submission/mgt of documents for licensing of geologic 
repositories.Commission should not assist committee in drafting rept. 

NEMETH Y,E. Ecology /Alert. 51FR45338 003. 87/01/30. Docketing & Services 
Branch. Ip. 39536:059-39536:059. 

8702060432 Package of four comments supporting proposed rule 10CFR50 re develop- 
ment of policy for nuclear power plant license renewal. 

ZIMMERMAN, S.R. Carolina Power & Light Co. KOBER.R.W. Rochester Gas & Electric 
Ccrp. LEONARD, J.D. Long Island Lighting Co. 51FR40334. 87/02/04. CHILK.S.J. 
Office of the Secretary of the Commission. 1 5pp. 39536:306-39536:320. 

8702096004 Comments on proposed rule 10CFR50 re extension of nuclear power plant 
licenses beyond 40 yrs.Nuclear Util Plant Life Extension Steering Committee com- 
ments endorsed.Timely policy development to allow for future planning supported. 
TREVORS.G.A. Nebraska Public Power District. 51FR40334 031. 87/01/30. Docket- 
ing & Services Branch. Ip. 39550:126-39550:126. 

87O2090O59 Forwards documents re 10CFR25 & 95 concerning access authorization for 
licensee personnel (final rule). 

DOPP.RA Division of Security. AB80-2 01. 87/02/02. LANHAM.D.H. Document Con- 
trol Branch (Document Control Desk). Ip. 39575:139-39575:246. 

-8403260355 SECY-84-075 Requests Commission approve NRC proposed security bul- 
letin to implement certain requirements of Natl Security Decision Directive 84. 
DIRCKS.W.J. Office of the Executive Director for Operations. AB80-2 03. 84/02/10. 
6pp. 39575:149-39575:159. 

—870209007® Forwards two draft nondisclosure agreements to be issued as standard- 
ized forms that DOJ has determined to be enforceable in civil action brought by 
US, per Directive 84.Page from FR notice & RG Stilwell memo end. 

GARFINKEL.S. General Services Administration. AB80-2 02. 83/08/23. DIRCKS,W.J. 
Office of the Executive Director for Operations. 9pp. 39575:140-39575:148. 

—870209008® Forwards text of White House directive indefinitely placing in 
abeyance, implementation of Paragraphs 1(b) & 5 of 83031 1 Natl Security Decision Di- 
rective 84 

GARFINKEL.S. General Services Administration. AB80-2 04. 84/03/07. DIRCKS.W.J. 
Office of the Executive Director for Operations. 9pp. 39575: 1 60-39575: 1 68. 

-8702090098 Requests authorization to have notary public witness execution of NRC 
consultants SF-189 (nondisclosure agreement) & that proposed security briefing & re- 
lated mail listed in Item 10 of SF-189 be mailed to consultants. 

BRADY, R.J. Division of Security. AB80-2 05. 85/03/04. GARFINKEL.S. General Serv- 
ices Administration. Ip. 39575: 1 69-39575: 1 69. 

-8702090113 Responds to request for implementing written briefing r© classified info 
nondisclosure agreement (SF-189).Suggests inclusion of Natl Security Decision Direc- 
tive 84, NRC regulations implementing Directive 84 & ISOQ Directive f . 

GARFINKEL.S. General Services Administration. AB80-2 06. 85/03/18. BRADY, R.J. 
Division of Security. Ip. 39575:170-39575:170. 

-8702090142 Forwards info to support recommendation to proceed w/new rulemaking 
initiative re implementation of Natl Security Decision Directive 84, "Safeguarding Natl 
Security Info." 

WORRY, P.G. Office of Administration. AB80-2 07. 85/04/01. DIRCKS.W.J. Office of 
the Executive Director for Operations. 6pp. 39575:171-39575:176. 

—8702090155 Advises that Commission approved proposed security bulletin implement- 
ing certain requirements of Natl Security Decision Directive 84.Commissioner Assel- 
stin© did not participate in action. 

CHILK.S.J. Office of the Secretary of the Commission. AB80-2 08. 84/08/15. 
DIRCKS.W.J. Office of the Executive Director for Operations. Ip. 39575:177- 
39575:183. 

-8702090171 Advises that full implementation of Natl Security Decision Directive 84, 
“Safeguarding Natl Security Info” In effect except delays by legislation.Urgent promui- 

f ation of regulations, w/target date within 1 month of Itr date urged. 

EGRAFFENREID National Security Agency. AB80-2 09. 83/12/21. DIRCKS.W.J. 
Office of the Executive Director for Operations. 1 1 pp. 39575:1 84-39575:1 94. 

—8702090165 Forwards pertinent info In support of recommendation to continue w/rule- 
making re implementation of Natl Security Decision Directive 84, "Safeguarding Natl 
Security Info/' 

NORRY.P.G. Office of Administration. AB80-2 10. 86/03/11. STELLO.V. Office of the 
Executive Director for Operations. 13pp. 39575:195-39575:207. 

-8702090199 Requests approval to discontinue rulemaking re access authorization for 
licensee personneliimplementation of Natl Security Decision Directive 84, "Safeguard- 
ing Natl Security Info/’ due to OMB not approving GSA Std Form SF-189. 

NORRY.P.G. Office of Administration. AB80-2 If. 86/04/01, STELLO.V. Office of the 
Executive Director for Operations. 2pp. 39575:208-39575:209. 

-8702090210 Forwards FR notice of final rule, amending 10CFR25, “Access Authoriza- 
tion for Licensee Personnel" & 10CFR95, “Security Facility Approval & Safeguarding 
of Natl Security Info & Restricted Data." 

BRADY, R.J. Division of Security. AB80-2 12. 86/09/29. STELLO.V. Office of the Ex- 
ecutive Director for Operations. 6pp. 39575:21 0-39575:21 5. 

-8702090224 Final rule 10CFR25, “Access Authorization for Licensee Personnel" & 
■iOCFRgs, "Security Facility Approval & Safeguarding of Natl Security Info & Restrict- 
ed Data. Rules require completion of new standardized security access form. 

ROE.J.W. Office of the Executive Director for Operations. AB80-2 13. 86/11/13. 11pp. 
39575:216-39575:226. 

—8702090237 Forwards final rules 10CFR25 & 95 re amend to adopt revised security- 
politty contained in Natl Security Decision Directive 84, “Safeguarding Natl Security 
info.” FR publication dtd 861231. 

DOPP.RA Division of Security. AB80-2 14. 86/12/16. LESAR.M.T. Division of Rules 
and Records. Ip. 39575:227-39575:246. 


-8403260355 SECY-84-075 Requests Commission approve NRC proposed security bul- 
letin to implement certain requirements of Natl Security Decision Directive 84. 
DIRCKS.W.J. Office of the Executive Director for Operations. AB80-2 03. 84/02/10. 
6pp. 39575:149-39575:159. 

-8702090076 Forwards two draft nondisclosure agreements to be issued as standard- 
ized forms that DOJ has determined to be enforceable in civil action brought by 
US, per Directive 84.Page from FR notice & RG Stilwell memo end. 

GARFINKEL.S. General Services Administration. AB80-2 02. 83/08/23. DIRCKS.W.J. 
Office of the Executive Director for Operations. 9pp. 39575:140-39575:148. 

—8702090088 Forwards text of White House directive indefinitely placing in 
abeyance, implementation of Paragraphs 1(b) & 5 of 830311 Natl Security Decision Di- 
rective 84. 

GARFINKEL.S. General Services Administration. AB80-2 04. 84/03/07. DIRCKS.W.J. 
Office of the Executive Director for Operations. 9pp. 39575:160-39575:168. 

—8702090098 Requests authorization to have notary public witness execution of NRC 
consultants SF-1 89 (nondisclosure agreement) & that proposed security briefing & re- 
lated matl listed in Item 1 0 of SF-1 89 be mailed to consultants. 

BRADY, R.J. Division of Security. AB80-2 05. 85/03/04. GARFINKEL.S. General Serv- 
ices Administration. Ip. 39575:169-39575:169. 

-8702090113 Responds to request for implementing written briefing re classified info 
nondisclosure agreement (SF-189).Suggests inclusion of Natl Security Decision Direc- 
tive 84, NRC regulations implementing Directive 84 & ISOO Directive 1. 

GARFINKEL.S. General Services Administration. AB80-2 06. 85/03/18. BRADY, R.J. 
Division of Security. 1 p. 39575:1 70-39575:1 70. 

-8702090142 Forwards info to support recommendation to proceed w/new rulemaking 
initiative re implementation of Natl Security Decision Directive 84, “Safeguarding Natl 
Security Info." 

NORRY.P.G. Office of Administration. AB80-2 07. 85/04/01. DIRCKS.W.J. Office of 
the Executive Director for Operations. 6pp. 39575:171-39575:176. 

—8702090155 Advises that Commission approved proposed security bulletin implement- 
ing certain requirements of Natl Security Decision Directive 84.Commissioner Assel- 
stine did not participate in action. 

CHILK.S.J. Office of the Secretary of the Commission. AB80-2 08. 84/08/15. 
DIRCKS.W.J. Office of the Executive Director for Operations. Ip. 39575:177- 
39575:183. 

—8702090171 Advises that full implementation of Natl Security Decision Directive 84, 
"Safeguarding Natl Security Info' 1 in effect except delays by legislation.Urgent promul- 

S ation of regulations, w/target date within 1 month of Itr date urged. 

EGRAFFE-NREID National Security Agency. AB80-2 09. 83/12/21. DIRCKS.W.J. 
Office of the Executive Director for Operations. 11pp. 39575:184-39575:194. 

-8702090185 Forwards pertinent info in support of recommendation to continue w/ rule- 
making re implementation of Natl Security Decision Directive 84, “Safeguarding Natl 
Security Info." 

NORRY.P.G. Office of Administration. AB80-2 10. 86/03/11. STELLO.V. Office of the 
Executive Director for Operations. 13pp. 39575:195-39575:207. 

-8702090199 Requests approval to discontinue rulemaking re access authorization for 
licensee personneliimplementation of Natl Security Decision Directive 84, "Safeguard- 
ing Natl Security Info,” due to OMB not approving GSA Std Form SF-189. 

NORRY.P.G. Office of Administration. AB80-2 11. 86/04/01. STELLO.V. Office of the 
Executive Director for Operations. 2pp. 39575:208-39575:209. 

-8702090210 Forwards FR notice of final rule, amending 10CFR25, “Access Authoriza- 
tion for Licensee Personnel" & 10CFR95, “Security Facility Approval Sk Safeguarding 
of Natl Security Info & Restricted Data." 

BRADY.RJ. Division of Security. AB80-2 12. 86/09/29. STELLO.V. Office of the Ex- 
ecutive Director for Operations. 6pp. 39575:210-39575:215. 

—8702090224 Final rule 10CFR25, "Access Authorization for Licensee Personnel" 8 
10CFR95, "Security Facility Approval & Safeguarding of Natl Security Info & Restrict- 
ed Data." Rules require completion of new standardized security access form. 
ROE.J.W. Office of the Executive Director for Operations. AB80-2 13. 86/11/13. 11pp. 
39575:216-39575:226, 

-8702090237 Forwards final rules 10CFR25 & 95 r© amend to adopt revised security- 
policy contained In Natl Security Decision Directive 84, “Safeguarding Natl Security 
Info/’ FR publication dtd 861231. 

DOPP.RA Division of Security. AB80-2 14. 86/12/16. LESAR.M.T. Division of Rules 
and Records. Ip. 39575:227-39575:246, 

8702090256 Comments supporting proposed rev to 10CFR50,App J & incorporation of 
ANSI/ANS 56.8-1981 in reg guide.Rev would implement long-advocated improve- 
ments to restrict containment leakage under listed circumstances. 

HIATT, S.L. Ohio Citizens for Responsible Energy. 51FR39538 010. 87/01/26. NRC - 
No Detailed Affiliation Given. 5pp, 39553:263-39553:267. 

8702100156 Comments on proposed rule 10CFR50 re development of policy for nuclear 
power plant license renewal.Essentlai for util industry to pursue efforts to safely 
extend life of plants. AIF/NESP-040, “Regulatory Considerations for..." end. 

NEILS, G. Nuclear Utility Plant Life Extension (NUPLEX) Steering Committee. 
51 FR40334 024. 87/02/02. CHILK.S.J. Office of the Secretary of the Commission. 
37pp. 39568:178-39569:209. 

-8702100160 AIF/NESP-040 "Regulatory Considerations for Extending Life of Nuclear 
Power Plants." 

FEINROTH.H., WALKER.R.S., NEGIN.CA Grove Engineering. 51FR40334. 86/12/31. 
300pp. 39568:215-39569:209. 

8702110109 Package of seven comments supporting proposed rule 10CFR50 re exten- 
sion of nuclear plant licenses beyond 40 yrs. 

BERRY, K.W. Consumers Power Co. GEHR.A.C. Snell & Wilmer. GALLAGHER, J.W. 
Philadelphia Electric Co. 51FR40334. 87/02/05. CHILK.S.J. Office of the Secretary of 
the Commission. 20pp. 39579:227-39579:246. 

8702110141 Comments on proposed rule 10CFR50 re oroposed policy statement on 
nuclear power plant license extension.Through continued monitoring, maint, hardware 
upgrading & license renewal, operation of plants can be safely extended. 

SHIFFER.J.A. Pacific Gas & Electric Co. 51FR40334 044. 87/02/03. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 39590:336-39590:337. 
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8702110171 Comments on ’cvlev/ of ex:s tine LVVR regulatory roquiroments. Disapproves 
of program, as described ■' \ , L.'HEG. CP.---G3C.Vols 1 £ 2.ro delete certain regulations 
currently required by NRC. Pc-ccrr.T.er.ds mat N'PC soar, con program. 

MURPHY.S. Nuclear Information £ Peso^roe Sorv-ce. 31FR35234 003. 87/02/05. Di- 
vision of Rules and Records. 4pp. 39591:020-39591:023. 

8702110177 Comments on proposed rules 10CFR30.40 & 70 re Mat! Safety Regulation 
Review Study Group reptRequiring mfg of general license device to conduct periodic 
surveys, not practical since mfg would have to increase staff. 

ANDERSON, L.F. Utah, State of. 51FR45122 016. 87/02/02. Division of Rules and 
Records. 2pp. 39579:026-39579:027. 

8702110178 Comments on IAEA rept on notification of natl competent authorities when 
some types of radioactive mat! exported. Proposal opposed. Notification would become 
verification, resulting in delays & redundancy w/o increase in safety. 

BURGURIERES.P. Petroleum Equipment Suppliers Assoc. 51FR44154 012. 87/02/03. 
Division of Rules and Records. 3pp. 39578:279-39578:281. 

87021 10252 Comments opposing Recommendation 3 proposed by Mails Safety Regula- 
tions Review Study Group re periodic radiation surveys.Enormous economic & admin- 
istrative burden would be placed on mfg. 

CRUMP, J. Kay-Ray, Inc. 51FR45122 017. 87/01/29. Division of Rules and Records. 
2pp. 39580:151-39580:152. 

8702110299 Comments on proposed rules 10CFR30.40 & 70 re safety & environ haz- 
ards associated w/hydrofiuoric acid.NRC has not tested exposed foodstuffs & has 
prevented testing by other govt agencies. 

BURTNER.D.S. Affiliation Not Assigned. 51FR45122 018. 87/01/30. Division of Rules 
and Records. 2pp. 39590:357-39590:358. 

8702180400 Forwards info on proposed rule 10CFR50,per 870206 request. W/o stated 

ARNDT, E.G. Engineering Branch. 51FR39538. 87/02/12. COMER, C. Affiliation Not 
Assigned. Ip. 39662:218-39662:219. 

-8702180411 Requests addl info on proposed rule 10CFR50 re leakage testing of con- 
tainments of light water cooled nuclear power plants. 

COMER, C. Affiliation Not Assigned. 51FR39538. 87/02/06. ARNDT, E.G. Engineering 
Branch. 1 p. 39662:21 9-39662:21 9. 

8702180415 Package of three comments on proposed rule 10CFR50 re development of 
policy for nuclear power plant license renewal.Comments of Nuclear Plant Extension 
Steering Committee endorsed. 

THORPE.J.R. General Public Utilities Corp. - GPU Service Corp. WILGUS.W.S. Florida 
Power Corp. (subs, of Florida Progress Corp.). LINDBLAD.W.J. Portland General Elec- 
tric Co. 51 FR40334. 87/02/09. CHILK.S.J. Office of the Secretary of the Commission. 
3pp. 39668:228-39668:230. 


87 02190557 Comments on Matls Safety Regulation Review Study Group rept. Supports 
reestablishing control over certain generally licensed devices & requiring certification 
of industrial radiographers. 

STRONG, T.R. Washington, State of. 51FR45122. 87/02/13. Division of Rules and 
Records. 2pp. 39693:100-39693:101. 

8702190574 Comments on study re matl safety regulation.Offsite contingency plan rule- 
making not necessary.Effective contingency plans can be better controlled by adher- 
ence to existing guidelines. 

BROWN.R.W. Mallinckrodt, Inc. 51FR45122. 87/02/16. Division of Rules and 
Records. 4pp. 39685:153-39685:156. 

8702190604 Comments on Matl Safety Regulations Review Study Group 861217 rept 
effecting small mfg of gauges using nuclear sources.More states should be encour- 
aged to become Agreement States. 

SfECK.P.E. Ohmart Corp. 51FR45122. 87/02/10. Division of Rules and Records. 4pp. 
39759:051-39759:055. 

8702190606 Comments on Matls Safety Regulation Review Study Group rept re safety 
regulations for matl licenses.Supports Recommendation 21 that NRC maintain readily 
available file of interpretations for use by NRC. 

WISSiNK.R.G. Minnesota, Mining & Manufacturing Co., 3M Co. 51FR45122. 87/02/ 
11. Division of Rules and Records. 4pp. 39693:108-39693:111. 

8702190612 Comments on study re matl safety regulation. Recommends NRC strength- 
en & expedite issuance of emergency preparedness rule for fuel cycle & using large 
quantities of hazardous radioactive matls. 

WINSLOW, T.P. General Electric Co. 51FR45122. 87/02/17. Division of Rules and 
Records. 8pp. 39685:161-39685:168. 

8702190628 Comments on Matl Safety Regulation Review Study Group rept published 
in 861217 FR.Lack of uniformity could develop if all states became Agreement States. 
PRENDERGAST.W. LFE Corp. 51FR45122. 87/02/13. Division of Rules and Records. 
2pp. 39693:116-39693:117. 

8702190658 Forwards comments on Matls Safety Regulatory Review Group study rept 
published in 861217 FR. 

DORUFF.M.A. Amersham Corp. 51FR45122. 87/02/13. Division of Rules and 
Records. 4pp. 39693:122-39693:125. 

8702200001 Comments on IAEA rept re notification on natl competent authoritles.lntl 
flow of medical radionuclides should not be impeded by regulations.Suggests possibili- 
ty for standing notification for medical radionuclides. 

CROFT, B.Y. Affiliation Not Assigned. 51FR44154. 87/02/13. Division of Rules and 
Records. 2pp. 39694:118-39694:119. 


8702180436 Comments supporting proposed rule 10CFR50 re leakage rate testing of 
light water cooled nuclear power reactor containment structures.Rev may require 
hardware changes & does not constitute increase in public protection. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 51FR39538 012. 87/02/06. Docketing & Services Branch. 10pp. 39662:14 4- 
39662:153. 

8702180439 Comments on proposed rule 10CFR50 re development of policy for nuclear 
power plant license renewal.Opposes rule & urges NRC to ensure no impediments 
exist to extend license terms of presently operating nuclear power plants. 

* WAJ Study Group. 51FR40334 048. 87/01/30. CHILK.S.J. Office of the Secretary of 
the Commission. 5pp. 39662:136-39662:140. 


8702200205 Comments on 861217 rept of Matls Safety Regulation Review Study 
Group.Some recommendations questioned, others endorsed. Endorsement should not 
be construed as advance approval of NRC detailed response. 

MESERVE.R.A. Kerr-McGee Corp. MESERVE.R.A. Covington & Burling. 51FR45122. 
87/02/17. Commissioners. 15pp. 39700:239-39700:253. 

8702200231 Comments on proposed rule 10CFR2 re mgt & submittal of records con- 
cerning geologic repository licensning.DOE fully in accord w/negotiation of proposed 
rule & in general agreement w/preliminary identification of issues. 

RUSCHE.B.C. Energy, Dept. of. 51FR45338 014. 87/02/17. Docketing & Services 
Branch. 21pp. 39693:304-39693:324. 


8702180485 Comments on proposed rule 10CFR50 re Type A containment leak rate 
tests.Supports rule & believes testing at lower pressures adequate to accurately deter- 
mine containment leak rate. 

WHITTIER, G.D. Maine Yankee Atomic Power Co. 51FR39538 011. 87/01/29. Docket- 
ing & Services Branch. 2pp. 39664:151-39664:152. 


8702240231 Package of seven comments supporting proposed rule 10CFR2 re forma- 
tion of advisory committee to negotiate consensus on proposed revs concerning sub- 
mission & mat of documents for high level waste licensing proceeding. 

CHEHAK.G.E. National Congress of American Indians. MOUNTAIN.J.E. Oregon, State 
of. BISHOP, W. A. Washington, State of. 51FR45338. 87/02/17. CHILK.S.J. Office of 
the Secretary of the Commission. 27pp. 39718:187-39718:213. 


8702180505 Advises recipients of proposed rule 10CFR50 that Comment 10 is duplicate 
of Comment 7 & will not be used again. 

* Docketing & Services Branch. 51FR39538. 87/02/09. Docketing & Services Branch. 
Ip. 39676:328-39676:328. 

8702180525 Comments opposing proposed rule 10CFR50 re leakage rate testing of 
containments. Rule will depend too greatly on unproven & undemonstrated technology 
of losk before brestk 

LEWIS, M.l. Lewis, M. 51FR39538 010. 87/01/24. Office of the Secretary of the Com- 
mission. Ip. 39667:336-39667:336. 

8702180541 Comments on proposed rule 10CFR50 re nuclear power plant license 
renewal, defined process for renewal & flexibility of plant life.Anticipates working w/ 
staff on issue. 

NEWTON, R A. Westinghouse Operating Plants Owners Group. 51FR40334 050. 87/ 
02/09. CHILK.S.J. Office of the Secretary of the Commission. 17pp. 39676:290- 
39676:306. 

8702180554 Comments on proposed rule 10CFR50 re nuclear power plant license 
renewaLUtil not currently considering license renewal option. 

SPANGENBERG.F. Illinois Power Co. 51FR40334 049. 87/02/09. CHILK.S.J. Office 
of the Secretary of the Commission, ip. 39667:325-39667:325. 

8702180554 Comments on proposed rule 10CFR50 re nuclear power plant license 
renewaLUtil not currently considering license renewal option. 

SPANGENBERG.F. Illinois Power Co. U-600838. 87/02/09. CHILK.S.J. Docketing & 
Services Branch. Ip. 39667:325-39667:325. 

8702180596 Comments on proposed rule 10CFR2 re intent to form advisory committee 
for negotiated rulemaking on high level radwaste geologic repository 
program.Commends NRC innovativeness using negotiated rulemaking to institute pro- 
gram. 

EDWARDS, D.W. Yankee Atomic Electric Co. 51FR45338 004. 87/02/11. Docketing & 
Services Branch. 2pp. 39668:139-39668:140. 

8702190545 Comments opposing IAEA rept proposing addl notification for export ship- 
ments of radioactive matl.Addl paperwork would put US at competitive disadvantage. 
SiECK.P.E. Ohmart Corp. 51FR44154. 87/02/06. Division of Rules and Records. 3pp. 
39693:097-naftoo-099, 


8702240249 Comments on proposed rule 10CFR2 re intent to form advisory committee 
to negotiate proposed rule to govern licensing of high level nuclear waste 
repository.Members have interest to ensure rules developed fairly. 

KASSEN.M. Environmental Defense Fund. 51FR45338 005. 87/02/13. CHILK.S. 
Office of the Secretary of the Commission. 11pp. 39718:214-39718:224. 

8702240263 Comments on proposed rule 10CFR50 re policy for nuclear power plant 
license renewal.Extent to which technological advancements will influence develop- 
ment of policy should be clarified. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 51FR40334 054. 87/02/13. Docketing & Services Branch. 2pp. 39718:1 IB- 
3971 8:1 17. 


8702240271 Comments supporting proposed rule 10CFR2 re submission & mgt of 
records re licensing of geologic repository for disposal of high level radwaste.State of 
NV representation on advisory committee should not be merged w/other interests. 
LOUX.R.R. Nevada, State of. 51FR45338 013. 87/02/17. CHILK.SJ. Docketing & 
Services Branch. 5pp. 39718:132-39718:136. 

8702240318 Comments on proposed rule 10CFR50 re development of policy for nuclear 
power plant license renewaLUtil assisted in preparation of AIF policy committee on 
nuclear regulation comments & ack NRC recognition of life extension issues. 

WOODY, C.O. Florida Power & Light Co. 51 FR 40334 052. 87/02/13. CHILK.S.J. Office 
of the Secretary of the Commission. Ip. 39718:225-39718:225. 


8702240330 Comments on proposed rule 10CFR50 re development of policy for nuclear 
power plant license renewal. Efforts to define regulatory policy on power reactor li- 
cense renewal encouraged. 

MCGAUGHY.R.W. Iowa Electric Light & Power Co. 51FR40334 051. 87/02/06. 
CHILK.S.J. Office of the Secretary of the Commission. 2pp. 39718:226-39718:227, 


8702240350 Comments on proposed rule 10CFR50 re development of NRC policy re 
power reactor license renewal on behalf of listed utils.Agrees w/ responses submated 
by nuclear util plant life extension steering committee & AIF. 

COTTINGHAM.A.W. Bishop, Liberman, Cook, Purcell & Reynolds. 51FR40334 053. 
87/02/16. CHILK.SJ. Office of the Secretary of the Commission. 9pp. 39718:238- 
39718:301. 



MONDOCKETED ITEMS 289 


8702240404 Comments on proposed rules 1QCFR2 & 20 re NRC policy of designating 
certain types of radwaste below regulatory concern. Disposal of radwastes as regular 
garbage will result in increased public exposure.Opposes rules. 

NORSIGSAN.J. Boston Women’s Health Book Collective, Watertown, MA. 51FR43367 
006. 87/02/10. Docketing & Sen/ices Branch. Ip. 39721:144-39721:144. 

8702240405 Comments on proposed rule 10CFR50, amending App J re leakage rate 
testing of containments of light-water-cooled nuclear power plants. 

BRADBURY, R.B. Stone & Webster, Inc. 51FR39538 013. 87/02/10. Docketing & 
Services Branch. 10pp. 39718:170-39718:179. 

8702240420 Comments on proposed rules 10CFR2 & 20 re radwaste below regulatory 
concern.Recommends generic rulemaking exempting radwaste streams from require- 
ments for disposal at licensed low level waste facility. 

HIATT, S.L. Ohio Citizens for Responsible Energy. 51FR43367 007. 87/02/11. NRC - 
No Detailed Affiliation Given. 2pp. 39718:180-39718:181. 

8702240422 Comments on proposed rule 10CFR2 re formation of advisory committee to 
negotiate proposed rule on submission & mgt of records & documents re licensing of 
qeologic repository for disposal of high level radwaste. Notice language confusing. 
BRUTORD.R. Interior, Dept, of, Bureau of Land Management. 51FR45338 016. 87/ 
02/17. Office of the Secretary of the Commission. Ip. 39721:179-39721:179. 


8702240436 Comments on proposed mle 10CFR2 re formation of advisory committee to 
negotiate proposed rule on submission & mgt of records & documents re licensing of 
aeoloaic repository for disposal of high level radwaste. Industry interest stressed. 
SLEMBER.R.J. Westinghouse Electric Corp. 51FR45338 015. 87/02/17. CHILK.S.J. 
Docketing & Services Branch. 4pp. 39722:286-39722:289. 

8702260047 Comments on Matls Safety Regulation Review Study Group rept. Add! rule 
re emergency preparedness not improvement over existing rules.Merits of perform- 
ance-based & prescriptive- based regulations discussed. 

BROWN RW. Mallinckrodt, Inc. 51FR45122. 87/02/16. Division of Rules and 
Records! 4pp. 39737:279-39737:282. 


8702260088 Suppls comments on “IAEA Rept on Notification of Natl Competent Au- 
thorities When Some Types of Radioactive Matl Exported,” published in 861208.Pro- 
posed notification questionable. _ 

BAKER B.W. Amersham Corp. 51FR44152. 87/02/17. Division of Rules and Records. 
2pp. 39740:254-39740:255. 

8702260132 Comments on Matls Safety Regulation Review Study Group rept. Definite 
need for much broader based experienced group to participate in review 
exists.Experienced personnel from industry & prof society should have been included. 
KIRK W F. UNC Resources, Inc. 51FR45122 037. 87/02/17. Division of Rules and 
Records. 2pp. 39752:001-39752:002. 


8702260341 Comments on "Matls Safety Regulation Review Study Group Rept.” Rec- 
ommendations 4 & 7 re industrial radiography training & radiographic 

svs, respectively .opposed. . . . . . a . 

MAGNO.A.C. Glitsch Field Services, Inc. (formerly Industrial Inspection Industries, 
Inc). 51FR45122 038. 87/02/17. Division of Rules and Records. 6pp. 39751:306- 
39751:311. 


8702260361 Comments on proposed rules 10CFR2 & 20 re exemption of specific rad- 
waste streams.Rule supported to simplify disposal of wastes that contain small quanti- 
ties or low concentrations of radionuclides. 

GEIGER, E.L. Thermo Electron Corp. 51FR43367 010. 87/02/17. Docketing & Serv- 
ices Branch. 2pp. 39754:099-39754:100. 


8702260363 Comments on proposed agreement between NRC & State of IL for transfer 
of certain regulatory authority, per Section 274 of Atomic Energy Act of 1954.Exclusion 
of Sheffield site from proposed agreement discussed. 

WETTERHAHN.M.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 
WETTERHAHN.M.J. Conner & Wetterhahn. 51FR47327 005. 87/02/20. CHILK.S.J. 
Office of the Secretary of the Commission. 90pp. 39753:322-39754:051. 


8702270102 Comments on Matls Safety Review Study Group rept published in 861219 
FR. Recommendation 4 opposed re training & certification of 

radiographers.Recomendation 7 re insps supported. 

CARROLL, D.E. Carroll Engineering. 51FR45122. 87/02/19. Division of Rules and 
Records. 2pp. 39759:047-39759:048. 

8702270108 Comments opposing proposed NRC or Agreement State certification of in- 
dividual radiographers.Requirement for listing names of radiographers on license best 
approach as means of reporting failures to follow procedures. 

CASANOVA, E.J. Sverdup & Parcel & Associates, Inc. 51FR45122. 87/02/17. Division 
of Rules and Records. Ip. 39772:360-39772:360. 

8702270122 Comments on Matls Safety Regulation Review Study Group rept published 
in 861217 FR.Recommendation 4 re training of industrial radiographers opposed. 
ARMSTRONG, C. Hurst Boiler Co., Inc. 51FR45122. 87/02/19. Division of Rules and 
Records. 2pp. 39772:357-39772:358. 

8702270127 Comments supporting ail recommendations except 10 & 20 from Matls 
Safety Regulation Review Study Group reptRef recommendations opposed since ad- 
verse to purposes of intervenors. 

LAMMERS.E.O. Cariiie Area Residents Association. 51FR45122. 87/02/16. Division 
of Rules and Records. 2pp. 39771:207-39771:208. 

8702270138 Comments on Matls Safety Regulation Review Study Group rept. Recom- 
mendations 7 re transer of responsibility for matls to Agreement States & 4 concern- 
ing certification of individual radiographers favored & opposed.respectively. 

PHILLIPS, J.E. Kachina Testing Laboratories. 51FR45122. 87/02/17. Division of Rules 
and Records. Ip. 39771:209-39771:209. 

8702270164 Comments opposing Recommendation 4 of Matls Safety Regulation 
Review Study Group rept re certification & training of individual industrial 
radiocjraphers.Company.nol NRC, has responsibility to ensure that procedures fol- 

CALLIHAN.D.R. Quaker Alloy Casting Co. 51FR45122. 87/02/17. Amersham Corp. 
Ip. 39771:358-39771:358. 

8702270171 Comments opposing certification of individual radiographers (Recommen- 
dation 4).Solution lies not in rule mod but better monitoring & enforcement of existing 
rules. 

BLOMGREN.I.A. Mobile Inspection Service, Inc. 51FR45122. 87/02/17. Division of 
Rules and Records. Ip. 39772:019-39772:019. 

8702270179 Comments opposing Recommendation 4 in Matls Safety Regulation 
Review Study Group rept re training program for radiographers.Enforcement of 
present regulations sufficient to address inadequacies in radiographer safety & train- 

A§ELE,R.D. Dravo Engineers & Constructors. 51FR45122. 87/02/17. Division of 
Rules and Records. Ip. 39771:265-39771:265. 


PRM PETITION FOR RULEMAKING 


8702030341 Package of five comments opposing petition for rulemaking PRM-50-46 re 
establishment of site-specific EPZs instead of current 10-miie radius EPZs surrounding 
most plants.Larger EPZ supported. . . . ^ 

WARD.A.R., SANBORN, W.L., MAC ADAM.F.W. Affiliation Not Assigned. 51FR47025. 
87/01/29. Docketing & Services Branch. 5pp. 39483:221-39483:225. 


8702030365 Package of six comments opposing petition for rulemaking PRM-50-46 re 
establishment of site-specific EPZs. Larger EPZs supported. . j 

KELLY, S.K., APELSON.N.S., MARSHALL, F.R. Affiliation Not Assigned. 51FR47025. 
87/01/28. Docketing & Services Branch. 6pp. 39483:226-39483:231. 


8702260368 Requests end correspondence be appended to LILCO 870102 comments 
on proposed rule 10CFR50 re timing requirements for full participation emergency 
prparedness exercises prior to issuance of full power license. 

IRWIN, D.P. Hunton & Williams. 51FR43369. 87/02/19. CHILK.S.J. Office of the Sec- 
retary of the Commission. 2pp. 39754:271-39754:288. 


8702030390 Package of four comments opposing petition for rulemaking PRM-50-46 re 
establishment of site-specific EPZs instead of current 10-mile radius EPZs surrounding 
most plants.Larger EPZ supported. .. . A . . 

MURPHY, M.P., MURPHY.S.W., MOBERGER.A.F. Affiliation Not Assigned. 

51 FR47025. 87/01/30. Docketing & Services Branch. 4pp. 39481:172-39481:175. 


8702260376 Package of two comments opposing proposed rules 10CFR2 & 20 re rad- 
waste below regulatory concem.Considerable evidence exists that even low levels of 
radioactivity can damage human health & plants. 

DAVIS, M.B. Sierra Club. EURE.J.A. Iowa, State of. 51FR43367. 87/02/20. Docketing 
& Services Branch. 2pp. 39756:103-39756:104. 


8702030399 Comments on petition for rulemaking PRM-50-44 re potential of graphite 
fire in nonpower reactors using graphite. Rulemaking opposed for listed reasons. 
JOHNSON, A.G. Oregon State Univ., Corvallis, OR. 51FR31341. 87/01/28. Docketing 
& Services Branch. 5pp. 39481:154-39481:158. 


8702260603 Responds to Recommendation 4 re certification of industrial 
radiographers, per 51FR45122.Encl 820514 Itr represents formal objection to 
recommendation. Record of author 820617 testimony in Chicago, IL should also be on 
file. 

GRABER.H.C. Babcock & Wilcox Co. 51FR45122. 87/02/19. Division of Rules and 
Records. Ip. 39756:184-39756:190. 

8702260614 Comments on Matls Safety Regulation Review Study Group rept published 
in 861217 FR.Mandatory registration of radiographers w/NRC controlled notification 

ra.^NEIsij.G. Engineering Testing Associates, Inc. 51FR45122 036. 87/02/ 
17. Division of Rules and Records. Ip. 39756:227-39756:227. 

8702260668 Comments opposing proposed NRC or Agreement State certification of in- 
dividual radiographers.Overexposures not due to inadequate training but licensee fail- 
ure to follow approved safety procedures as stated in specific licenses. 

ANDERSON.M. Kast Metals Corp. 51FR45122 031. 87/02/17. Division of Rules and 
Records. 1pp. 39756:249-39756:249. 

8702270035 Comments opposing proposed NRC or Agreement State certification of in- 
dividual radiographers,Overexposures due not to insufficient training but poor work 
practices for which each licensee responsible. 

THORNTON.R. Adolph Coors Co. 51FR45122. 87/02/17. Division of Rules and 
Records. Ip. 39770:245-39770:245. 

8702270098 Comments opposing proposed NRC or Agreement State certification of in- 
dividual radiographers. Proper training, supervision & approved & recommended safety 
procedures sufficient for promoting safe & responsible radiographers. 

HARRIS, T.L. Southwestern Engineering Co. 51FR45122. 87/02/16. Division of Rules 
and Records. Ip. 39771:357-39771:357. 


8702030409 Comments on petition for rulemaking PRM-50-45 re reduction of emergen- 
cy planning basis around nuclear power plants. Opposes rulemaking. 

FONASH.C.F., TRENCH, L.M. Bucks County, PA. 51FR35518 010. 87/01/27. ZECH.L 
Commissioners. 1 p. 39490:275-39490:275. 


8702030443 Comments on petition for rulemaking 50-46 re site-specific EPZs.Opposes 
rulemaking.EPZs must be large enough to account for spontaneous evacuation of 
people outside min zone. ^ , .. „ _ 

COBURN, R. Affiliation Not Assigned. 51FR47025 001. 87/01/17. Docketing & Serv- 
ices Branch. Ip. 39481:153-39481:153. 

8702030452 Denial of petition for rulemaking PRM-50-41 requesting that NRC adopt 
specific regulations or other regulatory guidance for training & fitness for duty of nu- 
clear plant personnel. , ^ OT/M/AA 

STELLO.V. Office of the Executive Director for Operations. 51FR17361. 87/01/14. 
23pp. 39483:289-39483:311. 

8702040015 Comments on petition for rulemaking PRM-50-44 re use of graphite as 
moderator or reflector in research reactors. Opposes rulemakmg.Petition of Committee 
to Bridae the Gap should be denied. _ „ 

DIMEGLIO, A.F. Rhode Island, State of. 51FR31341 015. 87/01/23. Correspondence 
& Records Branch. 2pp. 39498:214-39498:215. 


8702040271 Package of two comments opposing petition for rulemaking PRM-50-44 re 


graphite in nonpower reactors. 
ASMUSSEN.K.E. GA Technologies 
ALGER, D.M. Missouri, Univ. of, Rolla, 
Branch. 79pp. 39495:163-39495:241. 


, lnc./General Atomic Co. MEYER, WA, 
MO. 51FR31341. 87/02/02. Public Document 
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8702040332 Comments on petition for rulemaking PRM-5G-46 re increasing 10-mile 
EP2. Urges WRC to increase EPZ based on study by State of CA.Ofc of Emergency 
Svcs. 

HARLOWE.A. Ecology Center of Southern California. 51FR47025 019. 87/01/23. 
Docketing & Services Branch. Ip. 39503:360-39503:360. 

8702040336 Package of five comments opposing petition for rulemaking PRM-50-46 
which call for site-specific EP2s instead of current 1 0-mile EPZs. 

MCGUIRE, LJ., BLOUIN.AJ., COLE.H.L Affiliation Not Assigned. 51FR47025. 87/02/ 
02. Docketing & Services Branch. 5pp. 39501:061-39501:065. 

8702050040 Comments on petition for ru'ema^ine PRM-50-44 re graphite stored energy 
& graphite oxidation. Literature review erurez, : 'S:o *■:. Energy in Irradiated Graphite," 
end. Possibility of autoignition of graphite not supported. 

ALGER, D.M. Missouri, Univ. of, Rolla, MO. 51FR31341 019. 87/01/30. Public Docu- 
ment Branch. Ip. 39510:060-39510:114. 

—8702050047 “Stc\Dd Eneroy in Irradiated Graphite." 

MEYER, W.A. Missouri, Univ. of, Rolla, MO. 51FR31341. 86/12/10. 54pp. 39510:061- 
39510:114. 

8702060391 Package of two comments opposing petition for rulemaking PRM-50-44 re 
graphite-moderated reactors. 

MEARS.L.D. Gas-Cooled Reactor Associates. CASHWELL.R.J. Wisconsin, Univ. of, 
Madison, Wl. 51FR31341. 87/02/04. CHILK.S.J. Office of the Secretary of the Com- 
mission. 5pp. 39536:050-39536:054. 

8702060416 Comments on petition for rulemaking 50-47.Ru!e supported. Rule would 
provide safe.confidential avenue for employees to provide info w/o fear of 
reprisal.Concerns can then be investigated by comoetent.indsosndent party. 

THERO.J. Affiliation Not Assigned. 52FR1200 03 i. 37/02/02. DocKeting & Services 
Branch. 2pp. 39537:010-39537:011. 

8702060441 Comments on petition for rulemaking PRM-50-44 re HTGR. Petitioner alle- 
gations unsupported by evidence. NRC has adequately addressed potential problems 
due to graphite oxidation & Wigner energy release in generic studies. 

DEAN.R.A. GA Technologies, Snc./General Atomic Co. 51FR31341 020. 87/01/28. 
Correspondence & Records Branch. 6pp. 39537:125-39537:130. 

8702090250 Package of five comments opposing petition for rulemaking PRM-50-46 re 
EPZs which call for site specific EPZs instead of current 10-mile zones surrounding 
most plants.Larger EP2 would help in planning. 

BURNHAM.J., BURNHAM.L, COHEN, D.J. Affiliation Not Assigned. 51FR47025. 87/ 
02/05. Docketing & Services Branch. 5pp. 39560:045-39560:049. 

8702090257 Forwards corrected comments on petition for rulemaking PRM-50-44 re po- 
tential for graphite fire in nonpower reactors that use graphite.Figure numbering se- 
quence corrected. 

MEYER, W.A. Missouri, Univ. of, Columbia, MO. 51FR31341 018. 87/02/02. Corre- 
spondence & Records Branch. 67pp. 39553:196-39553:262. 

8702090262 Comments opposing petition for rulemaking PRM 50-44 re regulations to 
require certain actions by operators of reactors that use graphite as moderator or re- 
flector. Presence of graphite does not constitute unreviewed hazard. 

CLARK, L. Massachusetts Institute of Technology, Cambridge, MA. 51FR31341 023. 
87/02/02. CHILK.S.J. Office of the Secretary of the Commission. 7pp. 39553:189- 
39553:195. 

8702090269 Requests extension of time to comment on petitions for rulemaking PRM- 
50-45 & PRM-50-46 re emergency planning. Suggests that comment periods for both 
petitions end on 870609. 

MARIOTTE.M. Nuclear Information & Resource Service. 51FR47025 029. 87/02/03. 
LESAR.M.T. Division of Rules and Records. 2pp. 39557:066-39557:067, 

8702090273 Comments on petition for rulemaking PRM-50-46 re emergency 
planninq.Opposes 2-mile evacuation zone. 

NEMETHY.E. Ecology/ Alert. 51FR47025 023. 87/02/01. Docketing & Services 
Branch. Ip. 39556:360-39556:360. 

8702110140 Package of four comments opposing petition for rulemaking PRM-50-45 re 
EPZs which call for site specific EPZs instead of current 10-mile EPZs surrounding 
most plants. 

NAYLOR.N., GOODMAN, E., RANDALL, M.A. Affiliation Not Assigned. 51FR35518. 87/ 
02/06. Docketing & Services Branch. 4pp. 39580:310-39580:313. 

8702110146 Package of two comments opposing petition for rulemaking PRM-50-44 re 
use of graphite as moderator or reflector. Neither graphite fire nor significant graphite 
oxidation credible. 

WILLIAMS, R.O. Public Service Co. of Colorado. WHALEY, P.M., VERNETSON.W.G. 
Florida, Univ. of, Gainesville, FL. 51FR31341. 87/02/06. Office of the Secretary of the 
Commission. 9pp. 39590:300-39590:308. 

8702180369 Comments supporting petition for rulemaking PRM-50-45 re EPZ.Petition 
should be amended to increase size of EPZ to 20 miles.Criteria must be subj to local 
& state govt approval w/public participation in proceedings. 

FRJSCO.D.C. Coalition for Nuclear Power Plant Postponement. 51FR35518 104. 87/ 
02/09. Office of the Secretary of the Commission. 2pp. 39664:050-39664:051 . 

8702180402 Comments on petition for rulemaking PRM-50-47 re substance 
abuse.Supports rulemaking due to widespread catastrophe that could result from care- 
lessness or inattention due to drug or alcohol abuse. 

NEMETHY.E. Ecology/Alert. 52FR1200 002. 87/02/07. Docketing & Services Branch. 
Ip. 39662:215-39662:215. 

8702180404 Comments on petition for rulemaking PRM-50-46 re EPZ.Current 10-mile 
EPZ should not be decreased. 

SMITH, M.W. Affiliation Not Assigned. 51FR47025 002. 87/02/11. Docketing & Serv- 
ices Branch. 1 p. 39662:1 87-39662:1 87. 

8702180433 Advises that recipients of proposed rulemaking PRM-50-46 should disre- 
gard all comments received from Ecology/ Alert except Comment 23,which will be re- 
numbered Comment 1. Comments will be recoded & placed in appropriate file. 

* Docketing & Services Branch. 51FR47025. 87/02/12. Docketing & Services Branch. 
Ip. 39668:238-39668:238. 

8702180504 Comments on petition for rulemakings PRM-50-45 & PRM-50-46 re EPZ 
issue.Opposes rulemakings. 

GOODMAN, SJ. Affiliation Not Assigned. 51FR35518 113. 87/02/11. Office of the 
Secretary of the Commission. Ip. 39667:302-39667:302. 


8702180522 Advises that Comment 10 renumbered & is now Comment 22. 

* Docketing & Services Branch. 51FR35518. 87/02/12. Docketing & Services Branch. 
Ip. 39676:359-39676:359. 

8702180531 Comments on petition for rulemaking PRM-50-44 to require operators of 
plants using graphite as moderator to prepare fire response plans, measure stored 
energy in graphite & revise safety analyses to consider graphite fires. 

NELSON.G.W. Affiliation Not Assigned. 51FR31341 026. 87/01/30. Office of the Sec- 
retary of the Commission. 2pp. 39676:307-39676:308. 

8702180532 Comments on petition for rulemaking PRM-50-44 re stored energy & poten- 
tial consequences of fire involving graphite in reactor cores & reflectors.Opposes rule- 
making. 

BAUEk.T.L. Texas, Univ. of, Austin, TX. 51FR31341 027. 87/02/03. Office of the 
Secretary of the Commission. Ip. 39667:335-39667:335. 

8702180561 Comments on petition for rulemaking PRM-50-44 re stored energy & poten- 
tial consequences of fire involving graphite in reactor cores & reflectors.Opposes rule- 
making. 

HOSLER.C.L. Pennsylvania State Univ., University Park, PA. 51FR31341 028. 87/01/ 
23. Document Control Branch (Document Control Desk). 3pp. 39667:320-39667:322. 

8702100569 Comments on petition for rulemaking PRM-50-45 allowing site- specific 
EPZs instead of current 10-miie EPZs surrounding most plants.Petition opposed. 
COBURN.R. Affiliation Not Assigned. 51FR35518 010. 87/01/17. Docketing & Serv- 
ices Branch. Ip. 39676:287-39676:287. 

8702180576 Package of 16 comments opposing petition for rulemaking PRM-50-45 re 
EPZs which would call for site specific EPZs instead of current 10 mile EPZs sur- 
rounding most plants. 

JOHNSON, E.P., JOHNSON, R.S., STEVENS, W.W. Affiliation Not Assigned. 

51FR35518. 87/02/12. Docketing & Services Branch. 16pp. 39677:180-39677:195. 

8702180580 Package of six comments opposing petition for rulemaking PRM-50-45 to 
allow site-specific EPZs instead of current 10- mile EPZs surrounding most plants. 
APELSON.N.S., KELLY, S.K., RUGGELO.L. Affiliation Not Assigned. 51FR35518. 87/ 
01 /28. Docketing & Services Branch. 6pp. 39676:276-39676:281 . 

8702180616 Package of five comments opposing petition for rulemaking PRM-50-45 to 
allow for site-specific EPZs instead of current 10-mile EPZs surrounding most plants. 
SWAN.S., BURNHAM.J., BURNHAM.L Affiliation Not Assigned. 51FR35518. 87/02/ 
05. Docketing & Services Branch. 5pp. 39677:170-39677:174. 

8702180642 Comments on petition for rulemaking PRM-50-45 to allow site- specific EPZ 
rather than current 10-mile EPZ.Increase in 10-mile radius favored.States should have 
greater control over nuclear safety regulation. 

HARLOWE.A. Ecology Center of Southern California. 51FR35518 029. 87/01/23. 
Docketing & Services Branch. 1 p. 39676:252-39676:252. 

8702180653 Package of six comments opposing petition for rulemaking PRM-50-45 re 
site-specific EPZs instead of current 10-mile EPZs surrounding most plants.Urges ex- 
pansion of min 10-mile EPZ to 20 miles. 

SAUNDERS, D.P., DALTON.F., ALTHEISER.L.E. Affiliation Not Assigned. 51FR35518. 
87/02/10. Docketing & Services Branch. 6pp. 39676:229-39676:234. 

8702180661 Package of five comments opposing petition for rulemaking PRM-50-45 to 
allow site-specific EPZs instead of current 10- mile EPZs surrounding most plants. 
COLE.H.L., BLOUIN.A., BLOUSN.J. Affiliation Not Assigned. 51FR35518. 87/02/02. 
Docketing & Services Branch. 5pp. 39676:181-39676:185. 

8702180672 Package of 24 comments opposing petition for rulemaking PRM-50-45 re 
site-specific instead of current 10-mile EPZs surrounding most plants.Urges expansion 
of 10-mile EPZ to 20 miles. 

PROVASOLI.R., EATON, M., MORIGHAN.R.J. Affiliation Not Assigned. 51FR35518. 
87/02/09. Docketing & Services Branch. 2 4pp. 39676:157-39676:180. 

8702180677 Package of five comments opposing petition for rulemaking PRM-50-45 re 
site-specific EPZs instead of current 10-mile EPZs surrounding most plants. 

MURPHY, M.P., MURPHY, S.W., MOBERGER.M.R. Affiliation Not Assigned. 

51FR35518. 87/01/30. Docketing & Services Branch. 5pp. 39676:152-39676:156. 

8702180702 Package of five comments opposing petition for rulemaking PRM-50-45 re 
site-specific EPZs instead of current 10-mile EPZs surrounding most plants. 

WARD.Q.A., BENNI.J., ADAM.F.W. Affiliation Not Assigned. 51FR35518. 87/01/29. 
Docketing & Services Branch. 5pp. 39677:024-39677:028. 

8702180732 Package of 16 comments opposing petition for rulemaking PRM-50-45 al- 
lowing site-specific EPZ instead of current 10- mile EPZ. 

SCHROEDER.B. Maryland Nuclear Safety Coalition. TANNER, K., WOODARD, E.A. Af- 
filiation Not Assigned. 51FR35518. 87/02/11. Docketing & Services Branch. 16pp. 
39677:004-39677:019. 

8702190314 Package of eight comments opposing petition for rulemaking PRM 50-45 re 
site-specific EPZs instead of current 10-mile EPzs surrounding most plants.Urges ex- 
pansion of 10-mile EPZ to 20 miles. 

ATKINSON, T., ALEXANDER, M., MCLAUGHLIN, J. Affiliation Not Assigned. 

51FR35518. 87/02/13. Docketing & Services Branch. 8pp. 39685:349-39685:356. 

8702200237 Comments supporting petition for rulemaking PRM-50-45 & PRM-50-46 re 
EPZs which would call for site-specific EPZs instead of current 10-mile EPZs sur- 
rounding most plants. 

FORST,H., FORST.J. Affiliation Not Assigned. 51FR35518 144. 87/02/12. Docketing 
& Services Branch. Ip. 39700:081-39700:081. 

8702200261 Comments on petition for rulemaking PRM-50-45 re extending EPZ to in- 
clude populations living at least 20 miles from nuclear generating stations.Supports 
petition. 

EPSTEIN, E. Three Mile Island Alert. 51FR35518 145. 87/02/13. CHILK.S. Office of 
the Secretary of the Commission. 11pp. 39696:304-39696:314. 

8702200308 Package of 30 comments opposing petition for rulemaking PRM-50-45 re 
site specific EPZs.Min 20-mile EPZ should be required & expanded based on site 
specfic data. 

BOWERSOX.L, HOWARD.N., BROWN, A.T. Affiliation Not Assigned. 51FR35518. 87/ 
02/17. Docketing & Services Branch. 31pp. 39700:278-39700:308. 
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8702200346 Comments on petition for rulemaking PRM-50-46 re EP2. Opposes 
mlemaking.Min EPZ of 30 to 50 miles should be established. 

JOHNSON, T. Johnson, T. 51FR47025 005. 87/02/09. Docketing & Services Branch. 
Ip. 39696:298-39696:298. 

8702240217 Package of six comments opposing petition for rulemaking PRM-50-45,call- 
ina for site-specific EPZ instead of current 10-mile EPZ around nuclear plants. 
RYBICLSI.K., RYBICLSI.E.J., LICHT.K. Affiliation Not Assigned. 51FR35518. 87/02/ 
19. Docketing & Services Branch. 6pp. 39718:084-39718:089. 

8702260346 Comments on petitions for rulemaking PRM-50-45 & PRM-50-46 re 
changes to EPZ.Offsite emergency plans should be approved before applicant permit- 
ted to load fuel & conduct low power test.PRM-50-45 opposed. 

MCEACHERN,P., BROCK, M.T. Shaines, Madrigan & McEachern Professional Associa- 
tion. MCEACHERN.P. Hampton, NH. 51FR35578 169. 87/02/12. Docketing & Serv- 
ices Branch. 3pp. 39759:238-39759:240. 

8702260352 Package of 16 comments opposing petition for rulemaking PRM-50-45 call- 
ing for site-specific EPZs instead of current 10-mile EPZs surrounding most plants. 
BLANCHARD, W.W., SCHUSTER, J.L., HUDSON, J.B. Affiliation Not Assigned. 
51FR35578. 87/02/20. Docketing & Services Branch. 17pp. 39754:105-39754:121. 

8702260648 Comments on petition for rulemaking PRM-50-46.Absolute mins of 20 miles 
should be established for plume exposure pathway & 100 miles for ingestion exposure 

CoRD?W.S. Amesbury, MA. 51FR47025 007. 87/02/20. NRC - No Detailed Affiliation 
Given. 3pp. 39772:353-39772:355. 


PH OJ PROJECTS - PREDOCKET LICENSING 

8702030113 Summarizes 861125 & 1211 meetings w/DOE on modular HTGR accident 
selection,radionuclide sources & containmentLists of attendees end. 

WILLIAMS, P.M. Safety Program Evaluation Branch. 87/01/27. KNIEL.K. Safety Pro- 
gram Evaluation Branch. 5pp. 39485:147-39485:151. 

8702090154 Forwards proprietary Rev 1 to HTGR-85-166, “Methodology for Develop- 
ment of Principal Design Criteria for Std Modular High-Temp Gas-Cooled Reactor” & 
“Regulatory Technology Development Plan for Std.... Repts withheld. 

GAvIGAN.F.X. Energy, Dept. of. 87/01/15. SPEIS.T.P. Office of Nuclear Regulatory 
Research, Director (Post 860720). 3pp. 39584:273-39584:274. 

8702100048 Requests NRC attendance at 870218 & 19 meetings in West Valley, NY to 
exchange technical info re project activities, including high level radwaste 
solidification,Agenda end. 

BIXBY.W.W. Energy, Dept. of. 27793. 87/01/14. CLARK, A.T. Advanced Fuel & Spent 
Fuel Licensing Branch. 4pp. 39566:089-39566:092. 

8702100177 Advises that WJ Johnson appointed manager, nuclear safety dept, nuclear 
technology sys div, replacing EP Rahe. 

GALLAGHER.J.L. Westinghouse Electric Corp. 27792. 87/01/07. STELLO.V. Office of 
the Executive Director for Operations. 2pp. 39575:286-39575:287. 

8702100198 Forwards Rev 3 to QA manual as evidence of compliance w/QA program 
requirements of ISFSI.per 10CFR72.AII acceptance criteria elements covered except 
Items I 9,11 8 & II 9.QA matrix & related info also encl.W/o manual. 

PICKERING, H.C. FW Energy Applications, Inc. 27791. 87/01/07. SPRAUL.J. Ad- 
vanced Fuel a Spent Fuel Licensing Branch. 18pp. 39575:269-39575:285. 

8702100207 Forwards undated NRC request for addl info supporting 860619 description 
of QA program & Rev 0 to QA-86-2, ,! 10CFR72, Subpart G QA Program for Design & 
Fabrication of Concrete Storage Casks.” 

OUVADQTI.J.R. Nuclear Packaging, Inc. 6706. 87/01/09. SPRAUL,J. Advanced Fuel 
& Spent Fuel Licensing Branch. Ip. 39566:248-39566:279. 

—8702100225 Rev 0 to “10CFR72, Subpart G QA Program for Design & Fabrication of 
Concrete Storage Casks.” 

HAILSIG.R.T. Nuclear Packaging, Inc. FFF6664.QA. 86/12/22. 23pp. 39566:249- 
39566:271. 

-8702100239 Undated request for addl info supporting vendor 860619 description of 
QA program for spent fuel storage casks.Date obscurred by handwritten note. 
ROUSEX.C. Advanced Fuel & Spent Fuel Licensing Branch. 87/01/09. 
OLIVADOTI.J.R. Nuclear Packaging, Inc. 8pp. 39566:272-39566:279. 

8702200396 Forwards Rev 0 to “QA Program for Design, Fabrication, Insp & Testing of 
Storage Sys for Spent Fuel & Associated Radioactive Matls,” incorporating resolution 
of NRC 860718 comments. 

GOLDMAN, K. Transnuclear, Inc. E-9237. 87/01/30. ROUSE, L.C. Uranium Fuel Li- 
censing Branch. 2pp. 39707:073-39707:108. 

-8702200309 Rev 0 to “QA Program for Design, Fabrication, Insp & Testing of Storage 
Sys for Spent Fuel & Associated Radioactive Matls.” 

HANSON.A.S. Transnuclear, Inc. E-9213. 87/01/30. 33pp. 39707:075-39707:108. 

8702240277 Forwards nonproprietary “CASTOR V/21 Borated Stainless Steel Basket 
Evaluation," incorporating changes to previous submittal based on meeting w/NRC & 
LLL in Oct 1986. 

ANDERSON, R.T. General Nuclear Systems, Inc. 611-0029-87. 87/02/05. ROUSE, L.C. 
Advanced Fuel & Spent Fuel Licensing Branch. 4pp. 39716:344-39717:097. 

—8702240279 Nonproprietary “CASTOR V/21 Borated Stainless Steel Basket Evalua- 
tion.” 

* General Nuclear Systems, Inc. 27854. 87/01/31. 116pp. 39716:348-39717:097. 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 

8110210076 Confirms 811002 telcon request for reporter to prepare transcript of 
811005 meeting.Transcript required 2 or 3 days after meeting.Meeting notice end. 
BUCKLEY, B.C. Licensing Branch 3. 81/10/02. SULLIVAN, P. Office of the Secretary of 
the Commission. Ip. 39781:121-39781:130. 

8603210282 Interim Part 21 & Deficiency Rept NCR W-329-P re Limitorque worn shaft 
dutch gear failure. Initially reported on 860124. Alternative corrective mods under 
con8ideration.Next rept will be provided by 860905. 

GRIDLEY.R.L. Tennessee Valley Authority. NCR W-329-P. 86/03/07. GRACE, J.N. 
Region 2, Office of Director. 2pp. 35184:035-35184:036. 


8604020590 Part 21 & Deficiency Rept DER 86-05 re weld discrepancies in C-E sup- 
plied transmitter racks.lnitially reported on 860214. Deficiency not reportable per 
10CFR21 or 10CFR50.55(e). 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). ANPP-35542-EEVB. 86/03/14. KIRSCH.D.F. Region 5, Office of Director. 2pp. 
35400:181-35400:182. 

8702020135 IE Info Notice 87-008, "Degraded Motor Leads in Limitorque DC Motor Op- 
erators.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 87/02/04. Consolidated Edison Co. of New York, Inc. 105pp. 39575:032- 
39575:138. 

8702020152 Part 21 & updated interim Deficiency Rept RER-QSE 86-47 re diesel 
engine generator failure.lnitially reported on 861223.lron plated rod previously identi- 
fied as 6 should be Rod 9.Final rept will be submitted by 870220. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
RER-QSE 86-47. 87/01/13. KIRSCH.D.F. Region 5, Office of Director. 3pp. 

39451:351-39451:353. 

8702020166 Part 21 & interim Deficiency Rept RER-QSE 86-47 re diesel generator 
engine failure.lnitially reported on 861223.Caused by fatigue failure of main Connect- 
ing Rod 9 due to addition of iron.Final rept will be submitted by 870220. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
RER-QSE 86-47. 87/01/09. KIRSCH.D.F. Region 5, Office of Director. 4pp. 

39451:354-39451:357. 

8702020390 Part 21 Rept 21-86-03 re BBC Brown Boveri K600/K800 circuit breakers 
that may have cut harness wires caused by contact w/ racking gear inside 
breakers.Evaluation continuing. 

HALL.D.P. Illinois Power Co. 21-86-03. 86/07/28. KEPPLER.J.G. Region 3, Office of 
Director. Ip. 39468:262-39468:262. 

8702020401 Part 21 rept re improper seating of GE-supptied agastat GP series 
relays.Defect attributed to inadequate original installation.workers coming in contact 
w/installed relays or both.Corrective actions listed. 

MANGAN.C.V. Niagara Mohawk Power Corp. (NMP2L 0979). 87/01/26. MURLEY.T. 
Office of Inspection & Enforcement, Director (Post 820201). 4pp. 39468:258- 
39468:261. 

8702020616 Revised Part 21 & deficiency rept re lockout of chemical vol & control sys 
centrifugal charging pump during ESF actuation sys preoperationa! testing.lnitially re- 
ported on 8601 10. Reset time of load shed circuit reset timer adjusted. 

RICE, P.D. Georgia Power Co. GN-1331. 87/01/14. GRACE, N.J. Region 2, Office of 
Director. 3pp. 39464:302-39464:304. 

8702020685 Part 21 & deficiency rept re support of cable in vertical raceway runsJie 
wraps evaluated in util 861222 Itr provide adequate support for first fuel cycle.Long- 
term evaluation underway.lnitially reported on 860410. 

RICE, P.D. Georgia Power Co. GN-1292. 87/01/09. GRACE, J.N. Region 2, Office of 
Director. 7pp. 39465:191-39465:234. 

8702020699 Part 21 & deficiency rept re burn damage to internal wiring in Limitorque 
valve motor operators.tnitially reported on 851108-Encl Tables 1 & 2 revised to reflect 
equipment & sys changes. 

RICE, P.D. Georgia Power Co. GN-1297. 87/01/09. GRACE. J.N. Region 2, Office of 
Director. 9pp. 39465:163-39465:171. 

8702020702 Part 21 & deficiency rept re pilot solenoid valves associated w/ 
MSIVs.lnitially reported on 861203.AII solenoids returned to Keane Controls Corp for 
insp & testing. 

RICE, P.D. Georgia Power Co. GN-1299. 87/01/09. GRACE, J.N. Region 2, Office of 
Director. 4pp. 39465:159-39465:162. 

8702030084 Final Part 21 & Deficiency Rept RER-QSE 87-01 r© Brown Boveri K600/ 
K800 circuit breakers w/possible cut wires on wire harness.lnifially reported on 
860630. Gear guards will be installed to protect circuit breakers during next outage. 
HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
RER-QSE 87-01. 87/01/20. KIRSCH.D.F. Region 5, Office of Director. 4pp. 
39474:305-39474:308. 

8702030427 LER 86-021 -00:on 861 231, broken springs found in two of eight Valcor sole- 
noid operated valves.Caused by hydrogen embrittlement as discussed in Valcor Part 
21 notification & IE Info Notice 86-Q72.Springs replaced.W/870126 Itr. 

MCNATT.E.M., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. MP-9951. 87/01/26. 3pp. 39481:150-39481:152. 

8702040069 Forwards LER 86-01 1-01 .revised per determination that deviations to App 
R requirements for fire barriers w/228 seals identified to have sleeve type configura- 
tion as described in LER not required. 

CARNS.N.S. Louisiana Power & Light Co. GL-86-10. 87/01/19. Record Services 
Branch (Document Control Desk). 2pp. 39498:277-39498:282. 

-8702030527 LER 86-011 -01 :on 860605, two internal penetration seals discovered miss- 
ing & addl seals deficient, per Promatec.lnc Part 21 rept.Caused by const 
oversightPenetrations repaired. 

HOLDER, A.L Louisiana Power & Light Co. 87/01/19. 4pp. 39498:279-39498:282. 

8702050296 Part 21 rept re Enerfab.lnc containment bldg emergency escape airlock 
design deficiency.lnitially reported on 860724.Two actuating cams for inner & outer 
equalizing valves modified. 

JOHNSON, B.D. Consumers Power Co. 86/08/13. KEPPLER.J.G. Region 3, Office of 
Director. 5pp. 39520:068-39520:072. 

8702050392 Part 21 rept re potential failure of standby gas treatment sys (SGTS) hu- 
midity control subsystem.lnitially reported on 870123.Caused by Bechtel Corp design 
error.Sys will be verified as operable prior to conducting operations. 

HOWARD, J.E. Boston Edison Co. BECO 87-014. 87/01/26. MURLEY.T.E. Region 1, 
Office of Director. 3pp. 39521:192-39521:194. 

8702090040 Rev 1 to Final Part 21 & Deficiency Rept DER 85-36 re QA audit at 
GE.Initially reported on 851l08.Re-audit at GE identified addl purchase orders requir- 
ing review for validity of proper certification. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
ANPP-39630. 87/01/07. KIRSCH.D.F. Region 5, Office of Director. 7pp. 39550:146- 
39550:152. 
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8702590433 Part 21 deffde-r.cy rapt ro centrifugal cnsrging pump feeder breaker lock- 
out during ESFAS proopcv.l-one. testing. Initially reported on 870107.Reset time of 
load shed circuit reset timer adjusted. 

RICE, P.D. Georgia Power Co. GN-1315. 87/01/10. GRACE, J.N. Region 2, Office of 
Director. 3pp. 39557:222-39557:224. 

S702090453 Part 21 & deficiency rept re failure of solid state protection sys slave relay 
K622 to reset.lnitially reported on 861204-Relays installed on Unit 1 adequate. Results 
of long-term assessment will be sent by 871101. 

RICE.P.D. Gocrds D cy.vor Co. GN-1313. 87/01/10. GRACE, J.N. Region 2, Office of 
Director. 7pp. L Vi 5 : : 0 " S - 9 5 5 7 ■ C 5 1 . 

8702090491 Part 21 & deficiency rept re diesel generator exciter circuitry. Initially report- 
ed on 870107.Circuitny modified to reset circuit upon receipt of emergency start signal. 
Unit 1 mods ccmp'etcd. Design changes issued for Unit 2. 

RICE.P.D. Georgia Power Co. GN-1314. 67/01/10. GRACE, J.N. Region 2, Office of 
Director. 3pp. 39557:219-39557:221. 

8702100077 Part 21 rept re Dravo Corp fabricated components shipped to Bechtel 
Energy Corp which were not in accordance w/code of record under which 
fabricated.EG Reno Itr informing customer of deficiency end. 

ABELE.R.D. Dravo Corp. 87/01/30. KEPPLER.J.G. Region 3, Office of Director. 5pp. 
39568:144-39568:148. 

8702100367 Part 21 rept re incorrect operation of HFA auxiliary relays, per 861114 GE 
Svc Advice Ltr 188.1. Relays installed in standby diesel generator sys af piant.Svc Itr 
forwarded to util. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 87/02/04. Office of Inspection & Enforce- 
ment, Director (Post 820201). Ip. 39572:023-39572:023. 

8702100374 Part 21 rept re deficiencies in 10CFR21 compliance procedure.Review of 
each returning goods evaluation will be conducted & initialed on nuclear repair order 
form & any indications of generic product defect will be sent to NRC. 

KCCH.vy.H. Rosomomi. Inc. 87/01/05. NAIDU.K.R. NRC - No Detailed Affiliation 
G:vcn. Ip. 3357-':?77-3G57*i:277. 

8702110083 Part 21 rept re problem in torque switches supplied w/ Limitorque opera- 
tors installed at facility. Initially reported on 8701 29. Limitorque did not supply adequate 
instructions to maintain torque switches balance. 

WILLIAMS, J. Toledo Edison Co. 1-706. 87/02/03. Document Control Branch (Docu- 
ment Control Desk). 3pp. 39579:348-39579:350. 

8702110180 Part 21 rept re use of improperly designed S&W electrical manhole duct 
seals.lnitially reported on 870123.Manhole covers redesigned by S&W to prevent 
flooding of manhole. Covers installed prior to initial criticality. 

WANGAN.C.V. Niagara Mohawk Power Corp. (NMP2L 0989). 87/02/02. MURLEY.T.E. 
Region 1, Office of Director. 5pp. 39578:283-39578:286. 

8702110363 Part 21 rept re failure of isolated worm shaft gear when certain critical 
speeds combined w/repetitive transfer of actuator clutch mechanism from manual 
(handwheel) to motor drive mode.Two possible solutions noted. 

DENHAM, F.K. Limitorque Corp. 85/08/13. Office of Inspection & Enforcement, Direc- 
tor (Post 820201 ). 6pp. 39590:288-39590:293. 

8702170612 Part 21 rept re cracking in O-ring on latch mechanism on contactors in nu- 
clear exciters. Initially reported on 861216. Sprecher & Schuh changed 0-ring mail to 
Viton E60C. Contactors will be returned to vendor & rebuilt 

SCHWELLENSATTL Basler Electric. 87/02/04. PELKE.P. Region 3, Office of Director. 
Ip. 39661:108-39661:108. 

8702180229 LER 87-001-00:on 870 106, discovered that HPCI isolation valve had worm 
gear w/33:1 worm gear ratio instead of 60:1 gear ratio.Caused by mfg error.Correct 
valve installed prior to startup.W/870206 itr. 

JONES, S.B., LEWIS, R.L. Tennessee Valley Authority. IEB-85-003. 87/02/06. 3pp. 
39664:358-39664:360. 

8702190041 LER 86-033-02:on 861008,cable derating calculations for standby svc 
water pump feeders did not correctly consider portion of cables routed in duct 
banks.Cable ampacity will be recalculated.Part 21 related.W/870212 Itr. 

WASHINGTON, S.L., POWERS, C.M. Washington Public Power Supply System. 87/02/ 
12. 6pp. 39685:285-39685:290. 

8702190115 Final Part 21 & Deficiency Rept DER 86-32 re descrepancies between pipe 
support designs & stress calculations.lnitially reported on 861231 .Caused by person- 
nel design errors. Condition not reportable per 10CFR50.55(e) & 10CFR21. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Anzona Public Service Co.). 
ANPP-39859-JGH/. 87/01/29. KIRSCH.D.F. Region 5, Office of Director. 9pp. 
39680:232-39680:240. 

8702190201 Part 21 & Interim Deficiency Rept SCR W-492-P-S re unqualified air condi- 
tioning sys valves . I nitial ly reported on 8701 12. Evaluation continuing.Valves will be re- 
placed. Next rept to be submitted by 870830. 

GRIDLEY.R. Tennessee Valley Authority. SCR W-492-P-S. 87/02/11. GRACE, J.N. 
Office of Nuclear Reactor Regulation. Director (post 851125). 3pp. 39691:358- 
39691:360. 

8702190563 Forwards Insp Rept 99900816/87-01 on 8701 12-1 4, notice of violation & 
notice of nonconformance. 

MERSCHOFF, E.W. Vendor Program Branch. 87/02/13. WALKER, J. West Jersey 
Flange (formerly West Jersey Manufacturing Co.). 4pp. 39690:042-39690:057. 

-8702190568 Notice of violation from insp on 870112-14. 

* Vendor Program Branch. 87/02/13. Ip. 39690:046-39690:046. 

-8702190595 Insp Rept 99900816/87-01 on 8701 12-1 4. Violation noted:mfg did not 
specify application of Part 21 requirements on listed purchase 
orders.Nonconformances noted:quality sys program not invoked on listed orders & 
order data differed. 

CONWAY, J.T., BAKER.E.T. Vendor Program Branch. 87/02/13. 9pp. 39690:049- 
39690:057. 

8702190573 Part 21 rept re misoperation of (TE SOD overcurrent relay due to RCA PNP 
transistor which developed abnormally high leakage rate over time.Relay 
replaced.RCA failure analysis of transistor indicated leakage caused by ionic mobility. 
KAISER AF. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 87/02/11. 
TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 2pp. 
39693:102-39693:103. 


87O220O232 Part 21 rept re insufficient length of upper adjusting ring retaining pins on 
Dresser raw steam safety valves. Initially reported on 87021 1 .Defective pins re- 
aced. 

ROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 1EIN-86- 
005. 87/02/13. Document Control Branch (Document Control Desk). 3pp. 39700:158- 
39700:160. 

8702240251 Part 21 & deficiency rept re Rockwell Engineering Co steel columns w/iam- 
inations in web. Initially reported on 861112. Ultrasonic testing of suspect matls 
completed. Action plan to replace 13 defective columns summarized. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 86-753A. 87/01/28. 
GRACE, J.N. Region 2, Office of Director. 3pp. 39719:131-39719:133. 

8702240353 Final Part 21 rept re defect in Class IE diesel generator at facility.Failure of 
wire-wound rotor pole due to isolated mfg defect. Rewinding of pole 
recommended. Related info end. 

POLITI.R.B. NEI Peebles-Electric Products, Inc. (formerly Parsons Peebles). 87/02/ 
16. TAYLOR, J. Office of Inspection & Enforcement, Director (Post 820201). 28pp. 
39718:302-39718:329. 

8702240423 Ack receipt of 861028 response to findings noted in Insp Rept 99900403/ 
86-03.Response does not address all aspects of nonconformance re ASCO valves 
nor provide basis that unresolved issue not reportable per Part 21. 

MERSCHOFF, E. W. Vendor Program Branch. 87/02/11. FELMUS.N.L. General Electric 
Co. 3pp. 39721:180-39721:182. 

8702240432 Forwards GA Technologies, Inc 860918 Part 21 rept re TRIGA reactors 
from vendor.lnfo provided for evaluation of potential defect re reactor for appropriate 
corrective action 

GAGLIARDO.J.E. Region 4, Office of Director. 87/02/17. FAW.R.E. Kansas State 
Univ., Manhattan, KS. Ip. 39721:195-39721:197. 

8702250466 Part 21 rept listing plants furnished w/penetration assemblies & noting 
which assemblies hydrostatically tested. 

VITATOE.S.D. Tube Turns, Inc. 87/02/16. HARPER, J.C. Office of Inspection & En- 
forcement, Director (Post 820201). Ip. 39735:028-39735:028. 

8702260246 Ack receipt of 861201 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 99900403/86-02. Corrective actions taken on two items 
satisfactory.Add! info re initial responses to Items 1-6 requested. 

MERSCHOFF, E.W. Vendor Program Branch. 87/02/20. BRUGGEMAN.W.H. General 
Electric Co. 3pp. 39751:237-39751:239. 

8702260450 Potential Part 21 rept re high moisture effects on Spec 200 Current-to-Volt- 
age Cards 2AI-I2V & 2AI-I3V during long-term storage.Replacement of listed AVX 
monolithic ceramic capacitors w/Part Number H0110BN recommended. 
BERBERIAN.M.J. Foxboro Corp. 87/02/17. Office of Inspection & Enforcement, Di- 
rector (Post 820201 ). 3pp. 39750:099-39750:101 . 

8702270389 Part 21 & deficiency rept re warped geared limit switch rotors supplied by 
Limitorque Corp. Initially reported on 870205.lntemal occurrence description rept initiat- 
ed. Limitorque Corp will provide itemization of affected plants. 

WARD.J.E. Sacramento Municipal Utility District. JEW 87-119. 87/02/10. MARTIN, J.B. 
Region 5, Office of Director. 2pp. 39793:184-39793:185. 


QA999 QUALITY ASSURANCE INSPECTIONS 


8702030004 Responds to NRC 861211 Itr re nonconformances noted in Insp Rept 
99901 060/86-01. Enel forms from quality manager, including expense 

voucher, furnished as objective evidence that welder qualification witnessed by J 
Cahoon. 

GROSSO, M.A. International Telephone & Telegraph Corp. 3395Q. 87/01/16. 
HEISHMAN.R.F. Vendor Program Branch. 8pp. 39472:296-39472:303. 

8702030050 Forwards Insp Rept 99901071/86-01 on 861119-21 & notices of violation 
& nonconformance. 

MERSCHOFF, E.W. Vendor Program Branch. 87/01/29. PETRONE.D.M. Standard 
Pipe & Supply Co. 2pp. 39475:097-39475:109. 

—8702030054 Notice of violation from insp on 861119-21. 

* Vendor Program Branch. 87/01/29. Ip. 39475:099-39475:099. 

-8702030057 Notice of nonconformance from insp on 861119-21. 

* Vendor Program Branch. 87/01/29. 2pp. 39475:100-39475:101. 

-8702030065 Insp Rept 99901071/86-01 on 861 1 1 9-21 .Violations & nonconformances 
noted.failure to adopt procedures for evaluating deviations & failure to have written 
description of responsibilities for listed personnel. 

HARPER, J.C., BAKER.E.T. Vendor Program Branch. 87/01/27. 8pp. 39475:102- 
39475:109. 

8702030076 Ack receipt of 870116 Itr informing NRC of steps taken to correct violation/ 
nonconformance noted in Insp Rept 99901060/86-01. 

MERSCHOFF, E.W. Vendor Program Branch. 87/01/29. GROSSE.MA ITT Henze. Ip. 
39474:344-39474:344, 

6702030088 Ack receipt of 861001 Itr informing NRC of steps taken to correct viola- 
tions/nonconformance noted in Insp 99900362/86-01. 

MERSCHOFF, E.W. Vendor Program Branch. 87/01/29. CONDIT.T.B. Unistrut Corp. 
Ip. 39474:232-39474:232. 

8702030310 Forwards Insp Rept 99901074/86-01 on 861 202-04. Review of pressure 
transmitters re setpoint drift requested due to recent problems experienced by trans- 
mitters of similar design. Insp Rept 99900837/86-01 end for info re problem. 
MERSCHOFF, E.W. Vendor Program Branch. 87/01/29. JOSLYN.D. Viatran Corp. 2pp. 
39478:353-39479:010. 

-8702030328 Insp Rept 99901074/86-01 on 861202-04.No violations, nonconfor- 
mances or unresolved items identified.Major areas inspected.pressure transmitters & 
transducers as compared to other mfg products experiencing setpoint drift 
NAIDU.K.R., BAKER, E.T. Vendor Program Branch. 87/01/29. 5pp. 39478:355- 
39479:010. 
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8702050384 Informs that licensee will respond to nonconformance identified in insp 
99900509/86-01 .per 870102 request Response reflecting S&W actions to resolve re- 
ported nonconformances expected by 870302. 

KELLY, R.B. Stone & Webster Engineering Corp. 87/02/02. MIRSCHOFF.E. Vendor 
Program Branch. Ip. 39521:169-39521:169. 

8702060299 Responds to 861222 Itr re GAP client S Milam.Milam renews offer of full 
cooperation w/NRC re response to allegations noted in Insp Rept 99900403/86- 
01. Expresses concern at slow pace of compliance w/draft manual procedures. 
DEVINE, T., GARDE.B.P. Government Accountability Project. 87/01/27. TAYLOR, J. 
Office of Inspection & Enforcement, Director (Post 820201). Ip. 39529:055- 
39529:055. 

8702060429 Confirms understanding from telcon that NRC granted extension of time to 
respond to items of nonconformance, unresolved & other items discussed in 861224 
App B of Insp Rept 99900403/86-01 ,by designated dates. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/04. FELMUS.N.L General Electric 
Co. 2pp. 39537:105-39537:10 6. 

8702090036 Forwards Insp Rept 99900835/86-01 on 861202-05 & notice of nonconfor- 
mance. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/05. D’ANTOINIO.F.M. Brown 
Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 2pp. 39550:315-39550:324. 

—8702090047 Notice of nonconformance from insp on 861202-05. 

* Vendor Program Branch. 87/02/05. Ip. 39550:317-39550:317. 

-8702090055 Insp Rept 99900835/86-01 on 861 203-05.Nonconformances 
noted:controls necessary to ensure charging motors purchased from subvendors con- 
form to drawings not established. 

JACOBSON, J.B, BAKER, E.T. Vendor Program Branch. 87/02/04. 7pp. 39550:318- 
39550:324. 

8702090396 Confirms QA program insp at Norcross.GA facility on 870223-27, per 
870128 telcon. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/04. SHUTT.P.E. Nuclear Assur- 
ance Corp. Ip. 39556:261-39556:261. 

8702100085 Ack receipt of 860520 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 99900876/85-01 in Aug 1985.Data sheets from insp end, per re- 
quest. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/05. DELUCA, R. Joseph T. Ryer- 
son & Son, Inc. 7pp. 39566:336-39566:342. 

8702100393 Forwards Insp Rept 99900015/86-01 on 861020-24 & notice of 
nonconformance.Allegation re nonconforming matl substantiated & implementation of 
QA program failed to meet NRC requirements.Response requested within 30 days. 
MERSCHOFF.E.W. Vendor Program Branch. 87/02/06. DEMAREST.C.J. Capitol Pipe 
& Steel Products. Inc. (subs, of BOWLINE Corp.). 2pp. 39577:319-39577:329. 

-8702100397 Notice of nonconformance from insp on 861020-24. 

* Vendor Program Branch. 87/02/06. 2pp. 39577:321-39577:322. 

-8702100402 Insp Rept 99900015/86-01 on 861 020-29.Noncomformance noted: me- 
chanical & chemical testing svc performed by outside lab w/o advising lab of 
10CFR21 requirements & incorrect audits of vendors. 

TROTTIER,E.H., BAKER, E.T. Vendor Program Branch. 87/02/06. 7pp. 39577:323- 
39577:329. 

8702100423 Responds to 861224 Itr re six nonconformances noted in Insp 99900403/ 
86-01 on 860414-18 & 0714-18.Corrective actions: deferred verification for Plant 
Module U710 properly cleared per Emergency Operating Procedure EOP 42-6.00. 
BOHL.L.S. General Electric Co. 87/02/05. HEISHMAN,R.F. Vendor Program Branch. 
8pp. 39573:241-39573:248. 

8702110200 Forwards Insp Rept 99901070/86-01 on 861117-21 & notices of violation 
& nonconformance. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/02. STEELE, R.B. Ladish Co. 2pp. 
39505:001-39585:020. 

-8702110205 Notice of violation from insp on 861 1 17-21. 

* Vendor Program Branch. 87/02/02. Ip. 39585:003-39585:003. 

-8702110209 Notice of nonconformance from insp on 861117-21. 

* Vendor Program Branch. 87/02/02. 3pp. 39585:004-39585:006. 

-8702110218 Insp Rept 99901070/86-01 on 861 1 1 7-21 .Violation noted: failure to speci- 
fy that Part 21 requirements apply on listed purchase orders.Nonconformance 
noted:failure to post rev to Procedure 4AR001. 

CQNWAY.J.T., BAKER, E.T. Vendor Program Branch. 87/01/29. 14pp. 39585:007- 
39585:020, 

8702170879 Summarizes telcons w/alleger concerning quality of welds on spent fuel 
racks.Util identified as Wisconsin Public Svc Corp & vendor as US Tool & Die.Work 
has been stopped by util until problems solved. 

ABBATE.C.M. Vendor Program Branch. 87/02/11. Vendor Program Branch. 2pp. 
39661:082-39661:083. 

8702170734 Discusses Bechtel response to Insp Rept 99900519/85-01. Items will be 
reviewed during next Vendor Program Branch insp, rather than in further correspond- 
ence. 

CRAIG.J.W. NRC - No Detailed Affiliation Given. 87/02/11. NRC - No Detailed Affili- 
ation Given. Ip. 39661:039-39661:039. 

8702180029 Confirms 870209 telcon w/ML Jones re Insp Rept 99900387/87-01 on 
870302-06. insp will relate to implementation of QA program. 

MERSCHOFF,E.W. Vendor Program Branch. 87/02/11. BiJARCHI.L Sorrento Elec- 
tronics, Inc. 1 p. 39661 :252-39661 :252. 

8702180042 Advises that items identified in Insp Rept 99900404/85-02 closed based 
on areas examined during Insp 99900404/86-01 . 

CRAIG, J.W. NRC - No Detailed Affiliation Given. 87/02/11. NRC - No Detailed Affili- 
ation Given. Ip. 39661:222-39661:222. 

8702180358 Forwards Insp Rept 99901067/86-01 on 861103-07 & notice of 
nonconformance.lmplementation of QA program failed to meet certain NRC 
requirements. Response describing steps taken to correct item requested within 30 
days of Itr date. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/13. BROWN, G.R. General Electric 
Co. 2pp. 39664:053-39664:071. 


—8702180361 Notice of nonconformance from insp on 861103-07. 

9 NRC - No Detailed Affiliation Given. 86/02/13. Ip. 39664:057-39664:057. 

—@702180376 Insp Rept 99901067/86-01 on 861 1 03-07.Nonconformance noted: NDE 
technician certified w/o attaining passing grade on magnetic particle exam, per Proce- 
dure QC-2.Data sheets end. 

MCINTYRE, R.P., STONE, J.C. Vendor Program Branch. 87/02/10. 14pp. 39664:058- 
39664:071. 

8702180389 Forwards Insp Rept 99901072/86-01 on 861215-17 & notice of 
nonconformance.Response to failure to initiate corrective action to internal audit find- 
ing a to have training file on QA individual requested within 30 days of Itr date. 
MERSCHOFF.E.W. Vendor Program Branch. 87/02/13. DANKO, G.M. Johnson Con- 
trols, Inc. 2pp. 39676:329-39676:349. 

—8702180393 Notice of nonconformance from insp on 861215-17. 

* NRC - No Detailed Affiliation Given. 87/02/13. 2pp. 39676:331-39676:332. 

—8702180409 Insp Rept 99901072/86-01 on 861215-17.Nonconformance noted: QA 
personnel & organizational charts did not reflect present organization in effect since 
May 1986 a 860124 audit not reviewed by QA director for cfoseoutData sheets end. 
CONWAY, J.T., BAKER, E.T. Vendor Program Branch. 87/01/30. 17pp. 39676:333- 
39676:349. 

8702190116 Forwards 870210 memo re Ebasco Nuclear QA Program Manual (ETR- 
1001),summarizing changes made to manual as provided for in Section QA-ll-2. 
MAZO.B.R. Ebasco Services, Inc. (subs, of Enserch Corp.). 87/02/10. HEISHMAN.R. 
Vendor Program Branch. 2pp. 39691 :266-39691 :267. 

8702190456 Forwards Insp Rept 99900003/86-01 on 861 208-1 2. Vendor has implement- 
ed appropriate corrective actions to address NRC insp findings. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/06. LEES.E.A. General Electric 
Co. 2pp. 39685:134-39685:151. 

—8702190525 Insp Rept 99900003/86-01 on 861208-12.No violations or nonconfor- 
mances noted. Major areas inspected:fuel assembly fabrication & testing 
activities, followup on previous insp findings & fuel problems reported at LaSalle Unit 2. 
CILIMBERG.R.L., CRAIG.J.W. Vendor Program Branch. 87/02/03. 16pp. 39685:136- 
39685:151. 

8702190563 Forwards Insp Rept 99900816/87-01 on 8701 12-1 4, notice of violation & 
notice of nonconformance. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/13. WALKER, J. West Jersey 
Flange (formerly West Jersey Manufacturing Co.). 4pp. 39690:042-39690:057. 

-8702190568 Notice of violation from insp on 870112-14. 

9 Vendor Program Branch. 87/02/13. Ip. 39690:046-39690:046. 

-8702190577 Notice of nonconformance from insp on 870112-14. 

9 Vendor Program Branch. 87/02/13. 2pp. 39690:047-39690:048. 

-8702190595 Insp Rept 99900816/87-01 on 87011 2-1 4.Violation noted:mfg did not 
specify application of Part 21 requirements on listed purchase 
orders.Nonconformances noted:quality sys program not invoked on listed orders a 
order data differed. 

CONWAY, J.T., BAKER, E.T. Vendor Program Branch. 87/02/13. 9pp. 39690:049- 
39690:057. 


8702200103 Confirms 870309-13 insp at facility, per 870211 telcon.lnsp will relate to im- 
plementation of QA program. Insp team will consist of two individuals. 
MERSCHOFF.E.W. Vendor Program Branch. 87/02/20. DAVIS, A. Southwestern Engi- 
neering Co. ip. 39700:071-39700:071. 

8702240423 Ack receipt of 861028 response to findings noted in Insp Rept 99900403/ 
86-03. Response does not address all aspects of nonconformance re ASCO valves 
nor provide basis that unresolved issue not reportable per Part 21. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/11. FELMUS.N.L General Electric 
Co. 3pp. 39721:180-39721:182. 

8702250034 Responds to 861212 memo on Case 1-86-004 re Power Insp, Inc falsifica- 
tion of eddy current equipment certification documents.Addl info needed to respond 
correctly to hypothetical questions. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/19. WHITE, C.W. Region 1, Office 
of Director. 2pp. 39724:061-39724:062. 

3702250147 Ack receipt of 860729 Itr informing NRC of steps taken to correct viola- 
tions/ nonconformance noted in Insp 99901 044/86-01 .Corrective actions will be re- 
viewed during future insp. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/19. LIVECCHI.P. Standard Envi- 
ronmental Products. Ip. 39728:046-39728:046. 

3702250161 Ack receipt of 860514 Itr informing NRC of steps taken to correct viola- 
tions/nonconformance noted in Insp 99901 01 1/85-01. Corrective actions will be re- 
viewed during future insp. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/19. ERHARDT.J.V. Telemecani- 
que, Inc. Ip. 39728:067-39728:067. 

8702250217 Confirms 870213 telcon re rescheduling of insp of implementation of QA 
program at San Diego, CA plant for 870316-20. 

MERSCHOFF,E.W. Vendor Program Branch. 87/02/20. BIJARCHI,!. Sorrento Elec- 
tronics, Inc. Ip. 39728:098-39728:098. 

8702260118 Responds to NRC 870205 Itr re nonconformances noted in QA Program 
Insp Rept 99900835/86 Jl. Corrective actions: qualification engineering personnel re- 
quested to reevaluate drawings & data to ensure qualification ot motors correct. 
BEARDEN.T. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 87/02/23. 
MERSCHOFF.E.W. Vendor Program Branch. 2pp. 39746:235-39746:236. 

8702260246 Ack receipt of 861201 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 99900403/86-02. Corrective actions taken on two items 
satisfactory .Addl info re initial responses to Items 1-6 requested. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/20. BRUGGEMAN.W.H. General 
Electric Co. 3pp. 39751:237-39751:239. 
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@702260265 Informs that NRC continuing efforts re allegations made involving activities 
at GE ofcs in San Jose.CA.NRC :/li review GE responses & take appropriate actions 
to ensure resolution of allegations. 

MERSCHOFF.E.W. Vendor Program Branch. 87/02/20. MILAM, SA Affiliation Not As- 
signed 2pp. 39751:233-39751:234. 


REGGD REGULATORY GUIDES 


@@12040097 Forwards revised version of integrated implementation plan for tasks in re- 
sponse to NUREG-0737,Suppl 1. Progress on CRDR.SPDS.emergency operating pro- 
cedures & Reg Guide 1.97 mods described.Next update scheduled for Apr 1987. 
ENOS.J.T. Arkansas Power & Light Co. GL-82-33. 86/11/21. MIRAGLIA.F.J. Division 
of Pressurized Water Reactor Licensing - B (post 851125). 4pp. 38809:013-38809:017. 

@702020256 Discusses NRC 860929 Itr & safety evaluation re compliance w/Reg Guide 
1.97.Mod of quench tank temp instrumentation will be completed by end of 1988 refu- 
eling outage. 

LIMDBLAD.VV.J. Portland General Electric Co. 87/01/26. Document Control Branch 
(Documen; Control Desk). 2pp. 39450:146-39450:147. 

@702020422 Updates status of completion of NUREG-0737,Suppl 1 requirements & Reg 
Guide 1.97 instrumentation commitments, per T Colburn request.Plant process com- 
puter sys installed during 1986 refueling outages. 

FAY.C.W. Wisconsin Electric Power Co. NRC-87-9. 87/01/26. Document Control 
Branch (Document Control Desk). 3pp. 39449:151-39449:153. 

8702030320 Confirms that Texas Municipal Agency will file antitrust OL review com- 
ments in response to Reg Guide 9.3 within 1 wk. 

NISTICO.J.F. Fulbripht & Jaworski. MISTICO.J.F. Texas Municipal Power Agency. A. 
87/01/13. FUi'vCHtS.J.L. Planning & Program Analysis Staff (post 851125). 
LAMBE.W. NRC - No Detailed Affiliation Given. 2pp. 39490:258-39490:259. 

@702030339 Comments on proposed rule 10CFR50,App J & draft reg guide, Task MS 
021-5.Extension of comment period for 90 days to 870426 requested. 

LYDON.J.M. Boston Edison Co. 51FR39538 008. 87/01/23. Docketing & Services 
Branch. Ip. 39480:212-39480:212. 

@702030500 Package of supplemental info re Reg Guide 1 .75 testing configurations. 

* Wyle Laboratories. 87/02/02. 13pp. 39485:218-39485:229. 

8702040096 Submits add! info for 880825 application to amend Tech Specs re RWCU 
leakage detection sys.NRC requests & util responses listed.GE 830727 Itr responding 
to Item 6.A.1 of ref Itr & viewgraphs showing leakage detection response times encl. 
GUCWA.LT. Georgia Power Co. SL-1798. 87/01/23. Document Control Branch (Doc- 
ument Control Desk). 8pp. 39497:286-39497:293. 

8702040116 Forwards description of functional requirements for proposed bypassed & 
inoperable status indication sys, per Reg Guide 1.47.Meeting to discuss implementa- 
tion strategy requested. 

GRIDLEY.R. Tennessee Valley Authority. 87/01/29. Document Control Branch (Docu- 
ment Control Desk). YOUNGBLOOD Office of Nuclear Reactor Regulation, Director 
(post 851 1 25). 7pp. 39505:352-39505:358. 

@702040453 Summary of 870107 meeting w/util in Bethesda.MD re current & near 
future status of SPDS.ATWS, updated FSAR revs, Reg Guide 1 .97, station black (USI A- 
44), seismic qualification (USI A-46) & 24-month operating cycle.List of attendees encl. 
MCNEIL, S.A. PWR Project Directorate 8. 87/01/20. THADANI.A.C. PWR Project Di- 
rectorate 8. 5pp. 39509:313-39509:317. 

8702050284 Forwards listed documentation.including 47-1139815-01, “SPDS Safety 
Analysis for Rancho Seco Nuclear Generating Station Unit 1” & Rev 1 to BAW-1753, 
“Availability Evaluation for SPDS...," per NRC request re 861120 Itr. 

WARD.J.E. Sacramento Municipal Utility District. JEW 86-1108. 87/01/12. 
MIRAGLIA.F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
3pp. 39519:123-39520:067. 

@702050315 Requests schedular exemption from 10CFR50,App A.GDC-17, allowing low 
power licensing, initial operation in Modes 5 & 6 w/one diesel inoperable while under- 
going repair. Supporting info provided. 

HAYNEs, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
ANPP-39925-JGH/. 87/02/03. KNIGHTON, G.W. PWR Project Directorate 7. 9pp. 
39522:184-39522:192. 

8702050530 Submits response to Reg Guide 1 .97 SER open item to resolve concerns 
re containment sump water temp instrumentation. Existing instrumentation adequate 
to monitor operation of containment cooling sys. 

ENOS.J.T. Arkansas Power & Light Co. 1CAN018702. 87/01/23. ST0L2.J.F. PWR 
Project Directorate 6. 2pp. 39521:278-39521:279. 

8702060169 Forwards SER re TDI Diesel Generator Owners Group findings & recom- 
mendations for operability/ rePatoilty of emergency diesel generators. Plans to imple- 
ment recommended actions requested within 60 days of Itr receipt. 

LEAR.G.E. PWR Project Directorate 1. 87/01/28. BASKIN, K.P. Southern California 
Edison Co. 4pp, 39547:079-39547:121. 

8702060461 Forwards Insp Rept 50-424/86-132 on 861208-19 & notice of violation. 
REYES, L.A. Region 2, Office of Director. 87/01/29. O’REILLY, J.P. Georgia Power Co. 
3pp. 39537:085-39537:098. 

-8702060475 Insp Rept 50-424/86-132 on 861 208-1 9. Violation noted: inadequate docu- 
mentation & review of remote shutdown panel test results. 

NICHOLSON, L.E., THOMAS, M., JAPE.F. Region 2, Office of Director. IE8-85-001. 87/ 
01/20. 9pp. 39537:090-39537:098. 

8702100045 Forwards “Safety & Performance Improvement Control Room Mods Audit 
for Rancho Seco Nuclear Generating Station Unit 1," technical evaluation rept. Action 
plan,DCRDR & upgrade of SPDS addressed. 

STOLZ.J.F. PWR Project Directorate 6. 87/02/02. WARD.J.E. Sacramento Municipal 
Utility District. 4pp. 39566:003-39566:085, 

8702100360 First interim deficiency rept re liquidtight flexible conduitlnitially reported on 
870106.Tests conducted to demonstrate that Anaconda sealtight flexible conduit 
meets requirements of Reg Guide 1.75.Next rept expected by 870313. 

GOLDBERG, J.H. Houston Lightina & Pn^er Co. ST-HL-AE-1900. 87/02/05. Docu- 
tk). 5pp. 39578:227-39578:23!. 


8702100396 Responds to NRC 870109 Itr re violation noted in Insp Rept 50-344/86- 
46.Corrective actions:radiation work permit requirements stressed to chemistry techni- 

COCKFIELD.D.W. Portland General Electric Co. 87/02/06. Document Control Branch 
(Document Control Desk). 2pp. 39573:275-39573:276. 

@702100401 Responds to NRC 870105 Itr re violation noted in Insp Rept 50-354/86- 
52.Corrective actiomradiographs placed in proper storage facility & humidity/temp indi- 
cator recalibr. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. NLR-N87014. 87/02/ 
02. Document Control Branch (Document Control Desk). 2pp. 39573:268-39573:269. 

8702110116 Forwards annual diesel generator reliability data rept per Tech Spec 
6.9.1. 12.Rept provides number of tests & failures for each generator at plant for 
1 985.lnfo re Rev 1 to Reg Guide 1.1 08, Position C.3.6 for each failure also encl. 
MCDONALD, R.P. Alabama Power Co. 86/12/19. GRACE, J.N. Region 2, Office of Di- 
rector. 4pp. 39579:255-39579:25 8. 

8702130097 Final response to FOIA requestApp A document re SECY-86-167 on issu- 
ance of proposed rev to 10CFR50,App J & draft reg guide, Task MS 021 -5, encl & 
being made available in PD R. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/06. PERKEY.D.N. LN Technol- 
ogies Corp. (formerly NUS Corp.). 2pp. 39642:065-39642:066. 

-8607010132 SECY-86-167 Recommends that Commission approve issuance of pro- 
posed rev to 10CFR50,App J, “Leakage Tests for Containments of Light Water 
Cooled Nuclear Power Plants" & draft reg guide, Task MS 021-5. 

STELLO.V. Office of the Executive Director for Operations. 86/05/29. 128pp. 
39642:067-39642:195. 

8702130165 Forwards electrical, piping & instrumentation & control & instrumentation 
drawings listed in Tables 1.7-1 through 1.7-3 of Rev 47 to FSAR.W/617 oversize 
drawings. 

BRADLEY.E.J. Philadelphia Electric Co. 87/01/13. BUTLER, W.R. BWR Project Direc- 
torate 4. 700pp. 39631:264-39633:329. 

8702130255 Corrects NRC 870106 safety evaluation re conformance to Reg Guide 
1.97. Instrumentation installation schedule not in agreement w/850716 confirmatory 
order.Unit 1 equipment must be operable by Spring 1988 startup & Unit 2 by Fall 
1988. 

MCNEIL.S.A PWR Project Directorate 8. 87/02/09. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 3pp. 39643:161-39643:163. 

8702130281 Forwards add! guidance to ensure proper implementation of ASME Cod© 
Case N-411, “Alternative Damping Values for Response Spectra Analysis of Class 1,2 
& 3 Piping, Section III, Div I,” per conditions in Reg Guide 1.84. 

RUBENSTEIN.L.S. PWR Project Directorate 2. 87/02/05. WOODY, C.O. Florida Power 
& Light Co. 5pp. 39643:303-39643:307. 

8702130369 Discusses acceptability of performing pressure testing, on one time 
basis, using nuclear heat. Reaffirms NRC position in 860505 Itr that pressure tests be 
performed prior to pulling control rods. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 87/02/10. 
O'REILLY, J.P. Georgia Power Co. 3pp. 39644:134-39644:136. 

8702130437 Informs that 861215 changes to emergency plan in compliance w/ 
10CFR50.54(q) & guidance criteria in Rev 1 to Reg Guide 2.6 & ANSI/ANS-15.16- 
1982, “Emergency Planning for Research Reactors.” Implementation requested imme- 
diately. 

BERKOW.H.N. Standardization & Special Project Directorate. 87/02/03. MILEY.H. Illi- 
nois, Univ. of, Urbana, IL. 3pp. 39641:088-39641:090. 

8702170071 Requests info re review & concurrence role of NRC in meteorological moni- 
toring program conducted by DOE for NNWSI at Yucca Mountain Site.NV.Understands 
that NRC concurs w/ plan for meteorological characterization underway at site. 
LOUX.R.R. Nevada, State of. 1248. 86/12/24. BROWNING, R. Division of Waste Man- 
agement. 5pp. 39459:345-39459:349. 

8702180289 Advises of change in compliance w/Reg Guide 1.45 re leak detection 
sys, per util 870112 Itr describing revs to facility FSAR.FSAR rev will be implemented 
in next update. 

SPANGENBERG.F. Illinois Power Co. U-600840. 87/02/16. BUTLER, W.R. BWR 
Project Directorate 4. 2pp. 39666:140-39666:141. 

8702180373 Forwards 91-614-04-123, “Human Factors Integration of Zion Nuclear Gen- 
erating Station Reg Guide 1.97 Program," per commitment made in response to Ge- 
neric Ltr 82-33. Items 1,4 & 5 will be addressed in first refueling outage submittal. 
LEBLOND.P.C. Commonwealth Edison Co. 2654K. 87/02/02. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). 2pp. 39662:259-39663:082. 

-8702180385 Procedure 91-614-04-123, “Human Factors Integration of Zion Nuclear 
Generating Station Reg Guide 1.97 Program." 

* Advanced Resource Development Corp. 87/01/27. 190pp. 39662:261-39663:082. 

8702180667 Forwards response to open items noted in EG&G Idaho, Inc review of Reg 
Guide 1 .97 compliance & comparison of accident monitoring instrumentation at facility 
vs instrumentation recommended by Reg Guide 1.97,per Generic Ltr 82-33. 
LYDON.J.M. Boston Edison Co. GL-82-33. 87/02/10. Document Control Branch (Doc- 
ument Control Desk). 12pp. 39667:163-39667:174. 

8702190214 Provides info on new NBS-AIF program for radioactivity measurements at 
nuclear power plants & requests comments re possible limited regional 
participation.AIF 860828 Itr & supplemental info re program encl, 

MCKEE, P.F. Operating Reactor Program Branch. 87/02/03. BUCHANAN, J.D., 
CUNNINGHAM, LJ., MCKEE, P.F. Office of Inspection & Enforcement, Director (Post 
820201). 10pp. 39687:140-39687:149. 

8702190233 Advises that util alternatives to Rev 0 to Reg Guide 1.54, "QA Require- 
ments for Protective Coatings Applied to Water- Cooled Nuclear Power Plants” & 
ANSI N101.4, “QA for Protective Coatings Applied to Nuclear... ” acceptable. 
REYES.L.A. Region 2, Office of Director. 87/02/09. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). Ip. 39691:329-39691:329. 
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8702190408 Forwards Amends 53 & 45 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation. Amends change license conditions re implementation of Reg Guide 
1.97, Rev 2. 

HQLONICH.J.J. PWR Project Directorate 4. 87/02/12. WHITE.S.A. Tennessee Valley 
Authority. 2pp. 39689:081-39689:089. 

-8702190421 Amends 53 & 45 to Licenses DPR-77 & DPR-79 respectively, changing 
license conditions re implementation of Reg Guide 1 .97, Rev 2. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. DPR-79 A 045. 87/02/12. 4pp. 
39689:083-39689:086. 

-8702190424 Safety evaluation supporting Amends 53 & 45 to Licenses DPR-77 & 
respectively 

* Office ofNuclear Reactor Regulation, Director (post 851125). 87/02/12. 3pp. 
39689:087-39689:089. 

8702190418 Responds to violation noted in Insp Rept 50-424/86-118. Corrective 
actions:review conducted of shift supervisor & plant operator logs to identify attempt- 
ed diesel generator starts since reliability testing completion. 

RICE.P.D. Georgia Power Co. GN-1344. 87/02/05. REYES, L.A. Region 2, Office of 
Director. 2pp. 39691:280-39691:281. 


8702250283 RIL-148 Research Info Ltr 148:submits results of in situ stress measure- 
ments conducted at three intraplate seismic areas in Eastern US.Results indicate that 
rock at incipient failure by reverse faulting & could prove to be seismically active. 
BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 87/ 
02/18. DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
8pp. 39743:170-39743:177. 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


8702190447 Requests comments on industry std format for Tech Specs developed for 
restructured STS effort.Application of human factors important part of efffortReview & 
approval of app to writers guide requested.Supporting info end. 

WEBSTER.S.A. ANS-58.4 Working Group. WEBSTER.S.A. Combustion Engineering, 
Inc. 87/02/12. DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 
851 1 25). 26pp. 39686:279-39686:304. 

8604010302 List of BWIP upcoming events. 

* Basalt Waste Isolation Project. 1727. 86/01/02. Basalt Waste Isolation Project. 2pp. 
35342:351-35342:352. 


8702200037 Forwards Suppl 5 to “Startup Rept for 861115-870201,” per Tech Spec 
Paragraphs 6.9.1. 1 -6.9.1. 3 & Rev 4 to Reg Guide I.I6.N0 startup activities performed 
during reporting period. 

LEONARD, J.D. Long Island Lighting Co. SNRC-1314. 87/02/17. Document Control 
Branch (Document Control Desk). Ip. 39695:211-39695:223. 

8702250309 Forwards evaluation granting util 861219 request for further mod of 840612 
confirmatory order to delay implementation of SPDS & Reg Guide 1 .97 requirements 
re Suppl 1 to NUREG-0737. Proposed schedule for implementing DCRDR mods ac- 
ceptable. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 87/02/18. 
CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 7pp. 39743:152-39743:158. 


8702250501 Reg Guide 1.1 54, Task Si 502-4, “Format & Content of Plant- Specific PTS 


SARs for PWRs." 

• Office of Nuclear Regulatory Research, Director (Post 860720). 87/01/31. 42pp. 
39741:022-39741:062. 


8702260004 Forwards response to NRC 861202 request for addl info re piping stress 
analysis damping values, including util response to NRC comments, proposed revs to 
FSAR & util 700605 ltr transmitting seismic spectra info. 

CUTTER, A.B. Carolina Power & Light Co. NLS-87-022. 87/02/16. Document Control 
Branch (Document Control Desk). 11pp. 39744:178-39744:253. 

8702260019 Advises that results of cost benefit analysis to evaluate concern in NRC 
safety evaluation re deviation from Reg Guide 1.97 concerning neutron flux variable 
will be provided by 870630. 

PAPANIC.G. Yankee Atomic Electric Co. FYR 87-015. 87/02/13. MCKENNA, E.M. 
PWR Project Directorate 1. MCKENNA, E.M. Document Control Branch (Document 
Control Desk). Ip. 39739:333-39739:333. 


@610190332 Submits mod to agenda for CRGR Meeting 98 on 861016 in Bethesda.MD 
to discuss amends to 10CFR20 to require accreditation of personnel dosimetry proc- 
essors & postponement of deferred plant policy statement. 

SNIEZEK.J.H. Committee to Review Generic Requirements. 86/10/03. 
BERNERO.R.M. Office of Nuclear Reactor Regulation, Director (post 851125). 
STAROSTECKl.R. Office of Inspection & Enforcement, Director (Post 820201). 
ROSS.D.F. Office of Nuclear Regulatory Research, Director (Pre 860720). 2pp. 
39698:210-39699:104. 

—8702200154 Requests CRGR review of proposed final resolution of USI A-46, "Seis- 
mic Qualification of Equipment in Operating Plants." Rev of scope not 
recommended.Current scope well defined & understood by staff & industry. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
01. SNIEZEK.J. Regional Operations & Generic Requirements. 2pp. 39698:212- 
39699:104. 

8702030061 Extends invitation to participate in 870218 Incident Investigation Program 
workshop in Atlanta, GA.Workshop will provide understanding of process by which 
NRC investigates potential significant incidents.Agenda & procedures end. 

GRACE, J.N. Region 2, Office of Director. 87/01/16. MCDONALD.R.P. Alabama Power 
Co. 3pp. 39480:238-39481:093. 

-870203014® Rev 1 to “Incident Investigation Manual.” 

* Incident Investigation Team. 86/12/31. 200pp. 39480:241-39481:093. 

@70209036® Final response to FOIA request re Comanche Peak response team 
activities.App A documents already in PDR.Forwards App B documents. 
GRIMSLEY.D.H. Division of Rules and Records. 87/01/29. GARDE, B.P. Government 
Accountability Project. 3pp. 39576:001-39576:139. 


@702260121 Advises that schedule submitted in 860930 ltr re NRC evaluation of con- 
formance to Reg Guide 1.97 revised.Schedul© for responses will be provided as part 
of 870410 submittal of Vol 4 of "Watts Bar Nuclear Performance Plan.” 

GRIDLEY.R. Tennessee Valley Authority. 87/02/19. YOUNGBLOOD.B.J. Office of Nu- 
clear Reactor Regulation, Director (post 851125). YOUNGBLOOD.B.J. Document Con- 
trol Branch (Document Control Desk). 2pp. 39753:223-39753:224. 

@702260130 Forwards Vols 1-3 of "Electrical Separation Verification Test Rept..." used 
by Wyle Labs to demonstrate that sys test procedure in compliance w/requirements 
of Reg Guide 1 .75, per SER Open Item 9. 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-1858. 87/02/19. Docu- 
ment Control Branch (Document Control Desk). 3pp. 39746:237-39749:206. 

@702260212 Provides status of NUREG-0737, Suppl 1 items.Walkdown identified 16 
human engineering discrepancies which remain open.Schedule provided for items not 
expected to be completed before fuel load. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
ANPP-401 73-JGH/, 87/02/20. KNIGHTON, G.W. PWR Project Directorate 7. 5pp. 
39745:091-39745:095. 

@702260247 Forwards General Physics Corp, “NUREG-0737, Suppl 1 Emergency Re- 
sponse Capability-Plan," per 860701 commitmentSchedule for implementing mods 
required to resolve DCRDR human engineering deficiencies also end. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. NLR-N87011. 87/02/ 
20. Document Control Branch (Document Control Desk). 5pp. 39745:102-39745:176. 

-8702260257 “NUREG-0737, Suppl 1 Emergency Response Capability Integrated 
Project Plan." 

* General Physics Corp. GL-82-33. 87/01/31. 70pp. 39745:107-39745:176. 

8702260667 Forwards comments on proposed Rev 2 to Reg Guide 3.44 re water-basin 
type independent spent fuel storage. 

WILSON, K.L Earth Technology Co., Inc. 51FR43255 001. 87/02/12. PEARSON, W.R. 
Office of Administration. 3pp. 39756:141-39756:143. 

@702270448 Advises that NRC does not concur w/util 860516 assessment of License 
Condition 2.C(15),per NUREG-0737, Item II.F.1 & Rev 2 to Reg Guide 1.97.Util use of 
calculated correction factors acceptable only on interim basis. 

STEFANO.J.J. BWR Project Directorate 3. 87/02/19. SYLVIA, B.R. Detroit Edison Co. 
3pp. 39775:160-39775:162. 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 

8702130245 Research Info Ltr 147 re results of in situ stress measurements conducted 
at epicenter of Miramichi earthquakes in New Brunswick, Canada.Tests confirm pres- 
ence of high in situ stresses in eastern North America. 

BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 87/ 
02/09. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
8pp. 39639:1 55-39639:1 62. 


—8507060070 Advises of meetings scheduled for 850701,10,17 & 31 in Bethesda.MD to 
discuss util program plan.NRC response will be sent to util by 850807. 

NOONAN, V.S. Comanche Peak Project (Technical Review Team). 85/06/27. SHAO.L. 
NRC - No Detailed Affiliation Given. Ip. 39576:178-39576:178. 

—8507180554 Forwards organization chart & roster for sys/operations group of Coman- 
che Peak Task Force to be used for meeting objectives of end NRC 850702 plan for 
review & audit of util design & const adequacy program plan. 

CALVO.J.A. Comanche Peak Project (Technical Review Team). 85/07/08. 

NOON AN, V.S. Comanche Peak Project (Technical Review Team). 4pp. 39576:165- 
39576:177. 

-8507180557 Forwards NRC plan for review of util design & const adequacy review 
program.Organization chart also end. 

CALVO.J.A. Comanche Peak Project (Technical Review Team). 85/07/02. 

NOONAN, V.S. Comanche Peak Project (Technical Review Team). Ip. 39576:156- 
39576:156. 

-6508080104 Responds to request for comments on Comanche Peak Response Team 
program plan.Plan contains most elements required for adequate implementation of 
action plans for review of design & const. Detailed comments end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 85/07/31. 
NOONAN, V.S. Comanche Peak Project (Technical Review Team). 4pp. 39577:025- 
39577:028. 

-6512310153 Submits list of portions of draft SER transmitted to date by 
Teledyne.Portions focus on Comanche Peak Review Team program plan, design ade- 
quacy program plan & const adequacy program plan. Listed info will be provided later. 
CRAGIN.J.Q. Teledyne Engineering Services. 6410-31. 85/12/23. NOONAN, V. Co- 
manche Peak Project (Technical Review Team). Ip. 39576:268-39576:268. 

-86O2O30132 Forwards early inputs for next rev to SSER on facility program plan.Encis 
do not fully reflect evaluation due to late receipt of Rev 3 to program pian.More input 
will be provided at 860303 meeting. 

CRAGiN.J.Q. Teledyne Engineering Services. 6410-40. 86/01/30. NOONAN.V.S. Co- 
manche Peak Project (Technical Review Team). 76pp. 39576:192-39576:267. 

-8602110471 Trip rept of 851202-03 visit to TERA ofcs in Bethesda.MD to audit docu- 
mentation supporting initial level of homogeneity for design activities review Procedure 
DAP-21 that will be implemented to validate homogeneity. 

KNOX.J.L. Comanche Peak Project (Technical Review Team). 86/01/16. 
MARINOS, E.C. Comanche Peak Project (Technical Review Team). 11pp. 39577:012- 
39577:022. 

-8605160154 Forwards preliminary comments on May 1986 draft SSER 13, Sections 1 
& 3.Sentence on Pages 1-4,1 -7,3-1 & 3-5 most appropriately worded on Page 1~7.Last 
word in paragraph on Page 1-6 re generic implications should be “deficiencies." 
LANDERS, D.F. Teledyne Engineering Services. 6410-59. 86/05/14. NOONAN.V. Co- 
manche Peak Project (Technical Review Team). 4pp. 39576:188-39576:191, 


8702180027 Research Info Ltr 149:transmits results of ANL study of mechanical stress 
improvement process being proposed by utils. 

BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 87/ 
02/12. DENTON, H.R, Office of Nuclear Reactor Regulation, Director (post 851125 . 
15pp. 39687:125-39687:139. 


-8606230101 Forwards review of safety-significant evaluations (SSE) of const devi- 
ations in civil/structural populations.Tentative schedule for SSE & App P issues 
deemed inappropriate based on current contractual requirements. 

LANDERS, D.F. Teledyne Engineering Services. 6410-64. 86/06/18. NOONAN.V. Co- 
manche Peak Project (Technical Review Team). 4pp. 39576:140-39576:143. 
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—8702090403 Discusses review of util 851122 responses including QA/QC 
ISAPS.Comanche Peak Review Team program plan consistent w/ 10CFR50,App B. 
HALE.C.J. Comanche Peak Project (Technical Review Team). 85/12/18. 
NOONAN. VS. Comanche Peak Project (Technical Review Team). 2pp. 39576:006- 
39576:007 

—8702100021 Requests review of Comanche Peak response team plan, for resolution of 
concerns in NUREG-0797,Suppl II.App P. Lead engineer should be assigned to task 
by 851223. 

SHAO.L. Comanche Peak Project (Technical Review Team). 85/12/16. LANDERS, D. 
Teledyne Engineering Services. 24pp. 39576:116-39576:139. 

-8702100184 Forwards addl comments re draft SSER 13 sent on 860514. 

LANDERS, D.F. T e!edyne Eog ! neering Services. 6410-60. 86/05/16. NOONAN, V. Co- 
manche Peak Project (Tecnnibal Review Team). 9pp. 39576:179-39576:187. 

8702110010 Forwards revs to Comanche Peak Steam Electric Station manuals. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). TXX-6237. 87/ 
01/26. NOONAN, V.S. Comanche Peak Project (Technical Review Team). 8pp. 
39589:003-39590:177. 

8702110027 Forwards newspaper clipping re possibility of Chernobyl-type accident oc- 
curring in USArticle indicates use of misstatements & scare tactics to frustrate appli- 
cation of nuclear energy. 

TODOROVICH.M.M. Select Panel for Post Chernobyl Safety Review. 87/01/13. 
MURLEY.T. Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 
39580:349-39580:351. ~ 

8702110256 Summary of CRGR Meeting 107 on 870120 re emergency planning rule 
changes to deal w/lack of governmental cooperation in offsite emergency 
planning.Attendees list end. 

SNIEZEK.J.H. Committee to Review Generic Requirements. 87/01/29. STELLO.V. 
Office of the Executive Director for Operations. 8pp. 39580:341-39580:348. 

8702110296 Notification of CRGR Meeting 107 on 870120 to review OGC proposal, 
“Emergency Planning Rule Changes to Deal w/Lack of Governmental Cooperation in 
Offsite Emergency Planning.” Draft SECY end. 

SNIEZEK.J.H. Committee to Review Generic Requirements. 87/01/16. 
BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 
STAROSTECKI.R. Region 1, Office of Director. CUNNINGHAM, R.E. Division of Fuel 
Cycle & Material Safety. 2pp. 39581:093-39581:118. 

-8702110488 Draft Commission paper re consideration of emergency planning rule 
changes to deal w/lack of governmental cooperation in offsite emergency planning. 
PARLER.W.C. Office of the General Counsel. STELLO.V. Office of the Executive Di- 
rector for Operations. 87/01/13. 24pp. 39581:095-39581:118. 

8702180284 SECY-87-023 Informs Commission of results of US fact finding re Cherno- 
byl accident & issuance of rept (NUREG-1250) in collaboration w/other 
agencies, industry organizations & NRC evaluation of policies & practices. 

STELLO.V. Office of the Executive Director for Operations. 87/02/02. 212pp. 
39672:063-39672:278. 

8702190399 Notification of CRGR Meeting 110 on 870225 in Bethesda.MD. T Speis 
scheduled to present end 10CFR50.54f Itr to all licensees re pressure isolation 
valves. W/o end. 

SNIEZEK.J.H. Committee to Review Generic Requirements. 87/02/13. 
_ BERNERO.R.M. Office of Nuclear Reactor Regulation, Director (post 851125). 
STAROSTECKI.R. Region 1, Office of Director. CUNNINGHAM.R.E. Office of Nuclear 
Material Safety & Safeguards, Director. 2pp. 39689:228-39689:229. 

8702190668 Partial response to FOIA request for documents. App E & H documents & 
addl listed documents available in PDR.App F documents forwarded & being made 
available in PDRApp G documents withheld in entirety (ref FOIA Exemption 5). 
GRIMSLEY.D.H. Division of Rules and Records. 87/02/13. TYE.L. Boston Globe, 
Boston, MA. 8pp. 39687:045-39687:052. 

—8612120133 Notifies of CRGR Meeting 104 on 861222 to discuss generic Itr concern- 
ing improvements in BWR Mark I containments. Persons making presentations should 
assure that info required for CRGR review provided to Commission. 

SNIEZEK.J.H. Committee to Review Generic Requirements. 86/12/09. 
BERNERO.R.M. Office of Nuclear Reactor Regulation, Director (post 851125). 
STAROSTECKI.R. Office of Inspection & Enforcement, Director (Post 820201). 
CUNNINGHAM.R.E. Office of Nuclear Material Safety & Safeguards, Director. 2pp. 
39687:053-39687:054. 

8702240462 Forwards summary of CRGR activities for Dec 1986.Summary will be in- 
cluded in EDO weekly rept to Commission for wk ending 870220. 

ZERBE.J. Committee to Review Generic Requirements. 87/02/13. Committee to 
Review Generic Requirements. 8pp. 39726:156-39726:163. 

8702240519 Notification of time change for CRGR Meeting 110 on 870225 in 
Bethesda,MD. 

SNIEZEK.J.H. Committee to Review Generic Requirements, 87/02/14. 
BERNERO.R.M. Office of Nuclear Reactor Regulation, Director (post 851125). 
STAROSTECKI.R.W Region 1, Office of Director. CUNNINGHAM.R.E. Office of Nucle- 
ar Material Safety & Safeguards,Director. Ip. 39725:190-39725:190. 

8702250425 Final response to FOIA requests for documents re Allegation 4-86-A- 
019.Forwards Apps BSC documents.App C documents fully & partially withheld (ref 
FOIA Exemptions 6 S 7>. Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/20. BAUMAN, L. Government 
Accountability Project. 4pp. 39744:079-39744:093. 


SECY POSITION PAPERS BEFORE THE COMMISSION 


8702020728 Final res|»onse to FOIA request re investigation into R Parks 
allegationsApp Q document partially withheld (ref FOIA Exemption 5). 

* Division of Rules and Records. 87/01 /29, Hoberg, Finger, Brown, Cox & Molliqan. 
3pp. 39470:012-39470:016. 

-8702020730 SECY-84-055A Partially withheld Commission paper re GAP request for 
investigation into R Parks allegations. 

FITZGERALD, J.A. Office of the General Counsel. 84/06/05. Ip. 39470:015- 
39470:016. 


8702060142 Final response to FOIA request for SECY papers.App A documents & end 
App B documents in PDR.App C & D documents partially & completely 
withheld, respectively (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/02. WILLIAMS, O.G. JRA As- 
sociates. 6pp. 39539:295-39539:337. 

-8606060268 SECY-86-162 Informs of staff plans on how external initiators of acci- 
dents will be handled in context of severe accident policy.Tentative schedule for com- 
pletion of first phase approx 1 yr. 

STELLO.V. Office of the Executive Director for Operations. 86/05/22. 7pp. 
39539:301-39539:307. 

-8702060167 SECY-86- 184 Partially withheld SECY paper seeking approval of policy 
statement & order in response to GUARD remand. 

MALSCH.M.G. Office of the General Counsel. 86/06/20. 2pp. 39539:336-39539:337. 

-8702060150 SECY-86-228 Informs Commissioners of NRC approach to use of new 
source- term info for future applications. 

STELLO.V.S. Office of the Executive Director for Operations. 86/08/06. 7pp. 
39539:308-39539:314. 

-8611140269 SECY-86-316 Recommends that Commission develop policy statement 
on maint program. 

STELLO.V. Office of the Executive Director for Operations. 86/10/27. 21pp. 
39539:315-39539:335. 

8702060146 Partial response to FOIA request for SECY papers re environ 
qualification. App B documents available in PDRApp C & D documents partially & 
completely withheld, respectively (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/02. WILLIAMS, O.G. JRA As- 
sociates. 6pp. 39548:062-39548:077. 

-8702060158 SECY-85-321 A Partially withheld SECY paper re extension of environ 
qualification 851130 deadline. Recommends that Commission issue end order re ex- 
tension of deadline for facility.W/o end. 

FITZGERALD, J.A. Office of the General Counsel. 85/11/12. Ip. 39548:069- 
39548:069. 

-8702060170 SECY-85-330A Partially withheld SECY paper re extension pf environ 
qualification 851130 deadline. Recommends that Commission issue end order re ex- 
tension of deadline for plant. W/o end. 

FITZGERALD, J.A. Office of the General Counsel. 85/11/15. 2pp. 39548:070- 
39548:071. 

-8702060176 SECY-85-335A Partially withheld SECY paper re extension of environ 
ualification 851130 deadline.Recommends that Commission issue end order re 
eadline extension for plant.W/o end. 

FITZGERALD, J.A. Office of the General Counsel. 85/11/15. 2pp. 39548:072- 

39548:073. 

-8702060184 SECY-85-337A Partially withheld SECY paper re extension of environ 

Q ualification 851130 deadline.Recommends that Commission issue end order re 
eadline extension for facility. W/o end. 

FITZGERALD, J.A. Office of the General Counsel. 85/11/15. 2pp. 39548:074- 

39548:075. 

-8702060191 SECY-85-339A Partially withheld SECY paper re extension of environ 
qualification 851130 deadline.Recommends that Commission issue end order re 
deadline extension for facility.W/o end. 

FITZGERALD, J.A. Office of the General Counsel. 85/11/15. 2pp. 39548:076- 

39548:077. 

8702090059 Forwards documents re 10CFR25 & 95 concerning access authorization for 
licensee personnel (final rule). 

DOPP.R.A. Division of Security. AB80-2 01. 87/02/02. LANHAM.D.H. Document Con- 
trol Branch (Document Control Desk). Ip. 39575:139-39575:246. 

-8403260355 SECY-84-075 Requests Commission approve NRC proposed security bul- 
letin to implement certain requirements of Natl Security Decision Directive 84. 
DIRCKS.W.J. Office of the Executive Director for Operations. AB80-2 03. 84/02/10. 
6pp. 39575:149-39575:159. 

8702130097 Final response to FOIA requestApp A document re SECY-86-167 on issu- 
ance of proposed rev to 10CFR50,App J & draft reg guide, Task MS 021-5, end & 
being made available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/06. PERKEY.D.N. LN Technol- 
ogies Corp. (formerly NUS Corp.). 2pp. 39642:065-39642:066. 

-8607010132 SECY-86-167 Recommends that Commission approve issuance of pro- 
posed rev to l0CFR50,App J, “Leakage Tests for Containments of Light Water 
Cooled Nuclear Power Plants” & draft reg guide, Task MS 021-5. 

STELLO.V. Office of the Executive Director for Operations. 86/05/29. 128pp. 
39642:067-39642:195. 

3702130138 Forwards 870206 SECY-87-035 re consideration of emergency planning 
rule change to deal w/lack of governmental cooperation in offsite emergency 
planning.Related correspondence. 

REIS.E.J. Assistant General Counsel for Hearings. #187 2492. OL. 87/02/10. 
ROSENTHAL, A.S., EDLES.G.J., HOYT.H. Atomic Safety and Licensing Board Panel, 
ip. 39633:330-39633:358. 

-8702130141 SECY-87-035 Recommends that Commission consider emergency plan- 
ning rule changes to deal w/lack of governmental cooperation in offsite emergency 
planning. 

PARLER.W.C. Office of the General Counsel. STELLO.V. Office of the Executive Di- 
rector for Operations. OL. 87/02/06. 28pp. 39633:331-39633:358. 

8702180284 SECY-87-023 Informs Commission of results of US fact finding re Cherno- 
byl accident & issuance of rept (NUREG-1250) in collaboration w/other 
agencies, industry organizations & NRC evaluation of policies & practices. 

STELLO.V. Office of the Executive Director for Operations. 87/02/02. 212pp. 
39672:063-39672:278. 

8702240156 SECY-86-368 Informs Commissioners of plans & activities re review of 
three DOE-sponsored advanced reactor concepts. 

STELLO.V. Office of the Executive Director for Operations. 86/12/10. 17pp. 
39711:098-39711:114. 
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8702240289 SECY-87-034 Updates status of major cleanup issues at TMI-2.CY86 
cleanup progress discussed.Licensee current schedule provided.Delays in refueling 
have not resulted in significant safety consequences.Related info end. 

STELLO.V. Office of the Executive Director for Operations. 87/02/06. 23pp. 
39726:065-39726:087. 


STATE PROG STATE PROGRAMS 

8702020505 Forwards response to comments on program.Tab C of emergency std op- 
erating procedures not updated prior to exercises since tab never used.lnfo on com- 
puterized license data base transferred to PC w/expansion data capabilities. 

MOBLEY, M.H. Tennessee, State of. 86/11/05. WOODRUFF, R.L. Region 2, Office of 
Director. 2pp. 39468:125-39468:126. 

8702030036 Forwards 870121 FR notice, revising due date for comments on assess- 
ment of proposed agreement betweeen NRC & State of IL. Agreement may be exe- 
cuted as early as 870301. 

HODGDON.A.P. Assistant General Counsel for Hearings. #187 2364. SC. 87/01/28. 
COTTER, B.P., KLINE, J.R., LEUBKE.E.A. Atomic Safety and Licensing Board Panel. 
18pp. 39473:273-39473:290. 

8702030080 Notification of contract execution, Mod 6,to “Radiation Monitoring Program 
Requirements.” ContractonState of CA. 

DORSEY.M. Small Purchases & Regional Operations Branch (Post 860421). FIN B- 
8553. NRC-32-83-684. 87/01 /27. HAMMILL.K., HAMADA.G. NRC - No Detailed Affili- 
ation Given. Ip. 39485:155-39485:156. 

-8702030086 Mod 6, correcting funds obligated for CY87,to “Radiation Monitoring Pro- 
gram Requirements." 

? California, State of. HAGEY.H. Division of Contracts. FIN B-8553. NRC-32-83-684. 
87/01/27. Ip. 39485:156-39485:156. 

8702030428 Comments opposing proposed rule re evaluation of Agreement State radi- 
ation control programs.Status of regulations more appropriately “Category 2 Indica- 
tor." Model regulations should be issued to states if 3-yr period adopted. 

LASH.T.R. Illinois, State of. 51FR41172 006. 87/01/20. Division of Rules and 
Records. 2pp. 39478:332-39478:333. 

8702040015 Comments on petition for rulemaking PRM-50-44 re use of graphite as 
moderator or reflector in research reactors. Opposes rulemaking.Petition of Committee 
to Bridge the Gap should be denied. 

DIMEGLIO, A.F. Rhode Island. State of. 51FR31341 015. 87/01/23. Correspondence 
& Records Branch. 2pp. 39498:214-39498:215. 

8702040067 Comments on NRC assessment of proposed agreement from State of IL 
for assumption of certain NRC regulatory authority per Section 274 of Atomic Energy 
Act of 1954.State of IL should be required to accept all matl in West Chicago site. 
RENNELS.A.E. West Chicago, IL. 51FR4732 7. 87/01/29. Division of Rules and 
Records. 12pp. 39494:339-39494:354. 

8702040441 Further response to FOIA request for 18 categories of documents re U Mill 
Tailings Radiation Control Act of 1978. Forwards App B documents.App C documents 
withheld (ref FOIA Exemptions 4 & 5).App D documents available in PDR. 

GRIMSLEY, D.H. Division of Rules and Records. 87/01/30. BREMBERG.B.P. Affili- 
ation Not Assigned. 6pp. 39577:093-39577:203. 

-8702040463 Requests compilation of state license, compliance & correspondence files 
for mill licensees in radiation protection branch & written inventory of files established, 
to facilitate orderly transition to NRC. 

KERR.G.W. Office of State Programs, Director. 86/04/21. FORT.D.D. New Mexico, 
State of. Ip. 39577:113-39577:113. 

“8702040468 Ack receipt of 860407 Itr re State of NM request that NRC reassert au- 
thority over U milling & mill tailings in state. Governor request end. 

KERR.G.W. Office of State Programs, Director. 86/04/23. WHITSON.H.A. Southwest 
Research and Information Center. Ip. 39577:114-39577:114. 

-8702040475 Requests info re process employed re State of NM request for NRC juris- 
diction over U activities in state, including developments, decision points & relevant 
policy criteria for making decisions. 

WHITSON, H. Southwest Research and Information Center. 86/04/07. KERR.G.W. 
Office of State Programs, Director. 3pp. 39577:1 15-39577:1 16. 

-8702040479 Forwards D Fort 860423 Itr re mill sureties in State of NM. 
NUSSBAUMER,D.A. Assistant Director for State Agreements Programs. 86/05/06. 
DODA.R. Region 4, Office of Director. Ip. 39577:117-39577:117. 

“8702040482 Advises that State of NM must retain existing obligations re mill sureties 
until reclamation actions for which sureties given performed or court otherwise orders 
that such obligations be released. 

FORT.D.D. New Mexico, State of. 86/04/22. ROBERTS, T.M. Commissioners. 2pp. 
39577:118-39577:119. 

—8702040492 Forwards memo outlining why NRC should afford opportunity for interest- 
ed persons to comment or participate in hearing on Commission action in response to 
State of NM Governor Anaya 860318 Itr. 

YESLEY.M.S. Stephenson, Carpenter, Crout & Olmstead. 86/05/08. PALLADINO.N.J. 
Commissioners. 11pp. 39577:120-39577:130. 

“8702040505 Summary of 860416 meeting w/State of NM in Silver Spring, MD re co- 
ordination of work required in order for NRC to accept back U recovery licensing pro- 
gram & bring licensees into compliance w/federal regulations. 

SOLLENBEhGER.D. Low-Level Waste & Uranium Recovery Projects Branch. 86/05/ 
14. Low-Level Waste & Uranium Recovery Projects Branch. 11pp. 39577:131- 
39577:141. 

“8702040539 Requests participation in 860529 meeting of all State of NM U recovery 
operations licensees in Albuquerque.NM re NRC 860601 reassertion of regulatory au- 

MAF&IN.R.D. Region 4, Office of Director. 86/05/22. KENNEDY, E. Homestake Mining 
Co. 2pp. 39577:142-39577:143. 

“8702040556 Requests participation in 860529 meeting of all State of NM U recovery 
operations licensees in A!buquerue,NM re NRC 860601 reassertion of regulatory au- 
thority. 

MARTIN, R.D. Region 4, Office of Director. 86/05/22. VELASQUEZ, J. United Nuclear 
Corp. (subs, of UNC Resources, Inc.). 2pp. 39577:144-39577:147. 


“8702040562 Requests participation in 860529 meeting of all State of NM U recovery 
operations licensees in Albuquerque.NM re NRC 860601 reassertion of regulatory au- 
thority. 

MARTIN, R.D. Region 4, Office of Director. 86/05/22. STIRLAND.M. Anaconda Co. 
(subs, of Atlantic Richfield Co.). 2pp. 39577:148-39577:149. 

“8702040572 Requests participation in 860529 meeting of all State of NM U recovery 
operations licensees in Albuquerque.NM re NRC 860601 reassertion of regulatory au- 
thority. 

MARTIN, R.D. Region 4, Office of Director. 86/05/22. LEWIS.L.E. Chevron Resources 
Co. 2pp. 39577:150-39577:151. 

“8702040576 Requests participation in 860529 meeting of all State of NM U recovery 
operation licensees in Albuquerque.NM re NRC 860601 reassertion of regulatory au- 
thority. 

MARTIN, R.D. Region 4, Office of Director. 86/05/22. STAUTER.J.C. Kerr-McGee 
Corp. 3pp. 39577:152-39577:154. 

—8702040581 Requests participation in 860529 meeting of all State of NM U recovery 
operations licensees in Albuquerque.NM re NRC 860601 reassertion of regulatory au- 
thority. 

MARTIN, R.D. Region 4, Office of Director. 86/05/22. WILLOUGHLY.J. Bokum Re- 
sources Corp. 2pp. 39577:155-39577:156. 

“8702040604 Requests participation in 860529 meeting of all State of NM U recovery 
operation licensees in Albuquerque.NM re NRC 860601 reassertion of regulatory au- 
thority. 

MARTIN, R.D. Region 4, Office of Director. 86/05/22. HIGGINS, G.L. Mobil Diversified 
Businesses. 2pp. 39577:157-39577:158. 

-8702040614 Requests participation in 860529 meeting of all State of NM U recovery 
operation licensees in Albuquerque.NM re NRC 860601 reassertion of regulatory au- 
thority. 

MARTIN, R.D. Region 4, Office of Director. 86/05/22. GRACE.M. Grace Mining Co. 
2pp. 39577:159-39577:160. 

-8702040615 Requests participation in 860529 meeting of all State of NM U recovery 
operations licensees in Albuquerque.NM re NRC 860601 reassertion of regulattory au- 
thority. 

MARTIN, R.D. Region 4, Office of Director. 86/05/22. KELLEY, C.D. Hecla Mining Co. 
2pp. 39577:161-39577:162. 

-8702040624 Summary of 860529 meeting w/State of NM U recovery operation licens- 
ees in Albuquerque.NM re NRC regulations & policies. Meeting agenda & list of atten- 

PETTENGILL.H.J. Uranium Recovery Field Office. 86/06/17. Uranium Recovery Field 
Office. 6pp. 39577:163-39577:168. 

“8702040631 Forwards FR notice announcing NRC reassertion of authority over U & 
thorium milling activities & mill tailings in State of NM & Commission order re existing 
NM licenses.W/o end. 

NUSSBAUMER.D.A. Assistant Director for State Agreements Programs. 86/06/04. 
WHITSON.H.A. Southwest Research and Information Center. Ip. 3£»577:169- 
39577:169. 

—8702040640 Forwards FR notice announcing NRC reassertion of authority over U & 
thorium milling activities & mill tailings in State of NM & Commission order re existing 
NM licenses. 

NUSSBAUMER.D.A. Assistant Director for State Agreements Programs. 86/06/04. 
TURNER, M. Labor, Dept, of, Occupational Safety & Health Admin. Ip. 39577:170- 
39577:170. 

-8702040645 Advises that NRC approved Governor Anaya request that NRC reassert 
regulatory authority over extraction & concentration of source matl from source matl 
ore & mgt & disposal of resulting byproduct matl on 860522. 

KERR.G.W. Office of State Programs, Director. 86/06/04. OTTS.J.K. New Mexico, 
State of. 3pp. 39577:171-39577:173. 

—8702040653 Expresses opposition to NRC reassertion of regulatory authority for U mill 
tailings.State of NM planned withdrawal represents only governor.not legislature 
desire 

OTTS.J.K. New Mexico, State of. 86/05/15. CHILK.S.J. Office of the Secretary of the 
Commission. 11pp. 39577:174-39577:184. 

“8702040659 Urges Commission to make timely cleanup of U mill tailings major 
priority. Failure to stabilize tailings piles reflects poorly on all regulatory entities. 

ANAYA, T. New Mexico, State of. 86/07/17. ZECH.L.W. Commissioners. 5pp. 
39577:185-39577:189. 

8702060127 Forwards comments on rev to “Bear Creek U Reclamation Plan." Complet- 
ed Form 1 1 required prior to approval of tailings reclamation plan rev & seepage con- 
trol not addressed. 

SHAFFER.R. Wyoming, State of. 86/12/31. MEDLOCK.B. Rocky Mountain Energy Co. 
3pp. 39527:307-39527:309. 

8702060189 Forwards State of WY Dept of Environ Quality correspondence re licensed 
R&D site activities, per Condition 19 of Amend 7 to Ucense SUA-1337.Encls cover 
860101-870112. 

WICHERS.D.L. Malapai Resources Co. 87/01/15. GRACE, S. Uranium Recovery Field 
Office. 79pp. 39563:351-39564:070. 

8702060394 Comments on proposed rule re evaluation of Agreement State radiation 
control program.Waste Policy Act & amends could result in eight or more addl dispos- 
al sites in states where staffing guidelines from NRC may be very beneficial. 
STRONGER. Washington, State of. 51FR41172 007. 87/01/09. Assistant Director for 
State Agreements Programs. 2pp. 39536:060-39536:061. 

8702100107 Advises that Dept of Health supports release for unrestricted use of AMAX 
Parkersburg site, other than disposal cell, under License SMB-1 41 B.Exam of condition 
of disposal cell & assay samples of water will be continued. 

AAROE.W.H. West Virginia, State of. 27822. 87/01/21. LAROCHE, G. Uranium Fuel 
Licensing Branch. 2pp. 39566:227-39566:228. 

8702100186 Confirms 870123 telcon that author will not be able to attend Richland 
County Council nuclear power hearing on 870127 due to prior commitments. 

GRACE, J.N. Region 2, Office of Director. 87/01/26. WAITES, C.Y. Richland County, 
SC. Ip. 39571:297-39571:297. 
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8702110177 Comments on proposed rules 1CCFR30.4G & 70 re Mail Safety Regulation 
Review Study Group rept. Requiring mfg of general license device to conduct periodic 
surveys, not practical sines mfc would have to increase staff. 

ANDERSON.L.F. Utah, StotG^cf. 31FR45122 016. 37/02/02. Division of Rules and 
Records. 2pp. 39579:026-39579:027. 

8702130186 Ack rece'pt of 861121 comments on DOE QA plan.Major comments will be 
addressed during QA Coordinating Group 870129 meeting in Las 
'/ecas.MV.Correr.ts f'zrr. States of WA & NV end for info. 

KALE.S j . E-v/.v, C .:f. 1253. 87/01/08. ZIMMERMAN, S.W. Texas, State of. 

2 S pp. ■JKO'-cSi-'- -lit 

8702130300 Summary of Nuclear Waste Advisory Council 861121 meeting in Lacey, WA 
re significant recent developments, Referendum 40 meetings & public involvement 
plans & activities. 

* Washington, State of. 2260. 86/11/21. Washington, State of. 9pp. 39638:350- 
39638:358. 

8702130308 Summary of Nuclear Waste Board 861121 meeting in Lacey, WA re rept on 
congressional investigations.ML Blazek 861119 Itr end. 

* Washington, State of. 2262. 86/11/21. Washington, State of. 2Spp. 39638:322- 
39638:347. 

8702130316 Summary of Nuclear Waste Advisory Council 861120 informal meeting in 
Olympia, WA re overview, regional info meetings & other items of interest to council 
members. 

* Washington, State of. 2261. 86/11/20. Washington, State of. 4pp. 39638:310- 
39638:313. 

8702130325 Agenda for State of WA, Nuclear Waste Board & Nuclear Waste Advisory 
Council 861219 joint meeting in Lacey.WA to discuss rept on C&C retreat & action on 
DOE request that state begin C&C negotiations. 

* Washington, State of. 2245. 37/02/15. Washington, State of. Ip. 39639:241- 
39639:241. 

8702130334 Press release informing of Special Nuclear Waste Board & Nuclear Waste 
Advisory Council joint meeting on 861219 in Lacey.WA re consultation & cooperation 
provisions of Nuclear Waste Policy Act. 

PROVOST, D. Washington, State of. 2270. 86/12/09. Ip. 39638:314-39638:314. 

8702170327 Encourages NRC to grant renewal of License SUA-1341 for Irigaray 
property.Reopening of mine represents needed economic boost to area. 

REIMANN.R. Affiliation Not Assigned. 87/01/28. HAWKINS.E.F. Uranium Recovery 
Field Office. Ip. 39672:036-39672:047. 

-B7021 70335 Urges NRC to approve renewal of License SUA-1341 for operation of iri- 
garay mine.Resumption of operation would be welcome step in improving economic 
conditions in State of WY. 

SULLIVAN, M. Wyoming, State of. 87/01/23. Uranium Recovery Field Office. Ip. 
39672:037-39672:037. 

-8702170349 Requests favorable consideration for renewal of License SUA-1341 
based on 861231 FR notice of finding of no significant impact. 

BUDD.B., GOODIER.J.T. Wyoming, State of. 87/01/29. Uranium Recovery Field 
Office, ip. 39672:038-39672:038. 

8702170397 Forwards State of WA (CB Roe) 881008 memo to WA Bishop re litigation 
status rept as BWIP-related info. 

HALE. A. NRC - No Detailed Affiliation Given. 2250. 86/10/27. NRC - No Detailed Af- 
filiation Given. 7pp. 39657:356-39657:362. 

8702170427 Ack receipt of 861204 Itr re comments on QA plan.Major comments will be 
addressed during QA Coordinating Group 870129 meeting in Las 
Vegas, NV.Comments from States of TX & WA end for info. 

KALE.S.H. Energy, Dept. of. 1256. 87/01/08. LOUX.R.R. Nevada, State of. 31pp. 
39660:129-39660:159. 

8702170566 Summary of State of WA Joint Nuclear Waste Board/ Advisory Council 
861219 meeting in Lacey, WA.Nuclear Waste Board Resolutions 86-7 & 86-8 & 
“Review of High Level Nuclear Waste Repository Site Analysis,” final rept end. 

* Washington, State of. 2245. 86/12/19. Washington, State of. 17pp. 39660:058- 
39660:117. 

8702190307 Informs that Washington State Energy Facility Site Evaluation Council has 
no comments on proposed amends to License NPF-21 re exemption & changes to 
App J & Section 4.6.1 .2.d & B & C leak rate testing. 

ESCHELS.C. Washington, State of. 87/02/11. ADENSAM.E.G. BWR Project Director- 
ate 3. Ip. 39685:29 1 -39685:29 1 . 

8702190557 Comments on Matls Safety Regulation Review Study Group rept. Supports 
reestablishing control over certain generally licensed devices & requiring certification 
of industrial radiographers. 

STRONG, T.R. Washington, State of. 51FR45122. 87/02/13. Division of Rules and 
Records. 2pp. 39693:100-39693:101. 

8702190571 Confirms recent telcon re NRC review of State of FL radiation control pro- 
ram for agreement matls.Review scheduled for 870302-06. Requests meeting on 
70306 to discuss results of review. 

GRACE, J.N. Region 2, Office of Director. 87/01/28. JUNGLING.G. Florida, State of. 

1 p. 39685:1 52-39685:1 52. 

8702200407 Forwards State of NM Environ Improvement Dept comments on Guh/ira 
Mining Co tailings stabilization repLGroundwater staff currently working on more de- 
tailed review of proposal. 

KEELE.J.M. New Mexico, State of. 87/01/30. PETTENGILL.H. Uranium Recovery 
Field Office. 13pp. 3970 ,:352-39705:003. 

8702240111 Forwards 870114 & 15 updates re State of IL Dept of Nuclear safety orga- 
nization & staff for proposed Section 274b AgreementPersonnel changes since Gov- 
ernor Thompson 861 002 request for Agreement State status listed. 

LUBENAU,J.Q. Assistant director for State Agreements Programs. 87/01 /27. Assist- 
ant Director for State Agreements Programs. 2pp. 39712:070-39712:139. 

—8702240120 Forwards revised organizational chart & staff list for matls program. Revs 
correct clerical errors in 370114 submittal. 

EASTVOLD.P.D. Illinois, State of. 87/01/15. KERR,G.W. Office of State Programs, Di- 
rector. 1 p. 3971 2:072-3 371 2:1 39. 


“8702240315 Revised State of IL Dept of Nuclear Safety organization chart.Staff listing 
& resumes end. 

* Illinois, State of. 86/11/01. 67pp. 39712:073-39712:139. 

-8702240135 Forwards updated organizational chart & staff list for State of IL Agree- 
ment State regulatory program for byproduct, source & SNM.Changes will strengthen 
licensing staff & enable compliance w/regulatory responsibilities. 

LASH, T.R. Illinois, State of. 87/01/14. KERR.G.W. Office of State Programs, Director. 
Ip. 39712:140-39712:207. 

“87022403 IS State of IL Dept of Nuclear Safety organization chartStaff listing & re- 
sumes end. 

9 Illinois, State of. 86/11/01. 67pp. 39712:141-39712:207. 

8702240231 Package of seven comments supporting proposed rule 10CFR2 r© forma- 
tion of advisory committee to negotiate consensus on proposed revs concerning sub- 
mission & mat of documents for high level waste licensing proceeding. 

CHEHAK.G.t. National Congress of American Indians. MOUNTAIN.J.E. Oregon, State 
of. BISHOP, W.A. Washington, State of. 51FR45338. 87/02/17. CHILK.SJ. Office of 
the Secretary of the Commission. 27pp. 3971 8:1 87-3971 8:21 3. 

8702240271 Comments supporting proposed rule 10CFR2 re submission & mgt of 
records re licensing of geologic repository for disposal of high level radwaste.State of 
NV representation on advisory committee should not be merged w/other interests. 
LOUX.R.R. Nevada, State of. 51FR45338 013. 87/02/17. CHILK.S.J. Docketing & 
Services Branch. 5pp. 397 1 8: 1 32-397 1 8: 1 36. 

8702240326 Forwards comments received from State of TX & State of NV. Comments 
currently being evaluated to identify which changes DOE can make to strengthen & 
improve program. 

KALE.S.H. Energy, Dept. of. 1257. 87/01/08. HUSSEMAN.T. Washington, State of. 
20pp. 39716:304-39716:323. 

8702240352 Responds to 860909 request for concurrence on termination of licenses for 
four U processing facilities.NRC concurs w/State of TX reviews S subsequent termi- 
nation of identified source matls licensees. 

SMITH, R.D. Uranium Recovery Field Office. 87/02/05. BAILEY, E.D. Texas, State of. 
2pp. 39716:261-39716:262. 

8702240471 Notification of contract execution, Mod 6, to “Environ Surveillance for Meas- 
uring Concentrations of Radioactivity & Radiation Levels in Environ of Commission Li- 
censed Activities... Within State of NE.” ContractonState of CO. 

DORSEY, M. Small Purchases & Regional Operations Branch (Post 860421). FIN B- 
8501. NRC-31 -83-668. 87/02/13. MEYER, D.W. Region 4, Office of Director. 
NICHOLAS.J.G. NRC - No Detailed Affiliation Given. Ip. 39726:173-39726:178. 

-8702240485 Mod 6, providing CY87 funding, to “Environ Surveillance for Measuring 
Concentrations of Radioactivity & Radiation Levels in Environ of Commission licensed 
Activities Located Within State of NE & Selected by Commission.” 

THIELEN.L. Colorado, State of. HAGEY.H. Division of Contracts. FIN B-8501. NRC- 
31 -83-668. 87/02/13. 5pp. 39726:174-39726:178. 

8702250268 Confirms discussions w/RJ Doda on 870130 following review of State of 
KS radiation control program. Program for regulation of agreement matls adequate to 
protect public health & safety.Guidelines for NRC review of programs end. 

MARTIN, R.D. Region 4, Office of Director. 87/02/19. WALKER, J. Kansas, State of. 
3pp. 39724:322-39724:324. 

8702250276 Expresses appreciation for Dec discussions w/J Allan & program 
managers.State of NJ in process of identifying insp & surveillance activities for state 
involvement on cooperative basis. 

BERKOWITZJ.H. New Jersey, State of. 86/01/12. MURLEY.T.E. Region 1, Office of 
Director. Ip. 39728:360-39728:360. 

8702250409 Advises of change of address for State of OH Dept of Health. Functions of 
power siting commission transferred to board operating under auspices of PUC of 
State of OH. 

QUILLIN.R.M. Ohio, State of. 87/02/13. ST0L2.J.F. PWR Project Directorate 6. Ip. 
39735:052-39735:056. 

8702250421 Forwards “Rept of Emergency Evacuation Review Team on Emergency 
Response Plans for Perry & Davis-Besse Nuclear Power Plants.” Rept concluded that 
current emergency response plan inadequate.Served on 870128. 

CELESTE, R.F. Ohio, State of. #187 2323. OL 87/01/14. ZECH.LW. Office of Nucle- 
ar Reactor Regulation, Director (post 851125). 4pp. 39744:018-39744:060. 

8702250449 Requests that decontamination site plan be abolished. Plan cannot be ac- 
complished in 100% safe & responsible manner. Also requests to be included in any 
further communications that site review plan may generate.Served on 870128. 
VALENTINE, E.A., PiERCE.D.W., CALO.J. New York, State of. #187 2330. OL-3. 87/ 
01/08. NRC - No Detailed Affiliation Given. 2pp. 39744:077-39744:078. 

8702250540 Urges denial of util request to reduce evacuation zone to 1 mile.Served on 
870202. 

TUFTS, A., BLAISDELL,R.R., GAGE.T.U. New Hampshire, State of. #187 2376. OL 
87/01/15. ZECH.L Commissioners. Ip. 39744:177-39744:177. 

8702260173 Forwards final exercise rept for 861015 exercise of offsite radiological 
emergency preparedness plans for facility. No deficiencies identified during 
exercise.State of LA included corrective action schedule in rept. 

KRIMM.R.W. Federal Emergency Management Agency. 87/02/17. JORDAN.E.L. Divi- 
sion of Emergency Preparedness & Engineenng Response (Post 830103). Ip. 
39744:323-39745:018. 

“8702260182 “Final Radiological Emergency Preparedness Exercise Rept.” 

* Federal Emergency Management Agency. 86/12/23. 54pp. 39744:324-39745:018. 

8702260355 Corrected Itr expressing appreciation for opportunity to review util 
860131,0822 & 870109 requests for amend to Tech Specs re B&C leak rate testing & 
860710 request concerning safety/relief valve tolerances. No comments offered. 
ESCHELS.C. Washington, State of. 87/02/19. ADENSAM.E.G. BWR Project Director- 
ate 3. ip. 39749:342-39749:342. 
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8702260363 Comments on proposed agreement between NRC & State of IL for transfer 
of certain regulatory authority, per Section 274 of Atomic Energy Act of 1954.Exclusion 
of Sheffield site from proposed agreement discussed. 

WETTERHAHN.M.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 
WETTERHAHN.MJ. Conner & Wetterbahn. 51FR47327 005. 87/02/20. CHILK.S.J. 
Office of the Secretary of the Commission. 90pp. 39753:322-39754:051. 

8702260376 Package of two comments opposing proposed rules 10CFR2 & 20 re rad- 
waste below regulatory concern.Considerable evidence exists that even low levels of 
radioactivity can damace human health & plants. 

DAVIS, M.B. Sierra Club. EURE.J.A. Iowa, State of. 51FR43367. 87/02/20. Docketing 
& Services Branch. 2pp. 39756:103-39756:104. 

8702270132 Forwards four executed Mods M015.M012.y001 & M003 to Cooperative 
Agreements DE-FC04-81AL1 6309, DE-FC04-81 All 6257, DE-FC04-82AL20536 & DE- 
FC04-83AL1 9454, respectively & one unexecuted Mod MQ01 to listed cooperative 
agreement. 

BELL.M.J. Division of Waste Management. 87/01/28. HOYAL.J.G. Energy, Dept. of. 
2pp. 39775:163-39775:242. 

-8702270147 Mod M0 12 to Cooperative Agreement DE-FC04-81AL 16257 between 
DOE & State of CO re definitions, description of remedial action program & project mgt 
to provide for initiation of millsite preliminary design prior to execution of plan. 
BELL.M.J. Division of Waste Management. THIELEN.L. Colorado, State of. 
HOYAL.J.G. Energy, Dept. of. 87/01/28. 20pp. 39775:165-39775:184. 


8604100208 Forwards proprietary responses to Questions 1-8 & 10 re XN-NF-85-74(P), 
“RODEX2A (BWR) Fuel Rod Thermal-Mechanical Evaluation Model," transmitted in 
860313 request for addl info. Responses withheld (ref 10CFR2.790). 

WARD.G.N. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
GNW:047:86. 86/04/04. HODGES, M.W. Reactor Systems Branch (BWR). Ip. 
35478:242-35478:242. 


8604100257 Forwards proprietary special rept, “G ESTR-M ECH AN ICAL: Fuel Property & 
Model Revs." Rept withheld (ref 10CFR2.790). Affidavit requesting withholding end. 
CHARNLEY.J.S. General Electric Co. JSC-031 -086. 86/04/07. LAINAS.G.C. Assistant 
Director for Technical Support (BWR). 6pp. 35491:001-35491:006. 

8604290128 Forwards proprietary Rev 1 to XN-NF-85-67(P), ‘‘Generic Mechanical 
Design for Exxon Nuclear Jet Pump BWR Reload Fuel,” per 860408 requestRept 
withheld (ref 10CFR2.790). 

WARD.G.N. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
GNW:054:86. 86/04/21. LAINAS.G.C. Assistant Director for Technical Support (BWR). 
2pp. 35739:177-35739:178. 

8606120442 Forwards undated Addendum 3 to nonproprietary WCAP-9561-NP-A & pro- 
prietary WCAP-9561-P-A, "Addendum to BART-A1:Computer Code for Best Estimate 
Analysis of Reflood Transients...." Proprietary rept withheld (ref 10CFR2.790). 
RAHE.E.P. Westinghouse Electric Corp. NS-NRC-86-3130. 86/06/02. THOMPSON, H. 
Division of Pressurized Water Reactor Licensing - A (post 851125). 3pp. 36429:105- 
36429:153. 


-8702270162 Mod M015 to Cooperative Agreement DE-FC04-81AL16309 between 
DOE & State of UT re definitions & description of remedial action program to provide 
initiation of millsite preliminary design prior to execution of remedial action plan. 
BELL.M.J. Division of Waste Management. * Utah, State of. HOYAL.J.G. Energy, 
Dept. of. 87/01/28. 8pp. 39775:185-39775:192. 


-8606120479 WCAP-9561-NP-A ADD03 Nonproprietary Addendum 3 to ‘‘Addendum to 
BART-A1 :Computer Code for Best Estimate Analysis of Reflood Transients (Special 
RepLThimble Modeling in Westinghouse ECCS Evaluation Model)." 

YOUNG.M.Y., CADEK.F.F, Westinghouse Electric Corp. 86/06/02. 38pp. 36429:116- 
36429:153. 


-8702270170 Mod M001 to Cooperative Agreement DE-FC04-82AL20536 between 
DOE & State of ND re rev of Articles I & 11 to provide for comparative analysis of 
disposal site alternatives rept process for millsite & incorporation of App E. 

BELL.M.J. Division of Waste Management. WENTZ, R.M. North Dakota, State of. 
HOYAL.J.G. Energy, Dept. of. 87/01/28. 21pp. 39775:193-39775:213. 

—8702270178 Mod M003 to Cooperative Agreement DE-FC04-83AL19454 between 
DOE & State of WY re initiation of millsite preliminary design prior to execution of re- 
medial action plan.Unexecuted Mod MG01 to Cooperative Agreement DE-FC04- 
85AL20535 end. 

BELL.M.J. Division of Waste Management. WOOD.R. Wyoming, State of. HOYAL.J.G. 
Energy, Dept. of. 87/01/28. 29pp. 39775:214-39775:242. 

8702270238 Summary of 870219 joint informational meeting w/ nuclear waste board nu- 
clear waste advisory council in Lacey, WA re presence of natural resources at Han- 
ford. 

* Washington, State of. 2290. 87/02/19. Washington, State of. 36pp. 39764:064- 
39764:099. 

8702270341 Comments on Grace evaluation of Agreement State program. Demand for 
trained health physicists causes difficulty in maint of staff continuity. Licenses will be 
corrected to indicate that user training outside of program prohibited. 

JARRETT.M.D. South Carolina, State of. 87/01/29. GRACE.J.N. Region 2, Office of 
Director. 2pp. 39799:079-39799:080. 

8702270344 Forwards "State of ME Ingestion Pathway Plan for Seabrook 
Station, Seabrook.NH." 

THOMAS.G.S. Public Service Co. of New Hampshire. NYN-87019. 87/02/13. Docu- 
ment Control Branch (Document Control Desk). 4pp. 39798:265-39799:077. 

-8702270347 “State of ME Ingestion Pathway Plan for Seabrook Station, 
Seabrook, NH." 

* Maine, State of. 87/02/13. 400pp. 39798:269-39799:077. 
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8702190447 Requests comments on industry std format for Tech Specs developed for 
restructured STS effort Application of human factors important part of effort. Review & 
approval of app to writers guide requested.Supporting info end. 

WEBSTER, S.A. ANS-58.4 Working Group. WEBSTER, S.A. Combustion Engineering, 
Inc. 87/02/12. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 
851125). 26pp. 39686:279-39686:304. 

8508280202 Forwards Addendum 2 to WCAP-9561-NP-A, "Addendum to BART- 
A1:Computer Code for Best Estimate Analysis of Reflood Transients." 

RAHE.E.P. Westinghouse Electric Corp. SED-SA-01076. 85/08/14. THOMAS, C.O. 
Standardization & Special Projects Branch. Ip. 32396:140-32396:151. 


8610170100 Forwards proprietary presentation mat! & actions resulting from 860930 
meeting between NRC & GE re NEDE-30996-P, "SAFER Model for Evaluation of 
LOCAs for Jet Pump & Nonjet Pump Plants.” Affidavit encl.Matl withheld (ref 
10CFR2.790). 

PFEFFERLEN,H.C. General Electric Co. M/C 682. 86/10/09. BERKOW.H.N. Stand- 
ardization & Special Project Directorate. 6pp. 38284:244-38284:249. 

8610170174 Forwards proprietary WCAP-8822-S1-P-A & WCAP-8822-S2-P-A & nonpro- 
prietary WCAP-8860-S1 -A & WCAP-8860-S2-A, “Mass & Energy Releases Follow- 
ing...." Application for withholding also encl.Proprietary repts withheld (ref 
10CFR2.790). 

RAHE.E.P. Westinghouse Electric Corp. NS-NRC-86-3167. 86/09/22. LYONS, J. NRC 
- No Detailed Affiliation Given. ROSSI, C.E. Assistant Director for Technical Support 
(PWR-A). 2pp. 38286:337-38287:105. 

-8610170178 Requests that proprietary WCAP-8822-S1-P-A & WCAP-8822-S2-P-A be 
withheld from public disclosure, per 10CFR2.790 Affidavit end. 

WIESEMANN.R.A. Westinghouse Electric Corp. AW-86-082. 86/09/22. ROSSI.C.E. 
Assistant Director for Technical Support (PWR-A). 9pp. 38286:339-38286:347. 


-8610170183 WCAP-8860-S1 -A "Mass & Energy Releases Following Steam Line Rup- 
ture, Calculations of Steam Superheat in Mass/Energy Releases Following Steam 
Line Rupture." 

OSBORNE, M.P., LOVE.D.S. Westinghouse Electric Corp. 86/09/30. 54pp. 38286:348- 
38287:040. 


-8610170189 WCAP-8860-S2-A "Mass & Energy Releases Following Steam Line 
Rupture, Impact of Steam Superheat in Mass/Energy Releases Following Steam Line 
Rupture for Dry & Subatmospheric Containment Designs." 

BUTLER, J.C., LINN.P.A. Westinghouse Electric Corp. 86/09/30. 65pp. 38287:041- 
38287:105. 


8611240179 Forwards application for amend to License NPF-39,revising Tech Specs re 
operation w/partial feedwater heating & increased core flow limits. 

BRADLEY, E.J. Philadelphia Electric Co. 86/11/17. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38705:008-38705:118. 

-8611240206 NEDC-31323 “Increased Core Flow & Partial Feedwater Heating Analysis 
for Limerick Generating Station Unit 1 Cycle 1 ." Related correspondence. 

GRAU.J.M., WOLF.S. General Electric Co. OL. 86/10/31. 42pp. 38705:035- 
38705:077. 


-8611240454 NEDC-31323 ERR Errata & Addenda 1 to “Increased Core Flow & Partial 
Feedwater Heating Analysis for Limerick Generating Station Unit 1 Cycle 1,” replacing 
Page 1-1. 

* General Electric Co. DRF LI 2-00754. 86/11/06. 3pp. 38705:078-38705:118. 


-8508280208 WCAP-9561-NP-A ADD02 Addendum 2 to WCAP-9561 -NP-A, "Addendum 
to BART-A1:Computer Code for Best Estimate Analysis of Reflood Transients.” 
MCINTYRE.B.A. Westinghouse Electric Corp. 85/07/31. 12pp. 32396:141-32396:151. 

8603260259 Forwards Suppl 1 to nonproprietary WCAP-10750-A & proprietary WCAP- 
10698-P-A, “Evaluation of Offsite Radiation Doses for Steam Generator Tube Rupture 
Accident.” Proprietary version withheld (ref 10CFR2.790). 

LADIEU.A. Westinghouse Operating Plants Owners Group. LADIEU.A. Yankee Atomic 
Electric Co. OG-176. 86/03/14. BERKOW.H.N. Standardization & Special Project Di- 
rectorate. BERLINGER.C. Reactor Systems Branch (PWR-A). 3pp. 35215:001- 
35215:067. 

-8603260262 Requests withholding Suppl 1 to WCAP-10698-P-A, “Evaluation of Offsite 
Radiation Doses for Steam Generator Tube Rupture Accident," per 10CFR2.790. 
WIESEMANN.R.A. Westinghouse Electric Corp. CAW-86-022. 86/03/14. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 10pp. 
35215:004-35215:013. 

-8603260266 WCAP-10750-A SOI Nonproprietary Suppl 1 to WCAP-10750-A, “Evalua- 
tion of Offsite Radiation Doses for Steam Generator tube Rupture Accident." 

LEWIS, R.N., HUANG.P., RUBIN, K. Westinghouse Electric Corp. 86/03/31. 55pp. 
35215:014-35215:067. 


8612020053 Forwards advance copy of FSAR rev re heat treatment & shotpeening on 
Unit 1 steam generator tubes & nonproprietary WCAP-11174.W/0 proprietary WCAP- 
1 1 1 75 & WCAP-1 1 1 27 & nonproprietary WCAP-1 1 1 28. 

COUNSIL.W.G. TU Electric (formerly texas Utilities Generating Co.). TXX-6112. 86/ 
11/24. NOONAN, V.S. Comanche Peak Project (Technical Review Team). 2pp. 
39570:158-39570:211. 

-8702100218 Nonproprietary "Row 1 & Row 2 Heat Treatment for Comanche Peak 
Unit 1.” 

* Westinghouse Electric Corp. 86/07/31. 52pp. 39570:160-39570:211. 

8612040106 Forwards proprietary NEDC-31336, "GE Instrument Setpoint Methodology," 
per LRG Instrument Setpoint Methodology Group 840629 Itr.Rept applicable to listed 
plants & withheld (ref 10CFR2.790). 

VILLA, R. General Electric Co. 86/11/19. BERKOW.H.N. Standardization & Special 
Project Directorate. 5pp. 38826:157-38826:161. 

8612040187 Forwards proprietary Suppl 1-P to Rev 1-P to CENPD-199-P, “Part 2.C-E 
Setpoint Methodolgy for Westinghouse NSSSs, Demonstration & Typical Results." Af- 
fidavit encI.Rept withheld (ref 10CFR2.790). 

SCHERER.A.E. Combustion Engineering, Inc. LD-86-051. 86/11/25. BERKOW.H.N. 
Standardization & Special Project Directorate. 5pp. 38825:111-38825:115. 
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8612120192 Forwards proprietary response to NRC questions on WCAP-1 0972, per 
861002 request for add! info.Application for withholding response encI.Response with- 
held (ref 10CFR2.790(a)). 

RAHE.E.P. Westinghouse Electric Corp. NS-NRC-86-3186. 86/12/05. LYONS, J. Office 
of Nuclear Reactor Regulation, Director (post 851125). HODGES, W. Reactor Systems 
Branch (BWR). 2pp. 38949:197-38949:199. 

-8612120354 Requests that end response to NRC questions on WCAP-1 0972 “Wes- 
tinghouse Correlation for Predicting CPR Margins in BWRs ..." be withheld from public 
disclosure (ref 10CFR2.790(a)). 

WIESEMANN.R.A. Westinghouse Electric Corp. AW-86-118. 86/12/05. BERNERO.R. 
Division of Boiling Water Reactor (BWR) Licensing. Ip. 38949:199-38949:199. 

8612150475 Forwards proprietary Rev 2 to WCAP-10541, “Reactor Coolant Pump Seal 
Performance Following Loss of All AC Power,” for approval.Rept summarizes all info 
re reactor coolant pump integrity (Generic Issue B-23) & withheld (ref 10CFR2.790). 
BUTTERFIELD.L. Westinghouse Operating Plants Owners Group. OG-206. 86/12/10. 
LYONS, J. NRC - No Detailed Affiliation Given. 3pp. 3901 1:226-3901 1:229. 

-8612150480 Requests that proprietary Rev 2 to WCAP-10541, “Reactor Coolant Pump 
Seal Performance Following Loss of All AC Power," be withheld (ref 
1 0CFR2.790).Affidavit end. 

WIESEMANN.R.A. Westinghouse Electric Corp. CAW-86-112. 86/11/14. 

BERKOW.H.N. Standardization & Special Project Directorate. 2pp. 39011:229- 
39011:229. 

8612170319 Forwards CEN-347(0)-NP & CEN-347(0)-P, “Omaha Batch M Reload Fuel 
Design Rept," re core reload methodology changes for Cycle 11, per D Sells 
request. Proprietary version withheld (ref 10CFR2.790(b)(1)). Affidavit also end. 
ANDREWS, R.L. Omaha Public Power District. LIC-86-677. 86/12/15. THADANI.A.C. 
PWR Project Directorate 8. 5pp. 39032:248-39032:314. 

-8612170328 CEN-347(0)-NP Partially withheld nonproprietary “Omaha Batch M 
Reload Fuel Design Rept” (ref 10CFR2.790). 

* Combustion Engineering, Inc. 86/11/30. 62pp. 39032:253-39032:314. 

8612190177 Forwards KWU-UPC-8601(NP), “Topical Rept on Replacement Steam Gen- 
erators," for review & approval. 

FIGLHUBER.D. Utility Power Corp. 86/12/17. LYONS, J. Office of Nuclear Reactor 
Regulation, Director (post 851125). 2pp. 39043:001-39043:293. 

-8612190183 KWU-UPC-86G1 (NP) “Topical Rept on Replacement Steam Generators.” 

* Utility Power Corp. 86/12/15. 291pp. 39043:003-39043:293. 

8701150219 Forwards nonproprietary WCAP-1 1298 & proprietary Rev 1 to WCAP- 
11157, “Integrity of Fuel Rods During Locked Rotor/ Shaft Break Accident.” Applica- 
tion for withholding also encI.Rev 1 to WCAP-1 11 57 withheld (ref 10CFR2.790). 
JOHNSON, W.J. Westinghouse Electric Corp. NS-NRC-86-3192. 86/12/29. LYONS, J. 
Office of Nuclear Reactor Regulation, Director (post 851125). Ip. 39282:174- 
39282:203. 

-8701150229 Requests that proprietary Rev 1 to WCAP-1 1157, "Integrity of Fuel Rods 
Durlnq Locked Rotor/Shaft Break Accident,” be withheld from public disclosure (ref 
'CGFfca.rscj. 

WiESELiA ,'N.R.A Westinghouse Electric Corp. AW-86-122. 86/12/23. MURLEY.T. 
Office of Nuclear Reactor Regulation, Director (post 851125). 11pp. 39282:175- 
39282:185. 

-87011S0250 WCAP-1 1298 “Integrity of Fuel Rods During Locked Rotor/Shaft Break 
Accident ° 

OSBORNE, M.P., NOVENDSTERN.E., MILLER, R.S. Westinghouse Electric Corp. 86/ 
06/30. 1 8pp. 39282: 1 86-39282:203. 

8702030363 Forwards Westinghouse WCAP-1 1343, “Analysis of Capsule R ... Unit 2 
Reactor Vessel Radiation Surveillance Program," per 10CFR50,App H. Notes re rept 
listed. No further Tech Spec changes required based on vessel matl properties. 
MUSOLF.D. Northern States Power Co. 87/01/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 39490:132-39490:233. 

-8702030366 WCAP-1 1343 “Analysis of Capsule R From Prairie Island Unit 2, Reactor 
Vessel Radiation Surveillance Program." 

MEYER.T.A. Westinghouse Electric Corp. 86/12/31. 100pp. 39490:134-39490:233. 

8702030369 Forwards Rev 4 to QA Program Topical Rept CENPD-210-A & revised or- 
ganization charts.Figures 17 1,-2,-3 & -5 update existing figures of current topical rept. 
SCHERER, A.E. Combustion Engineering, Inc. LD-87-008. 87/01/30. CRAIG, J.W. Doc- 
ument Control Branch (Document Control Desk). 7pp. 39482:140-39482:349. 

-8702030376 CENPD-210-A R04 Rev 4 to “QA Program." 

* Combustion Engineering, Inc. 87/01/30. 125pp. 39482:147-39482:349. 


-8702040081 XN-NF-82-06(NP) S1R2 Nonproprietary Rev 2 to Suppl 1,to "Qualification 
of Exxon Nuclear Fuel for Extended Bumup, Extended Burnup Qualification of Exxon 
Nuclear Co 9x9 BWR Fuel." 

REPARAZ.A., WARD.G.N., WILLIAMSON, H.E. Advanced Nuclear Fuels Corp. (former- 
ly Exxon Nuclear Co., Inc.). 87/01/31. 48pp. 39498:004-39498:053. 

8702050111 Forwards comments on WOG-86-1 68, “Westinghouse Owners Group 
Safety-Related Motor-Operated Valve Program Final Rept." Rept to be used for re- 
sponse to IE Bulletin 85-005 re valve failure.Rev & resubmittal of rept requested 
promptly. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). IEB-85-005. 87/01/30. GEORGE, J. Westinghouse Operating Plants Owners 
Group. GEORGE, J. TU Electric (formerly Texas Utilities Generating Co.). 3pp. 
39525:052-39525:054. 

8702050117 Forwards comments on NEDC-31322, “BWR Owners Group Rept on Oper- 
ational Design Basis of Selected Safety-Related Motor- Operated Valves." Rept to be 
used to respond to IE Bulletin 85-005.Criteria conflict noted. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). IEB-85-005. 87/01/30. PICKENS, T.A. BWR Owners Group. PICKENS, T.A. 
Northern States Power Co. 6pp. 39525:046-39525:051 . 

8702050284 Forwards listed documentation, including 47-1139815-01, “SPDS Safety 
Analysis for Rancho Seco Nuclear Generating Station Unit 1" & Rev 1 to BAW-1753, 
“Availability Evaluation for SPDS...,” per NRC request re 861120 Itr. 

WARD.J.E. Sacramento Municipal Utility District. JEW 86-1108. 87/01/12. 
MIRAGLIA.F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
3pp. 3951 9:1 23-3951 9:1 56. 

-8702050295 BAW-1753 R01 Rev 1 to “Availability Evaluation for SPDS at Rancho 
Sooo pj^nt ** 

ENZINNA.R.S., LEVINSON, S.H. Babcock & Wilcox Co. 86/12/31. 150pp. 39519:157- 
39519:359. 

8702050288 Forwards nonproprietary & proprietary Rev 2 to Vol 3 of XN-NF-80-19(NP) 
(A) & XN-NF-8Q-19(P) (A), respectively, “Exxon Nuclear Methodology for BWRs 
THERMEX:Thermal Limits Methodology....” Proprietary rept withheld (ref 
1 0CFR2.790). 

WARD.G.N. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
GNW:005:87. 87/01/13. LAINAS.G.C. Assistant Director for Technical Support (BWR). 
Ip. 39516:163-39516:228. 

-8702050299 XN-NF-80-19(NP)V3 R2 Nonproprietary Rev 2 to Vol 3 of XN-NF-80- 
19(NP) (A), “Exxon Nuclear Methodology for BWRs THERMEX:Thermal Limits Meth- 
odology Summary Description.” 

WHITE, J.A., COLLINGHAM.R.E., WILLIAMSON, H.E. Advanced Nuclear Fuels Corp. 
(formerly Exxon Nuclear Co., Inc.). 87/01 /1 2. 65pp. 3951 6:1 64-3951 6:228. 

8702050348 Forwards VEP-NE-3 “Qualification of WRB-1 CHF Correlation in VEPCO 
COBRA Code,” for review & approval.Fee paid. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86-698. 87/01/29. 
Document Control Branch (Document Control Desk). 2pp. 39523:091-39523:143. 

-8702050358 VEP-NE-3 "Qualification of WRB-1 CHF Correlation in VEPCO COBRA 
Code.” 

ANDERSON.R.C. Virginia Power (Virginia Electric & Power Co.). 86/11/30. 50pp. 
39523:093-39523:143. 

8702050461 Forwards data for fees on completed WCAP-1 0325, “Westinghouse LOCA 
Mass & Energy Release Model for Containment Design - Mar 1979 Version.” 

ROSSI, C.E. Assistant Director for Technical Support (PWR-A). 87/01/31. 
SOLANDER.L. Office of Nuclear Reactor Regulation, Director (post 851125). 4pp. 
39523:354-39523:357. 

8702060169 Forwards SER re TDI Diesel Generator Owners Group findings & recom- 
mendations for operability/reliabiity of emergency diesel generators.Plans to imple- 
ment recommended actions requested within 60 days of Itr receipt. 

LEAR.G.E. PWR Project Directorate 1. 87/01/28. BASKIN.K.P. Southern California 
Edison Co. 4pp. 39547:079-39547:121. 

-8702060175 SER re TDI Diesel Generator Owners Group findings & recommendations 
for operabilty/reliabilty of TDI emergency diesel generators. 

* NRC - No Detailed Affiliation Given. 87/01/28. 39pp. 39547:083-39547:121. 

8702090280 Forwards proprietary & nonproprietary Topical Repts AECC-2-P(NP)-A, 
“Radwaste Vol Reduction Sys ” Proprietary rept withheld. 

WILLIAMSON, D. Aerojet Energy Conversion Co. (subs, of General Tire & Rubber Co.). 
87/01/21. LYONS, J. Office of Nuclear Reactor Regulation, Director (post 851125). Ip. 
39552:048-39553:038. 
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8702100261 Forwards Rev 4 to HN-R1109-A, “Topica! Rept.Radwaste Solidification Sys 
(Cement),’’ per H Berkow Itr.Sys not currently being marketed. Solidification formula- 
tions not tested for compliance w/stability criteria of 10CFR61. 

PHILLIPS, J.W. Westinghouse Hittman Nuclear, Inc. WHNI-E-931. 87/02/03 EMCH R 
NRC - No Detailed Affiliation Given. Ip. 39571:041-39571:221. 

-8702100267 HN-R1109-A R04 Rev 4 to “Topical Rept.Radwaste Solidification Svs 
(Cement).’’ 

* Hittman Nuclear & Development Corp. (subs, of Hittman Corp.). 77/04/30 150 dd 

39571:042-39571:221. • 

8702100270 Forwards Rev 1 to Ebasco Svcs.lnc & Impel! Corp “Evaluation & Resolu- 
tion of Generic Technical Issues for Cable Tray Hangers.’’ Rev reflects update of ap- 
proach to resolving all issues re cable tray hangers at plant. ' * 

COUNSIL.W.G. TO Electric (formerly Texas Utilities Generating Co.). TXX-6242. 87/ 
01/27. Document Control Branch (Document Control Desk). 4pp. 39605*001- 
39627:243. 

“8702100359 Rev 3 to “QA Manual." 

CHEN.T.C. Impel! Corp. 83/12/01. 242pp. 39610:103-39610:340. 

6702100282 Forwards proprietary errata to NEDE-31152P, "GE Fuel Bundle Designs 
Evaluated W/GESTR-Mechanical Analysis Bases,” as add! info to Amend 18 to 
NEDE-24011-P-A.lnfo includes new bundle enrichments of approved designs Errata 
withheld. 

CHARNLEY.J.S. General Electric Co. MFN-002-087. 87/01/29. LAINAS.G.C. Assistant 
Director for Technical Support (BWR). 3pp. 39570:214-39570:216. 

8702120466 Summary of 870115 meeting w/ utils & C-E in Bethesda.MD re C-E request 
to give status of development of new upper plenum injection evaluation model to be 
applied to plants. List of attendees & meeting agenda end. 

HSII.Y. Reactor Systems Branch (PWR-A). 87/02/03. BERLINGER, C.H. Reactor Sys- 
tems Branch (PWR-A). 4pp. 39635: 1 70-39635: 173. 

8702130154 Forwards weekly schedule of util activities for wks of 870209 & ^.Sched- 
ule updated & issued each Friday to reflect activities for forthcoming 2 wk period. 
THOMPSON, H.L. Office of Nuclear Reactor Regulation, Director (post 851125). 87/ 
02/09. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
4pp. 39644:008-39644:011. 

8702130260 Notification of 870218 meeting w/Westinghouse Owners Group (WOG) in 
Bethesda.MD to discuss NRC review of WOG Tech Spec improvement plan (MERITS) 
Phase 1 submital. 

BUTCHER, E.J. Technical Specifications Coordination Branch. 87/02/09. 
RUSSELL, W.T. Division of Human Factors Technology (post 851125). Ip. 39644:072- 
39644:072. 

8702170272 Advises of 870115 change of corporate name from Exxon Nuclear Co, Inc 
to Advanced Nuclear Fuels Corp due to acquisition of company by Siemens/ Kraftwerk 
Union. 

THISS.H. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/02/03. 
Division of Accounting & Finance. Ip. 39650:359-39650:359. 

8702170604 Submits brief description of C-E Owners Group (CEOG) task to address 
instrumentation accuracies used in plant emergency operating procedures & schedule 
for completion.Results of CEOG task expected to be available by end of May. 
HOLMAN, J.B. C-E Operating Plants Owners Group. HOLMAM.J.B. New Orleans 
Public Service Co. HOLMAN, J.B. Louisiana Power & Light Co. W3P87-0639. 87/02/ 
09. THOMAS, C.O. Division of Pressurized Water Reactor Licensing - B (post 851125). 
2pp. 39653:357-39653:358. 

8702170653 Forwards changes to Rev 13 to ETR-1001, “Nuclear QA Program Manual,’’ 
including Rev 7 to QA-l-2, “Organization & Responsibilities," Rev 7 to Figure 1-2.4, 
"Engineering & Project Svcs" & Rev 4 to QA-lll-1, “Instructions...." 

MAZO.B.R. Ebasco Services, Inc. (subs, of Enserch Corp.). 87/02/10. HEISHMAN.R. 
Vendor Program Branch. 2pp. 39661:090-39661:096. 

—87021 80075 ETR-1001 R13 Revised QA program including Rev 7 to Section QA-l-2, 
“Organization & Responsibilities," Rev 7 to Figure 1-2.4, “Engineering & Project 
Svcs," & Rev 4 to QA-lll-1, "Instructions.Procedures & Drawings." 

* Ebasco Services, Inc. (subs, of Enserch Corp.). 87/02/10. 5pp. 39661:092- 
39661:096. 

8702180023 Forwards request for addl info on Rev 0 to TP-06-N/P re encapsulation 
sys.Response requested by 870601. 

CALVO.J.A. Plant Electrical, Instrumentation & Control Systems Branch (PWR-B). 87/ 
02/12. BURNHAM, R.E. Nuclear Packaging, Inc. 3pp. 39674:263-39674:265. 

8702180043 Grants licensee 861021 request to withhold proprietary CEN-345(B)-P, 
“Responses to NRC Questions on FATES3B," per 10CFR2.790.C-E reasons that info 
should be considered exempt from public disclosure listed. 

MCNEIL, S.A. PWR Project Directorate 8. 87/02/10. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 4pp. 39674:272-39674:275. 

8702180209 Notification of 870219 meeting w/B&W Owners Group in Bethesda.MD to 
discuss 3tatus of ECCS evaluation model review, RELAP 5 benchmarking & abnormal 
transient operating guideline analysis schedule. 

CAPPUCCI.AJ. Assistant Director for Technical Support (PWR-B). 87/02/06. 
CRUTCHFIELD, D. Assistant Director for Technical Support (PWR-B). 2pp. 39675:163- 
39675:164. 

8702180217 Notification of 870217 meeting w/Westinghouse in Bethesda.MD to discuss 
wear of control rods which occurred in some plants & control rod design safety 
criteria.Tojpics at meeting will involve Westinghouse proprietary info. 

EL-ADHAM.K. Reactor Systems Branch (PWR-A). 87/02/10. BERLINGER, C.H. Reac- 
tor Systems Branch (PWR-A). Ip. 39675:165-39675:165. 

8702180309 Forwards results of review of NRC 860805 SER (NUREG-1216) re TDI 
emergency diesel generator operability/ reliability. Response categories include Gener- 
ic Phase I issues, plant- specific problems, Phase II issues & maint & surveillance. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). TXX-6236. 87/ 
02/13. Document Control Branch (Document Control Desk). 225pp. 39663:170- 
39664:049. 


-8702180699 Topical rept evaluation of Rev 1-P,Suppls 3 & 4 to CEN-203-P, “Post- 
Test Analysis of Semiscale Test S-UT-8.” Rept acceptable for ref in license applica- 
tions. 

* NRC - No Detailed Affiliation Given. 87/02/11. 7pp. 39675:257-39675:263. 

8702190033 Forwards info for us© in determining fee to be assessed for review of topi- 
cal rept, CEN-203-P, Rev 1-P,Supp!s 3 & 4, “Post-Test Analysis of Semiscale Test S- 
UT-8 & “Response to NRC Request for Addl Info...,” respectively 
THOMAS, C.O. Reactor Systems Branch (PWR-B). 87/02/11. SOLANDER.L Planninq 
& Program Analysis Staff (post 851125). 4pp. 39691:145-39691:148. 

8702190211 Forwards nonproprietary Suppl 5 to XN-75-27 (NP), “Exxon Nuclear Neu- 
tronics Methods for PWRs." Rept extends methodology for PWRs to include control 
rod swap technique for verification of control rod bank worths. 

WARD.G.N. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
GNW:010*87. 87/01/26. Document Control Branch (Document Control Desk). Ip. 
39684:011-39684:061. 

-8702190227 XN-75-27 (NP) SOS Nonproprietary Suppl 5 to XN-75-27 (NP), "Exxon Nu- 
clear Neutronics Methods for PWRs." 

0’LEARY,A.H., SKOGEN.F.B., PATTEN, T.W. Advanced Nuclear Fuels Corp. (formerly 
Exxon Nuclear Co., Inc.). 87/01/22. 50pp. 39684:012-39684:061. 

8702190260 Forwards info for use in determining fee to be assessed for review of XN- 
75-27(P), Suppl 5, “Exxon Nuclear Neutronics Design Methods for PWRs, Suppl 5." 
THOMAS, C.O. Reactor Systems Branch (PWR-B). TAC 63932. 87/02/12. 
SOLANDER.L Office of Nuclear Reactor Regulation, Director (post 851125). 4pp. 
39687:155-39687:158. ^ 

8702190266 Forwards proprietary & nonproprietary Suppls 4 to XN-NF-75-27(A), “Exxon 
Nuclear Neutronics Design Methods For PWRs." Proprietary suppl withheld (ref 
10CFR2.790(b)). 

WARD.G.N. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
GNW:013:87. 87/01/28. Document Control Branch (Document Control Desk). Ip. 
39679:200-39679:306. 

—8702190277 XN-NF-75-27(NP)(A)S4 Nonproprietary Suppl 4 to, “Exxon Nuclear Neu- 
tronics Design Methods for PWRs." 

O’LEARY, A.H., SKOGEN.F.B., PATTEN, T.W. Advanced Nuclear Fuels Corp. (formerly 
Exxon Nuclear Co., Inc.). 87/01/22. 100pp. 39679:201-39679:306. 

8702190320 Forwards BNL draft “Prevention & Mitigation of Severe Accidents in PWR 
W/Large Dry Containment,” technical rept. Rept proposes guidelines & criteria which 
could reduce overall core damage frequency.Meeting scheduled for 870225. 

SPEIS.T.P. Division of Safety Review & Oversight (post 851125). 87/02/12. 
BERNERO.R. Division of Boiling Water Reactor (BWR) Licensing. RUSSELL.W.T. Divi- 
sion of Human Factors Technology (post 851125). MORRIS, B. Division of Reactor 
System Safety (Post 860720). 2pp. 39687:294-39688:072. 

8702190532 Discusses failure position of EFW/AFW control valves at various B&W 
Owners Group (B&WOG) plants.per NRC requests. Positions will be identified & basis 
for position explained in B&WOG EFW/AFW sys review rept expected in mid-Mar 
1987. 

SKILLMAN,G.R. BWR Owners Group. 5301-87SPIP-023. 87/02/13. CRUTCHFIELD, D. 
NRC - No Detailed Affiliation Given. Ip. 39693:096-39693:096. 

8702200098 Advises that Topical Rept WCAP-10325, “Westinghouse LOCA Mass & 
Energy Release Model for Containment Design,” (Proprietary) - Mar 1979 acceptable 
for ref in licensing actions.EncI evaluation not proprietary.W/o end. 

ROSSI, C.E. Assistant Director for Technical Support (PWR-A). 87/02/17. 
JOHNSON, W.J. Westinghouse Electric Corp. 2pp. 97073:042-97073:043. 

8702200415 Forwards WCAP-11174, “Row 1 & Row 2 Heat Treatment for Comanche 
Peak Unit 1." Rept inadvertently omitted from 861124 transmittal of listed repts pro- 
viding info re heat treatment & shotpeening of Unit 1 steam generator tubes. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). TXX-6279. 87/ 
02/13. Document Control Branch (Document Control Desk). Ip. 39700:165- 
39700:222. 

8702240015 Forwards revised DNS-RSS-200, “Dow Waste Solidification Process for 
Low Level Radwastes - Generic Waste Form Certification Results." Rev includes all 
ideas exchanged & agreed to on 860603.Fina! approval requested. 

BOYCE, T.D. Dow Chemical Co. 86/11/26. PETERSON, C. Engineering Branch (Post 
831001). Ip. 39715:097-39715:211. 

-8702240028 DNS-RSS-200 R01 Revised “Dow Waste Solidification Process for Low 
Level Radwastes - Generic Waste Form Certification Results.” 

* Dow Chemical Co. 84/06/30. 114pp. 39715:098-39715:211. 

8702240399 Ack receipt of 870121 Itr providing reasons for position that redesigned pri- 
mary equipment supports, w/fewer snubbers, would improve plant reliability.lssue perti- 
nent to GDC 4 rulemaking.Ltr forwarded to RES. 

NOVAK, T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 87/ 
02/18. JOHNSON.W.J. Westinghouse Electric Corp. 2pp. 39725:213-39725:217. 

-8702240414 Provides position on primary eguipment support structural 
criteria.Redesigned support configurations could nave fewer snubbers due to reduced 
loads on NSSS equipment & would improve plant reliability & availability w/setsmic 
safety. 

JOHNSON, W.J. Westinghouse Electric Corp. NS-NRC-87A-3198. 87/01/21. 

STELLO.V. Office of the Executive Director for Operations. 3pp. 39725:215- 
39725:217. 

8702240480 Forwards proprietary Addendum 1, “Power Shape Sensitivity Studies," to 
Rev 2 to WCAP 10266, "1981 Version of Westinghouse ECCS Evaluation Model 
Using BASH Code," per 861113 commitment. Rept withheld (ref 10CFR2.790). 
JOHNSON, W.J. Westinghouse Electric Corp. NS-NRC-87-31 99. 87/01/26. LYONS, J. 
Office of Nuclear Reactor Regulation, Director (post 851125). WILSON, J.N. Reactor 
Systems Branch (PWR-A). 2pp. 39719:128-39719:130. 


8702180689 Forwards topical rept evaluation of Rev 1-P, Suppls 3 & 4 to CEN-203-P, -8702240505 Requests that proprietary Addendum 1 1. “Power Shape Sensitivity Stud- 

‘ ‘Post-Test Analysis of Semiscale Test S-UT-8," accepting rept for ref in license appli- ies," to Rev 2 to WCAP 10266, “1981 Version of Westinghouse ECCS Evaluation 

cations. Model Using BASH Code" be withheld (ref 10CFR2.79Q). ____ 

CRUTCHFIELD, D. Assistant Director for Technical Support (PWR-B). 87/02/11. WIESEMANN.R.A. Westinghouse Electric Corp. AW- 87 ^ 8 . 87/01/26. BERKOW.H.N. 

GASPER.J.K. Combustion Engineering, Inc. 3pp. 39675:254-39675:263. Standardization & Special Project Directorate. Ip. 39719:130-39719:130. 
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8702250207 Forwards questions re eoulorrent cuaiificatlor. resulting from NRC review of 
3= Tco.zz- Fee: :\ : E3C-2C2c£, “GE Fro due: Dsp: Cu=iif;catior Program.” Upon satis- 
is c:o r v resc'ut'cr. c: ; ssues,3ER approving rep: will be issued. 

GP'MES.B.X. D : - ;» : c’ o : CA. vendor & Technical Training Center Programs (Post 
5502 ' 2} 3 7 / : 2/2C . S'“:F_E V : M. Genera! Electric Co. 2pp. 39724:284-39724:285. 

8702260035 Forwards nonproprietary WCAP-11414 & proprietary WCAP-11413, “PCS 
Flow Anomaly Slides Presented to NRC on 870116." WCAP-11413 withheld (ref 
10CFR2.790). a „ 

JOHNSON, W.J. Westinghouse Electric Corp. NS-NRC-87-3202. 87/02/13. LYONS, J., 
NOVAK, T.M. Office of Nuclear Reactor Regulation, Director (post 851125). 4pp. 
39735:210-39735:293. 

-8702280049 Requests that proprietary WCAP-11413, "RCS Row Anomaly Slides Pre- 
sented to NRC on 870116,” be withheld from public disclosure, per 
1 0CFR2. 790 .Affidavit end. 

WIESEMANN.R.A. Westinghouse Electric Corp. AW-87-010. 87/02/13. MURLEY.T. 
Office of Nuclear Reactor Regulation, Director (post 851125). 10pp. 39735:214- 
39735:223. 

-8702260058 WCAP-11414 “RCS Flow Anomaly Slides Presented to NRC on 870116." 
CADEK.F.F., GARNER, D.C., JOHNSON, W.J. Westinghouse Electric Corp. 87/02/28. 
70pp. 39735:224-39735:293. 

8702260042 Forwards nonproprietary WCAP-11382 & proprietary WCAP-11383, "Tech- 
nical Bases for Eliminating Class 1 Accumulator Line Rupture as Structural Design 
Basis for South Texas Project Units...." Proprietary rept withheld (ref 

• -QCr; ; 5 

VvISENBURGAL^’ Houston Lighting & Pcv-or Co. ST-HL-AE-1906. 87/02/19. Docu- 
ment Centre' Branch (Document Centre.' Desk). 3pp. 39735:112-39735:209. 

-8702260056 Requests that proprietary WCAP-11383, “Technical Bases for Eliminating 
Class 1 Accumulator Line Rupture as Structural Design Basis for South Texas Project 
Units 1 & 2,” be withheld (ref 10CFR2.790(b)(4}). 

WIESEMANN.R.A. Westinghouse Electric Corp. CAW-87-006. 87/02/04. MURLEY.T. 
Office of Nuclear Reactor Regulation, Director (post 851125). 8pp. 39735:115- 
39735:122. 


-8702200064 WCAP-11382 Nonproprietaiy “Technical Bases for Eliminating Class 1 
Accumulator Line Rupture as Structural Design Basis for South Texas Project, Units 1 


& 2 .” 


SWAMY.S.A., WITT.FJ., PALUSAMY.S.S. Westinghouse Electric Corp. 87/01/31. 
87pp. 39735:123-39735:209. 


8702260192 Forwards detailed responses to 14 plant-specific questions re Westing- 
house Owners Group WCAP-10858, “Mitigating Sys Actuation Circuitry Genenc 
Design Package,” per 861031 Itr. 

GRIDLEY.R. Tennessee Valley Authority. GL-85-06. 87/02/17. YOUNGBLOOD, B.J. 
Office of Nuclear Reactor Recj.'acon, Dsrectc: (post 851125). YOUNGBLOOD, B.J. 
Document Control Branch (Document Control Desk). 8pp. 39754:122-39754:152. 


8702270006 Forwards errata to Rev 9 to QA Topical Rept XN-NF-1A, "QA Program for 
Nuclear Fuel Design & Fabrication," incorporating addl activities re reactor site fuel 
insp & repair/reconstitution into QA program. 

VOLMER.C.J. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/ 
02/19. GRIMES, B. Division of QA, Vendor & Technical Training Center Programs 
(Post 850212). Ip. 39758:254-39758:316. 


-8702270011 Errata to Rev 9 to “QA Program for Nuclear Fuel Design & Fabrication.” 
PERRY, D. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/02/ 
1 8. 62pp. 39758:255-39758:31 6. 
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8508150107 “Thoughts on Applicability of Geostatistics to Repository Site Characteriza- 
tion." 

KIM.Y.C. Affiliation Not Assigned. FIN B-7328. 2279. 85/07/30. NRC - No Detailed 
Affiliation Given. 4pp. 32193:033-32193:035. 

8508150121 Forwards radiologic & engineering assessments for Grand Junction, CO 
Properties GJ-10960-RS.GJ-13027-RS, GJ-03629-RM.GJ-00599-RS & GJ-01390- 
RS.for info per MOU between DOE & NRC. 

TUCKER, M.K. Energy, Dept of. 85/08/02. HIGGINBOTHAM, L. Low-Level Waste & 
Uranium Recovery Projects Branch. Ip. 32192:013-32192:205. 

-8508150129 "Radiologic & Engineering Assessment for GJ-10960-RS.” 

* Bendix Field Engineering Corp. TUCKER, M.K. Energy, Dept. of. 85/08/01. 40 dd 
32192:014-32192:053. K 


-8508150133 "Radiologic & Engineering Assessment for GJ-13027-RS." 

* Bendix Field Engineering Corp. TUCKER, M.K. Energy, Dept. of. 85/08/01 54dd 
32192:054-32192:107. 


-8508150137 “Radiologic & Engineering Assessment for GJ-03629-RM.” 
32192 d 1O8 F 32?92- 1 142 0en ' n9 <3 ° rP ’ ™ CKER - M - K * Ener 9y. Dept. of. 85/08/01. 35pp. 

-8508150144 “Radiologic & Engineering Assessment for GJ-00599-RS." 
32192 d 143 F 3219| n i75 eerinS ^ TtJCKER ’ M * K - Ener Sy. Dept. of. 85/08/01. 33pp. 


-8508150149 “Radiologic & Engineering Assessment for GJ-01390-RS." 
32192fl76 F 32192-'^5 eerir,S &P ' ™ CKER ' M - K - Ener 3Y- De P l of. 85/08/01. 30pp. 


8604010302 List of BWIP upcoming events. 

3M^35^-35342 S 352 0n ™ ieCl 1727 ' 86/01/02 - Basalt Waste Isolation Project. 2pp. 


M 27 NRrv?ilre n IiSS'| l s *L' B f t ,0 : 8 ®°820- 1 01 0.Viewgraphs, summary of 860826 
27 NRC/U S GS meetmg & audit plan for 860908-12 Internal Audit 86-6 of Waste Me 
project ufe ©ncl. 


PRESTHOLT.P.T. NRC - No 
BROWNING, R.E, Division of Waste 


Detailed Affiliation Given. 1197. 86/10/15 
Management. 598pp. 38792:328-38794:205. 


8612220137 Forwards proposed agenda for 861209-10 meeting in Washington, DC to 
discuss mechanisms for exchange of technical info re defense waste processing 
facility.Overview presentation re West Valley Demonstration Project planned. 

COWAN, S.P. Energy, Dept. of. 86/11/24. BROWNING, R.E. Division of Waste Man- 
agement. 3pp. 39144:141-39144:143. 


8612230084 Discusses status of geoscience activities at facility, including mineral leas- 
ing near site & new geological & geophysical info. 

SOBEL.P. Engineering Branch (BWR). 2248. 86/12/15. LAGRANGE, R. Engineering 
Branch (BWR). 2pp. 39642:206-39642:207. 


8702030364 Advises that next quarterly meeting of DOE & states & Indian Tribes will be 
held on 870212 in Spokane, WA.Final agenda & ref package will be forwarded. 
KALE.S.H. Energy, Dept. of. 87/01/16. STILL.N. NRC - No Detailed Affiliation Given. 
ANTTONEN.J. Energy, Dept. of. ARONSON, H. Yakima Indian Nation. 2pp. 39486:121- 
39486:122. 

8702030367 Forwards status of QA interactions w/states & Indian Tribes. 

NEWTON, C. Energy, Dept. of. 87/01/14. LEAHY, J. Energy, Dept. of. 3pp. 39486:118- 
39486:120. 


8702030486 Forwards, for files, Cooperative Agreement Mod A008 to DE-FC04- 
82AL1 9487, incorporating respective cost estimates for FY87 for DOE & Common- 
wealth of PA & revising Article III, “Acquisition, Disposition & Use of Property.” 
COALSON.T.R. Energy, Dept. of. 87/01/12. MARTIN, D.E. Low-Level Waste & Urani- 
um Recovery Projects Branch. 12pp. 39485:293-39485:304. 

8702030530 Rev 2 to UMTRAP Remedial Action Contractor Health Physics Procedure 
RAC-014, “Excavation Control Procedure." Rev 5 to cover page & Rev 5 to table of 
contents also end. 

* MK-Ferguson Co. * Chem-Nuclear Systems, Inc. 87/01/15. 12pp. 39485:172- 
39485:183. 


8702040004 Forwards comments on five DOE final environ assessments for first high 
level radwaste repository issued on 860528. Comments should assist DOE in prepar- 
ing high quality site characterization plans.W/o end. 

BROWNING, R.E. Division of Waste Management. 86/12/22. KALE.S.H. Energy, Dept, 
of. 3pp. 39507:351-39507:353. 

8702040059 Forwards draft agenda for Institutional/Socioeconomic Coordinating Group 
meetings on 870310-12 in Albuquerque, NM. Comments requested by 870122.Agenda 
will be discussed in telcon on 870123. 

GALE.B.G. Energy, Dept. of. RW-223. 87/01/16. LILLEY.B. NRC - No Detailed Affili- 
ation Given. ADAMS, J., ANDERSON.M. Energy, Dept. of. 7pp. 39508:029-39508:035. 

8702040275 Forwards final chemical analysis & list of nonradioactive metis not under 
jurisdiction of UMTRAP. Main incoming site transformer should b© included in discus- 
sions w/ United Nuclear Corp.Matls must be removed prior to demolition. 

ANDERSON, J.R. Energy, Dept. of. 87/01/09. BROWN, M. New Mexico, State of. Ip. 
39509:283-39509:283. 


8702060101 Comments on Ambrosia Lake Demolition Subcontract AMB-3 from MK-Fer- 
guson Co. Documents being returned under separate cover since unrelated to NRC 
concurrence of remedial action plans & not transmitted by DOE.per author 861113 Itr. 
HAWKINS, E.F. Uranium Recovery Field Office. 87/01/21. ANDERSON, J.R. Energy, 
Dept. of. Ip. 39523:358-39523:358. 

8702060115 Advises that final design documents dtd Nov 1986 contain adequate sur- 
face water hydrology section. Data needs re geotechnical considerations & groundwat- 
er hydrology expected for review.Detailed comments end. 

HAWKINS, E.F. Uranium Recovery Field Office. 87/01/28. ANDERSON.J.R. Energy, 
Dept. of. 4pp. 39547:01 0-39547:013. 


8702120348 “Scientific Investigation Plan for NNWSI WBS Element 

1.2.3.4.2.A,Mineralogy/Petrology." 

OAKLEY, D.T., VANIMAN.D.T., GUTHALS.P.R. Los Alamos Scientific Laboratory. 1254. 
86/07/14. 39pp. 39602:065-39603:038. 

“8702120359 “Scientific Investigation Plan for NNWSI WBS Element 1.2.3.2.3.1, Tecton- 
ics & Volcanism." 

OAKLEY, D.T., HARRINGTON, C.D., GUTHALS.P.R. Los Alamos Scientific Laboratory. 
86/09/04. 12pp. 39602:104-39602:115. 

-8702120374 “Scientific Investigation Plan for NNWSI WBS Element 

2.3.2.3.I. A, Tectonics & Volcanism." 

OAKLEY, D.T., CROWE, B., GRUTHALS.P.R. Los Alamos Scientific Laboratory. 86/09/ 
04. 1 8pp. 39602: 1 1 6-39602: 133. 


-8702120385 "Modified Work Plan to Support QA Level Assignments for Sandia Natl 
Labs NNWSI WBS Element 1. 2.4.2. 1.3.S, Lab Properties.” 

* Sandia National Laboratories. 86/05/05. 40pp. 39602:134-39602:198. 


“® 70 l 21 20392 "Modified Work Plan to Support QA Level Assignments for Sandia Natl 
Labs NNWSI WBS Element 1.2.4.2.1.1.S, Rock-Mass Analysis ” 

BAUM.S.J. Sandia National Laboratories. 86/07/29. 24pp. 39602:170-39602:198. 

-8702120398 “Modified Work Plan to Support QA Level Assignments for Sandia Natl 
Labs NNWSI WBS Element 1.2.4.2.3.1.S,Seal Performance Requirements.” 

* Sandia National Laboratories. 86/07/29. 13pp. 39602:199-39602:211. 


~i 7 °2 1 20401 “Modified Work Plan to Support QA Level Assignments for Sandia Natl 
Labs NNWSI WBS Element 1. 2.4.1. 2.S, Design Basis.” 

HILL.R.R. Sandia National Laboratories. 86/07/23. 14pp. 39602:212-39602*225 


to Support QA Level Assignments for Sandia Natl 
Labs NNWSI WBS Element 1 .2.4.6.3.S, Preclosure Safety Analyses." 

Sandia National Laboratories. 86/08/08. 31pp. 39602:226-39602:256. 


-8702120442 “Modified Work Plan to Su 
Labs NNWSI WBS Element 1.2.4.6.1.S, 
Certification.” 


pport QA Level Assignments for Sandia Natl 
Repository Performance Cod© Development/ 


BAUM.S.J., CHOCAS.C. Sandia National Laboratories. 86/07/29. 25pp. 39602:257- 

3960 / 1781 . 


HacFSP Wor * R,a . n to Support QA Level Assignments for Sandia Natl 
1 -2-4.2. 2. 1 .S, Equipment Engineering.” 

GLOWKA.D.A. Sandia National Laboratories. 86/07/23. 71 pp 39602:282-39602*352 
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-8702120450 “Modified Work Plan to Support QA Level Assignments for Sandia Nat! 
Labs NNWSI WBS Element 1.2.4.6.2.S,Design Analysis." 

BAUM.SJ., CHOCAS.C. Sandia National Laboratories. 86/07/29. 46pp. 39602:353- 
39603:038. 

8702120458 Forwards draft environ assessment & draft remedial action plan (Vol 1 & 2) 
for Green P J ver,UT. Comments requested by 870320. 

ANDERSON, J.R. Energy. Cept. cf. 37/01/30. MARTIN. D. Low Level Waste Licensing 
Breners. Ip. 35533:001-39302:045. 


“870212O462 Draft "Environ Assessment of Remedial Action at Green River U Mill Tail- 
ings Site." 

* Energy. Dept. of. 86/12/31. 380pp. 39599:002-39600:072. 


“8702120471 UMTRA-DOE/AL 05051 0.GRNO, draft “Remedial Action Plan & Site Con- 
ceptual Design for Stabilization of Inactive U Mill Tailings at Green River.UT,” Vols I & 
Sl.W/seven oversize ends. 

4 Energy, Dept of. 87/01/31. 600pp. 39600:073-39602:045. 


-67021 70003 Identifies items which should be addressed in training sessions planned 
for contractor personnel. Comments reflect areas mentioned at 861029 meeting & addl 

QrAfld that ch/v tSH 

COOK.R.F. Division of Waste Management. 86/10/30. ANTTONEN.J.H. Energy, Dept, 
of. 7pp. 39639:072-39639:078. 

-670217001® Forwards Rockwell atty memo. Language in last paragraph of Page 4 cre- 
ates appearance exactly opposite of open meeting policy followed on reactor licensing 
side of house. DOE 861030 memo re procedural agreement end. 

CUNNINGHAM.G.H. Battelle Memorial Institute, Pacific Northwest Laboratories. 86/ 
11/14. OLMSTEAD.W.J. Office of the General Counsel. Ip. 39639:079-39639:087. 

8702130129 Provides Nuclear Waste Consultants, Inc 860613 comments on SD-BWI-TI- 
303, "Groundwater Travel Time Analysis for Ref Repository Location at Hanford Site.” 
Groundwater travel time probably will not exceed 1 ,000 yrs. 

WEBER, M.F., COLEMAN, N.M. Geotechnical Branch (Post 831001). 2257. 86/10/28. 
HILDENBRAND,P. Repository Projects Branch (Post 831001). 2pp. 39643:334- 
39644:005. 


8702130021 Forwards UMTRA-DOE/AL, "Rept of Final Audit:Remediai Action 
Const;UMTRAP Shiprock.NM” & final draft of Vols 1,2A,2B,3A & 3B of "Shiprock.NM 
U Mill Tailings Site Remedial Action Completion Rept," for review & comment within 

ANDERSON, J.R. Energy, Dept. of. 87/01/28. MARTIN, D. NRC - No Detailed Affili- 
ation Given. 2pp. 39635:174-39638:279. 

“8702130033 “Rept of Final AuditRemedial Action Const;UMTRAP Shiprock, NM." 

* Energy, Dept. of. 87/01/31. 18pp. 39635:176-39635:193. 

“870213003® Final draft Vols 1,2A,2B,3A & 3B of “Shiprock.NM U Mill Tailings Site Re- 
medial Action Completion Rept." 

* MK-Ferguson Co. 87/01/31. 1025pp. 39635:194-39638:279. 

8702130037 Forwards second copy of JW Phillips Itr outlining proposal for solidifying 
TMI sludges.Copy previously sent to expedite transmittal to State of WA.Gomments 
requested by 860725.W/O end. 

KNAPP, M.R. Low-Level Waste & Uranium Recovery Projects Branch. 86/07/08. 
NUSSBAUMER.D.A. Assistant Director for State Agreements Programs. Ip. 
39642:294-39642:294, 

870213004® Forwards proprietary generic process control program for Westinghouse 
Hittman topical rept on cement solidification process for transmittal to States of WA & 
SC.EncI replaces incomplete copies sent on 860731. W/o end. 

GREEVES.J.T. Engineering Branch (Post 831001). 86/10/15. NUSSBAUMER.D.A. As- 
sistant Director for State Agreements Programs. 1 p. 39642:295-39642:295. 

8702130O41 Discusses DOE apparent consideration of NRR safety evaluation repts as 
Waste Mat geology /geophysics technical positions.DOE should be advised that NRR 
Hanford Reservation SERs do not necessarily reflect Waste Mgt positions. 

LEFEVRE.H. NRC - No Detailed Affiliation Given. 2252. 86/07/28. TRAPP, J. NRC - 
No Detailed Affiliation Given. Ip. 39642:034-39642:034. 

8702130044 Forwards DOE weeky rept for wk ending 861212. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1259. 86/12/29. 

BROWNING, R.E. NRC - No Detailed Affiliation Given. 8pp. 39642:303-39642:310. 

8702130047 Trip rept of 860930-1002 UMTRAP site visits in States of UT & CO re exist- 
ing conditions at sites & review of remedial action plans.List of attendees & descrip- 
tion of photographs end. 

GRIMM.J., HAISFIELD.M., JOHNSON.T. Low-Level Waste & Uranium Recovery 
Projects Branch. 86/12/15. MARTIN, D.E. Low-Level Waste & Uranium Recovery 
Projects Branch. 11pp. 39642:035-39642:045. 

8702130048 Forwards four Itrs re Hydrocoin for info, per telcon. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1260. 86/12/31. STABLEIN.K. 
Repository Projects Branch (Post 831001). 12pp. 39642:311-39642:322. 


870213014® Discusses 861006 conversation w/FR Cook re DOE consideration of 1-129 
data in Hanford final environ assessment. Resolution of concern will be pursued at up- 
coming hydrological testing strategy meeting w/DOE. 

WEBER, M.F. Geotechnical Branch (Post 831001). 2256. 86/10/28. LINEHAN.JJ. Re- 
pository Projects Branch (Post 831001). 2pp. 39644:006-39644:007. 

8702130166 Reviews end BNL 861016 incident rept on power shutdown at Bldg 830 on 
860916 & affected gas-evolution measurements on rock salt sample being irradiated 
at bldg. No programmatic impact or data degradation occurred. 

VAN LOAN.P.S. Energy, Dept. of. 1521. 87/01/22. SCHWELLER.D. Brookhaven Na- 
tional Laboratory. 8pp. 39643:209-39643:216. 

8702130175 Forwards schedule for BWIP internal & external audits for 1987. 
ANTTONEN.J.H. Energy, Dept. of. 2282. 87/01/28. KALE.S.H. Energy, Dept. of. 2pp. 
39643:220-39643:221. 

8702130177 Responds to 860602 Itr re status of open items per 850827-28 NNWSI 
project/ NRC exploratory shaft design/ const meeting re exploratory shaft const & seal- 
ing to be addressed prior to const.QA procedures to be available to NRC prior to 
const. 

LINEHAN.J. Repository Projects Branch (Post 831001). 1249. 86/10/31. VIETH.D.L. 
Energy, Dept of. 16pp. 39642:212-39642:227. 

8702130186 Ack receipt of 881121 comments on DOE QA plan.Major comments will be 
addressed during QA Coordinating Group 870129 meeting in Las 
Vegas.NV.Comments from States of WA & NV end for info. 

KALE.S.H. Energy, Dept. of. 1253. 87/01/08. ZIMMERMAN, S.W. Texas, State of. 
21pp. 39643:224-39643:244. 

8702130188 Forwards DBE presentation on exploratory investigations of Gorleben salt 
dome, per telcon request. 

LAKEY.L.T. Battelle Memorial Institute, Pacific Northwest Laboratories. 1519. 86/12/ 
22. GALSON.D. Office of Nuclear Material Safety & Safeguards, Director. 34pp. 
39639:093-39639:126. 

8702130205 Forwards draft memo re proposed special grant condition on data & repts 
discussed at meeting re socio-economics, financial assistance, outreach & 
participation. Memo requires that all analyses & repts be included in licensing sys. 
STEVENS, D.W. David W. Stevens, Inc. 2277. 86/12/31. BUNTING.J. Division of 
Waste Management. 2pp. 39639:127-39639:128. 

8702130229 Notifies of 870114-15 meetings in Richland, WA to discuss status of reposi- 
tory program studies. Final agenda end. 

ANTTONEN.J.H. Energy, Dept. of. 86-AMC-38. 86/12/19. RUSSELL, C. Division of 
Waste Management. PROVOST.D., POWER, M.S. Washington, State of. 4pp. 
39639:242-39639:245. 


8702130051 Forwards DOE weekly rept for wk ending 861205. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1250. 86/12/18. 

BROWNING, R.E. NRC - No Detailed Affiliation Given. 9pp. 39642:323-39642:331. 

8702130053 Forwards DOE weekly rept for wk ending 870102. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1252. 87/01/06. 

BROWNING.R.E. NRC - No Detailed Affiliation Given. 7pp. 39642:332-39642:338. 

@702130069 Advises that end publication, “Initial Q-List for Prospective Yucca Mountain 
Repository Based on Items Important to Safety & Waste Isolation," inadvertently left 
out of OE monthly rept dtd 861 208. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1247. 86/12/11. 

BROWNING.R.E. Division of Waste Management 5pp. 39642:339-39642:343. 

8702130076 Recommends that T Johnson comments on Hanford tank waste DES be 
passed on to R Boyle.N Coleman 861021 memo on subj end. 

COLEMAN, N.M. Geotechnical Branch (Post 831001). 2249. 86/10/28. FLIEGEL.M. 
Geotechnical Branch (Post 831001). Ip. 39642:196-39642:202. 

-8702130088 Requests review of end detailed comments end w/R Boyle 860923 
memo re disposal of TRU wastes w/concentrations below 100 nCi/g & protective bar- 
rier & marker sys,per Hanford tank waste DES. 

COLEMAN, N. NRC - No Detailed Affiliation Given. 86/10/21. JOHNSON.T., 
CARDONE.T., BEMBIA.PJ. NRC - No Detailed Affiliation Given. 5pp. 39642:197- 
39642:201. 


8702130237 Forwards DOE weekly rept for wk ending 870109. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1246. 87/01/13. 

BROWNING.R.E. NRC - No Detailed Affiliation Given. 7pp. 39639:137-39639:143. 

870213025® Forwards Basalt Waste Isolation Div & Quality Sys Div weekly repts for wk 
ending 861231. 

ANTTONEN.J.H. Energy, Dept. of. 2268. 86/12/31. COOK.F.R. NRC - No Detailed Af- 
filiation Given. ISAACS,!., MORRIS, J. Energy, Dept. of. 8pp. 39643:292-39643:299. 

8702130262 Requests comments on 5 final environ assessments prepared by DOE for 
proposed (first round) high level radwaste repository. 

BLANCHARD.B. interior, Dept. of. 2241. 87/01/23. BROWNING, R. Division of Waste 
Management. 200pp. 39634:274-39635:169. 

8702130300 Summary of Nuclear Waste Advisory Council 861121 meeting in Lacey, WA 
re significant recent developments, Referendum 40 meetings & public involvement 
plans & activities. 

* Washington, State of. 2260. 86/11/21. Washington, State of. 9pp. 39638:350- 
39638:358. 

8702130306 Informs that headquarters/ OGR has approved Rev 3 to Basalt Procedure 
5.1, “Procedure Development,” for use by BWIP. 

KNIGHT, J.P. Energy, Dept, of. 2283. 87/01/28. ANTONNEN.J. Energy, Dept of. 2pp. 
39638:348-39638:349. 


“8702130093 Advises that no substantial change made to comments on Hanford de- 
fense waste DES 

BEMBIA.P.J. Geotechnical Branch (Post 831001). 86/10/20. COLEMAN, N. Geotech- 
nical Branch (Post 831001). Ip. 39642:202-39642:202. 

8702130115 Provides J Curtiss 870130 questions & author answers re adequacy of site. 
COOK.F.R. NRC - No Detailed Affiliation Given. 2281. 87/02/03. BROWNING.R.E. Di- 
vision of Waste Management. 3pp. 39643:331-39643:333. 

8702130124 Provides observations, comments & recommendations for 860929- 
1114.Technical items including waste package, regulatory 
engineering t geology,performance assessment, geochemistry, site/environ & hydrology 
discussed. 

COOK.F.R. NRC - No Detailed Affiliation Given. 2266. 86/12/08. BROWNING.R.E. Di- 
vision of Waste Management. 31pp. 39639:042-39639:087. 


8702130308 Summary of Nuclear Waste Board 861121 meeting in Lacey, WA re rept on 
congressional investigations.ML Blazek 861119 Itr end. 

* Washington, State of. 2262. 86/11/21. Washington, State of. 26pp. 39638:322- 
39638:347. 

8702130314 Forwards preliminary proposal for remote sensing study of tectonic study 
near Hanford.WA region.Studies important for review of seismotectonic setting at 
BWIP. 

SLEMMONS.D.B. Slemmons, D.B. 2272. 86/12/04. CHUNG, D. Lawrence Livermore 
National Laboratory. Ip. 39638:31 5-39638:321 . 

-8702130321 “Preliminary Proposal, Remote Sensing & Related Seismotectonic Analy- 
ses for Faults & Folds of Yakima Fold Belt,WA.” 

SLEMMONS.D.B. Slemmons, D.B. SLEMMONS.D.B. Lawrence Livermore National 
Laboratory. 86/11/26. 6pp. 39638:316-39638:321. 
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8702130316 Summary of Nuclear Waste Advisory Council 861120 informal meeting in 
Olympia, WA re overview, regional info meetings & other items of interest to council 
members. 

* Washington, State of. 2261. 86/11/20. Washington, State of. 4pp. 39638:310- 
39638:313. 

8702130325 Agenda for State of WA, Nuclear Waste Board & Nuclear Waste Advisory 
Council 861219 joint meeting in Lacey.WA to discuss rept on C&C retreat & action on 
DOE request that state begin C&C negotiations. 

* Washington, State of. 2246. 87/02/15. Washington, State of. Ip. 39639:241- 
39639:241. 


8702170427 Ack receipt of 861204 Itr re comments on QA plan.Major comments will be 
addressed during QA Coordinating Group 870129 meeting in Las 
Vegas, NV.Comments from States of TX & WA end for info. 

KALE.S.H, Energy, Dept. of. 1256. 87/01/08. LOUX.R.R. Nevada, State of. 31pp. 
39660:129-39660:159. 

8702170566 Summary of State of WA Joint Nuclear Waste Board/ Advisory Council 
861219 meeting in Lacey, WA.Nuclear Waste Board Resolutions 86-7 & 86-8 & 
“Review of High Level Nuclear Waste Repository Site Analysis," final rept end. 

• Washington, State of. 2245. 86/12/19. Washington, State of. 17pp. 39660:058- 
39660:117. 


8702130332 Forwards NNWSI site rept for period 86101 1-1 208.Related info end. 
PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1245. 86/12/08. 

BROWNING, R.E. Division of Waste Management 31pp. 39641:099-39641:303. 

—8702130368 Forwards Sandia Natl Lab NNWSI data catalog lab test per NRC/DOE 
site-specific agreement. 

VIETH.D.L Energy, Dept. of. 86/10/16. PRESTHOLT.P.T. Division of Waste Manage- 
ment 164pp. 39641:132-39641:303. 

8702130334 Press release informing of Spedal Nuclear Waste Board & Nuclear Waste 
Advisory Council joint meeting on 861219 in Lacey.WA re consultation & cooperation 
provisions of Nuclear Waste Policy Act 

PROVOST, D. Washington, State of. 2270. 86/12/09. Ip. 39638:314-39638:314. 

8702130382 Summarizes remaining steps to be undertaken to complete review of WAS- 
TETRAK topical reptSummary includes discussions of unresolved issues & proce- 
dures for completion of SER & final topical rept 

ROLES.G.W. Engineering Branch (Post 831001). 86/10/24. REINECKE.R. Impel! 
Corp. 4pp. 39639:334-39639:337. 

8702130392 Forwards comments re draft site surveillance & maint plan for Burrell 
Township vicinity property.Plan should include monitoring activities to gauge progress 
of groundwater contamination & settlement 

MARTIN.D.E. Low-Level Waste & Uranium Recovery Projects Branch. 86/12/04. 
THEMELIS.J.G. Energy, DepL of. 17pp. 39639:338-39639:354. 

8702130412 Forwards comments & questions re “10CFR61 Waste Form Conformance 
Program for Solidified Process Waste Products Produced by WasteChem Corp Vol 
Reduction & Solidification (VRS) Sys." Enel withheld. 

CHANG, K.C. Engineering Branch (Post 831001). 86/11/05. ENEGESS.D.N. Waste- 
Chem Corp. Ip. §9642:347-39642:347. 

8702130416 Comments on preliminary design alternatives study re disposal of addl vi- 
cinity property mat! at Clive, UT site. Geotechnical & hydrologic engineering review in- 
dicates both proposed alternatives conceptually acceptable. 

MARTIN.D.E. Low-Level Waste & Uranium Recovery Projects Branch. 86/12/12. 
THEMELIS.J.G. Energy, Dept. of. 2pp. 39642:348-39642:349. 

8702170012 Trip rept of 860926-1011 visit to West Germany & Belgium re participation 
in bilateral agreement technical coordinators & principal coordinators meeting, tour 
Asse Mine & Gorleben salt repository, Karlsruhe & Jueiicn Nuclear Research Ctrs. 
CARBIENER.W.A. Battelle Memorial Institute, Columbus Laboratories. 1525. 86/12/ 
16. NEFF.J.O. Energy, Dept. of. 115pp. 39659:095-39659:212. 

8702170025 Telcon w/G Brown on 861014 re receipt of plot plan from Bureau of Land 
Mgt indicating exploratory shaft at site lies within area possibly open to mineral leas- 
ing. 

LEFEVRE.H.E. Division of Waste Management 2254. 86/10/14. Ip. 39659:213- 
39659:213. 

8702170027 Forwards responses to unresolved WASTETRAK issues & ack receipt of 
861024 Itr re WASTETRAK topical review. Suggestions re improvements to WASTE- 
TRAK will be factored into future development plans. 

REINECKE.R.M. Impel! Corp. 86/12/10. ROLES.G.W. Engineering Branch (Post 
831001). Ip. 39660:208-39660:208. 


-8702170575 “Review of High Level Nuclear Waste Repository Site Analysis," final 
rept 

* ECO Northwest. 86/12/19. 43pp. 39660:075-39660:117. 

8702200112 Forwards revised DOE/NRC MOU for UMTRAP for signature. Summary of 
revs include recognition of remand of EPA stds & inclusion of final design in remedial 
action plan as NRC concurrence document. W/o end. 

BAUBLITZ.J.E. Energy, DepL of. 87/01/28. BELL.M.J. Division of Waste Manage- 
ment 2pp. 39705: 1 06-39705: 1 07. 

8702200115 "NRC Technical Assistance for Design Reviews,” Progress Rept 17 for 
Dec 1986. 

HART.R.D, ITASCA Consulting Group, Inc. FIN D-1016. 3646. 87/01/19. 
TIKTINSKY.D. Division of Waste Management 13pp. 39705:108-39705:120. 

8702200146 Forwards Ltr Repts LR-280-66, “Review of Migration of Trace Elements 
Into Water-Exposed Natural Fissure Surfaces of Granitic Rock" & LR-287-67, “Review 
& Evaluation of Gamma & Alpha Radiation Levels in Basalt High Level Waste...." 
JACOBS, G.K. Oak Ridge National Laboratory. FIN B-0287. 3645. 87/01/07. 
BROOKS, D.J. Geotechnical Branch (Post 831001). Ip. 39705:136-39705:151. 

-8702200153 LR-280-66 Ltr Rept LR-280-66, “Review of Migration of Trace Elements 
Into Water-Exposed Natural Fissure Surfaces of Granitic Rock.” 

VON DAMM.K.L. Oak Ridge National Laboratory. FIN B-0287. 86/12/30. NRC - No 
Detailed Affiliation Given. 2pp. 39705:137-39705:138. 

-8702200162 LR-287-67 Ltr Rept LR-287-67, “Review & Evaluation of Gamma & Alpha 
Radiation Levels in Basalt High Level Waste Repository: Potential Impact on Contain- 
er Corrosion & Packing Properties." 

BLENCOE.J.G. Oak Ridge National Laboratory. FIN B-0287. 87/01/09. NRC - No De- 
tailed Affiliation Given. 13pp. 39705:139-39705:151. 

8702200147 Forwards preliminary draft Itr rept on assessment of potential for future vol- 
canic hazards at Yucca Mountain. Rept should provide adequate briefing for upcoming 
field trip in Feb 1 987. 

CHUNG.D.H. Lawrence Livermore National Laboratory. FIN A-0297. 3634. 87/01/29. 
BLACKFORD, M.E. Geotechnical Branch (Post 831001). 10pp. 39705:152-39705:161. 

8702200159 “Technical Assistance in Hydrogeology - Project B - Analysis," monthly 
progress rept for Dec 1986. 

LOGSDON, MJ. Nuclear Waste Consultants, Inc. FIN D-1021. 3647. 87/01/14. 
POHLE.J. Geotechnical Branch (Post 831001). 11pp. 39705:185-39705:195. 

8702200169 Forwards summary of proposed work to be completed under FIN A-1755 
during FY87 & LR Shipers request for travel to attend 3-day course on groundwater 
flow & transport 

SHIPERS, LR. Sandia National Laboratories. FIN A-1755. 3644. 87/01/12. PESHEU. 
Engineering Branch (Post 831001). 4pp. 39705:196-39705:199. 

87022001 96 Forwards QA plan for Williams & Assoc, Inc, per request. 

WILLIAMS.R.E. Williams & Associates. FIN D-1020. 3637. 87/01/21. POHLE.J. Divi- 
sion of Waste Management Ip. 39708:110-39708:115. 

-8702200203 QA plan for Williams & Assoc, Inc. 

* Williams & Associates. 87/01/20. 5pp. 39708:111-39708:115. 


8702170037 Telcon w/C Canard on 861015 re status of use of CERT geologic cross 
section across from & adjacent to Hanford Reservation. 

LEFEVRE.H.E. Division of Waste Management 2258. 86/10/15. Ip. 39459:317- 
39459:317. 

8702170049 Forwards info received from Bureau of Land Mgt & Council of Energy Re- 
source Tribes re opening certain lands on Hanford Site for mineral leasing.DOE has 
no authority to authorize or deny access to lands identified in 860618 FR notice. 
LEFEVRE.H.E. Division of Waste Management 2255. 86/10/23. KIEL.W. Washington 
Public Power Supply System. 2pp. 39459:318-39459:344. 

8702170071 Requests info re review & concurrence role of NRC in meteorological moni- 
toring program conducted by DOE for NNWSI at Yucca Mountain Site, NV. Understands 
that NRC concurs w/ plan for meteorological characterization underway at site. 
LOUX.R.R. Nevada, State of. 1248. 86/12/24. BROWNING.R. Division of Waste Man- 
agement. 5pp. 39459:345-39459:349. 

8702170323 Informs that final environ assessment technically & procedural iy 
flawed.NEPA process not satisfied.Comments provided on principal area of technical 
& procedural concerns re ground water in relation to surface water. 

SHINGOITEWA.L. Hopi Tube. 87/01/12. SENA.R. Energy, Dept of. 4pp. 39458:102- 
39458:105. 

8702170389 Suppl to document accession list for BWIP accessions list issuance notice 
for period ending 861 1 25. 

* Energy, Dept. of. 2264. 86/12/17. 4pp. 39660:163-39660:166. 

8702170397 Forwards State of WA (CB Roe) 861008 memo to WA Bishop re litigation 
status rept as BWIP-related info. 

HALE, A. NRC - No Detailed Affiliation Given. 2250. 86/10/27. NRC - No Detailed Af- 
filiation Given. 7pp. 39657:356-39657:362. 


8702200189 Forwards N Burkhard 861210 memo re review of USGS Open File Rept 
83-912, “Evaluation of Seismic Reflection Studies in Yucca Mountain Area, Nevada 
Test Site.” Burkhard suggests that stack array concept may yield more useful data. 
CHUNG.D.H. Lawrence Lwermore National Laboratory. FIN A-0297. 3642. 87/01/15. 
BLACKFORD, M.E. Geotechnical Branch (Post 831001). 4pp. 39708:116-39708:119. 

8702200224 Forwards review of SD-BWI-TI-329, “Design.Drilling & Const of Well RRL- 
2B & Piezometer Nest RRL-2C, Rockwell Hanford Operations, Richland, WA." 

WINTER, G.V. Williams & Associates. FIN D-1020. 3636. 87/01/23. POHLE.J. Division 
of Waste Management. 10pp. 39708:120-39708:129. 

8702200227 Draft “Numerical Modeling of Groundwater Flow Sys in Vicinity of Ref Re- 
pository Location, Hanford Site.WA." 

DAVIS, P„ BEYELER.W., LOGSTON.M. Sandia National Laboratories. FIN A- 1757. 
3652. 87/02/03. NRC - No Detailed Affiliation Given. 400pp. 39705:200-39706:208. 

8702200233 Forwards trip rept of 870112-15 meeting re thermomechanical modeling 
capabilities available in microcomputer codes FLAC & MUDEC. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. 3641. 87/01/26. 
TIKTINSKY.D. Division of Waste Management 3pp. 39707:009-39707:011. 

$702200247 Forwards request for addl supply of J-13 well water to carry out lab proce- 
dures & Itr rept “Evaluation of DOE Data for Retardation at High Level Nuclear...," 
indicating strategy & reasons for evaluation of tuff data. 

MEYER, R.E. Oak Ridge National Laboratory. FIN B-0290. 3648. 87/02/05, 
BRADBURY, J.W. Geotechnical Branch (Post 831001). 2pp. 39707:012-39707:017. 

-8702200253 LR-290-12 “Evaluation of DOE Data for Retardation at High Level Nucle- 
ar Waste Repository Located in Tuff Lab Plans.” 

MEYER, R.E. Oak Ridge National Laboratory. FIN B-0290. LR-290-12. 87/02/06. NRC 
- No Detailed Affiliation Given. 4pp. 39707:014-39707:017. 


8702170408 Notification of 861106-07 meetings w/RES, Williams & Assoc, Nuclear 
Waste Consultants.lnc & Sandia in Silver Spnng.MD to prepare for BWIP hydrology 
data review on 861202-05. Meeting agenda end. 

* Geotechnical Branch (Post 831001). 2251. 86/10/30. Geotechnical Branch (Post 
831001). 3pp. 39660:160-39660:162. 


8702200249 Forwards responses to NRC 860529 comments on draft remedial action 
pi an^ site conceptual design for stabilization of inactive U mill tailings site at Mexican 

D’ANTONIO.J.R. Energy, Dept of. 87/01/22. HAWKINS, E.F. Uranium Recovery Field 
Office. 1 2pp. 39702:350-39702:361 . 
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8702200263 Requests that NRC elevate document review process to status of singular- 
ly budgeted task in future technical assistance contracts Justification provided. 
WILLIAMS, R.E. Wiiiiams & Associates. FIN D-1020. 3643. 87/01/15. POHLEJ. Divi- 
sion of Waste Management. 2pp. 39707:026-39707:027. 

8702200299 Forwards NNWSI & BWIP numerical & analytical evaluations of conceptual 
models, Subtask 1 .5,Rept 2 & Subtask 2.5, Rept 2, respectively.W/o ends. 

BASSE, B. Nuclear Waste Consultants, Inc. FIN D-1021. 3630. 87/01/30. Division of 
Waste Management. Ip. 39704:162-39704:162. 

8702200302 Forwards UMTRAP integrated monthly site progress rept & vicinity proper- 
ties progress rept for Dec 1986.Repts incorporate data provided by contractors.W/o 
integrated monthly site progress rept. 

STASSI, P.J. Jacobs Engineering Group, Inc. 87/01/27. ANDERSON, J.R., MONTE, C. 
Energy, Dept. of. 2pp. 39707:028-39707:062. 

—8702200323 “UMTRA Integrated Monthly Vicinity Property Progress Rept, Dec 1986." 
MITCHELL.M.M. Jacobs Engineering Group, Inc. 86/12/31. 34pp. 39707:030- 
39707:062. 

8702200310 "Lab Evaluation of DOE Radionuclide Solubility Data & Selected Retarda- 
tion Parameters, Experimental Strategies, Lab Techniques & Procedures,” monthly 
progress rept for Jan 1 987. 

MEYER, R.E. Oak Ridge National Laboratory. FIN B-0290. 3626. 87/02/09. 
BRADBURY, J.W. Geotechnical Branch (Post 831001). 3pp. 39707:063-39707:065. 

8702200315 Forwards progress rept for Jan 1987,Ltr Repts LR-287-69 & LR-287-68 & 
manuscript entitled, ‘‘Radionuclide Sorption Methodologies for Performance Assess- 
ments of High Level Waste Repositories.” 

KELMERS.A.D. Oak Ridge National Laboratory. FIN B-0287. 3625. 87/02/06. 
BROOKS.D.J. Geotechnical Branch (Post 831001). Ip. 39704:078-39704:139. 

-8702200319 ‘Technical Assistance in Geochemistry,” progress rept for Jan 1987. 
BLENCOE.J.G., GOVE.R.M., JACOBS, G.K. Oak Ridge National Laboratory. FIN B- 
0287. 87/01/31. NRC - No Detailed Affiliation Given. 4pp. 39704:079-39704:082. 

-8702200324 LR-287-69 Ltr Rept LR-287-69, “Review & Evaluation of Chemistry of 
Diagenetically Altered Tuffs at Potential Nuclear Waste Repository .Yucca 
Mountain.Nye County, NV." 

BLENCOEJ.G. Oak Ridge National Laboratory. FIN B-0287. 87/02/02. NRC - No De- 
tailed Affiliation Given. 10pp. 39704:083-39704:092. 

“8702200326 Ltr Rept LR-280-68, "Review of Mobility of U & Associated Trace Ele- 
ments in Bates Mountain Tuff, Central Nevada.” 

VON DAMM.K.L Oak Ridge National Laboratory. FIN B-0287. 87/01/31. NRC - No 
Detailed Affiliation Given. 2pp. 39704:093-39704:094. 

-8702200335 ‘‘Radionuclide Sorption Methodogies for Performance Assessments of 
High Level Nuclear Waste Repositories.” 

KELMERS.A.D., MEYER, R.E., BLENCOE.J.G. Oak Ridge National Laboratory. 87/02/ 
06. 44pp. 39704:095-39704:139. 

8702200334 Forwards M Galloway 861231 ltr forwarding end semi-annual update of nu- 
merical ©valuation of conceptual models repts for BWIP 2.5, including Mini-Rept 6, 
“Use of Hydraulic Head for Evaluating Groundwater Flow in Variable Density Sys...." 
LOGSDON.M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3568. 87/01/08. 
POHLE.JI. Geotechnical Branch (Post 831001). 4pp. 39704:163-39704:299. 

-8702200339 6 Mini-Rept 6, "Use of Hydraulic Head for Evaluating Groundwater Flow 
in Variable Density Sys:Simple Analytical Evaluation.” 

* Terra Therma, Inc. 86/12/31. 16pp. 39704:167-39704:182. 

-8702200344 7 Mini-Rept 7, ‘‘One-Dimensional Numerical Model for Analysis of Steady- 
State Variable Density Groundwater Flow.” 

* Terra Therma, Inc. 86/12/31. 47pp. 39704:183-39704:229. 

-8702200350 8 Mini-Rept 8, "Analysis of Drilling Response at Hanford Site: Analysis.” 

* Terra Therma, Inc. 86/12/31. 51pp. 39704:230-39704:280. 

“8702200352 9 Mini-Rept 9, "BWIP Groundwater Leve!s:Will Further Stabilization Sig- 
nificantly Reduce Uncertainty.” 

* Terra Therma. Inc. 86/12/31. 19pp. 39704:281-39704:299. 

8702200370 “Benchmarking of Computer Codes & Licensing Assistance," monthly ltr 
progress rept for Jul-Dec 1986. 

ROSSELLE.CJ. Teknekron, Inc. FIN B-6985. 3624. 87/01/26. BROOKS.P. Division of 
Waste Management. 4pp. 39707:066-39707:069. 

8702200373 “Technical Assistance in Identification & Evaluation of Seismo-Tectonic 
Issues re Repository Site Characterization Plans,” Monthly Mgt Ltr Rept 6 for Jan 

CHUNG.D.H., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0297. 
3628. 87/02/05. BLACKFORD, M.E. Geotechnical Branch (Post 831001). 3pp. 
39704:300-39704:302. 

8702200377 Advises that in 1986, during lab testing of cement solidified waste forms to 
10CFR61 criteria, oven curing/accelerated curing of samples biased samples to pass 
10CFR61 criteria. Independent lab tests recommended. Ltr dtd 870114 ltr end. 
PHILLIPS.W.S. Stock Equipment Co. 87/01/30. PETERSON, C. Engineering Branch 
(Post 831001). 3pp. 39704:303-39704:305. 

0702200382 Trip rept of NRC/contractor 870128-29 review meeting in Silver Spring, MD 
re author data needs assessment repts & program activities for balance of FY87 & 
FY88. 

LOGSDON, M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3627. 87/02/05. 
POHLEJ. Geotechnical Branch (Post 831001). 2pp. 39704:306-39704:307. 

8702200385 Informs of listed organizational plans for review of DOE sit© characteriza- 
tion plans.Annotated outline for site characterization plans end. 

CHUNG.D.H. Lawrence Livermore National Laboratory. FIN A-0297. 3632. 87/02/09. 
BLACKFORD, M.E. Geotechnical Branch (Post 831001). 35pp. 39704:308-39704:342. 

8702200408 Forwards response to NRC 861029 comments on draft remedial action 
plan for Grand Junction, CO UMTRA site.Data on durability of erosion protection mail 
unavailable at present 

D’ ANTONIO, J.R. Energy, Dept. of. 87/01/28. MARTIN, D. Uranium Recovery Field 
Office. 72pp. 39705:004-39705:075. 


8702200409 Forwards "Re-Review of Clifton Groundwater Travel Time Evaluation,” per 
861125 request.Rept reevaluates finding of 860613 review that “...probability that 

g roundwater travel time will exceed 1,000 yrs is low...” at Hanford site. 

OGSDON,M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3651. 87/01/15. 
POHLEJ. Geotechnical Branch (Post 831001). 2pp. 39703:121-39703:255. 

“870220041® 1074/86/2 “Re-Review of Clifton Groundwater Travel Time Evaluation." 
BROWN.A. Nuclear Waste Consultants, Inc. FIN D-1021. 87/01/13. NRC - No De- 
tailed Affiliation Given. 44pp. 39703:123-39703:199. 

“8702200459 Requests detailed description of assumptions made in calculation of 
groundwater travel times for Hanford site & assessment of uncertainties associated 
w/calculated groundwater travel times by 861219. 

POHLEJ. Geotechnical Branch (Post 831001). FIN D-1021. 86/11/25. 

LOGSDON.M.J. Nuclear Waste Consultants. Inc. 2pp. 39703:200-39703:223. 

-8702200461 SD-BWI-DP-051 R01 Rev 1 to "Hydraulic Property Data From Selected 
Test Zones on Hanford Site.” 

STRAIT.S.R., MERCER.R.B. Rockwell International Corp. FIN D-1021. 86/02/28. NRC 
- No Detailed Affiliation Given. 32pp. 39703:224-39703:255. 

@702200417 "Lab Evaluation of DOE Radionuclide Solubility Data & Selected Retarda- 
tion Parameters, Experimental Strategies, Lab Techniques & Procedures,” monthly 
progress rept for Dec 1986. 

JACOBS, G.K. Oak Ridge National Laboratory. FIN B-0290. 3640. 87/01/07. 
BRADBURY, J.W. Geotechnical Branch (Post 831001). 3pp. 39707:115-39707:117. 

8702200464 “Technical Assistance for In Situ Testing," monthly progress rept for Dec 
1986. 

SINGH, M. Engineers International, Inc. FIN D-1004. 3639. 87/01/14. BUCKLEY.J.T. 
Engineering Branch (Post 831001). 5pp. 39707:120-39707:124. 

8702200465 “Evaluation & Compilation of DOE Waste Package Test Data,” monthly 

hoi ire etoti «c rent fnr Hon 1 QQA 

INTERRANTE.C.G. Commerce, Dept of, National Bureau of Standards. FIN A-4171. 
3638. 87/01/15. WICK, E. A. Division of Waste Management 21pp. 39707:125- 
39707:145. 

8702240008 Forwards, for info, draft Chapter 2 of “BWIP Site Characterization Plan.” 
Tentative draft release schedule also end. 

ANTTONENJ.H. Energy, Dept of. 2285. 87/02/05. LINEHAN J.J. Repository Projects 
Branch (Post 831001). HUsSEMAN.T. Washington, State of. POWER, M. Evergeen 
State College, Olympia, WA. 3pp. 39715:212-39716:115. 

-8702240018 “Site Characterization Plan, Chapter 2.0,Geoengineering.” 

* Energy, Dept. of. 87/01/26. 241pp. 39715:215-39716:115. 

8702240015 Forwards revised DNS-RSS-200, "Dow Waste Solidification Process for 
Low Level Radwastes - Generic Waste Form Certification Results.” Rev includes all 
ideas exchanged & agreed to on 860603.Final approval requested. 

BOYCE, T.D. Dow Chemical Co. 86/11/26. PETERSON.C. Engineering Branch (Post 
831001). ip. 39715:097-39715:211. 

-8702240028 DNS-RSS-200 R01 Revised “Dow Waste Solidification Process for Low 
Level Radwastes - Generic Waste Form Certification Results.” 

* Dow Chemical Co. 84/06/30. 114pp. 39715:098-39715:211. 

8702240030 Forwards copy of plot depicting seismic (reflection) surveys in vicinity of 
Hanford, WA proposed high level nuclear waste repository site for 1 984-86.Requests 
assistance re designated Tines or addl nondesignated lines. 

LINEHAN J.J. Repository Projects Branch (Post 831001). 2078. 86/08/04. 
LINGLEY.W.S. Washington, State of. 2pp. 39715:095-39715:096. 

8702240040 Forwards "Trip Rept:Workshop on Mathematical Modeling for Radwaste 
Repositories," Vols 1 & 2 re 861210-12 trip to Madrid, Spain. K Beall presented paper 
entitled “Impact of Thermomechanical Behavior of Salt on Repository....” 
CARBIENER.W.A. Battelle Memorial Institute. Columbus Laboratories. 1520. 87/01/ 
21. NEFF.J.O. Energy. Dept of. 2pp. 39712:241-39714:030. 

“8702240071 “Trip Rept:Workshop on Mathematical Modeling for Radwaste Repositor- 
ies " Vols 18 2 

BEALL, G.K. Battelle Memorial Institute. 87/01/21. Battelle Memorial Institute. 560pp. 
39712:243-39714:030. 

8702240042 Forwards comments identifying potential issue areas & omissions to be ad- 
dressed in either final CADSAR or draft RAP, per review. Pioneer Uravan/Section 36 
alternative unavailable for review.W/o end. 

MARTIN, D.E. Low-Level Waste & Uranium Recovery Projects Branch. 87/01/28. 
ANDERSON, J.R. Energy, Dept. of. 2pp. 39715:092-39715:093. 

8702240052 Forwards Basalt Waste Isolation Div & Quality Sys Div weekly repts for wk 
ending 861211. 

ANTTONENJ.H. Energy, Dept of. 2274. 86/12/11. ISAACSJ., MORRIS, J., STEIN, R. 
NRC - No Detailed Affiliation Given. 7pp. 39712:234-39712:240. 

8702240060 Forwards rept of D Clark trip to Federal Republic of Germany on 861202- 
13 to prepare for long-term assignment as representative to Germany. 
CARBIENER.W.A. Battelle Memorial Institute, Columbus Laboratories. 1522. 87/01/ 
23. NEFF.J.O. NRC - No Detailed Affiliation Given. 3pp. 39716:241-39716:256. 

-8702240083 Trip rept of 861202-13 visit to Federal Republic of Germany re prepara- 
tions for assignment as long-term representative to Germany. 

CLARK, D.E. Battelle Memorial Institute, Columbus Laboratories. 87/01/23. Battelle 
Memorial Institute, Columbus Laboratories. 13pp. 39716:244-39716:256. 

8702240069 Recommends adoption of “Bluefish" full text search & retrieval program as 
microprocessor base std for NRC/ Div of Waste Mgt pilot project. 

ANDERSON, B. Science Applications International Corp. (formerly Science Applica- 
tions, Inc.). FIN D-1046. 3650. 87/01/30. BENDER, A. Division of Waste Management. 
5pp. 39712:228-39712:232. 

8702240105 Summary of 870113 meeting w/DB Siemmons (Geotechnical Branch con- 
sultant) re neotectonics of Hanford area Proposal for remote sensing study of Hanford 
area to detect evidence of recent deformation end.W/o end. 

CONGEL.F.J. Risk & Reliability Assessment Branch. 2301. 87/02/05. LIAW.B.D. Engi- 
neering Branch (BWR). 2pp. 39712:209-39712:210. 
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8702240149 Advises that work performed during June 1986 satisfactory, per 860715 
monthly progress rept Final detailed outline for 860819-21 SWIFT II Technology 
Transfer Seminar requested. Comments on TOUGH users guide end. 

COLEMAN, N.M. Geotechnical Branch (Post 831001). FIN A-1158. 3386. 86/07/30. 
CRANWELL.R.M. Sandia National Laboratories. 4pp. 39711:118-39711:121. 

8702240155 Monthly progress rept for Dec 1986 under Contract NRC-02-86-006. 
OTANO.H. Smithsonian Institution. FIN D-1046. 3633. 87/01/15. NRC - No Detailed 
Affiliation Given. 3pp. 3971 1:11 5-3971 1:117. 

8702240158 Record of 861117 telcon w/KM Thompson re followup on requests for info 
discussed during wk of 861111 on inclined boreholes.Four inclined boreholes exist at 
site. 

WEBER, M.F. Division of Waste Management 2231. 86/11/17. Ip. 39711:097- 
39711:097. 

8702240162 Requests that task involving analysis of SAND86-0196, “Techniques for 
Determining Probabilities of Events & Processes Affecting... ,’* be initiated, in accord- 
ance w/Task II of FIN A-0294.Completion of review requested by 860715. 
BLACKFORD, M.E. Geotechnical Branch (Post 831001). FIN A-0294. 3032. 86/04/15. 
CHUNG, D. Lawrence Livermore National Laboratory. Ip. 39711:096-39711:096. 

8702240248 Advises that progress to date satisfactory, per Sept 1986 monthly progress 
reptTwo abstracts from Fallen Leaf Lake meeting & Oblow article enci.W/o ends. 
KELLY, W.R. Geotechnical Branch (Post 831001). FIN A-1756. 3557. 86/11/17. 
SIEGEL, M.D. Sandia National Laboratories. Ip. 39716:153-39716:153. 

8702240256 Submits notice of upcoming meetings, per 830719-20 meetings. Notice will 
be updated weekly for info. 

NEFF.J.O. Energy, Dept. of. 1518. 87/01/12. GREEN.J.W. Mississippi, State of. 2pp. 
39715:076-39715:077. 

8702240260 Submits notice of upcoming meetings, per 830719-20 meetings. Notice will 
be updated weekly for info. 

NEFF.J.O. Energy, Dept. of. 1500. 86/12/02. GREEN.J.W. Mississippi, State of. 2pp. 
39715:074-39715:075. 

8702240261 Submits comments on 861015 proposed corrective actions re QA audit of 
pitting corrosion study performed on 860218-20. 

SAGET.R.P. Energy, Dept. of. 2278. 86/12/24. Rockwell International Corp. 5pp. 
39715:069-39715:073. 

8702240265 Forwards comments on NNWSI-SOP-02-01 , "QA Program Plan Require- 
ments for NNWSI Project Participating Organizations & Nevada Test Site Support 
Contractors & Vendors." Meeting between Waste Mgt Project Ofc & NRC suggested. 
LINEHAN.J.J. Repository Projects Branch (Post 831001). 86/11/21. KNIGHT, J. 
Energy, Dept. of. 11pp. 39715:049-39715:059. 

8702240267 Forwards draft language proposed for performance bond on reclamation & 
decommissioning of Bingham Canyon ion exchange facility.Comments requested.W/o 
end. 

ROBERTS, H.R. Energy Fuels Nuclear, Inc. 87/01/23. FINERFROCK.D. Utah, State 
Of. Ip. 39715:048-39715:048. 

8702240269 Responds to corrective action stated in Rockwell 860926 Ltr 31038.R1 re 
Audit Finding 85-1 0-RHO-1 .Action acceptable. Corrective actions will be verified after 
activities resumed from current stop work, as stated in end 860625 ltr. 

SAGET.R.P. Energy, Dept. of. 2269. 86/12/31. Rockwell International Corp. 5pp. 
39715:043-39715:047. 

8702240270 Mod A003 to Cooperative Agreement DE-FC04-85AL26731, amending al- 
lowable costs article to clarify professional svcs, increasing estimated costs through 
881 130, obligating funds to 871130 & adding Article 31 re motor poo! vehicles. 
COALSON.f.R. Energy, Dept. of. * Hopi Tribe. 87/01/2 2. 3pp. 39715:040-39715:042. 

8702240273 Forwards certification of JA Raymond as QA auditor for Ofc of Geologic 
Repositories & related records. 

NEWTON, C. Energy, Dept of. 87/01/14. BLAYLOCK, J., SAGET.P., REESE, J. Energy, 
Dept. of. 12pp. 39715:028-39715:039. 

8702240282 Advises of postponement of Ofc of Geologic Repositories (OGR) internal 
audit due to interviews scheduled for wk of 8701 19. Internal audit will be rescheduled 
following finalization of OGR procedures & training of personnel. 

NEWTON, C. Energy, Dept. of. 87/01/21. KALE.S., LANGSTON, M.E., KNIGHT, J. 
Energy, Dept. of. 3pp. 39716:341-39716:343. 

8702240316 Forwards summary of 8701 28 executive session of QA coordinating group 
meeting in Las Vegas NV 

NEWTON, C. Energy, Dept. of. 87/02/17. KENNEDY, J. NRC - No Detailed Affiliation 
Given. 5pp. 39716:329-39716:333. 

8702240322 Forwards camera-ready version of "QA Program for Geologic Repository" 
for QA Session of Waste Mgt 1987.Paper will not actually be presented at session. 
NEWTON, C. Energy, Dept. of. 86/01/27. WACKS.M.E. Arizona, Univ. of, Tucson, A2. 
Ip. 39716:324-39716:328. 

—8702240328 Speech entitled, “QA Program for Geologic Repository,” for QA Session 
of Waste Mgt 1987. 

SOMMER-tTfi P^rnw O— * Roy F. Weston, Inc. 87/01/27. 4pp. 


8702240338 Forwards list reflecting disposition of comments on NRC draft generic tech- 
nical positions on peer review, qualification of existing data & items & activities for 
high level nuclear waste repository. 

KNIGHT, J.P. Energy, Dept. of. 87/01/28. KENNEDY.J. NRC - No Detailed Affiliation 
Given. 29pp. 39716:265-39716:293. 

8702240340 Discusses review of State of TX termination of several U recovery 
facilities.Mobi! Alternative Energy, Inc, Piedre Lumbre-Brelum & Nell projects decommis- 
sioned per applicable state stds. 

BRICH.R.F., PETTENGILL.H.J. Uranium Recovery Field Office. 87/02/05. Uranium 
Recovery Field Office. 2pp. 39716:263-39716:264. 

8702240345 Forwards monthly issuance of schedules lor UMTRAP sites, reflecting 1 yr 
window of all key project activities in areas of site characterization.NEPA 
compliance, design development & remedial action const. 

THEMELIS.J.G. Energy, Dept. of. 87/01/27. Energy, Dept. of. 24pp. 39726:088- 
39726:111. 

8702240352 Responds to 860909 request for concurrence on termination of licenses for 
four U processing facilities. NRC concurs w/State of TX reviews & subsequent termi- 
nation of identified source matls licensees. 

SMITH.R.D. Uranium Recovery Field Office. 87/02/05. BAILEY.E.D. Texas, State of. 
2pp. 39716:261-39716:262. 

8702240365 Press release re draft environ & socioeconomic monitoring & mitigation 
plans issued & status rapt on negotiations leading to consultation & cooperation 
agreements submitted to Congress, issued by DOE Ofc of Civilian Radwaste Mgt. 

* Energy, Dept. of. 87/01/31 . 8pp. 39726:1 1 2-39726:1 1 9. 

8702240375 Press release re shipments of spent nuclear fuel In support of Nuclear 
Waste Policy Act R&D programs & addressing concerns re water through repository 
siting & design, issued by DOE Ofc of Civilian Radwaste Mgt. 

* Energy, Dept. of. 87/01/31. 10pp. 39726:120-39726:129. 

8702240380 UCB-NE-4058 DRFT Marked-up draft “Mass Transfer in Salt Repository.” 
PIGFORD.T.H., CHAMBRE.P.L. Lawrence Berkeley Laboratory. FIN A-1756. 3547. 85/ 
05/06. 10pp. 39726:130-39726:139. 

8702240392 Forwards QA input for weekly highlight rept for wk ending 870213. 
NEWTON, C. Energy, Dept. of. 87/02/13. KNIGHT. J. Energy, Dept. of. 3pp. 
39726:140-39726:142. 

8702240437 Forwards semiannual update of "Numerical Evaluation of Conceptual 
Models Rept for Salt (Subtask 3.5),” consisting of Mini-Repts 6 & 8. 

LOGSDON, MJ. Nuclear Waste Consultants, Inc. FIN D-1021. 3623. 87/02/05. 
POHLE.J. Geotechnical Branch (Post 831001). 2pp. 39725:088-39725:150. 

-8702240447 Mini-Rept 6, “Analyses of Thermal Convection of Groundwater Induced 
by Radiogenic Heating Within Waste Repository." 

4 Daniel B. Stephens & Associates, Inc. FIN D-1021. 87/01/31. Division of Waste 
Management. 33pp. 39725:090-39725:121. 

-8702240452 Mini-Rept 8, "Analysis of Importance of Diffusion of Radionuclides Within 
Proposed Repository Host Horizon." 

* Daniel B. Stephens & Associates, Inc. FIN D-1021. 87/01/31. Division of Waste 
Management 30pp. 39725:122-39725:150. 

8702270025 Forwards draft Chapter 5 of BWIP "Site Characterization Plan.” Tentative 

rdlAftCA crhodi ifo o|cs*i Anri 

ANTTONEN.J.H. Energy, Dept. of. 87-LES-18. 87/02/06. LINEHAN.J.J. Repository 
Projects Branch (Post 831001). HUSSEMAN.T. Washington, State of. SAMPSON.M.R. 
Yakima Indian Nation. 3pp. 39762:111-39763:012. 

-8702270038 Draft 0 to Chapter 5 of “Site Characterization Plan." 

* Energy, Dept. of. 87/01/26. 252pp. 39762:114-39763:012. 

8702270103 Package consisting of press releases, newspaper articles & NAS-NRC 
870108-09 rock mechanics program review re BWIP. 

* NewsData Corp., Seattle, WA. 2286. 86/12/19. 300pp. 39777:109-39778:222. 

8702270105 DOE/UMT/0244 "Data for Geochemical Investigation of UMTRAP Desig- 
nated Site at Green River, UT." 

MARKOS.G., BUSH.KJ. Geochemistry & Environmental Chemistry Research, Inc. R- 
839. 83/12/31. 18pp. 39763:261-39763:278. 

8702270109 CERT/TR-094-1 444-3 “Preliminary Risk Assessment Method Development 
for Confederated Tribes of Umatilla Reservation - Nuclear Waste Repository Project” 

* Council of Energy Resource Tribes. 2244. 86/08/31. 340pp. 39778:223-39779:186. 

8702270123 Forwards draft working paper, “1-1 29, Co-60 & Ru-106 Measurements on 
Water Samples from Hanford Project Environs 1962-1974." 

MECCA, J. Energy, Dept of. 2271. 86/12/31. COOK.B. NRC - No Detailed Affiliation 
Given. 100pp. 39763:279-39764:028. 

8702270132 Forwards four executed Mods M015,M012,M001 & M003 to Cooperative 
Agreements DE-FC04-8 1 AL1 6309.DE-FC04-8 1 AL1 6257, DE-FC04-82AL20536 * DE- 
FC04-83AL1 9454, respectively & one unexecuted Mod M001 to listed cooperative 
agreement 

BELL.MJ. Division of Waste Management 87/01/28. HOYAL.J.G. Energy, Dept of. 
2pp. 39775:163-39775:242. 
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-8702270170 Mod M001 to Cooperative Agreement DE-FC04-82AL20536 between 
DOE & State of ND re rev of Articles I & I! to provide for comparative analysis of 
disposal site alternatives rapt process for millsite & incorporation of App E. 

BELL.M.J. Division of Waste Management. WENTZ, R.M. North Dakota, State of. 
HOYAL.J.G. Energy, Dept of. 87/01/28. 21pp. 39775:193-39775:213. 

—8702270178 Mod M003 to Cooperative Agreement DE-FC04-83AL1 9454 between 
DOE & State of WY re initiation of millsite preliminary design prior to execution of re- 
medial action plan. Unexecuted Mod M001 to Cooperative Agreement DE-FC04- 
85AL20535 end. 

BELL,M.J. Division of Waste Management WOOD.R. Wyoming, State of. HOYAL.J.G. 
Energy, Dept of. 87/01/28. 29pp. 39775:214-39775:242. 

8702270137 Forwards draft Chapter 1 to BWIP "Site Characterization Plan.’’ Tentative 
release schedule for other draft chapters/ sections also end. 

ANTTONEN,J.H. Energy, Dept. of. 2304. 87/01/23. LINEHAN.J.J. Repository Projects 
Branch (Post 831001). HUSSEMAN.T. Washington, State of. POWER, M. Evergeen 
State College, Olympia, WA. 450pp. 39775:243-39777:087. 

8702270141 SD-BWI-AR-031 R00 Rev 0 to “Quality Evaluation Board Level Assign- 
ments Expedited Special Case for Restart of Boreholes DC-24 & 25.” Related docu- 
mentation end. 

* Rockwell International Corp. 2288. 87/02/27. 87pp. 39779:275-39779:361. 

8702270148 “Advances in Technology for Const of Deep-Underground Facilities,” rept 
of 851212-14 workshop. 

* National Research Council. 2289. 86/07/31. 65pp. 39780:003-39780:067. 

8702270169 Forwards UMTRAP monthly status rept for Jan 1987. 

GILLEN.D.M. Low Level Waste Licensing Branch. 87/02/03. NRC - No Detailed Affili- 
ation Given. 16pp. 39777:088-39777:103. 

8702270182 Summary of 861218 meeting w/R Marquez in Silver Spring, MD re 
UMTRAP cooperation aareements.DOE proposed cooperative agreement Itr & 
marked-up MOU between NRC & DOE encl.W/o ends. 

GNUGNOLI.G.N. Low Level Waste Licensing Branch. 86/12/30. MARTIN, D.E. Low 
Level Waste Licensing Branch. 2pp. 39777:104-39777:105. 

8702270184 Discusses four specific areas of concern to NNWSI project re draft generic 
technical position on groundwater travel time. Clarification of path & use of fastest 
path requested. Mathematical errors noted in draft. 

VIETH.D.L. Energy, Dept. of. 86/11/19. STEIN, R. Energy, Dept. of. 3pp. 39764:029- 
39764:045. 

-8702270195 Forwards NNWSI project comments on draft “Generic Technical 
Position: Interpretation & Identification of Extent of Disturbed Zone in High Level 
Waste Rule (10CFR60).” 

VIETH,D.L. Energy, Dept. of. 86/11/13. STEIN, R. Energy, Dept. of. 14pp. 39764:032- 
39764:045. 

8702270213 Well rec^d for Benson Ranch. 

* Agriculture, Dept. of. 70/08/11. 18pp. 39764:046-39764:063. 

8702270221 Notification of 870325 DOE/NRC Geologic Repository Licensing Support 
Sys Interagency Coordinating Committee meeting in Washington.DC. Meeting agenda 

HEAD.C.R. Energy, Dept. of. RW-24. 87/02/04. NEFF.J., VIETH.D., OLSON, L. 
Energy, Dept of. 3pp. 39780:068-39780:071. 

8702270233 Notification of 870212 quarterly meeting of DOE & states & Indian tribes in 
Spokane,WA.Final meeting agenda, ref package & info brochures on Spokane end. 
KALE.S.H. Energy, Dept. of. RW-223. 87/02/02. Energy, Dept. of. 80pp. 39780:072- 
39780:151. 

8702270238 Summary of 870219 joint informational meeting w/nuclear waste board nu- 
clear waste advisory council in Lacey, WA re presence of natural resources at Han- 
ford. 

* Washington, State of. 2290. 87/02/19. Washington, State of. 36pp. 39764:064- 
39764:099. 

8702270272 Submits observations,comments & recommendations for period of 861 1 1 5- 
870116 re BWIP. Briefing rept “Transportation of Nuclear Spent Fuel & Other High 
Level Radwastes Under Nuclear Waste Policy Act,” end. 

COOK.F.R. NRC - No Detailed Affiliation Given. 2294. 87/02/06. BROWNING, R.E. Di- 
vision of Waste Management. 11 6pp. 39780:154-39780:335. 

-8702270277 ‘Transportation of Nuclear Spent Fuel & Other High Level Radwastes 
Under Nuclear Waste Policy Act,” briefing rept. 

* Council of Energy Resource Tribes. 87/01/31. 65pp. 39780:271-39780:335. 

8702270296 Forwards UMTRAP document control sys manual, in response to 861119 Itr 
re availability of vicinity property records. W/o end. 

ANDERSON.J.R. Energy, Dept. of. 87/01/21. MARTIN, D. Uranium Recovery Licens- 
ing Branch. 2pp. 39781:036-39781:037. 

8702270301 Forwards scope of work for monitor well installation at Shiprock,NM. 
LONGMIRE.P. Jacobs Engineering Group, Inc. 87/02/17, ZAMAN.M. Navajo Nation. 
5pp. 39789:219-39789:223. 

8702270324 Advises of NRC concurrence w/changes in Mod A008 of Cooperative 
Agreement DE-FC04-82AL19487 between DOE & Commonwealth of PA.Changes 
consistent w/UMTRCA Title 1 re release of portion of processing site at 
Canonsburg,PA. 

MARTIN, D.E. Low-Level Waste & Uranium Recovery Projects Branch. 87/02/11. 
COALSON,T.R. Energy, Dept of. 2pp. 39789:228-39789:229. 

8702270329 Forwards review sheets for listed documents, including “Flood Potential of 
Topopah Wash & Tributaries, Eastern Part of Jackass Flats.Nevada Test Site, Southern 
Nevada.” 

OSIENSKY,J.L. Williams & Associates. FIN D-1020. 3635. 87/01/23. POHLE.J. Divi- 
sion of Waste Management. 27pp. 39789:230-39789:256. 

8702270401 Summary of 870116 meeting re relocation of Riverton tailings to ANC. 
SCOUTARIS.M. Energy, Dept of. 87/02/17. Energy, Dept. of. 4pp. 39781:046- 
39781:049. a 
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8508150107 “Thoughts on Applicability of Geostatistics to Repository Site Characteriza- 
tion.” 

KIM.Y.C. Affiliation Not Assigned. FIN B-7328. 2279. 85/07/30. NRC - No Detailed 
Affiliation Given. 4pp. 32193:033-32193:035. 

8702200115 “NRC Technical Assistance for Design Reviews," Progress Rept 17 for 
Dec 1986 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. 3646. 87/01/19. 
TIKTINSKY.D. Division of Waste Management 13pp. 39705:108-39705:120. 

8702200146 Forwards Ltr Repts LR-280-66, “Review of Migration of Trace Elements 
Into Water-Exposed Natural Fissure Surfaces of Granitic Rock" & LR-287-67, “Review 
& Evaluation of Gamma & Alpha Radiation Levels in Basalt High Level Waste....” 
JACOBS.G.K. Oak Ridge National Laboratory. FIN B-0287. 3645. 87/01/07. 
BROOKS.D.J. Geotechnical Branch (Post 831001). Ip. 39705:136-39705:151. 

-8702200153 LR-280-66 Ltr Rept LR-280-66, “Review of Migration of Trace Elements 
Into Water-Exposed Natural Fissure Surfaces of Granitic Rock.” 

VON DAMM,K.L. Oak Ridge National Laboratory. FIN B-0287. 86/12/30. NRC - No 
Detailed Affiliation Given. 2pp. 39705:137-39705:138. 

-8702200162 LR-287-67 Ltr Rept LR-287-67, “Review & Evaluation of Gamma & Alpha 
Radiation Levels in Basalt High Level Waste Repository: Potential Impact on Contain- 
er Corrosion & Packing Properties." 

BLENCOE.J.G. Oak Ridge National Laboratory. FIN B-0287. 87/01/09. NRC - No De- 
tailed Affiliation Given. 13pp. 39705:139-39705:151. 

8702200147 Forwards preliminary draft Itr rept on assessment of potential for future vol- 
canic hazards at Yucca Mountain. Rept should provide adequate briefing for upcoming 
field trip in Feb 1 987. 

CHUNG, D.H. Lawrence Livermore National Laboratory. FIN A-0297. 3634. 87/01/29. 
BLACKFORD, M.E. Geotechnical Branch (Post 831001). 10pp. 39705:152-39705:161. 

8702200159 “Technical Assistance in Hydrogeology - Project B - Analysis," monthly 
progress rept for Dec 1 986. 

LOGSDON, M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3647. 87/01/14. 
POHLE.J. Geotechnical Branch (Post 831001). 11pp. 39705:185-39705:195. 

8702200169 Forwards summary of proposed work to be completed under FIN A-1755 
during FY87 & LR Shipers request for travel to attend 3-day course on groundwater 
flow & transport. 

SHIPERS, L.R. Sandia National Laboratories. FIN A-1755. 3644. 87/01/12. PESHEL.J. 
Engineering Branch (Post 831001). 4pp. 39705:196-39705:199. 

8702200196 Forwards QA plan for Williams & Assoc, Inc, per request. 

WILLIAMS, R.E. Williams & Associates. FIN D-1020. 3637. 87/01/21. POHLE.J. Divi- 
sion of Waste Management. Ip. 39708:110-39708:115. 

-8702200203 QA plan for Williams & Assoc.lnc. 

* Williams & Associates. 87/01/20. 5pp. 39708:111-39708:115. 

8702200199 Forwards N Burkhard 861210 memo re review of USGS Open File Rept 
83-912, “Evaluation of Seismic Reflection Studies in Yucca Mountain Area, Nevada 
Test Site.” Burkhard suggests that stack array concept may yield more useful data. 
CHUNG, D.H. Lawrence Livermore National Laboratory. FIN A-0297. 3642. 87/01/15. 
BLACKFORD, M.E. Geotechnical Branch (Post 831001). 4pp. 39708:116-39708:119. 

8702200224 Forwards review of SD-BWI-TI-329, “Design.Drilling & Const of Well RRL- 
2B & Piezometer Nest RRL-2C, Rockwell Hanford Operations, Richland, WA." 
WINTER.G.V. Williams & Associates. FIN D-1020. 3636. 87/01/23. POHLE.J. Division 
of Waste Management. 10pp. 39708:120-39708:129. 

8702200227 Draft “Numerical Modeling of Groundwater Flow Sys in Vicinity of Ref Re- 
pository Location, Hanford Site.WA." 

DAVIS, P., BEYELER.W., LOGSTON.M. Sandia National Laboratories. FIN A-1757. 
3652. 87/02/03. NRC - No Detailed Affiliation Given. 400pp. 39705:200-39706:208. 

8702200233 Forwards trip rept of 870112-15 meeting re thermomechanical modeling 
capabilities available in microcomputer codes FLAC & MUDEC. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. 3641. 87/01/26. 
TIKTINSKY.D. Division of Waste Management. 3pp. 39707:009-39707:011. 

8702200247 Forwards request for addl supply of J-13 well water to carry out lab proce- 
dures & Itr rept “Evaluation of DOE Data for Retardation at High Level Nuclear...,” 
indicating strategy & reasons for evaluation of tuff data. 

MEYER, R.E. Oak Ridge National Laboratory. FIN B-0290. 3648. 87/02/05. 
BRADBURY, J.W. Geotechnical Branch (Post 831001). 2pp. 39707:012-39707:017. 

—8702200253 LR-290-12 “Evaluation of DOE Data for Retardation at High Level Nucle- 
ar Waste Repository Located in Tuff Lab Plans." 

MEYER, R.E. Oak Ridge National Laboratory. FIN B-0290. LR-290-12. 87/02/06. NRC 
- No Detailed Affiliation Given. 4pp. 39707:014-39707:017. 

8702200263 Requests that NRC elevate document review process to status of singular- 
ly budgeted task in future technical assistance contractsJustification provided, 
WILLIAMS, R.E. Williams & Associates. FIN D-1020. 3643. 87/01/15. POHLE.J. Divi- 
sion of Waste Management. 2pp. 39707:026-39707:027. 

8702200299 Forwards NNWSI & BWIP numerical & analytical evaluations of conceptual 
models, Subtask 1.5, Rept 2 & Subtask 2.5, Rept 2, respectively.W/o ends. 

BASSE, B. Nuclear Waste Consultants, Inc. FIN D-1021. 3630. 87/01/30. Division of 
Waste Management. Ip. 39704:162-39704:162. 

8702200310 “Lab Evaluation of DOE Radionuclide Solubility Data & Selected Retarda- 
tion Parameters, Experimental Strategies, Lab Techniques & Procedures," monthly 
progress rept for Jan 1987. 

MEYER, R.E. Oak Ridge National Laboratory. FIN B-0290. 3626. 87/02/09. 
BRADBURY, J.W. Geotechnical Branch (Post 831001). 3pp. 39707:063-39707:065. 

8702200315 Forwards progress rept for Jan 1987, Ltr Repts LR-287-69 & LR-287-68 & 
manuscript entitled, “Radionuclide Sorption Methodologies for Performance Assess- 
ments of High Level Waste Repositories." 

KELMERSAD. Oak Ridge National Laboratory. FIN B-0287. 3625. 87/02/06. 
BROOKS, D.J. Geotechnical Branch (Post 831001). Ip. 39704:078-39704:139. 
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-8702200319 “Technical Assistance in Geochemistry,” progress rept for Jan 1987. 
BLENCOE.J.G., GOVE.R.M., JACOBS.G.K. Oak Ridge National Laboratory. FIN B- 
0287. 87/01/31. NRC - No Detailed Affiliation Given. 4pp. 39704:079-39704:082. 

-8702200324 LR-287-69 Ltr Rept LR-287-69, “Review & Evaluation of Chemistry of 
Diagenetically Altered Tuffs at Potential Nuclear Waste Repository, Yucca 
Mountain.Nye County, NV.” 

BLENCOE.J.G. Oak Ridge National Laboratory. FIN B-0287. 87/02/0 2. NRC - No De- 
tailed Affiliation Given. 10pp. 39704:083-39704:092. 

-8702200326 Ltr Rept LR-280-68, “Review of Mobility of U & Associated Trace Ele- 
ments in Bates Mountain Tuff, Central Nevada.” 

VON DAMM.K.L Oak Ridge National Laboratory. FIN B-0287. 87/01/31. NRC - No 
Detailed Affiliation Given. 2pp. 39704:093-39704:094. 

-8702200335 "Radionuclide Sorption Methodogies for Performance Assessments of 
High Level Nuclear Waste Repositories." 

KELMERS.A.D., MEYER, R.E., BLENCOE.J.G. Oak Ridge National Laboratory. 87/02/ 
06. 44pp. 39704:095-39704:139. 

8702200334 Forwards M Galloway 861231 ltr forwarding end semi-annual update of nu- 
merical evaluation of conceptual models repts for BWIP 2.5,inciuding Mini-Rept 6, 
“Use of Hydraulic Head for Evaluating Groundwater Flow in Variable Density Sys....’* 
LOGSDON, M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3568. 87/01/08. 
POHLE.J. Geotechnical Branch (Post 831001). 4pp. 39704:163-39704:299. 

-8702200339 6 Mini-Rept 6, “Use of Hydraulic Head for Evaluating Groundwater Flow 
in Variable Density Sys:Simple Analytical Evaluation.” 

* Terra Therma, Inc. 86/12/31. 16pp. 39704:167-39704:182. 

-8702200344 7 Mini-Rept 7, “One-Dimensional Numerical Model for Analysis of Steady- 
State Variable Density Groundwater Flow.” 

* Terra Therma, Inc. 86/12/31. 47pp. 39704:183-39704:229. 

-8702200350 8 Mini-Rept 8, “Analysis of Drilling Response at Hanford Site: Analysis." 

* Terra Therma, Inc. 86/12/31. 51 pp. 39704:230-39704:280. 

-8702200352 9 Mini-Rept 9, “BWIP Groundwater Levefs:Will Further Stabilization Sig- 
nificantly Reduce Uncertainty.” 

* Terra Therma, Inc. 86/12/31. 19pp. 39704:281-39704:299. 

8702200370 “Benchmarking of Computer Codes & Licensing Assistance," monthly ltr 
progress rept for Jul-Dec 1986. 

ROSSELLE.CJ. Teknekron, Inc. FIN B-6985. 3624. 87/01/26. BROOKS, P. Division of 
Waste Management. 4pp. 39707:066-39707:069. 

8702200373 “Technical Assistance in Identification & Evaluation of Seismo-Tectonic 
Issues re Repository Site Characterization Plans,” Monthly Mgt Ltr Rept 6 for Jan 
1987. 

CHUNG, D.H., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0297. 
3628. 87/02/05. BLACKFORD, M.E. Geotechnical Branch (Post 831001). 3pp. 
39704:300-39704:302. 

8702200382 Trip rept of NRC/contractor 870128-29 review meeting in Silver Spring, MD 
re author data needs assessment repts & program activities for balance of FY87 & 
FY88. 

LOGSDON.M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3627. 87/02/05. 
POHLE.J. Geotechnical Branch (Post 831001). 2pp. 39704:306-39704:307. 

8702200385 Informs of listed organizational plans for review of DOE site characteriza- 
tion plans.Annotated outline for site characterization plans end. 

CHUNG, D.H. Lawrence Livermore National Laboratory. FIN A-0297. 3632. 87/02/09. 
BLACKFORD, M.E, Geotechnical Branch (Post 831001). 35pp. 39704:308-39704:342. 

8702200408 Forwards “Re-Review of Clifton Groundwater Travel Time Evaluation," per 
861125 requestRept reevaluates finding of 860613 review that “...probability that 
groundwater travel time will exceed 1,000 yrs is low..." at Hanford site. 

LOGSDON, M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3651. 87/01/15. 
POHLE.J. Geotechnical Branch (Post 831001). 2pp. 39703:121-39703:255. 

—8702200418 1074/86/2 "Re-Review of Clifton Groundwater Travel Time Evaluation." 
BROWN.A. Nuclear Waste Consultants, Inc. FIN D-1021. 87/01/13. NRC - No De- 
tailed Affiliation Given. 44pp. 39703:123-39703:199. 

-8702200459 Requests detailed description of assumptions made in calculation of 
groundwater travel times for Hanford site & assessment of uncertainties associated 
w/calculated groundwater travel times by 861219. 

POHLE.J. Geotechnical Branch (Post 831001). FIN D-1021. 86/11/25. 

LOGSDON, MJ. Nuclear Waste Consultants, Inc. 2pp. 39703:200-39703:223. 

—8702200461 SD-BWi-DP-051 R01 Rev 1 to “Hydraulic Property Data From Selected 
Test Zones on Hanford Site.” 

STRAIT.S.R., MERCER, R.B. Rockwell International Corp. FIN D-1021. 86/02/28. NRC 
- No Detailed Affiliation Given. 32pp. 39703:224-39703:255. 


8702240149 Advises that work performed during June 1986 satisfactory, per 860715 
monthly progress reptFinal detailed outline for 860819-21 SWIFT II Technology 
Transfer seminar requested. Comments on TOUGH users guide end. 

COLEMAN.N.M. Geotechnical Branch (Post 831001). FIN A-1158. 3386. 86/07/30. 
CRANWELL.R.M. Sandia National Laboratories. 4pp. 39711:118-39711:121. 

8702240155 Monthly progress rept for Dec 1986 under Contract NRC-02-86-006. 
OTANO.H. Smithsonian Institution. FIN D-1046. 3633. 87/01/15. NRC - No Detailed 
Affiliation Given. 3pp. 39711:115-39711:117. 

8702240162 Requests that task involving analysis of SAND86-0196, “Techniques for 
Determining Probabilities of Events & Processes Affecting...,” be initiated, in accord- 
ance w/Task II of FIN A-0294.Completion of review requested by 860715. 
BLACKFORD.M.E. Geotechnical Branch (Post 831001). FIN A-0294. 3032. 86/04/15. 
CHUNG.D. Lawrence Livermore National Laboratory. Ip. 39711:096-39711:096. 

8702240248 Advises that progress to date satisfactory .per Sept 1986 monthly progress 
reptTwo abstracts from Fallen Leaf Lake meeting & Oblow article encl.W/o ends. 
KELLY, W.R. Geotechnical Branch (Post 831001). FIN A-1756. 3557. 86/11/17. 
SIEGEL.M.D. Sandia National Laboratories. Ip. 39716:153-39716:153. 

8702240380 UCB-NE-4058 DR FT Marked-up draft “Mass Transfer in Salt Repository.” 
PIGFORD.T.H., CHAMBRE.P.L. Lawrence Berkeley Laboratory. FIN A-1756. 3547. 85/ 
05/06. 10pp. 39726:130-39726:139. 

8702240437 Forwards semiannual update of “Numerical Evaluation of Conceptual 
Models Rept for Salt (Subtask 3.5),” consisting of Mini-Repts 6 & 8. 

LOGSDON, M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3623. 87/02/05. 
POHLE.J. Geotechnical Branch (Post 831001). 2pp. 39725:088-39725:150. 

-8702240447 Mini-Rept 6, “Analyses of Thermal Convection of Groundwater Induced 
by Radiogenic Heating Within Waste Repository.” 

* Daniel B. Stephens & Associates, Inc. FIN D-1021. 87/01/31. Division of Waste 
Management 33pp. 39725:090-39725:121. 

-8702240452 Mini-Rept 8, “Analysis of importance of Diffusion of Radionuclides Within 
Proposed Repository Host Horizon.” 

9 Daniel B. Stephens & Associates, Inc. FIN D-1021. 87/01/31. Division of Waste 
Management. 30pp. 39725:122-39725:150. 

8702270329 Forwards review sheets for listed documents, including “Flood Potential of 
Topopah Wash & Tributaries, Eastern Part of Jackass Flats.Nevada Test Site, Southern 
Nevada.” 

OSIENSKY.J.L. Williams & Associates. FIN D-1020, 3635. 87/01/23. POHLE.J. Divi- 
sion of Waste Management 27pp. 39789:230-39789:256. 


XPORTLIC EXPORT AND IMPORT LICENSES 


8702050425 Approves end sanitized spent nuclear fuel route survey for transport of 
spent reactor fuel under License XSNM-1565 from Pleasanton, CA to Port of 
Oakland, CA through 871 231, per 870120 request. 

MCCORKLE.G.W. Division of Safeguards. 87/02/03. KIRKLANO.M.W. General Elec- 
tric Co. 7pp. 39525:1 12-39525:1 18. 

8702060232 Requests assistance in obtaining Canadian re-export authorization for 
Exxon Nuclear Co.lnc application to amend License XSNM-2097 to increase quantity 
of mat! authorized for export by 66,160 kg U. 

PETERSON, M.R. Assistant Director for Export/ Import & International Safeguards. 87/ 
01/28. HART.T. Energy, Dept of. Ip. 39565:051-39565:054. 

8702060268 License for Transnuclear.inc to export 200,000 Ci tritium gas to Switzer- 
land. 

PETERSON.M.R. Assistant Director for Export/import & International Safeguards. 87/ 
02/02. Ip. 39548:160-39548:160. 

8702060281 License for Mitsui & Co (USA), Inc to export 153 kg U, contained in 4,794 
kgU.to Japan. 

PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 
MBK-H1-R1 1(B). 87/01/30. 2pp. 39548:161-39548:162. 

8702060284 License for GE to export 722 kg U-235, contained in 23,770 kg U.to Japan. 
PETERSON.M.R. Assistant Director for Export/Import & international Safeguards. 
BHE86-137. 87/01/30. 2pp. 39548:060-39548:061. 

8702060290 License for Marubeni America Corp to export 1,359 kg U-235, contained in 
45,149 koU, to Japan. 

PETERSON.M.R. Assistant Director for Export/ Import & International Safeguards. 
ZH0436. 87/01/30. 2pp. 39548:058-39548:059. 

8702060291 License for Marubeni America Corp to export 352 kg U-235, contained in 
10,925 kg U, to Japan. 

PETERSON.M.R. Assistant Director for Export/ Import & International Safeguards. 
ZH0436. 87/01/30. 2pp. 39548:056-39548*057. 

8702060298 License for Mitsui & Co (USA), Inc to export 475 kg U-235, contained in 
15,014 kgU.to Japan. 

PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 
MBK-H1-R11. 87/01/30. 2pp. 39548:052-39548:053. 
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~870206C434 Application for license to export 25.07 kg U,in form of U hexafluoride, to 
France. 

GRAY.D.A. Transnuclear, Inc. TNH 475. 87/01 /28. 2pp. 39546:358-39546:359. 

3702100276 Forwards request for route approval, per 10CFR73,for shipment of irradiated 
test fuel segments.W/o end. 

KIRKLAND, M.W. General Electric Co. 27831. 87/01/20. HILLMAN, C.R. Division of 
Safeguards. Ip. 39577:092-39577:092. 

8702130066 Application for license to export 20 kg U,in form of U02 pellets.to Canada. 
HUDEC.W.S. Westinghouse Electric Corp. WSH-023-87. 87/02/03. Ip. 39642:054- 
39642:054. 

8702130066 Final response to FOIA request for documents re granting of license to US 
Nuclear Corp of Oak Ridge, TN. Forwards App C documents.Documents also available 
in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 87/02/06. MOKOENA.K. Fund for 
Peace (National Security Archive). 2pp. 39642:055-39642:063. 

*•8702130092 Ack receipt of 770317 Itr re views of Executive Branch on US Nuclear, Inc 
application for license to export SNM to South Africa.Commission postponing decision 
on application & petition to intervene pending Executive Branch decision. 

CHILK.S.J. Office of the Secretary of the Commission. 77/04/04. NOSENZO.L.V. 
State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. Ip. 39642:057- 
39642:057. 

-8702130098 Notifies that Commission intends to rule on 760702 petition to intervene 
& questions re US Nuclear, Inc application for license to export SNM to South 
Africa, pending final views by Executive Branch. 

CHILK.S.J. Office of the Secretary of the Commission. 77/04/04. BUTCHER, G.T. 
White, Fine & Verville. Ip. 39642:058-39642:058. 

-8702130103 Responds to 770304 Itr expressing urgent need for matl covered by US 
Nuclear, Inc application for amend to export License XSNM-690. Forwards Itr from Ex- 
ecutive Branch re exam of subj export.W/o end. 

CHILK.S.J. Office of the Secretary of the Commission. 77/04/04. HIESTAND.O.S. 
Morgan, Lewis & Bockius. Ip. 39642:059-39642:059. 

“8702130107 Staff requirements memo re Commission 770331 discussion in 
Washington, DC re proposed Itrs to GT Butcher.OS Heistand & LV Nosenzo re US 
Nuclear, Inc petition to export SNM to South Africa. Proposed Itrs approved. 

CHILK.S.J. Office of the Secretary of the Commission. 77/04/05. STRAUSS, P.L. 
Office of the General Counsel. Ip. 39642:060-39642:063. 

8702130081 Requests amend of quantity in 861219 Itr to 268,977 kg UF6. Revised 
quantity represents increase of 525 kg UF6. 

DUBOIS.D. European Communities, Commission of. 87/02/05. ROONEY, J.M. Energy, 
Dept. of. Ip. 39642:203-39642:205. 

-8702130101 Application to amend export license, increasing quantity of UF6 to 268,977 

gWd .A. Transnuclear, Inc. 87/02/05. MOORE.N. Assistant Director for Internation- 
al Cooperation. Ip. 39642:204-39042:204. 

“8702130105 Advises that France will be addl European party in transport & processing 
steps, per 870130 teicon. 

GRAY.D.A. Transnuclear, Inc. 87/02/02. MOORE.R.N. Office of International Pro- 
grams, Director. Ip. 39642:205-39642:205. 

8702130109 Approves end sanitized spent nuclear fuel route for transport of spent re- 
actor fuel, under License ISNM-81017, from Wilmington, NC to DOE Savannah River 
Plant,Aiken,SC, including ports of Port Elizabeth, NJ & Baltimore, MD. 

MCCORKLE.G.W. Reactor & Transportation Licensing Branch. 87/02/09. 
WROBLEWSKI ,D. Transnuclear, Inc. 8pp. 39642:354-39642:301. 

8702130158 Forwards application for license to export 200 kg U,in form of UF6 cylinder 
heels, to Canada.New license will replace XU-8583. 

ELDRIDGE.B.H. General Electric Co. 87/01/28. WRIGHT, B. Office of International 
Programs, Director. Ip. 39644:012-39644:014. 

“8702130170 Application for license to export 200 kg U,in form of UF6 cylinder heels.to 
Canada. 

ELDRIDGE.B.H. General Electric Co. 87/01/28. Ip. 39644:013-39644:014. 

8702130160 Forwards application for license to export UF6 heels in cylinders to 
Canada.Raquests Itr of assurance that matl will be subj to all terms & conditions of 
agreement for cooperation.W/o end. 

PETERSON, M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/06. ROONEY, J. Energy, Dept. of. Ip. 39643:208-39643:208. 

8702130168 Recommends amend to License XCOM-0529, authorizing export of addl 
worth of specially designed or prepared components & parts to Romania via Canada. 
THRONE, C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
87/02/03. SHEA.J.R. Office of International Programs, Director. Ip. 39643:217- 
39643:217. 

8702130169 Exempts export of 20 kg natural U to Canada from std policy requirement 
that all exports of matl for nuclear end-uses be made subj to agreement for 
cooperation.Waitinq period of 15 days for PDR posting waived per 10CFR 110.10. 
PETERSON, M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/05. Assistant Director for Export/import & International Safeguards. Ip. 
39642:211-39642:211. y 

8702130171 Requests Executive Branch position on end GA Technologies, Inc applica- 
tion for license to export miscellaneous specially designed or prepared replacement 
parts to Zaire. W/o end. 

PETERSON.M.R. Assistant Director for Export/ Import & International Safeguards. 87/ 
02/06. THORNE.C.E, State, Dept of, Bureau of Oceans & Inti. Environ. & Scientific 
Affairs. Ip. 39644:015-39644:015. 

8702130174 Informs that Amend 2 to License XU-8627 issued, per licensee request for 
urgent rev to license to permit 870213 shipment of quantity exceeding authorization 
by 525 kg to France. Fifteen day waiting period waived per 10CFR1 10.10. 

MOORE.R.N. Assistant Director for Export/Import & International Safeguards. 87/02/ 
06. Assistant Director for Export/Import & International Safeguards. 2pp. 39643:218- 


8702180178 License for GE to export 43.3 g U-235 & 29.7 g Pu, contained in 3.95 kg U 
as seven irradiated fuel rod segments, to Denmark. 

PETERSON, M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/06. 2pp. 39642:228-39642:229. 

8702130179 Forwards, for review.application for license to export six fission chambers to 
Brazil for lab work by Brazilian Navy in Sao Paulo, Brazil.W/o end. 

PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/06. THORNE.C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific 
Affairs. Ip. 39643:222-39643:222. 

8702130184 Forwards, for review.application for amend to License XU-8623, increasing 
quantity of depleted U to be exported to United Kingdom by addl 635.04 kg. W/o end. 
PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/06. THORNE, C. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Af- 
fairs. Ip. 39643:223-39643:223. 

8792130187 Application for license to export fission chamber to Brazil. 

HUNT.S.K. Westinghouse Electric Corp. ZE-70188. 87/01/15. Ip. 39642:230- 
39642:230. 

8702130195 Application for license to export miscellaneous replacement parts & 
components, for use in TRIGA Mark II research reactor, to Zaire. 

ASMUSSEN.K.E. GA Technologies, Inc./General Atomic Co. IEL-1019. 87/02/03. Ip. 
39642:275-39642:276. 

“8702130201 Forwards application for license to export replacement parts & compo- 
nents for use in TRIGA Mark II research reactor to Zaire. Five-yr validity period 
requested.Equipment will not include assembled pressure vessels or control rods. 
ASMUSSEN.K.E. GA Technologies, Inc./General Atomic Co. IEL-1019. 87/02/03. 
PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. Ip. 
39642:276-39642:276. 

8702130198 Application for amend to license,revising expiration date, increasing quanti- 
ty by 635.04 kg & changing description. 

MONTFORD.C.W. Aerojet Heavy Metals Co. 150:87-0042. 87/01/29. WRIGHT, B. As- 
sistant Director for Export/ Import & International Safeguards. Ip. 39643:249- 
39643:249. 

8702130202 Application for amends to licenses, changing name from Exxon Nuclear 
Co, Inc to Advanced Nuclear Fuels Corp & naming West German affiliate as intermedi- 
ate consignee. 

MALODY.C.W. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/ 
01/23. PETERSON.M.R. Assistant Director for Export/Import & International Safe- 
guards. Ip. 39644:043-39644:043. 

8702130204 Application for license to export 840 kg U-235,contained in 25,845 kg en- 
riched U dioxide, to Japan. 

OHYAMA.T. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co., Ltd.). MBK-F3-R11. 87/ 
01/28. Ip. 39643:250-39643:250. 

8702130208 Forwards application for license to export low-enriched U for use as nucle- 
ar plant fuel in Japan. Ltr of assurance required.Subj matl of Canadian origin. 
PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/06. ROONEY, J. Energy, Dept. of. Ip. 39643:276-39643:277. 

8702130218 Application for renewal of license to export replacement parts & compo- 
nents for TRIGA reactor to Brazil, extending expiration date to 900131. 
ASMUSSEN.K.E. GA Technologies, Inc./General Atomic Co. IEL-1017. 87/01/28. 
PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. Ip. 
39644:060-39644:060. 

8702130235 Provides Executive Branch position re GE application to export 43.3 g U- 
235 & 29.7 g produced Pu in 3.95 kgs U to Denmark, per NRC 861031 
request. License should be granted. 

THORNE.C.E. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
87/02/04. SHEA.J.R. Office of International Programs, Director. 3pp. 39643:278- 
39643:280. 

8702130303 Executive Branch position re Transnuclear, Inc application for license to 
export 200,000 Ci bulk gaseous tritium to Switzeriand.Ucense should be issued. 
THORNE.C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
87/01/30. SHEA.J.R. Office of International Programs, Director. 2pp. 39638:306- 
39638:307. 

@702130337 Amend 2 to Transnuclear, Inc export license, increasing quantity of matl au- 
thorized for export to 268,977 kg natural U,in form of U hexafluonde.to France. 
PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 
COG 470. 87/02/06. Ip. 39638:309-39638:309. 

8702130347 Requests Executive Branch position re GA Technologies, Inc application for 
amend to export license, extending expiration date to 901 231. W/o end. 
PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/06. THORNE, C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific 
Affairs. Ip. 39638:308-39638:308. 

@702170714 Requests that matl of South African origin not be imported under listed li- 
censes pending Executive Branch ruling re implications of Comprehensive Anti-Apart- 
heid Act of 1 986 & Commission determination of appropriate action. 

PETERSON.M.R. Assistant Director for Export/lmport & International Safeguards. 87/ 
02/04. Edlow International Co. Ip. 39671:148-39671:148. 

8702180003 License for Westinghouse to export 20 kg natural U,in form of U02 
pellets.to Canada. 

PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 
WSH-023-87. 87/02/05. 2pp. 39674:267-39674:268. 

8702180008 Requests that licensee refrain from importing any matl of South African 
origin while import license is under review for implications of Section 309(a) of Com- 
prehensive Anti- Apartheid Act of 1986. 

PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/04. Phillipp Brothers, Inc. (formerly Phibro Salomon, Inc.). Ip. 39674:269- 
39674:269. 
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8702180011 Requests that licensee refrain from importing any mat! of South African 
origin under import license until NRC reviews implications of Section 309(a) of Com- 
prehensive Anti- Apartheid Act of 1 986. 

PETERSON.M.R. Assistant Director for Export/Import & international Safeguards. 87/ 
02/04. New York Nuclear Corp. Ip. 39674:270-39674:270. 

8702180018 Requests that licensee refrain from importing any matl of South African 
origin while import license is under review for implications of Section 309(a) of Com- 
prehensive Anti- Apartheid Act of 1 986. 

PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/04. Westinghouse Electric Corp. Ip. 39674:271-39674:271. 

8702180059 Updated license for Transnuclear.lnc to export 200,000 Ci tritium as gas.to 
Switzerland. 

PETERSON.M.R. Assistant Director for Export/Import & Internationa! Safeguards. 87/ 
02/02. Ip. 39674:283-39674:283. 

8702180070 Requests that no mail of South African origin be imported under listed li- 
cense pending Executive Branch ruling on implications of Comprehensive Anti-Apart- 
heid Act of 1 986 & Commission determination of appropriate action. 

PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/04. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). Ip. 
39674:305-39674:305. 

8702180078 Requests that no matl of South African origin be imported under listed li- 
cense pending Executive Branch ruling on implications of Comprehensive Anti-Apart- 
heid Act of 1986 & Commission determination of appropriate action. 

PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/04. International Energy Associates, Ltd. Ip. 39674:314-39674:314. 

8702180082 Requests that no matl of South African origin be imported under listed li- 
censes pending Executive Branch ruling on implications of Comprehensive Anti-Apart- 
heid Act of 1 986 & Commission determination of appropriate action. 

PETERSON.M.R. Assistant Director for Export/ lmjx>rt & International Safeguards. 87/ 
02/04. Transnuclear, Inc. Ip. 39674:266-39674:266. 

8702180093 Requests that no matl of South African origin be imported under listed li- 
cense pending Executive Branch ruling on implications of Comprehensive Anti-Apart- 
heid Act of 1 986 & Commission determination of appropriate action. 

PETERSON.M.R. Assistant Director for Export/import & international Safeguards. 87/ 
02/04. Braunkhole Transport USA. Ip. 39674:317-39674:317. 

8702180107 Requests that no matl of South African origin be imported under listed li- 
cense pending Executive Branch ruling on implications of Comprehensive Anti-Apart- 
heid Act of 1 986 & Commission determination of appropriate action. 

PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/03. Separative Work Unit Corp., Inc. (SWUCO, Inc.). Ip. 39673:191-39673:191. 

8702180113 Forwards reactor checklist to support 870128 application. 

GRAY.D.A. Transnuclear, Inc. 87/02/06. WRIGHT, B. Office of International Programs, 
Director. 5pp. 39674:318-39674:322. 

8702180122 Application for amend to export license.increasing amount of Canadian- 
origin U-235 to 5,570 kg contained in 155,1 50 kg U. 

MALODY,C;W. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co.. Inc.). 87/ 
02/05. PETERSON.M.R. Assistant Director for Export/Import & International Safe- 
guards. Ip. 39674:323-39674:323. 

8702180137 Executive Branch position re C-E application for license to export 8,250 kg 
U-235 in 223,240 kg U to Korea.Recommends license be issued. Related documenta- 
tion end. 

THORNE, C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
87/01/28. SHEA.J.R. Office of International Programs, Director. 3pp. 39674:324- 
39674:326. 

8702180142 Executive Branch position re C-E application to export two 950 MWe NSSS 
to Korea.Recommends license be issued.Related documentation end. 

THORNE, C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
87/01/28. SHEA.J.R. Office of International Programs, Director. 4pp. 39674:327- 
39674:330. 

8702180157 Forwards application for export license, to ship Namibian origin U-308 to 
Canada for conversion svcs & long term storage. 

FISK.R.H. Edlow International Co. 87/02/05. WRIGHT, B. Assistant Director for 
Export/Import & International Safeguards. Ip. 39674:331-39674:332. 

-8702180161 Application for license to export 272,175 kg U-308, containing 193,244 kg 
isotope, to Canada. 

FISK.R.H. Edlow International Co. MNCN-11. 87/02/05. Ip. 39674:332-39674:332. 

8702180169 Application for license to export 20,682 kg UF6,containing 666 kg U-235, to 
Japan. 

OHYAMA.T. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co., Ltd.). MBK-2F3-R3 (A). 
87/02/04. Ip. 39674:333-39674:333. 

8702180175 Application for amend to export license.increasing amount of Canadian- 
oriain U to 22,000 kg.Request in addition to 861202 application for amend. 

HUDEC.W.S. Westinghouse Electric Corp. WSH-021-87. 87/02/03. PETERSON.M.R. 

Export/Import & International Safeguards. Ip. 39674:337- 


8702180187 Forwards licensee Jtr requesting addl authority to increase quantity of Ca- 
nadian origin matl authorized for reexport from 80,000 kg to 87,000 kg.Request should 
be considered in conjunction w/861204 Itr re Amend 3 to license. W/o end. 
PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/12. ROONEY, J. Energy, Dept of. Ip. 39673:308-39673:308. 

8702 180206 Forwards Advanced Nuclear Fuels Corp 870205 application for amend to 
export license to increase quantity of matl authorized for export to France.Ltr of assur- 
ance required prior to NRC action. 

PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/12. ROONEY, J. Energy, Dept. of. Ip. 39673:357-39673:358. 

8702180213 Amend 1 to export license, adding Ceravoda Units 3,4 & 5 & increasing 
value of equipment to be exported to Romania. 

PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/10. Ip. 39673:004-39673:004. 

8702180236 Forwards application for amend to export license.increasing quantity of Ca- 
nadian-origin matl authorized for re-export to to 22,000 kg. Requests Itr be considered 
in conjunction w/ 861209 Itr. W/o end. 

PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/12. ROONEY, J. Energy, Dept. of. Ip. 39674:097-39674:097. 

8702180267 Forwards application for license to export 272,175 kg of natural U to 
Canada for conversion & storage purposes. Ltr of assurance required that matl will be 
subj to all terms & conditions of agreement for cooperation. 

PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/10. ROONEY, J. Energy, Dept. of. Ip. 39673:005-39673:007. 

8702180291 Forwards application for license to export low enriched U to 
Japan.Assistance in obtaining Itr of assurance requested. 

PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/10. ROONEY, J. Energy, Dept. of. Ip. 39673:359-39673:360. 

8702180321 Forwards Transnuclear.lnc license to export 25,070 kg of high enriched U 
to France, for review.W/o end. 

PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 87/ 
02/06. THORNE, C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific 
Affairs. Ip. 39674:133-39674:133. 

8702190194 Petition for leave to intervene & request for hearing.* Petitions to intervene 
in opposition to listed applications to import nuclear source matl & SNM of South Afri- 
can origin. 

MCDOUGALL.G.J., GREENBERG, E.V. Joint Interveners - South African Imports. 
MCDOUGALL.G.J. Lawyers Committee for Civil Rights Under Law. #187 2500. 87/ 
02/17. Office of Nuclear Reactor Regulation, Director (post 851125). 38pp. 
39665:057-39665:094. 

-8702190243 Affirmation & notice of appearance of counsel in connection w/petition 
filed on behalf of Congressman RV Dellums.et al., for leave to intervene & to request 
hearing.* Certificate of Svc end. 

MCDOUGALL.G.J., GREENBERG, E.V. Joint Interveners - South African Imports. 
MCDOUGALL.G.J. Lawyers Committee for Civil Rights Under Law. 87/02/16. 9pp. 
39665:095-39665:103. 

8702190301 Petition for commencement of license revocation proceedings.* Requests 
start of proceedings to revoke listed existing licenses authorizing importation of SNM 
& nuclear source matl of South African origin. 

MCDOUGALL.W.L., GREENBERG, E.V. Joint Intervenors - South African Imports. 
MCDOUGALL.W.L. Lawyers Committee for Civil Rights Under Law. #187 2501. 87/ 
02/17. Commissioners. 7pp. 39665:001-39665:017. 

-8702190324 Affirmation & notice of appearance of counsel in connection w/petition 
filed on behalf of Congressman RV Dellums.et al, for commencement of license revo- 
cation proceedings.* Certificate of Svc end. 

MCDOUGALL.G.J., GREENBERG, E.V. Joint Intervenors - South African Imports. 
MCDOUGALL.G.J. Lawyers Committee for Civil Rights Under Law. 87/02/16. 10pp. 
39665:008-39665:017. 

8702240114 Forwards amended pages to 870217 petition to intervene in opposition to 
pending license applications to import South African U.Amended pages now indicate 
that licenses held by Advanced Nuclear Fuels, Inc.Certrficate of Svc end. 

NUNN.K.B. Joint Intervenors - South African Imports. NUNN.K.B. Lawyers Committee 
for Civil Rights Under Law. #187 2552. 87/02/18. Docketing & Services Branch. 8pp. 
39702:086-39702:093. 

8702250091 Notice of withdrawal of party.* Petitioner Oil.Chemical & Atomic Workers 
Inti Union withdraws from petition for commencement of import license revocation 
proceedings. Certificate of Svc end. 

MCDOUGALL.G.J. Joint Intervenors - South African Imports. MCDOUGALL.G.J. Law- 
yers Committee for Civil Rights Under Law. #187 2590. 87/02/20. 5pp. 39722:323- 
39722:327. 

8702250146 Notice of withdrawal of party.* Petitioner Oil.Chemical & Atomic Workers 
Inti Union withdraws from petition for leave to intervene & request for hearing re 
import license applications.Certificate of Svc end. 

MCDOUGALL.G.J. Joint Intervenors - South African Imports. MCDOUGALL.G.J. Law- 
yers Committee for Civil Rights Under Law. #187 2589. 87/02/20. 4pp. 39723:196- 
39723:199. 

8702250549 Forwards route approval for transport of spent reactor fuel from Norfolk, VA 
to Aiken, SC, per 861219 requestRoute approved through 871 231. Route meets regula- 
tory requirements of 10CFR73.37. 

MCCORKLE.G.W. Reactor & Transportation Licensing Branch. 87/02/19. 
WROBLEWSKI.D. Transnuclear, Inc. 9pp. 39744:165-39744:173. 
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AAMODT.M.M. 

8702090024 

50-320 

G 

ALEXICH.M.P. 

AAMODT.M.M. 

8702130131 

50-320 

G 

ALEXICH.M.P. 

AAMODT.M.M. 

8702130322* 

50-320 

G 

ALEXICH.M.P. 

AAROE.W.H. 

8702100107 

40-8820 


ALEXICH.M.P. 

ABBATE.C.M. 

8702170679 

QA999 


ALEXICH.M.P. 

ABELE.R.D. 

8702100077 

50-498 

S 

ALEXICH.M.P. 

ABELE.R.D. 

8702270179 

PR 


ALEXION.T.W. 

ABELSON.H. 

8603250342 

50-333 

P 

ALEXION.T.W. 

ABELSON.H.I. 

8702180171 

50-333 

P 

ALEXION.T.W. 

ABELSON.H.I. 

8702180332 

50-333 

P 

ALGER, D.M. 

AGREE, S. 

8702090140* 

50-269 

S 

ALGER, D.M. 

ADAM.F.W. 

8702180702 

PRM 


ALGER, D.M. 

ADAMOVITZ.S.S. 

8702200079* 

50-348 

Q 

ALLEN.C.M. 

ADENSAM.E.G. 

8702030380 

50-341 

P 

ALLEN.C.M. 

ADENSAM.E.G. 

8702030387* 

50-341 

P 

ALLEN.C.M. 

ADENSAM.E.G. 

8702030457 

50-397 

P 

ALLEN.T. 

ADENSAM.E.G. 

8702030469* 

50-397 

P 

ALLEY.R.W. 

ADENSAM.E.G. 

8702130326 

50-373 

P 

ALTENBACH.T.J. 

ADENSAM.E.G. 

8702130333* 

50-373 

P 

ALTENBACH.T.J. 

ADENSAM.E.G. 

8702130399 

50-397 

F 

ALTENBACH.T.J. 

ADENSAM.E.G. 

8702170394 

50-374 

P 

ALTENBACH.T.J. 

ADENSAM.E.G. 

8702170424* 

50-374 

P 

ALTENBACH.T.J. 

ADENSAM.E.G. 

8702170452* 

50-374 

P 

ALTENBACH.T.J. 

ADENSAM.E.G. 

8702170464 

50-354 

P 

ALTENBACH.T.J. 

ADENSAM.E.G. 

8702170468* 

50-354 

P 

ALTHEISER.L.E. 

ADENSAM.E.G. 

8702190393 

50-373 

P 

ANADAPPA.A. 

ADENSAM.E.G. 

8702190397* 

50-373 

P 

ANAYA, T. 

ADENSAM.E.G. 

8702250206 

50-388 

Q 

ANDERSON, B. 

AFTERGOOD, S. 

8702050533 

50-528 

S 

ANDERSON, C. 

AFTERGOOD.S. 

8702170661 

50-528 

S 

ANDERSON, C. 

AGOSTI.F.E. 

8702030186 

50-341 

P 

ANDERSON, C.J. 

AGOSTI.F.E. 

8702030370 

50-341 

P 

ANDERSON, C.J. 

AGOSTI.F.E, 

8702030371 

50-341 

F 

ANDERSON, C.J. 

AGOSTI.F.E. 

8702040121 

50-341 

P 

ANDERSON, C.J. 

AGOSTI.F.E. 

8702050172 

50-341 

Q 

ANDERSON, C.J. 

AGOSTI.F.E. 

8702060379 

PR 


ANDERSON, C.J. 

AGOSTI.F.E. 

8702090009 

50-341 

P 

ANDERSON, C.J. 

AGOSTI.F.E. 

8702100275 

50-341 

F 

ANDERSON, C.J. 

AGOSTI.F.E. 

8702100284 

50-341 

P 

ANDERSON, C.J. 

AGOSTI.F.E. 

8702170331 

50-341 

P 

ANDERSON, C.J. 

AGOSTI.F.E. 

8702260097 

50-341 

P 

ANDERSON, C.J. 

AGOSTI.F.E. 

8702260146 

50-341 

P 

ANDERSON, F.H. 

AHRENS, P. 

8702030558 

50-443 

G 

ANDERSON, F.H. 

AINGER.K.A. 

8702020099 

50-454 

P 

ANDERSON, J.D. 

AINGER.K.A. 

8702020300 

50-455 

F 

ANDERSON, J.J. 

AINGER.K.A. 

8702040049 

50-454 

P 

ANDERSON, J.R. 

AINGER.K.A. 

8702040664 

50-455 

P 

ANDERSON, J.R. 

AINGER.K.A. 

8702170602 

50-454 

P 

ANDERSON.J.R. 

AKELEY.W.M. 

8702110266* 

50-327 

P 

ANDERSON, J.R. 

AKELEY.W.M. 

8702110402* 

50-327 

P 

ANDERSON, LF. 

AKSTULEWICZ.F. 

8702170409 

50-213 

P 

ANDERSON.M. 

AKSTULEWICZ.F. 

8702250399 

50-213 

P 

ANDERSON, R.C. 

ALBANO.T. 

8702040350 

FOIA 


ANDERSON, R.T. 

ALBOLD.W.W. 

8702180335 

50-263 

S 

ANDREWS.R.L 

ALBRECHT, K. 

8702270316* 

40-8027 


ANDREWS, R.L 

ALDEN.W.M. 

8702030193 

50-277 

R 

ANDREWS.R.L 

ALDEN.W.M. 

8702240224 

50-352 

R 

ANDREWS.R.L 

ALDEN.W.M. 

8702240266 

50-277 

R 

ANDREWS.R.L. 

ALESSO.H.P. 

8604010152 

50-286 

P 

ANDREWS.R.L 

ALEXANDER. M. 

8702190314 

PRM 


ANDREWS.R.L 

ALEXANDRU.R. 

8702130112* 

50-445 

A 

ANDREWS, R.L 

ALEXICH.M.P. 

8702090092 

50-315 

Q 

ANDREWS.R.L 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

8702100076 

50-315 

F 

ANDREWS.R.L 

8702090330 

50-285 

F 

8702100346 

50-315 

P 

ANDREWS.R.L 

8702110253 

50-285 

F 

8702110022 

50-315 

F 

ANDREWS.R.L. 

8702130221 

50-285 

S 

8702130420 

50-315 

F 

ANDREWS.R.L. 

8702180340 

50-285 

F 

8702180391 

50-315 

P 

ANDREWS.R.L. 

8702190183 

50-285 

Q 

8702190212 

50-315 

F 

ANDREWS.R.L 

8702200450 

50-285 

R 

8702060292 

50-327 

P 

ANDREWS.R.L 

8702250375 

50-285 

P 

8702060336 

50-327 

P 

ANDROSIK.R. 

8702050385 

50-346 

S 

8702060508 

50-327 

P 

ANDRUS, N.J. 

8702060160 

40-4492 


8702040271 

PRM 


ANDRUS, N.J. 

8702170203 

40-4492 


8702050040 

PRM 


ANTHONY, P. 

8702090498 

50-346 

s 

8702100349 

50-186 

P 

ANTHONY, P. 

8702170040 

50-346 

s 

8702020165 

50-373 

P 

ANTHONY, P. 

8702180452 

50-346 

s 

8702020205 

50-374 

P 

ANTTONEN.J.H. 

8702130175 

WASTE MGT 

8702020326 

50-373 

Q 

ANTTONEN.J.H. 

8702130229 

WASTE MGT 

8702060465* 

50-461 

Q 

ANTTONEN.J.H. 

8702130258 

WASTE MGT 

8702110447* 

50-445 

A 

ANTTONEN.J.H. 

8702240008 

WASTE MGT 

8604010152 

50-286 

P 

ANTTONEN.J.H. 

8702240052 

WASTE MGT 

8702040376* 

FOIA 


ANTTONEN.J.H. 

8702270025 

WASTE MGT 

8702040382* 

FOIA 


ANTTONEN.J.H. 

8702270137 

WASTE MGT 

8702040399* 

FOIA 


AOKI.H. 

8702050432* 

FOIA 


8702040561* 

FOIA 


APELSON.N.S. 

8702030365 

PRM 


8702040696* 

FOIA 


APELSON.N.S. 

8702180580 

PRM 


8702050316* 

FOIA 


APPEL, R.R. 

8702170333 

40-8728 


8702180653 

PRM 


ARCHITZEL.R.E. 

8702060326* 

50-327 

Q 

8702190076 

50-249 

S 

ARGYRIS.G. 

8702170707 

50-295 

R 

8702040659* 

FOIA 


ARMSTRONGS 

8702270122 

PR 


8702240069 

WASTE RES 

ARNDT.E.G. 

8702180400 

PR 


8702030264* 

FOIA 


ARNOLD.W.D. 

8702170050 

NUREG 


8702030277* 

FOIA 


ASHAR.H. 

8609160363* 

50-445 

A 

8702020159* 

FOIA 


ASHLEY, G.R. 

8702100332* 

50-445 

A 

8702020733* 

50-412 

Q 

ASHMORE, B.C. 

8604010152 

50-286 

P 

8702040209* 

50-322 

P 

ASMUSSEN.K.E. 

8702040271 

PRM 


8702180517* 

50-293 

Q 

ASMUSSEN.K.E. 

8702100035 

70-734 


8702180735* 

50-352 

Q 

ASMUSSEN.K.E. 

8702130195 

XPORTUC 


8702190040* 

50-289 

Q 

ASMUSSEN.K.E. 

8702130201* 

XPORTUC 


8702190081* 

50-286 

Q 

ASMUSSEN.K.E. 

8702130218 

XPORTUC 


8702190258* 

50-387 

Q 

ASMUSSEN.K.E. 

8702190634 

50-163 

P 

8702190516* 

50-219 

Q 

ASMUSSEN.K.E. 

8702240239 

70-734 


8702240384* 

50-293 

Q 

ASSELSTINE 

8702050247* 

FOIA 


8702240455* 

50-412 

Q 

ATKINSON.P.G. 

8702190155 

50-423 

S 

8702100294* 

50-443 

G 

ATKINSON, T. 

8702190314 

PRM 


8702100294* 

50-443 

G 

ATKISSON.RJ. 

8702240238* 

50-267 

F 

8702240218* 

50-440 

F 

AUDIN.L 

8702110053* 

71-5942 


8702260152* 

50-498 

E 

AUDIN.L 

8702200152 

50-219 

S 

8702040275 

WASTE MGT 

AULUCK.R. 

8702250215 

50-265 

Q 

8702120458 

WASTE MGT 

AULUCK.R. 

8702250406 

50*409 

F 

8702130021 

WASTE MGT 

AUST 

8702050339* 

FOIA 


8702270296 

WASTE MGT 

AUST.E. 

8702020408* 

FOIA 


8702110177 

PR 


AUST.E. 

8702030271* 

FOIA 


8702260668 

PR 


AUST.E. 

8702040158* 

FOIA 


8702050358* 

50-280 

P 

AUST.E. 

8702040284* 

FOIA 


8702240277 

71-510 


AXELROD, D.M. 

8702030230 

M1SC 


8611260413 

50-285 

P 

AXELSON.W. 

8702050238 

l&E 


8612170319 

50-285 

P 

AXELSON.W. 

8702060075 

l&E 


8702020496 

50-285 

Q 

AXELSON.W. 

8702110291 

l&E 


8702020515 

50-285 

Q 

AXELSON.W. 

8702180749 

l&E 


8702040586 

50-285 

P 

AXELSON.W.L. 

8612040085 

50-123 

Q 

8702040648 

50-285 

Q 

AXELSON.W.L. 

8702020053 

50-483 

Q 

8702050399 

50-285 

P 

AXELSON.W.L 

8702050231 

70-1308 


8702050444 

50-285 

P 

AXELSON.W.L. 

8702060015 

50-341 

S 

8702060338 

50-285 

Q 

AXELSON.W.L 

8702060510 

50-295 

S 
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AXELSON.W.L 

8702060513 

50-346 

Q 

BASSETT, C.H. 

8702100043* 

50-259 

Q 

BEMIS.P.R. 

8507010307* 

50-261 

S 

AXELSON.W.L. 

8702110323 

50-341 

Q 

BASSETT, O.E. 

8702040708* 

FOIA 


BENDER, M. 

8702020724 

ACRS 


AXELSON.W.L 

8702170439 

50-456 

Q 

BASSETT, O.E. 

8702050267* 

FOIA 


BENDER, M. 

8702020724 

ACRS 


AXELSON.W.L 

8702250142 

50-150 

Q 

BASSETT, O.E. 

8702050320* 

FOIA 


BENNETT, R.L 

8702240258* 

71-230 


AXELSON.W.L 

8702250175 

50-461 

Q 

BASSETT, O.E. 

8702050328* 

FOIA 


BENNETT, W.R. 

8702170609* 

50-458 

Q 

AXELSON.W.L 

8702260197 

50-331 

Q 

BASSETT, O.E. 

8702050512* 

FOIA 


BENNI.J. 

8702180702 

PRM 


AXELSON.W.L 

8702260207 

50-150 

Q 

BATCHILDER.J. 

8702180576 

PRM 


BENSON, D.L 

8702200127 

50-280 

R 

AXELSON.W.L 

8702260244 

50-266 

Q 

BATEMAN, R.M. 

8702040274* 

50-327 

P 

BERATTA.J. 

8702180671 

50-220 

F 

AXTIN.M.P. 

8702180576 

PRM 


BATEMAN, R.M. 

8702040283* 

50-327 

P 

BERBERIAN.M.J. 

8702260450 

PT21 


A2AB.B. 

8702170671* 

50-456 

Q 

BATEMAN, R.M. 

8702040291* 

50-327 

P 

BERGERON.K.D. 

8702250157* 

FOIA 


BABECKA.R.J. 

8702090075 

50-219 

S 

BATEMAN, R.M. 

8702040298* 

50-327 

P 

BERGERON, K.D. 

8702250308* 

FOIA 


BACHMANN.R.G. 

8702030008 

50-445 

G 

BATEMAN, R.M. 

87 02040307* 

50-327 

P 

BERGERON, K.D. 

8702250323* 

FOIA 


BACHMANN.R.G. 

8702240086 

50-322 

G 

BATEMAN, R.M. 

8702040312* 

50-327 

P 

BERGIN.J.M. 

8702040125 

50-336 

S 

BACKUS, R.A. 

8702030063 

50-443 

G 

BATEMAN.R.M. 

8702110194* 

50-327 

P 

BERGSTROM, P.D. 

8702200240 

40-8902 


BACKUS.R.A. 

8702030063 

50-443 

G 

BATEMAN, R.M. 

8702110437* 

50-327 

P 

BERKOW.H.N. 

8702040077* 

50-30 

P 

BACKUS, R.A. 

8702030064 

50-443 

G 

BAUBLITZ.J.E. 

8702200112 

WASTE MGT 

BERKOW.H.N. 

8702130437 

50-151 

F 

BACKUS, R.A. 

8702030064 

50-443 

G 

BAUER, E.G. 

8604020127* 

50-352 

K 

BERKOW.H.N. 

8702180184 

50-267 

P 

BACKUS, R.A. 

8702060042 

50-443 

G 

BAUER, E.G. 

8702040017* 

50-352 

P 

BERKOW.H.N. 

8702180193 

50-133 

P 

BACKUS, R.A. 

8702060042 

50-443 

G 

BAUER.E.G. 

8702180472* 

50-277 

P 

BERKOW.H.N. 

8702200128* 

50-133 

P 

BACKUS.R.A. 

8702090032 

50-443 

G 

BAUER, T.L. 

8702180532 

PRM 


BERKOW.H.N. 

8702200183 

50-538 

P 

BACKUS.R.A. 

8702090032 

50-443 

G 

BAUER, T.L. 

8702190380 

50-192 

P 

BERKOW.H.N. 

8702200188* 

50-538 

P 

BACKUS, R.A. 

8702100287 

50-443 

G 

BAUM.S.J. 

8702120392* 

WASTE MGT 

BERKOWIT2.J.H. 

8702250276 

STATE PRO G 

BACKUS, R.A. 

8702100287 

50-443 

G 

BAUM.SJ. 

8702120442* 

WASTE MGT 

BERLIN, R.E. 

8702100024 

50-199 

P 

BACKUS, R.A. 

8702100304 

50-443 

G 

BAUM.S.J. 

8702120450* 

WASTE MGT 

BERNERO.R.M. 

8506260564 

50-412 

A 

BACKUS, R.A. 

8702100304 

50-443 

G 

BAUNACK.W. 

8702180120 

50-219 

S 

BERNERO.R.M. 

8606100463* 

FOIA 


BACKUS, R.A. 

8702100333 

50-443 

G 

BAUNACK.W. 

8702270193 

50-219 

S 

BERNERO.R.M. 

8607030234* 

FOIA 


BACKUS, R.A. 

8702100333 

50-443 

G 

BAX.R.L. 

8702040401 

50-254 

S 

BERNERO.R.M. 

8607030237* 

FOIA 


BAER.R.E. 

8702020519* 

50-482 

Q 

BAX.R.L 

8702040421 

50-254 

S 

BERNERO.R.M. 

8608290127* 

FOIA 


BAER.R.E. 

8702240430* 

50-285 

Q 

BAX.R.L 

8702090082 

50-265 

s 

BERNERO.R.M. 

8609100056* 

FOIA 


BAER.R.L. 

8208230457* 

50-275 

P 

BAX.R.L. 

8702090464 

50-265 

p 

BERNERO.R.M. 

8609180375* 

FOIA 


BAER.R.L 

8702200009 

50-213 

Q 

BAX.R.L 

8702190048 

50-254 

s 

BERNERO.R.M. 

8609290085* 

FOIA 


BAILEY, J.A. 

8612120204 

50-424 

A 

BAXTER, T.A. 

8702030044 

50-400 

G 

BERNERO.R.M. 

8610100362* 

50-293 

P 

BAILEY.J.A. 

8612160367 

50-424 

E 

BAXTER.T.A. 

8702030044 

50-400 

G 

BERNERO.R.M. 

8611170045* 

FOIA 


BAILEY, J.A. 

8612170104 

50-424 

A 

BAXTER, T.A. 

8702030044 

50-400 

G 

BERNERO.R.M. 

8612100292* 

FOIA 


BAILEY, J.A. 

8702020136 

50-424 

P 

BAXTER, T.A. 

8702030463 

50-400 

G 

BERNERO.R.M. 

8702050083* 

50-331 

P 

BAILEY, J.A. 

8702020136 

50-424 

P 

BAXTER, T.A. 

8702030463 

50-400 

G 

BERNERO.R.M. 

8702090239* 

FOIA 


BAILEY, J.A. 

8702050413 

50-482 

F 

BAXTER, T.A. 

8702030463 

50-400 

G 

BERNERO.R.M. 

8702130369 

50-321 

P 

BAILEY, J.A. 

8702180475 

50-482 

S 

BEACH, A. 

8702170046 

50-278 

Q 

BERNERO.R.M. 

8702200049* 

50-443 

P 

BAILEY, J.A. 

8702190161 

50-424 

P 

BEACH, A. 

8702170058 

40-8027 


BERNERO.R.M. 

8702200156* 

50-443 

P 

BAILEY.J.A. 

8702190161 

50-424 

P 

BEACH.A. 

8702170070 

l&E 


BERNERO.R.M. 

8702250309 

50-271 

P 

BAILEY.J.A. 

8702200442 

50-482 

R 

BEACH, A. 

8702170096 

l&E 


BERNHARD, R.H. 

8702180684* 

50-321 

Q 

BAILEY, J.A. 

8702250263 

50-482 

S 

BEACH, A. 

8702190442 

50-346 

Q 

BERRY, G.A. 

8702240132 

50-456 

G 

BAILEY.J.A. 

8702250441 

50-482 

S 

BEACH, A. 

8702240370 

l&E 


BERRY, K.W. 

8702050370 

50-255 

P 

BAILEY.RJ. 

8702250174* 

50-352 

Q 

BEACH.A. 

8702250112 

l&E 


BERRY.K.W. 

8702050377 

50-155 

P 

BAINTON.B. 

8702180672 

PRM 


BEACH, A. 

8702250128 

l&E 


BERRY, K.W. 

8702090191 

50-155 

Q 

BAISDEN.L 

8702050537* 

50-556 

A 

BEALL.G.K. 

8702240071* 

WASTE MGT 

BERRY.K.W. 

8702090402 

50-155 

P 

BAISDEN.L. 

8702050546* 

50-556 

A 

BEARD, J. 

8702110366* 

50-445 

A 

BERRY, K.W. 

8702100306 

50-155 

P 

BAISDEN.L 

8702060021* 

50-556 

A 

BEARDEN, T. 

8702260116 

QA999 


BERRY.K.W. 

8702100407 

50-155 

F 

BAKER, B.W. 

8702260088 

PR 


BEARDEN, W. 

8702200366* 

50-390 

Q 

BERRY.K.W. 

8702110017 

50-255 

Q 

BAKER, E.T. 

8702030065* 

QA999 


BEASLEY, C. 

8702110361* 

50-445 

A 

BERRY.K.W. 

8702110109 

PR 


BAKER, E.T. 

8702030328* 

QA999 


BEATTY, G.P. 

8702180261 

50-261 

F 

BERRY.K.W. 

8702190052 

50-255 

Q 

BAKER.E.T. 

8702090055* 

QA999 


BEAULIEU, E. 

8702260352 

PRM 


BERRY.K.W. 

8702190530 

50-255 

Q 

BAKER, E.T. 

8702100402* 

QA999 


BEAVER, J.R. 

8702260078 

50-289 

F 

BERRY.K.W. 

8702260505 

50-255 

Q 

BAKER.E.T. 

8702110218* 

QA999 


BECHHOEFER.C. 

8612050158 

50-329 

G 

BERRY.T.J. 

8702170364* 

40-8502 


BAKER.E.T. 

8702180409* 

QA999 


BECHMAN.W.L. 

8702040079 

50-255 

F 

BETTS.W.S. 

8702240222* 

50-267 

F 

BAKER, E.T. 

8702190595* 

QA999 


BECKFORD.R. 

8702110277* 

50-445 

A 

BEVILACQUA.P.M. 

8702200308 

PRM 


BAKER, J. 

8702180627 

50-397 

F 

BECKHAM, J.T. 

8702090394 

50-321 

Q 

BEYELER.W. 

8702200227 

WASTE RES 

BAKER, J.W. 

8702090108 

50-397 

F 

BECKHAM, J.T. 

8702170456 

50-424 

P 

BEZIER.P. 

8301260086* 

50-275 

P 

BAKER, R.D. 

8702090431 

50-321 

S 

BECKJORD.E.S. 

8702130245 

RES 


BE2LER.P. 

8702240055* 

50-275 

P 

BAKER, R.D. 

8702100003 

50-321 

S 

BECKJORD.E.S. 

8702190027 

RES 


BIBB.H.E. 

8702100221* 

50-335 

Q 

BAKER, R.D. 

8702200333 

50-321 

s 

BECKJORD.E.S. 

8702250283 

RES 


BIBB.P. 

8702270241* 

50-424 

Q 

BAKER, R.D. 

8702250448 

50-321 

S 

BEILMAN.T.P. 

8702260220 

50-316 

S 

BICEHOUSE.H.J. 

8702270209* 

50-354 

Q 

BAKER, SJ. 

8702170164 

40-1162 


BELANGER, J.L 

8702170449* 

50-456 

Q 

BIDINGER.G. 

8611050397 

70-371 


BAKER, S.J. 

8702170529 

40-1162 


BELANGER, J.L. 

8702260233* 

50-155 

Q 

BIDINGER.G. 

8702040147 

70-36 


BALL.J. 

8702100417* 

50-528 

Q 

BELANGER, R. 

8702250506 

50-443 

S 

BIDINGER, G.H. 

8702040140 

70-135 


BANGART.R.L. 

8702170702 

40-8027 


BELCHER, R. 

8702050375 

50-166 

V 

BIDINGER.G.H. 

8702100235* 

70-3016 


BARATELLI.M.E. 

8702200308 

PRM 


BELISLE.A. 

8702060498* 

50-424 

Q 

BIDINGER, G.H. 

8702100252 

70-1113 


BARBER, G.S. 

8702020262* 

50-213 

V 

BELISLE.G.A. 

8702100022* 

50-424 

Q 

BIDINGER.G.H. 

8702170064* 

70-371 


BARKER, A. 

8702180024 

50-315 

F 

BELISLE.G.A. 

8702200250* 

50-302 

Q 

BIDINGER.G.H. 

8702270445* 

70-1257 


BARLOW.D.G. 

8702110402* 

50-327 

P 

BELL.D.D. 

8702090432 

50-286 

F 

BIDINGER.G.H. 

8702270446* 

70-1257 


BARLOW.D.G. 

8702110417* 

50-327 

P 

BELLJ. 

8702250260* 

50-320 

Q 

BIRELY.W.C. 

8702090426 

50-277 

S 

BARNARD, E. 

8702020688 

ACRS 


BELL.M.J. 

8702270132 

WASTE MGT 

BIRGY.E. 

8702100435* 

50-445 

A 

BARNES,). 

8702240438* 

50-445 

Q 

BELL.M.J. 

8702270147* 

WASTE MGT 

BIRNEY.W.P. 

8702100005 

50-317 

S 

BARR.K.P. 

8702180518 

50-259 

Q 

BELLM.J. 

8702270162* 

WASTE MGT 

BIRNEY.W.P. 

8702260274 

50-317 

S 

BARR.K.P. 

8702180529* 

50-259 

Q 

BELL.M.J. 

8702270170* 

WASTE MGT 

BISBEE.G.D. 

8702030051 

50-443 

G 

BARR.K.P. 

8702190191 

50-259 

Q 

BELL.M.J. 

8702270178* 

WASTE MGT 

BISBEE.G.D. 

8702030100 

50-443 

G 

BARR.K.P. 

8702190202* 

50-259 

Q 

BELLS. 

8702060311 

CONTRACT 


BISBEE.G.D. 

8702250102 

50-443 

G 

BARR.R.C. 

8702020718* 

50-397 

Q 

BELL.S. 

8702060359 

CONTRACT 


BISHOP.J.C. 

8702090144 

40-3392 


BARRET, LJ. 

8702100366* 

50-445 

A 

BELLS. 

8702090233 

CONTRACT 


BISHOP, J.C. 

8702090159* 

40-3392 


BARTLETT, B.L. 

8702030423* 

50-482 

Q 

BELLS. 

8702240292 

CONTRACT 


BISHOP.M. 

8702020485* 

50-331 

V 

BARTLETT, B.L 

8702240397* 

50-482 

Q 

BELL.S. 

8702240474 

CONTRACT 


BISHOP, M. 

8702110164* 

50-331 

V 

BARTON, J.J. 

8612240338 

50-219 

F 

BELLS. 

8702240479* 

CONTRACT 


BISHOP, W.A. 

8702240231 

PR 


BARTON, JJ. 

8702090077 

50-219 

F 

BELLS. 

8702240501* 

CONTRACT 


BIXBY.W.W. 

8702100046 

PROJ 


BARTON, J.J. 

8702260160 

50-219 

F 

BELLS. 

8702270282 

CONTRACT 


BJORGEN.J. 

6702020485* 

50-331 

V 

BASKIN, K.P. 

8702200132* 

50-361 

U 

BELLS. 

8702270285* 

CONTRACT 


BJORGEN.J. 

8702270410* 

50-341 

V 

BASKIN, K.P. 

8702270177 

50-361 

K 

BELL.S.A. 

8702240295* 

CONTRACT 


BLACK, M. 

8702200308 

PRM 


BASKIN.K.P. 

8702270207 

50-206 

F 

BELL.S.A. 

8702270258* 

CONTRACT 


BLACKFORD, M.E. 

8702240162 

WASTE RES 

BASSE, B. 

8702200299 

WASTE RES 

BEMBIA.P.J. 

8702130093* 

WASTE MGT 

BLAIR, B.E. 

8702030353 

50-259 

F 
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BLAISDELL.R.R. 

8702250540 

50-443 

H 

BRADLEY, E.J. 

8611240179 

50-352 

P 

BROWNLEE, V.L. 

8702090478 

50-424 

Q 

BLAKE, E.L. 

8702190106 

50-320 

G 

BRADLEY.E.J. 

8702040011 

50-352 

P 

BROWNLEE, V.L. 

8702100040 

50-269 

Q 

BLAKE, E.L. 

8702190106 

50-320 

G 

BRADLEY, E.J. 

8702040017* 

50-352 

P 

BROWNLEE.V.L 

8702100117 

50-424 

G 

BLAKE, E.L. 

8702190113 

50-320 

G 

BRADLEY, E.J. 

8702130165 

50-352 

P 

BROWNLEE, V.L 

8702100206 

50-424 

Q 

BLAKE, E.L 

8702190113 

50-320 

G 

BRADLEY, E.J. 

8702170621 

50-352 

J 

BROWNLEE.V.L. 

8702100428 

50-369 

Q 

BLAKE.J.J. 

8702060466* 

50-424 

Q 

BRADLEY, EJ. 

8702170633 

50-171 

J 

BROWNLEE.V.L. 

8702170641 

50-424 

A 

BLAKE.JJ. 

8702060514* 

50-302 

Q 

BRADLEY, E.J. 

8702180470 

50-277 

P 

BROWNLEE.V.L. 

8702170688 

50-424 

A 

BLAKE, J.J. 

8702090461* 

50-250 

Q 

BRADLEY, E.J. 

8702190404 

50-352 

P 

BROWNLEE.V.L. 

8702180312 

50-424 

Q 

BLAKE.J.J. 

8702100128* 

50-424 

Q 

BRADLEY.E.J. 

8702200011 

50-352 

F 

BROWNLEE.V.L. 

8702180320 

50-321 

Q 

BLAKE, JJ. 

8702100155* 

50-327 

Q 

BRADY, J. 

8702190007 

50-327 

S 

BROWNLEE.V.L. 

8702180364 

50-424 

Q 

BLAKE, J.J. 

8702100202* 

50-424 

Q 

BRADY, RJ. 

8702090098* 

PR 


BROWNLEE, V.L 

8702180521 

50-424 

Q 

BLAKE, J.J. 

8702100216* 

50-424 

Q 

BRADY, RJ. 

8702090210* 

PR 


BROWNLEE, V.L 

8702180644 

50-269 

V 

BLAKE, J.J. 

8702100259* 

50-250 

Q 

BRAGDON.P.W. 

8702260352 

PRM 


BROWNLEE, V.L. 

8702180646 

50-424 

Q 

BLAKE, J.J. 

8702180399* 

50-250 

Q 

BRALLEYJ.P. 

8702240217 

PRM 


BROWNLEE.V.L. 

8702180658 

50-321 

Q 

BLAKE.J.J. 

8702180502* 

50-390 

Q 

BRANCH, M.W. 

8702190149* 

50-390 

Q 

BROWNLEE.V.L 

8702180668* 

50-424 

Q 

BLAKE, J.J. 

8702180539* 

50-259 

Q 

BRANCH, M.W. 

8702200102* 

50-390 

Q 

BROWNLEE.V.L 

8702180706 

50-280 

Q 

BLAKE.JJ. 

8702190099* 

50-269 

Q 

BRANCH, M.W. 

8702200366* 

50-390 

Q 

BROWNLEE.V.L 

8702180734 

50-424 

P 

BLAKE.J.J. 

8702190205* 

50-321 

Q 

BRANN.P.J. 

8702100315 

50-443 

G 

BROWNLEE.V.L. 

8702190060 

50-269 

Q 

BLAKE J.J. 

8702190264* 

50-424 

Q 

BRANSCOMB.H.E. 

8702200308 

PRM 


BROWNLEE.V.L. 

8702190137 

50-338 

Q 

BLAKE, J.J. 

8702190334* 

50-424 

Q 

BREGNI.L.P. 

8702020648 

50-341 

S 

BROWNLEE.V.L 

8702190152 

50-413 

Q 

BLAKE, JJ. 

8702200086* 

50-400 

Q 

BREGNI.L.P. 

8702040182 

50-341 

S 

BROWNLEE, V.L. 

8702190176 

50-424 

Q 

BLANCHARD, B. 

8702130262 

WASTE MGT 

BREGNI.L.P. 

8702090066 

50-341 

S 

BROWNLEE, V.L 

8702190180 

50-369 

Q 

BLANCHARD, W.W. 

8702260352 

PRM 


BREGNI.L.P. 

8702100279 

50-341 

S 

BROWNLEE, V.L 

8702190197 

50-321 

Q 

BLEJWAS.T.E. 

8702060139 

NUREG 


BREGNI.L.P. 

8702100432 

50-341 

S 

BROWNLEE, V.L 

8702190231 

50-269 

Q 

BLENCOEJ.G. 

8702170050 

NUREG 


BREGNI.L.P. 

8702180696 

50-341 

S 

BROWNLEE, V.L 

8702190248 

50-424 

Q 

BLENCOE.J.G. 

8702200162* 

WASTE RES 

BREGNI.L.P. 

8702180715 

50-341 

S 

BROWNLEE, V.L 

8702190344 

50-269 

F 

BLENCOEJ.G. 

8702200319* 

WASTE RES 

BREGNI.LP. 

8702200220 

50-341 

R 

BROWNLEE, V.L 

8702190551 

50-321 

Q 

BLENCOEJ.G. 

8702200324* 

WASTE RES 

BRENNAN, P. 

8702270253 

CONTRACT 


BROWNLEE, V.L 

8702240094 

50-269 

F 

BLENCOEJ.G. 

8702200335* 

WASTE RES 

BRESLAU, B.A. 

8702110257* 

50-382 

Q 

BROWNLEE, V.L 

8702250300 

50-424 

V 

BLOMGREN.I.A. 

8702270171 

PR 


BREWER, D.R. 

8702190198* 

50-250 

Q 

BROWNLEE.V.L 

8702270202 

50-280 

Q 

BLOUGH.A.R. 

8702030225 

50-289 

S 

BREY.H.L. 

8702090002 

50-267 

P 

BROWNLEE, V.L 

8702270235 

50-424 

Q 

BLOUGH.A.R. 

8702060417 

50-322 

Q 

BREY.H.L. 

8702180266 

50-267 

P 

BROWN LEE.V.L. 

8702270251 

50-280 

S 

BLOUGH.A.R. 

8702190295 

50-387 

Q 

BREY.H.L 

8702190445 

50-267 

Q 

BROWNLEE, V.L 

8702270390 

50-280 

F 

BLOUGH.R. 

8702180120 

50-219 

S 

BREY.H.L 

8702200320 

50-267 

P 

BROWNLEE, V.L 

8702270414 

50-269 

Q 

BLOUGH.R. 

8702270193 

50-219 

S 

BREY.H.L 

8702240173 

50-267 

F 

BROXSON.H.L. 

8702050308* 

50-312 

P 

BLOUIN.A. 

8702180661 

PRM 


BREY.H.L 

8702240461 

50-267 

P 

BRUFORD.R. 

8702240422 

PR 


BLOUIN.AJ. 

8702040336 

PRM 


BREY.H.L 

8702260003 

50-267 

P 

BRUGGER.R.M. 

8702190419 

50-186 

Q 

BLUBAUGH.R.E. 

8702170267 

40-3453 


BREY.H.L. 

8702260180 

50-267 

P 

BRUGGER.R.M. 

8702190430 

50-186 

Q 

BLUBAUGH.R.E. 

8702200393 

40-3453 


BRICH.R.F. 

8702060210* 

40-3453 


BRUNETJ.R. 

8702040079 

50-255 

F 

BLUMBERG.N. 

8702020320* 

50-293 

Q 

BRICH.R.F. 

8702190392* 

40-8681 


BRUNET J.R. 

8702090165 

50-255 

F 

BLUMBERG.N.J. 

8702020516* 

70-1100 


BRICH.R.F. 

8702240340 

WASTE MGT 

BRUNETJ.R. 

8702180605 

50-255 

F 

BOCKHOLD.G. 

8702200002 

50-424 

F 

BRIGHT, G.O. 

8702030035 

50-275 

G 

BRUNETJ.R. 

8702180692 

50-255 

F 

BOESCH.R.R. 

8702030235 

50-388 

P 

BRIGHT, G.O. 

8702060123 

50-320 

G 

BRUNETJ.R. 

8702180711 

50-255 

F 

BOHL.L.S. 

8702100423 

QA999 


BRINSTER.K. 

8702200227 

WASTE RES 

BRUNETJ.R. 

8702180723 

50-255 

F 

BOLANDER.M.A. 

8702060201 

NUREG 


BRITZ.D.J. 

8702090082 

50-265 

S 

BRUNETJ.R. 

8702260044 

50-255 

F 

BONNER, N.L. 

8702110068 

50-346 

S 

BROCK, M.T. 

8702260346 

PRM 


BRYANT.J.B. 

8702040514* 

50-327 

P 

BONSER.B.R. 

8702090406* 

50-348 

Q 

BROCK, M.T. 

8702260346 

PRM 


BRYANT J.C. 

8702190072* 

50-269 

Q 

BOOKERJ.E. 

8702020678 

50-458 

S 

BROCKMAN.K.E. 

8702090354* 

50-62 

V 

BRYANT J.C. 

8702190244* 

50-269 

Q 

BOOKERJ.E. 

8702020692 

50-458 

S 

BROCKMANNJ.E. 

8702250115* 

FOIA 


BRYANT J.C. 

8702270434* 

50-269 

Q 

BOOKERJ.E. 

8702030296 

50-458 

S 

BROCKMANN.J.E. 

8702250316* 

FOIA 


BRYANT, M. 

8702170277* 

40-8502 


BOOKERJ.E. 

8702030368 

50-458 

R 

BROCOUM.S. 

8410020092* 

50-443 

P 

BUCKLES, R.K. 

8702130004 

50-275 

P 

BOOKERJ.E. 

8702050325 

50-458 

P 

BRONSJ.C. 

8702090183 

50-333 

P 

BUCKLEY, B. 

8209280408* 

50-275 

P 

BOOKERJ.E. 

8702090325 

50-458 

S 

BRONSJ.C. 

8702100342 

50-333 

Q 

BUCKLEY, B.C. 

8110210076 

50-275 

P 

BOOKERJ.E. 

8702090332 

50-458 

P 

BRONSJ.C. 

8702180019 

50-286 

P 

BUCKLEY, B.C. 

8111250435* 

50-275 

P 

BOOKER, J.E. 

8702180482 

50-458 

s 

BRONSJ.C. 

8702180062 

50-286 

P 

BUCKLEY, B.C. 

8702030372 

50-400 

P 

BOOKERJ.E. 

8702180619 

50-458 

S 

BRONSJ.C. 

8702180436 

PR 


BUCKMAN.F.W. 

8702090423* 

50-155 

P 

BOOKERJ.E. 

8702190281 

50-458 

s 

BRONSJ.C. 

8702200046 

50-286 

P 

BUCKMAN.F.W. 

8702100317* 

50-155 

P 

BOOKERJ.E. 

8702190282 

50-458 

s 

BRONSJ.C. 

8702200059* 

50-286 

P 

BUCKMAN.F.W. 

8702250413* 

50-155 

Q 

BOOKERJ.E. 

8702190338 

50-458 

S 

BRONSJ.C. 

8702240263 

PR 


BUDD,B. 

8702170349* 

40-8502 


BOOKERJ.E. 

8702200167 

50-458 

s 

BROOKS, C.R. 

8702190234* 

50-259 

Q 

BUEHRING.W.A. 

8702190449 

NUREG 


BOOKERJ.E. 

8702250307 

50-458 

R 

BROSNAN.D.F. 

8702110476* 

50-445 

A 

BUFFINGTON, K. 

8702130045 

FOIA 


BOOKERJ.E. 

8702250497 

50-458 

S 

BROWN.A. 

8702200418* 

WASTE RES 

BULLOCK, R.E. 

8702170705* 

50-327 

P 

BOOKERJ.E. 

8702260029 

50-458 

F 

BROWN, A.T. 

8702200308 

PRM 


BUMPUS.S. 

8702030295* 

FOIA 


BORDENICK.B.M, 

8702030021 

50-322 

G 

BROWN, D.W. 

8702190459* 

50-498 

S 

BUNDY, H.F. 

8702110302* 

50-498 

Q 

BOSEMANJ.J. 

8702030245* 

50-410 

P 

BROWN, E.J. 

8702130017 

50-280 

S 

BUNYAN.J.R. 

8702100006* 

50-410 

P 

BOSNAK.R.J. 

8702240527* 

50-275 

P 

BROWN, E.J. 

8702130024 

ORG 


BURDICK, T. 

8702170510* 

50-254 

Q 

BOSTED.C. 

8702100417* 

50-528 

Q 

BROWN, E.L 

8702180732 

PRM 


BURDICK, T.M. 

8702020485* 

50-331 

V 

BOULAIS.M.J. 

8702190561* 

50-528 

1 

BROWN, G. 

8702170667* 

50-344 

Q 

BURDICK, T.M. 

8702040531* 

50-483 

V 

BOURNIA.A. 

8702180194 

50-373 

S 

BROWN, G.A. 

8702020691 * 

50-528 

Q 

BURDICK, T.M. 

8702110164* 

50-331 

V 

BOWERMAN.B.S. 

8702270062 

NUREG 


BROWN, H.H. 

8702110055 

50-322 

F 

BURDICK, T.M. 

8702270410* 

50-341 

V 

BOWERSOX.L. 

8702200308 

PRM 


BROWN, N.D. 

8702240320 

50-289 

F 

BURDOINJ.F. 

8702170554* 

50-275 

Q 

BOWMAN, B. 

8702050502* 

FOIA 


BROWN, R.M. 

8702040494* 

50-327 

P 

BURGER, C.W. 

8702190223* 

50-269 

Q 

BOWMAN, B.R. 

8702050292* 

FOIA 


BROWN, R.W. 

8702190574 

PR 


BURGER.C.W. 

8702190438* 

50-269 

Q 

BOWMAN, B.R. 

8702050439* 

FOIA 


BROWN.R.W. 

8702260047 

PR 


BURGESS, B.L. 

8702060058* 

50-295 

Q 

BOYCE, G.H. 

8702190253 

40-8904 


BROWN, T.C. 

8702100353 

50-320 

D 

BURGESS, B.L. 

8702170634* 

50-295 

Q 

BOYCE.T.D. 

8702240015 

WASTE MGT 

BROWNING, R.E. 

8702040004 

WASTE MGT 

BURGESS, B.L. 

8702180380* 

50-255 

Q 

BOYD,C.C. 

8702100037 

70-27 


BROWNING, R.E. 

8702040669* 

FOIA 


BURGESS, B.L 

8702260456* 

50-315 

Q 

BOYD.C.C. 

8702100053 

70-27 


BROWNING, R.E. 

8702040685* 

FOIA 


BURGURIERES.P. 

8702110178 

PR 


BOYD.C.C. 

8702200142 

70-27 


BROWN LEE, V. 

8702190001 

50-370 

S 

BURNETT.P.T. 

8702090483* 

50-424 

Q 

BOYD.C.C. 

8702200155 

70-27 


BROWNLEE, V. 

8702190002 

50-424 

S 

BURNETT, P.T. 

8702180362* 

50-400 

Q 

BRACK.H.G. 

8702190578 

FOIA 


BROWNLEE, V.L 

8612030528 

50-424 

Q 

BURNETT, R.F. 

8702050544* 

50-526 

S 

BRADBURY, R.B. 

8702240405 

PR 


BROWNLEE, V.L. 

8702020549 

50-338 

Q 

BURNETT, R.F. 

8702200274* 

FOIA 


BRADFORD, W.H. 

8702090406* 

50-348 

Q 

BROWNLEE, V.L 

8702030127 

50-269 

Q 

BURNETT, R.F. 

8702240361* 

50-275 

F 

BRADISH.T.R. 

8702170512 

50-528 

S 

BROWNLEE, V.L 

8702060455 

50-424 

Q 

BURNHAMJ. 

8702090250 

PRM 


BRADISH.T.R. 

8702250462 

50-528 

S 

BROWNLEE, V.L. 

8702060493 

50-424 

Q 

BURNHAMJ. 

8702180616 

PRM 


BRADISH.T.R. 

8702250490 

50-529 

S 

BROWNLEE, V.L 

8702090317 

50-338 

F 

BURNS, W.E. 

8702250459 

50-424 

S 

BRADLEY, E.J. 

8604020121 

50-352 

K 

BROWNLEE, V.L 

8702090371 

50-321 

Q 

BURNSTEIN.S. 

8702030299 

50-266 

F 

BRADLEY.E.J. 

8604020127* 

50-352 

K 

BROWNLEE.V.L. 

8702090452 

50-424 

Q 

BURNSTEIN.S. 

8702200404 

71-9096 
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AUTHOR 


ACCESSION SUBJECT 
NUMBER CATEGORY 


BURRIS, S.P. 

8702120188* 

50-400 

Q 

BURTNER.D.S. 

8702110299 

PR 


BURTON,!. 

8702100025* 

CONTRACT 

SUSH.F.E. 

8612090818* 

71-496 


BUSH.K.J. 

8702270105 

WASTE MGT 

BUSS.R. 

8702100245 

50-254 

P 

BUTCHER, E.J. 

8702130260 

TOPREP 


BUTCHER, R.C. 

8702020619* 

50-416 

Q 

BUTCHER, R.C. 

8702100189* 

50-416 

Q 

BUTLER, D.S. 

87021 70574* 

50-341 

Q 

BUTLER, J.C. 

8610170189* 

TOPREP 


BUTLER, W.R. 

8701290395* 

50-461 

P 

BUTLER, W.R. 

8702020359* 

FOIA 


BUTLER, W.R. 

8702060095 

50-461 

P 

BUTLER, W.R. 

8702130190 

50-461 

P 

BUTLER, W.R. 

8702240502* 

50-352 

P 

3LTTLER.W.R. 

8702270369 

50-458 

P 

BlTTERFELD.L 

8612150475 

TOPREP 


3YPAM.R.G. 

8702020593 

50-387 

S 

BYRAM, R.G. 

8702100058 

50-388 

s 

BYRAM, R.G. 

8702110321 

50-388 

S 

BYRAM, R.G. 

8702120005 

50-387 

s 

BYRAM, R.G. 

8702250280 

50-387 

s 

BYRD.R. 

8702040110 

50-416 

s 

BYRD.R.W. 

8702170537 

50-416 

s 

BYRD.R.W. 

8702200148 

50-416 

s 

BYSFSELD.G.A. 

8702250307 

50-458 

R 

CADEK.F.F. 

8606120479* 

TOPREP 


CADEK.F.F. 

8702260058* 

TOPREP 


CADWALLADER.L. 

8702060177 

NUREG 



CAISEY.H.M. 
CALDWELL, J.L 
CALDWELL, RA 
CALL1HAN.D.R. 
CALQJ. 

CALVERT, S.A. 
CALVO.J.A. 
CALVO.J.A. 
CALVOJ.A. 
CANTRELL, F. 

CANTRELL, F.S. 
CANTRELL.F.S. 
CAPONE, D.W. 
CAPONE.D.W. 
CAPPUCCi.AJ. 

CAPSTICK.R.W. 
CARBIENER.W.A. 
CARB1ENER.WA 
CARB!ENER,W.A. 
CAREY, J.J. 

CAREY, JJ. 
CAREY.JJ. 
CAREY, JJ. 
CAREY.JJ. 
CAREY JJ. 

CAREY JJ. 
CAREY JJ. 
CAREY J.J. 
CAREY J.J. 
CAREY JJ. 

CAREY J.J. 
CAREY JJ. 
CAREY.JJ. 

CAREY J.J. 
CAREY J.J. 

CAREY J.J. 
CAREY JJ. 

CAREY J.J. 

CAREY JJ. 
CAREYJJ. 

CARLSONJ. 

CARNS.N.S. 

CARNS.N.S. 

CARNS.N.S. 

CARNS.N.S. 

CARNS.N.S. 
CARPENTER, D.R. 
CARPENTERJ.H. 
CARROLL, D.E. 
CARROLL.D.E. 

CARTER.R.E. 

CARTER-WHITE.K. 

CARUSO.R. 

caruso, rj, 

CASANOVA.EJ. 

CASE.D.T. 


8702030161* FOIA 
8702060446* 50-338 

8702120377* 50-313 

8702270164 PR 
8702250449 50-322 


8702030520* 

8507180554* 

8507180557* 

8702180023 

8702060446* 

8702200309 

8702270215* 

8702020070 

8702100271 

8702180209 

8702170418 

8702170012 

8702240040 

8702240060 

8611240395 

8702030544 

8702050199 

8702050353 

8702050366 

8702090038 

8702090067 

8702090079 

8702090377 

8702090385 

8702090408 

8702090417 

8702100297 

8702120308 

8702170628 

8702170729 

8702190660 

8702190665 

8702200027 

8702250291 

8702250301 

8702110316 

8702040069 

8702170048 

8702190017 

8702190021 

8702260177 

8702110302* 

8702060123 

8702250321* 

8702270102 

8702180073 

8702130212 

8702130212 

8702250443* 

8702130324* 

8702190546* 

8702270108 

8702100299 


FOIA 

50-445 

50-445 

TOPREP 

50-338 

50-280 

50-280 

50-483 

50-483 

TOPREP 


50-271 P 

WASTE MGT 
WASTE MGT 
WASTE MGT 
50-412 A 


50-412 

50-412 

50-412 

50-412 

50-412 

50-412 

50-412 

50-412 

50-412 

50-412 

50-412 

50-412 

50-412 

50-412 

50-412 

50-412 

70-3008 

50-412 

50-412 

50-412 

50-295 

50-382 

50-382 

50-382 

50-382 

50-382 

50-498 

50-320 

FOIA 

PR 

50-186 

40-8027 

40-8027 

50-445 

50-440 


E 

K 

A 

E 

A 

E 

Q 

S 

S 

s 

s 

K 

S 

A 

A 


A 

S 

S 

S 

S 

S 

S 

S 

S 

Q 

G 


50-528 I 

PR 

50-322 G 


AUTHOR 


CASE.D.T. 

CASE.D.T. 

CASE.D.T. 

CASE.D.T. 

CASE.D.T. 

CASE.D.T. 

CASE.D.T. 

CASE.D.T. 

CASE.D.T. 

CASE.D.T. 

CASE.D.T. 

CASE.D.T. 

CASE.F.I. 

CASHWELL.R.J. 

CASTO.C. 

CASTO.C.A. 
CATCHPOLE.G.J. 
CATCHPOLE.G.J. 
CATCHPOLE.G.J. 
CATHEY, D. 

CATTON.I. 

CATTON.i. 

CATTON.I. 

CAUSEY.M.K. 

CELESTE.R.F. 

CERNE.A.C. 
CERVENKA.P.F. 
CERVENKA.P.F. 
CERVENKA.P.F. 
CHAFFEE, A.E. 

CHAFFEE, A.E. 
CHAFFEE, A.E. 
CHAFFEE, A.E. 
CHAMBERLAIN, D. 
CHAMBRE.P.L 

CHAN.E.I. 

CHAN.P. 

CHAN.P.M. 

CHAN.T.L. 

CHAN.T.W. 

CHANDLER.LJ. 
CHANEY, H.D. 
CHANEY, H.D. 
CHANG.K.C. 
CHARNLEY.J.S. 

CHARNLEYJ.S. 

CHAUDHARY.S.K. 

CHEHAK.G.E. 

CHEN.S.J. 

CHEN.T.C. 

CHENEY, D. 
CHENG, R.C. 
CHENG, T.M. 
CHERN1CK.A. 
CHEUNG, L.S. 

CHEUNG, L.S. 

CHILK.S.J. 

CHILK.S.J. 

CHILK.S.J. 

CHILK.S.J. 

CHILK.S.J. 

CHILK.S.J. 

CHILK.S.J. 

CHILK.S.J. 

CHILK.S.J. 

CHILK.S.J. 

CHILK.SJ. 

CHILK.S.J. 

CHILK.S.J. 

CHILK.SJ. 

CHILK.SJ. 

CHILK.S.J. 

CHILK.SJ. 

CHILK.S.J. 

CHILK.S.J. 

CHOCAS.C. 

CHOCAS.C. 

CHOPKO.M.E. 

CHOULES.N.C. 

CHRISSOTIMOS.N. 

CHRISSOTIMOS.N. 
CHRISTENSEN, H. 
CHRISTMAN, J.N. 
CHRISTMAN, J.N. 
CHRISTMAN, J.N. 

CHRISTMAN, J.N. 
CHRISTMAN, J.N. 
CHRISTMAN, J.N. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8702190118* 

' 50-322 

G 

8702190118* 

' 50-322 

G 

8702190134* 

50-322 

G 

8702190134* 

50-322 

G 

8702190146* 

50-322 

G 

8702190146* 

50-322 

G 

8702190156* 

50-322 

G 

8702190156* 

50-322 

G 

8702190166* 

50-322 

G 

8702190166* 

50-322 

G 

8702190236* 

50-322 

G 

8702190236* 

50-322 

G 

8702170050 

NUREG 


8702060391 

PRM 


8702180628* 

50-400 

V 

8702090450* 

50-261 

V 

8702060241 

40-8926 


8702170520 

40-8926 


8702180262 

40-8926 


8702050334* 

50-458 

P 

8702020703 

ACRS 


8702020716 

ACRS 


8702030278 

ACRS 


8702240268* 

50-387 

P 

8702250421 

50-346 

F 

8702030017* 

50-443 

G 

8702020303 

50-219 

S 

8702090084 

50-219 

S 

8702190402 

50-219 

S 

8702020709 

50-397 

Q 

8702030232 

50-344 

Q 

8702060440 

50-312 

Q 

8702110002 

50-344 

Q 

8702100122* 

50-458 

Q 

8702240380 

WASTE RES 

8702240132 

50-456 

G 

8702270241* 

50-424 

Q 

870202052 4 

50-424 

Q 

8702040383 

50-344 

P 

8702180353* 

50-267 

P 

8702240209* 

50-275 

F 

8702100064* 

50-382 

Q 

870211028 4* 

50-382 

Q 

8702130412 

WASTE MGT 

8604100257 

TOPREP 


8702100282 

TOPREP 


8702190006* 

50-213 

Q 

8702240231 

PR 


8702130112* 

50-445 

A 

8702100359* 

50-445 

A 


8702170199 

8702130112* 

8702250271 

8702180260 

8702190081* 

8702190258* 

8702040016 

8702050208* 

8702060090 

8702090155* 

8702090240* 

8702130092* 

8702130098* 

8702130103* 

8702130107* 

8702130127 

8702180048* 

8702200295 

8702200304 

8702240177* 


40-8502 

50-445 

50-29 

50-454 

50-286 

50-387 

50-482 

FOIA 

50-322 

PR 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-271 

FOIA 

50-352 

50-263 

50-275 


A 

P 

S 

Q 

Q 

P 


AUTHOR 


CHRISTMAN, J.N. 
CHRISTMANJ.N. 
CHRISTMAN, J.N. 
CHRISTMANJ.N. 
CHRISTMANJ.N. 

CHRISTMANJ.N. 

CHRISTMANJ.N. 

CHRISTMANJ.N. 

CHRISTMANJ.N. 

CHRISTMANJ.N. 

CHRISTMANJ.N. 

CHRISTMANJ.N. 

CHRISTNOT.E. 

CHRISTOFFER.G. 

CHRISTOFFER.G. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


CLARKE, E.T. 
CLAY.E.L. 
CLEARY, T. 
CLEMMER.U.M. 
CLEVELAND.J.E. 

CLINE, W. 

CLINE, W.E. 
CLINE, W.E. 
CLINE, W.E. 
CLINE.W.E. 

CLINE, W.E. 
CLINE.W.E. 
CLINE.W.E. 
CLINE.W.E. 
CLINE.W.E. 

CLINE.W.E. 

CLINE.W.E. 

CLINE.W.E. 

CLINE.W.E. 

CLOSEJ.A. 

COALSON.T.R. 
COALSON.T.R. 
COBURN, R, 
COBURN, R. 
COCKFIELD.D.W. 

COCKFIELD.D.W. 

COCKFIELD.D.W. 

COCKFIELD.D.W. 

COCKFIELD.D.W. 

COCKFIELD.D.W. 

COE.D. 

COFFIN, D.D. 
COFFIN.J.A. 
COHEN, D.J. 
COHN.D.J. 


8702190094 

8702190094 

8702190120* 

8702190120* 

8702190138* 


50-322 

50-322 

50-322 

50-322 

50-322 


8702190138* 50-322 
8702190167* 50-322 
8702190167* 50-322 
8702250120 50-322 
8702250120 50-322 


8702250188 

8702250188 

8702190002 

8612040117* 

8702260210* 


50-322 

50-322 

50-424 

50-123 

50-331 


G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

F 

F 

S 

Q 

Q 


CHUUCK.J. 

8702090162* 

50-269 

S 

CHUNG, D.H. 

8702200147 

WASTE 

RES 

CHUNG, D.H. 

8702200199 

WASTE RES 

CHUNG, D.H. 

8702200373 

WASTE RES 

CHUNG, D.H. 

8702200385 

WASTE RES 

CHURCHILL, B.W. 

8702130191 

50-289 

G 

CHURCHILL.B.W. 

8702130191 

50-289 

G 

CHURCHILL, B.W. 

8702190125 

50-424 

G 

CHURCHILL, B.W. 

8702190125 

50-424 

G 

CHWASTYK.J.J. 

8702200337* 

50-320 

T 

CILIMBERG.R.L. 

8702190525* 

QA999 


CILLIS.M. 

8702060492* 

50-228 

Q 

CIOFFIJ. 

8702110155* 

50-219 

Q 

CLARK, C. 

8702120575* 

50-312 

Q 

CLARK, D.E. 

8702240063* 

WASTE MGT 

CLARK.F. 

8702170510* 

50-254 

Q 

CLARK, L 

8702090262 

PRM 


CLARK, P.R. 

8702040058 

50-219 

P 

CLARK, P.R. 

8702040068* 

50-219 

P 

CLARK, R.J. 

8702060126 

50-277 

F 


8702050368 

8702180451* 

8702190051 

8702110198* 

8702170138 


PR 

70-1151 

50-423 

50-327 

40-8768 


8702100203 

l&E 


8612120301 

70-1201 


8612230151 

70-143 


8612230343 

70-1151 


8702020561 

70-143 


8702020611 

70-27 


8702180345 

70-143 


8702180383 

70-1201 


8702180420 

70-143 


8702180446 

70-1151 


8702180632 

70-1151 


8702190207 

70-1113 


8702190294 

70-143 


8702200192 

70-1113 


8702060293 

NUREG 


8702030486 

WASTE MGT 

8702240270 

WASTE MGT 

8702030443 

PRM 


8702180569 

PRM 


8702100396 

50-344 

Q 

8702180338 

50-344 

Q 

8702190638 

50-344 

P 

8702260150 

50-344 

P 

8702260157* 

50-344 

P 

8702260340 

50-344 

F 

8702270153* 

50-336 

V 

8702180672 

PRM 


8702170619 

50-341 

F 

8702090250 

PRM 


8702180616 

PRM 



8702240296* 

8702240532* 

8702250118 

8702250402 

8702270379 

50-275 

50-275 

70-364 

FOIA 

50-289 

P 

P 

P 

COLBURN.T.G. 
COLBURN, T.G. 
COLBURN.T.G. 
COLBURN.T.G. 
COLBURN.T.G. 

8702060018 

8702130231 

8702130336 

8702180720 

8702180725* 

50-266 P 

50-266 P 

50-266 p 

50-266 P 

50-266 P 

8702120442* 

8702120450* 

8702240372* 

8702250259* 

8702250196 

WASTE MGT 
WASTE MGT 
FOIA 

50-331 Q 

50-295 Q 

COLBURN.T.G. 
COLBY, J. 

COLE.H.L. 

COLE.H.L. 

COLE, W.E. 

870225033 2 
8702100310 
8702040336 
8702180661 
8702240325 

50-266 Q 

50-322 G 

PRM 

PRM 

50-440 F 

8702250204* 

8702270260 

8702030442 

8702030442 

8702090017 

50-295 

50-250 

50-322 

50-322 

50-322 

Q 

S 

G 

G 

G 

COLEMAN, N. 
COLEMAN, N. 
COLEMAN, N.M. 
COLEMAN, N.M. 
COLEMAN.N.M. 

8702130088* 
8702200 227 
8702130076 
8702130129 
8702240149 

WASTE MGT 
WASTE RES 
WASTE MGT 
WASTE MGT 
WASTE RES 

8702090017 

8702090025 

8702090025 

50-322 

50-322 

50-322 

G 

G 

G 

COLEMAN, R. 
COLEMAN, R. 
COLEMAN, R. 

8702030139 

8702030179 

8702030192 

CONTRACT 

CONTRACT 

CONTRACT 



AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


COLEMAN, R. 

8702060274 

CONTRACT 

COLEMAN.R. 

8702060476 

CONTRACT 

COLEMAN, R. 

8702190343 

CONTRACT 

COLEMAN.R. 

8702190388 

CONTRACT 

COLEMAN.R. 

8702240276 

50-259 

P 

COLEY, J. 

8702180502* 

50-390 

Q 

COLEY, J.L. 

8702180539* 

50-259 

Q 

COLLETTE, P.H. 

8702180280* 

50-267 

P 

COLLINGHAM.R.E. 

8702050299* 

TOPREP 


COLLINGS.S.P. 

8702050542 

40-8829 


COLLINGS.S.P. 

8702060143 

40-8829 


COLLINGS.S.P. 

8702060236 

40-8829 


COLLINGS.S.P. 

8702180351 

40-8829 


COLLINGS.S.P. 

8702180636 

40-8829 


COLLINGS.S.P. 

8702200384 

40-8829 


COLLINS, D. 

8702250260* 

50-320 

Q 

COLLINS, D.M. 

8702020693* 

50-424 

Q 

COLLINS, D.M. 

8702190204 

50-327 

F 

COLLINS.D.M. 

8702190221* 

50-327 

F 

COLLINS, G.A. 

8702040429* 

50-327 

P 

COLLINS, M. 

8702020177 

50-302 

F 

COLLINS, S.J. 

8702020262* 

50-213 

V 

COLLINS, S.J. 

8702020577* 

50-272 

V 

COLLINS, S.J. 

8702270153* 

50-336 

V 

COLLINS, T.R. 

8702180469* 

50-348 

Q 

COLOMBO, R. 

8702020412 

50-312 

R 

COLOMBO, R. 

8702200424 

50-312 

S 

COLOMBO, R.C. 

8702260131 

50-312 

S 

COLOMBO, R.W. 

8702020650 

50-312 

S 

COLOMBO, R.W. 

8702180542 

50-312 

S 

COLOMBO, R.W. 

8702180562 

50-312 

S 

COLOMBO, R.W. 

8702190354 

50-312 

S 

COLOMBO, R.W. 

8702200097 

50-312 

s 

COLOMBO, R.W. 

8702200330 

50-312 

s 

COLOMBO, R.W. 

8702200435 

50-312 

s 

COLOMBO, R.W. 

8702250390 

50-312 

s 

COLOMBO.R.W. 

8702260066 

50-312 

s 

COMER, C. 

8702180411* 

PR 


COMFORT, G. 

8702100204* 

70-754 


COMLEY.S.B. 

8702130100 

50-443 

G 

CONAWAY, W.T. 

8702240303 

71-9168 


CONES, M.A. 

8702170705* 

50-327 

P 

CONGEL.F.J. 

8609150040* 

FOIA 


CONGEL.F.J. 

8609260015* 

FOIA 


CONGEL.F.J. 

8612020021* 

FOIA 


CONGEL.F.J. 

8702240105 

WASTE MGT 

CONLON.T.E. 

8702100019* 

50-424 

Q 

CONLON.T.E. 

8702180718* 

50-280 

Q 

CONLON.T.E. 

8702200063* 

50-424 

Q 

CONLON.T.E. 

8702270241* 

50-424 

Q 

CONNER.T.B. 

8702120614 

50-352 

P 

CONNER.T.B. 

8702120614 

50-352 

P 

CONNORS, G.P. 

8702180353* 

50-267 

P 

CONSTABLE, G.L. 

8702100183 

50-382 

S 

CONSTABLE, G.L. 

8702110257* 

50-382 

Q 

CONSTABLE, G.L 

8702170652* 

50-382 

Q 

CONTE, R. 

8702030225 

50-289 

S 

CONTE, R. 

8702090186* 

5C-213 

Q 

CONTE, R.J. 

8702090030 

50-289 

R 

CONTE, R.J. 

8702190049 

50-289 

R 

CONTI, P.L. 

8702100038 

70-143 


CONVERSE, R. 

8702040449 

50-333 

S 

CONVERSE, R.J. 

8702170367 

50-333 

R 

CONWAY, J.T. 

8702110218* 

QA999 


CONWAY, J.T. 

8702180409* 

QA999 


CONWAY, J.T. 

8702190595* 

QA999 


CONWAY, R.E. 

8702090072 

50-424 

A 

CONWAY, R.E. 

8702190364 

50-424 

Q 

CONWAY, R.E. 

8702190651 

50-424 

A 

COOK.F.R. 

8702130115 

WASTE MGT 

COOK.F.R. 

8702130124 

WASTE MGT 

COOK.F.R. 

8702270272 

WASTE MGT 

COOK.J. 

8702170367 

50-333 

R 

COOK.K.W. 

8702020727 

50-382 

Q 

COOK.K.W. 

8702030298 

50-382 

P 

COOK.K.W. 

8702040037 

50-382 

Q 

COOK.K.W. 

8702090351 

50-382 

Q 

COOK.K.W. 

8702100066 

50-382 

P 

COOK.K.W. 

8702170245 

50-382 

P 

COOK.K.W. 

8702170245 

50-382 

P 

COOK.K.W. 

8702170296 

50-382 

P 

COOK.K.W. 

8702170338 

50-382 

P 

COOK.K.W. 

8702170379 

50-382 

R 

COOK.K.W. 

8702250324 

50-382 

Q 

COOK.R.F. 

8702170003* 

WASTE MGT 

COOLEY, R.A. 

8702110191* 

50-382 

V 

COOLEY, RA 

8702110233* 

50-267 

V 

COOLEY, R.A. 

8702190112* 

50-285 

V 


AUTHOR ACCESSION SUBJECT 


COOLEY, R. A. 

NUMBER 

8702260309* 

CATEGORY 

50-313 V 

COOPER, W.E. 

8702130329* 

50-275 

P 

COOPER, W.E. 
COOPER, W.E. 

8702240048* 

8702240088* 

FOIA 

50-275 

P 

COOPER.W.E. 

8702240101* 

50-275 

P 

COOPER, W.E. 

8702240112* 

50-275 

P 

COOPER.W.E. 

8702240121* 

50-275 

P 

COOPER.W.E. 

8702240129* 

50-275 

P 

COOPER.W.E. 

8702240138* 

50-275 

P 

COOPER.W.E. 

8702240145* 

50-275 

P 

COOPER.W.E. 

8702240160* 

50-275 

P 

COOPER.W.E. 

8702240170* 

50-275 

P 

COOPER.W.E. 

8702240312* 

50-275 

P 

COOPER.W.E. 

8702240329* 

50-275 

P 

COOPER.W.E. 

8702240342* 

50-275 

P 

COOPER.W.E. 

8702240347* 

50-275 

P 

COOPER, W.T. 

8702020572* 

50-321 

Q 

CORL.C.E. 

8702100131* 

50-390 

A 

CORRADINI.M.L. 

CORRADINI.M.L 

CORSO.F.P. 
CORTLAND, P. 

8702030319 

8702030319 

8702200308 

8702180502* 

ACRS 

ACRS 

PRM 

50-390 

Q 

COTTER, B.P. 

8702030035 

50-275 

G 

COTTINGHAM.A.W. 

COUNSIL.W.G. 

8702240350 

8612020053 

PR 

50-445 

A 

COUNSIL.W.G. 

8702020241 

50-446 

Q 

COUNSIL.W.G. 

8702020348 

50-445 

S 

COUNSIL.W.G. 

8702020437 

50-445 

S 

COUNSIL.W.G. 

8702020450 

50-445 

S 

COUNSIL.W.G. 

8702020665 

50-445 

Q 

COUNSIL.W.G. 

8702040052 

50-445 

A 

COUNSIL.W.G. 

8702040091 

50-445 

S 

COUNSIL.W.G. 

8702040106 

50-445 

Q 

COUNSIL.W.G. 

8702040109 

50-445 

S 

COUNSIL.W.G. 

8702040115 

50-445 

S 

COUNSIL.W.G. 

8702040123 

50-445 

S 

COUNSIL.W.G. 

8702040132 

50-445 

S 

COUNSIL.W.G. 

8702040349 

50-445 

Q 

COUNSIL.W.G. 

8702060154 

50-445 

Q 

COUNSIL.W.G. 

8702090152 

50-445 

Q 

COUNSIL.W.G. 

8702090493 

50-445 

S 

COUNSIL.W.G. 

COUNSIL.W.G. 

8702100065 

8702100270 

70-2932 

50-445 

A 

COUNSIL.W.G. 

8702100345 

50-445 

S 

COUNSIL.W.G. 

8702100364 

50-445 

S 

COUNSIL.W.G. 

8702100403 

50-445 

s 

COUNSIL.W.G. 

8702100445 

50-445 

Q 

COUNSIL.W.G. 

8702110010 

50-445 

A 

COUNSIL.W.G. 

8702110104 

50-445 

J 

COUNSIL.W.G. 

8702110170 

50-445 

Q 

COUNSIL.W.G. 

8702110255 

50-445 

Q 

COUNSIL.W.G. 

8702120469 

50-445 

S 

COUNSIL.W.G. 

8702170109 

50-445 

S 

COUNSIL.W.G. 

8702180309 

50-445 

E 

COUNSIL.W.G. 

8702180694 

50-445 

F 

COUNSIL.W.G. 

8702190022 

50-445 

S 

COUNSIL.W.G. 

8702190042 

50-445 

S 

COUNSIL.W.G. 

8702200223 

50-445 

Q 

COUNSIL.W.G. 

8702200238 

50-445 

S 

COUNSIL.W.G. 

8702200254 

50-445 

S 

COUNSIL.W.G. 

8702200268 

50-445 

s 

COUNSIL.W.G. 

8702200300 

50-445 

s 

COUNSIL.W.G. 

8702200415 

50-445 

A 

COUNSIL.W.G. 

8702250249 

50-445 

A 

COUNSIL.W.G. 

8702250433 

50-445 

A 

COUNSIL.W.G. 

8702260033 

50-445 

Q 

COUNSIL.W.G. 

8702260145 

50-445 

S 

COUNSIL.W.G. 

8702260149 

50-445 

S 

COUNSIL.W.G. 

8702260159 

50-445 

S 

COUNSIL.W.G. 

8702260161 

50-445 

S 

COUNSIL.W.G. 

8702260184 

50-445 

S 

COUNSIL.W.G. 

8702260196 

50-445 

S 

COUNSIL.W.G. 

8702260199 

50-445 

A 

COUNSIL.W.G. 

8702260211 

50-445 

S 

COUNSIL.W.G. 

8702260271 

50-445 

Q 

COUNSIL.W.G. 

8702260315 

50-445 

Q 

COUNSIL.W.G. 

8702260348 

50-445 

Q 

COUNSIL.W.G. 

8702260354 

50-445 

Q 

COUNSIL.W.G. 

8702260415 

50-445 

A 

COUNSIL.W.G. 

8702270243 

50-445 

A 

COUTURE, R. 

8702180382 

50-443 

R 

COWAN, S.P. 

8612220137 

WASTE MGT 

COWGILL.C. 

8702250260* 

50-320 

Q 

COWLES, R.B. 

8702100162 

50-354 

S 

COWLES, R.B. 

8702100446 

50-354 

S 

COWLES, R.B. 

8702250491 

50-354 

s 

COWLES, R.B. 

8702250542 

50-354 

s 

COWLES, R.B. 

8702260594 

50-354 

s 
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CRAGIN.J.Q. 

8512310153* 

50-445 

E 

CRAGIN.J.Q. 

8602030132* 

50-445 

E 

CRAGIN.J.Q. 

8702240101* 

50-275 

P 

CRAGIN.J.Q. 

8702240121* 

50-275 

P 

CRAGIN.J.Q. 

8702240129* 

50-275 

P 

CRAGIN.J.Q. 

8702240138* 

50-275 

P 

CRAGIN.J.Q. 

8702240160* 

50-275 

P 

CRAGIN.J.Q. 

8702240170* 

50-275 

P 

CRAGIN.J.Q. 

8702240342* 

50-275 

P 

CRAIG, J.W. 

8702170734 

QA999 


CRAIG, J.W. 

8702180042 

QA999 


CRAIG, J.W. 

8702190525* 

QA999 


CRANE, P.A. 

8702090482 

50-275 

J 

CRANE, P.A. 

8702180435* 

50-275 

P 

CREAMER, K.L. 

8702260621 

50-259 

R 

CREED, J.R. 

8612040117* 

50-123 

Q 

CREED, J.R. 

8702020063* 

50-483 

Q 

CREED, J.R. 

8702060015 

50-341 

S 

CREED, J.R. 

8702060510 

50-295 

S 

CREED, J.R. 

8702060522* 

50-346 

Q 

CREED, J.R. 

8702110365* 

50-341 

Q 

CREED, J.R. 

8702170449* 

50-456 

Q 

CREED, J.R. 

8702250181* 

50-461 

Q 

CREED, J.R. 

8702250187* 

50-150 

Q 

CREED, J.R. 

8702260210* 

50-331 

Q 

CREED, J.R. 

8702260233* 

50-155 

Q 

CREED, J.R. 

8702260261 * 

50-266 

Q 

CRIMMINS.T.M. 

8702050406 

50-387 

S 

CRLENJAK.R.V. 

8702100221* 

50-335 

Q 

CROFT, B.Y. 

8702200001 

PR 


CROTEAU, R. 

8702200309 

50-280 

S 

CROW, W.T. 

8702040162 

40-3392 


CROW.W.T. 

8702100210 

70-1257 


CROW, W.T. 

8702100214 

70-3016 


CROW.W.T. 

8702100220* 

70-3016 


CROW.W.T. 

8702100228* 

70-3016 


CROW.W.T. 

8702100231* 

70-3016 


CROW.W.T. 

8702100235* 

70-3016 


CROW.W.T. 

8702100236 

70-143 


CROW.W.T. 

8702130116 

40-8027 


CROW.W.T. 

8702130371 

70-143 


CROW.W.T. 

8702130381* 

70-143 


CROW.W.T. 

8702130386* 

70-143 


CROW.W.T. 

8702170024 

70-371 


CROW.W.T. 

8702170064* 

70-371 


CROW.W.T. 

8702170103* 

70-371 


CROW.W.T. 

8702180170 

70-734 


CROW.W.T. 

8702180180* 

70-734 


CROW.W.T. 

8702180233 

70-1201 


CROW.W.T. 

8702190292 

40-8027 


CROW.W.T. 

8702270190 

40-7102 


CROW.W.T. 

8702270312 

40-8027 


CROW.W.T. 

8702270444 

70-1257 


CROW.W.T. 

8702270445* 

70-1257 


CROW.W.T. 

8702270446* 

70-1257 


CROW.W.T. 

8702270450* 

70-1257 


CROW.W.T. 

8702270451* 

70-1257 


CROWE, B. 

8702120374* 

WASTE MGT 

CRUMP, J. 

8702110252 

PR 


CRUTCHFIELD, D. 

8702180689 

TOPREP 


CULBERSON, D.G. 

8702100101 

70-364 


CULLEN, EJ. 

8702190232 

50-352 

F 

CULLEN, E.J. 

8702250439 

50-352 

F 

CULLEN, J.F. 

8702060301 

40-891 1 


CUMMING.W.R. 

8702030160 

50-322 

G 

GUMMING, W.R. 

8702250125 

50-322 

G 

CUMMINGS.G.E. 

8411050170* 

50-443 

R 

CUMMINGS, G.E. 

8504180134* 

50-443 

R 

CUMMINGS.G.E. 

8702020122* 

FOIA 


CUMMINGS.G.E, 

8702020274* 

FOIA 


CUMMINGS.G.E. 

8702020394* 

FOIA 


CUMMINGS.G.E. 

8702030221* 

FOIA 


CUMMINGS.G.E. 

8702030238* 

FOIA 


CUMMINGS.G.E. 

8702030308* 

FOIA 


CUMMINGS.G.E. 

8702030416* 

FOIA 


CUMMINGS.G.E. 

8702030450* 

FOIA 


CUMMINGS.G.E. 

8702030503* 

FOIA 


CUMMINGS.G.E. 

8702040180* 

FOIA 


CUMMINGS.G.E. 

8702040216* 

FOIA 


CUMMINGS.G.E. 

8702040296* 

FOIA 


CUMMINGS.G.E. 

8702040355* 

FOIA 


CUMMINGS.G.E. 

8702040368* 

FOIA 


CUMMINGS.G.E. 

8702040439* 

FOIA 


CUMMINGS.G.E. 

8702050220* 

FOIA 


CUMMINGS.G.E. 

8702050345* 

FOIA 


CUMMINGS.G.E. 

8702050350* 

FOIA 


CUMMINGS.G.E. 

8702200163* 

50-443 

R 

CUMMINGS.G.E. 

8702200218* 

50-443 

R 
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HUMBER 

CATEGORY 

CUMMINGS, G.E. 

8702200257* 

50-443 

R 

CUMMINGS.G.E. 

8702200316* 

50-443 

R 

CUMMINGS, G.E. 

8702200322* 

50-443 

R 

CUMMINGS.G.E. 

8702200332* 

50-443 

R 

CUMMINGS.G.E. 

8702200341* 

50-443 

R 

CUMMINGS.G.E. 

8702200343* 

50-443 

R 

CUMMINGS.G.E. 

8702200351* 

50-443 

R 

CUMMINGS.G.E. 

8702200354* 

50-443 

R 

CUMMINGS.G.E. 

8702200359* 

50-443 

R 

CUMMINGS.G.E. 

8702200373 

WASTE RES 

CUMMINS, J.E. 

8702030423* 

50-482 

Q 

CUMMINS, J.E. 

8702240397* 

50-482 

Q 

CUNNINGHAM, A.L 

8702090027* 

50-250 

Q 

CUNNINGHAM, A.L. 

8702180424* 

50-348 

Q 

CUNNINGHAM, G.E. 

8702100123 

71-5942 


CUNNINGHAM.G.E. 

8702100134* 

71-5942 


CUNNINGHAM, G.E. 

8702260208 

50-183 

R 

CUNNINGHAM, G.H. 

8509250036* 

FOIA 


CUNNINGHAM, G.H. 

8702170016* 

WASTE MGT 

CUNNINGHAM, R.E. 

8702130402 

40-8027 


CURRAN, D. 

8702060076 

50-443 

G 

CURRAN, D. 

8702060076 

50-443 

G 

CURRAN, D. 

8702060104 

50-443 

G 

CURRAN, D. 

8702060104 

50-443 

G 

CURRIER, B.L. 

8702090250 

PRM 


CURRIER.B.L. 

8702180616 

PRM 


CURTIS.R.T. 

8702250132* 

FOIA 


CUSHING, RJ. 

8702180732 

PRM 


CUTTER, A.B. 

8702040100 

50-324 

P 

CUTTER, A. B. 

8702090148 

50-400 

F 

CUTTER, A.B. 

8702110159 

50-400 

P 

CUTTER, A.B. 

8702240351 

50-400 

P 

CUTTER, A.B. 

8702260004 

50-261 

P 

CUTTER, A.B. 

8702260154 

50-324 

F 

D'ANGELO.A. 

8702100331 

50-312 

S 

D’ANGELO, A. 

8702180095 

50-312 

S 

D’ANGELO, D. 

8702110140 

PRM 


D’ ANTONIO, J.R. 

8702200249 

WASTE MGT 

D’ANTONIO.J.R. 

8702200408 

WASTE MGT 

DALTON, F. 

8702180653 

PRM 


DALTROFF.S.L 

8611240190* 

50-352 

P 

DALTROFF.S.L. 

8612010321 

50-352 

F 

DALTROFF.S.L 

8702170042 

50-277 

Q 

DAMM.R.G. 

8702100042 

70-1308 


DAMON, D. 

8702170510* 

50-254 

Q 

DAMON, D.J. 

8702110223* 

50-327 

P 

DAMON.D.L. 

8702030259* 

50-327 

P 

DANCE, H.C. 

8702020619* 

50-416 

Q 

DANCE, H.C. 

8702090406* 

50-348 

Q 

DANCE, H.C. 

8702100189* 

50-416 

Q 

DANCE, H.C. 

8702190240* 

50-395 

Q 

DANESH.P. 

8702260152* 

50-498 

E 

DANIELS.M. 

8702270410* 

50-341 

V 

DANIELSON, D.H. 

8702020154* 

50-409 

Q 

DANIELSON, D.H. 

8702050192* 

50-295 

Q 

DANIELSON, D.H. 

8702100039* 

50-456 

Q 

DAVIDSON, B.S. 

8702270209* 

50-354 

Q 

DAVIS, A.B. 

8702250178 

50-341 

Q 

DAVIS, A.B. 

8702250274 

50-341 

P 

DAVIS, J.G. 

8702050532 

70-364 


DAV1S.J.G. 

8702240143 

71-5942 


DAVIS, J.G. 

8702240147* 

71-5942 


DAVIS, M. 

8702130359 

50-530 

A 

DAVIS.M.A. 

8702100041 

70-754 


DAVIS.M.B. 

8702260376 

PR 


DAVtS.M.J. 

8702250036 

50-530 

S 

DAVIS, M.J. 

8702270423 

50-530 

A 

DAVIS, P. 

8702200227 

WASTE RES 

DAVIS, P.R. 

8702030297 

ACRS 


DAVIS.P.R. 

8702030297 

ACRS 


DAVIS.S.M. 

8702200131* 

50-443 

P 

DAVIS.S.M. 

8702200264* 

50-443 

P 

DAWSON, M. 

8702180479 

50-255 

F 

DAYJ.B. 

8702030305 

50-370 

S 

DE AGAZJO.A. 

8702090247 

50-346 

F 

DEAGA210.A. 

8702130084 

50-346 

Q 

DE AGAZ10.A.W. 

8702190369 

50-346 

P 

DE AGAZIO.A.W. 

8702250507 

50-346 

P 

DE MERS.E, 

8702180653 

PRM 


DEANNA 

8702060441 

PRM 


DEAN.W.M. 

8702260127* 

50-335 

V 

DEAN.W.M. 

8702260423* 

50-327 

V 

DEANGELISJJ. 

8702110417* 

50-327 

p 

DEASON.C. 

8702240257 

40-8684 


DEBBAGEAG. 

8702040163* 

50-327 

p 

DECKER.T.R. 

8702090027* 

50-250 

Q 

DECKER.T.R. 

8702090391* 

50-261 

Q 

nFCKER.TR. 

8702180424* 

50-348 

Q 


AUTHOR ACCESSION SUBJECT 


DEDDENS.J.C. 

NUMBER 

8702030253 

CATEGORY 

50-458 P 

DEDDENS.J.C. 

8702030312 

50-458 

Q 

DEDDENS.J.C. 

8702040360 

50-458 

Q 

DEDDENS.J.C. 

8702060519 

50-458 

P 

DEDDENS.J.C. 

8702170665 

50-458 

P 

DEDDENS.J.C. 

8702170672 

50-458 

P 

DEDDENS.J.C. 

8702190025 

50-458 

Q 

DEDDENS.J.C. 

8702190263 

50-458 

P 

DEER IN WATER 
DEERSNWATER.J. 

DEERINWATER.J. 

DEFAYETTE.R. 

8702130182 

8702020544 

8702060190 

8702050203* 

40-8027 

PR 

40-8027 

50-305 

Q 

DEFAYETTE.R. 

8702100226 

50-346 

S 

DEFAYETTE.R. 

8702190413* 

50-266 

Q 

DEFAYETTE.R. 

8702270216 

50-346 

S 

DEGRAFFENREID 

DEGRASSI.G. 

8702090171* 

8605290133* 

PR 

50-445 

A 

DEGRENIER.E. 

DELLA RATTAA 

8702180576 

8702060442* 

PRM 

50-333 

Q 

DELLA RATTA,A. 

DEMING.E.J. 

DENHAM.F.K. 

8702180513’ 

8702270449* 

8702110363 

70-371 

70-1257 

50-29 

S 

DENISON, E. 

8702130389* 

50-275 

P 

DENNINGA 

DENTON, H.R. 

8702200308 

8111300524* 

PRM 

50-275 

P 

DENTON, H.R. 
DENTON.H.R. 

8202010125* 

8304070588* 

FOIA 

50-498 

E 

DENTON, H.R. 

8307290407* 

50-275 

P 

DENTON.H.R. 

8702120521 

50-322 

P 

DENTON.H.R. 

8702130226 

50-295 

G 

DENTON.H.R. 

8702130236* 

50-295 

G 

DENTON.H.R. 

8702130257* 

50-295 

G 

DENTON.H.R. 

8702130390* 

50-455 

P 

DENTON.H.R. 

DENTON.H.R. 

DENTON.H.R. 

8702180714 

8702190427 

8702200120 

ORG 

ORG 

50-361 

U 

DENTON.H.R. 

8702200154* 

REVIEW GR P 

DENTON.H.R. 

8702240297* 

50-275 

P 

DENTON.H.R. 

8702250005 

50-443 

P 

DENTON.H.R. 

8702250189* 

50-317 

H 

DERMITZAKIS.S. 

8702100339* 

50-445 

A 

DESMOND, T.P. 

8702100339* 

50-445 

A 

DEV.M. 

8702030391* 

50-443 

Q 

DEVINE.T. 

DEWEASE.J.G. 

8702060299 

8702180635 

QA999 

50-382 

P 

DEWEASE.J.G. 

8702260034 

50-382 

P 

DEYOUNG, R.C. 

8204210416 

50-3 

Q 

DIAMOND, K.S. 

8702100310 

50-322 

G 

DIEDERICH.GJ. 

8612290175 

50-374 

S 

DIEDERICH.GJ. 

8702170401 

50-373 

R 

DIEDERICH.GJ. 

8702170508 

50-373 

S 

DIEDERICH.GJ. 

8702170527 

50-373 

S 

DIEDERICH.GJ. 

8702170662 

50-374 

s 

DIEDERICH.GJ. 

8702190079 

50-374 

s 

DIEDERICH.GJ. 

8702190091 

50-373 

s 

DIEDERICH.GJ. 

DIEDERICH.GJ. 

8702240308 

8702250536 

71-9073 

50-373 

s 

DIEDERICH.GJ. 

8702260014 

50-373 

s 

DIETZ, C.R. 

8702030454 

50-325 

s 

DIETZ.C.R. 

8702100244 

50-324 

Q 

DIETZ.C.R. 

8702180303 

50-324 

s 

DIETZ.C.R. 

8702180575 

50-324 

s 

DIGGS, R.M. 

8702030348 

50-369 

P 

DIGGS.R.M. 

8702060008 

50-213 

F 

DIGGS.R.M. 

8702060013 

50-267 

P 

DIGGS.R.M. 

8702060026 

50-413 

P 

DIGGS.R.M. 

8702060085 

50-219 

P 

DIGGS.R.M. 

8702060316 

50-324 

P 

DIGGS.R.M. 

8702130242 

50-373 

P 

DIGGS.R.M. 

8702130315 

50-327 

P 

DIGGS.R.M. 

8702170283 

50-397 

P 

DIGGS, R.M. 

8702190304 

50-413 

P 

DIGGS, R.M. 

8702200064 

50-461 

P 

DIGGS.R.M. 

8702200073 

50-324 

F 

DIGGS.R.M. 

8702200091 

50-254 

F 

DIGGS.R.M. 

8702250051 

50-286 

P 

DIGGS, R.M. 

8702250088 

50-295 

P 

DIGGS.R.M. 

8702250166 

50-382 

P 

DIGNAN.T.G. 

8702030023 

50-443 

G 

DIGNAN.T.G. 

8702030023 

50-443 

G 

DIGNAN.T.G. 

8702030060 

50-443 

G 

DIGNAN.T.G. 

8702030060 

50-443 

G 

DIGNAN.T.G. 

8702030446 

50-443 

G 

DIGNAN.T.G. 

8702030446 

50-443 

G 

DIGNAN.T.G. 

8702200283 

50-271 

G 

DIGNAN.T.G. 

8702200283 

50-271 

G 

DIGNAN.T.G. 

8702200293 

50-271 

G 

DIGNAN.T.G. 

8702200293 

50-271 

G 


AUTHOR 


DIGNAN.T.G. 

DIGNAN.T.G. 

DIGNAN.T.G. 

DIGNAN.T.G. 

DIIANNI.D.C. 

DIIANNI.D.C. 

DIIANNI.D.C. 

DIIANNI.D.C. 

DIIANNI.D.C. 

DIIANNI.D.C. 

DILLEY.D.A. 
DIMAR20.J.T. 
DIMEGLIO, A.F. 
DIRCKS.W.J. 
DIRCKS.WJ. 

DIRCKS.W.J. 
DODA.R.J. 
DODDS, R.T. 
DOMER.J.A. 
DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DONEGA.K.L. 

DONEGA.K.L. 

DONEGAN.K.L. 

DONEGAN.K.L. 

DONEGAN.K.L. 

DONEGAN.K.L. 

DONEGAN.K.L. 

DONEGAN.K.L. 

DONEGAN.K.L. 

DONLON.W.J. 

DONOGHUE.D.J. 

DONOHEW.J.N. 

DONOHEW.J.N. 

DONOHEW.J.N. 

DOOLEY, W.L. 
DOOLITTLE.E.L. 
DOOLITTLE. E.L. 
DOOLITTLE.E.L. 
DOPP.R.A. 

DOPP.R.A. 
DORFMAN.LS. 
DORFMAN.LS. 
DORNAN.B. 
DORSEY, M. 

DORSEY, M. 
DORSEY, M. 
DORSEY, M. 
DORSEY, M. 
DORSEY, M. 

DORUFF.M.A. 

DOSA.J. 

DOSA.J.J. 

DOSA.J.J. 

DOUGHERTY.F.A. 

DOUGHERTY.F.A. 
DOUGHERTY, F.A. 
DOUGHERTY.F.A. 
DOUGHERTY, F.A. 
DOUGHERTY.F.A. 

DOUGHERTY, F.A. 
DOUGHERTY.F.A. 
DRAGOUN.T. 
DRISCOLL, J.W. 
DRISKILL.D.D. 

DROKE.R. 

DROKE.R.P. 

DROUIN.B. 

DROUIN.B. 

DRUGA.R.J. 

DRUGA.R.J. 
DUBOIS, D. 
DUBOIS.D.L. 


accession 

NUMBER 


8702200347 

8702200347 

8702250137 

8702250137 

8702050382 

8702050388" 

8702130423 

8702180354 

870219036© 

8702190375® 

8702260606 

8702090412® 

8702040015 

8403260355® 

8412130239® 

8702130279* 

8702040454® 

8702020718® 

8603180006 

8702020543 

8702020573 

8702020621 

8702030501 

8702040035 

8702040063 

8702040233 

8702040540 

8702050404 

8702090143 

8702090331 

8702090357 

8702100004 

8702100080 

8702100119 

8702100340 

8702260094 

8702030439 

8702030439 

8702190101 

8702250101 

8702250101 

8702250105* 

8702250105® 

8702250110® 

8702250110® 

8702040043 

8702050210® 

8612170195 

8702030430 

8702180179 

8702170438* 

8702030491 

8702040265 

8702250315 

8702090059 

8702090237* 

8702050308* 

8702050311® 

8702170703 

8702030080 

8702030092 
870206001 1 
8702180159 
8702240471 
8702270287 

8702190658 

8702040065 

8702180057 

8702180064 

8702110429* 

8702110454* 

8702110464* 

8702110471* 

8702110474* 

8702110476* 

8702110477* 

8702110480* 

8702190128* 

8702060376* 

8702260046* 

8702100148 

8702100138 

8702060522* 

8702260261* 

8702040444 

8702090068 

8702130081 

8702100103* 


SUBJECT 

CATEGORY 

50-271 G 

50-271 G 

50-443 G 

50-443 G 

50-244 P 

50-244 P 

50-244 P 

50-244 P 

50-244 P 

50-244 P 

50-263 S 

50-213 P 

PRM 
PR 

50-317 H 

FOiA 

FOIA 

50-397 Q 

50-438 K 

50-327 Q 

50-327 P 

50-327 Q 

50-259 Q 

50-390 A 

50-259 Q 

50-259 Q 

50-438 Q 

50-327 P 

50-327 Q 

50-327 P 

50-327 P 

50-327 Q 

50-259 P 

50-390 A 

50-327 Q 

50-327 Q 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-410 Q 

50-255 P 

50-219 P 

50-219 P 

50-219 P 

40-8502 
50-423 P 

50-423 P 

50-423 E 

PR 

PR 

50-312 P 

50-312 P 

FOIA 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

PR 

50-30 
50-54 
50-184 
50-445 

50-445 A 

50-445 A 

50-445 A 

50-445 A 

50-445 A 

50-445 A 

50-445 A 

50-277 Q 

50-315 P 

50-382 Q 

70-143 

70-143 

50-346 Q 

50-266 Q 

50-334 R 

50-334 S 

XPORTLIC 
50-298 Q 


>*t)T3T5 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

DUBOIS, D.L 

8702240331* 

50-298 

Q 

E1SENHUT.D.G. 

8201300204* 

50-275 

P 

EVANS, J.D. 

8702060219 

40-8926 


DUBOUCHET.A.V. 

8702030272* 

50-259 

Q 

EISENHUT.D.G. 

8204220129* 

50-275 

P 

EVANS, M. 

8612110009* 

50-410 

Q 

DUCE.S.W. 

8410110593* 

50-259 

P 

EISENHUT.D.G. 

8205060089* 

50-275 

P 

EVERETT, R.J. 

8702090421* 

40-8027 


DUDLEY, R.F. 

8702130425 

50-206 

P 

EISENHUT.D.G. 

8206110393* 

50-275 

P 

EVERETT, RJ. 

8702240494* 

40-8027 


DUDLEY.R.F. 

8702250533 

50-206 

F 

EISENHUT.D.G. 

8206140350" 

50-275 

P 

EYE.R.V. 

8702250428 

50-482 

P 

DUGSTAD.D. 

8702170577 

50-282 

R 

EISENHUT.D.G. 

8206280035* 

50-275 

P 

FABIC.S. 

8702050374* 

FOIA 


DUMAS, C-R. 

8702200308 

PRM 


EISENHUT.D.G. 

8304070451* 

50-275 

P 

FABIC.S. 

8702050427* 

FOIA 


DUNGAN.K.W. 

8702090476* 

50-369 

F 

EISENHUT.D.G. 

8306240283* 

50-275 

P 

FABIC.S. 

8702050492* 

FOIA 


DUNGAN.K.W. 

8702090488* 

50-369 

F 

EISENHUT.D.G. 

8306240346* 

50-275 

P 

FAIRTILE.M.B. 

8702060133 

50-305 

P 

DUNN.B.S. 

8702100091 

70-1113 


EISENHUT.D.G. 

8312190417* 

50-275 

P 

FAIRTILE.M.B. 

8702060249 

50-305 

P 

DUNN.G.A. 

8702260096 

50-440 

S 

EISENHUT.D.G. 

8702130409* 

50-275 

P 

FAIRTILE.M.B. 

8702060262* 

50-305 

P 

DUPONT.S.G. 

8702110175* 

50-461 

Q 

EISENHUT.D.G. 

8702240096* 

50-275 

P 

FAIRTILE.M.B. 

8702130355 

50-305 

P 

DUPONT, S.G. 

8702170597* 

50-341 

Q 

EISENHUT.D.G. 

8702240139* 

50-275 

P 

FAIRTILE.M.B. 

8702130358* 

50-305 

p 

DUPONT.S.G. 

8702170671* 

50-456 

Q 

EISENHUT.D.G. 

8702240360’ 

50-275 

P 

FARBER.M.J. 

8702260486* 

50-341 

Q 

DUPREE, D.C. 

8702250387 

50-327 

R 

EISENHUT.D.G. 

8702250071 * 

50-275 

P 

FARMER.F.G. 

8701290430* 

50-286 

P 

DURFEE.P.J. 

8702100121 

71-144 


EISENHUT.D.G. 

8702250071* 

50-275 

P 

FARMER, F.G. 

8702170161* 

50-309 

P 

DURR.J. 

8702190258* 

50-387 

Q 

EL-ADHAM.K. 

8702180217 

TOPREP 


FARMER, T.L 

8702180617 

50-440 

R 

DWYER, J. 

8702090162* 

50-269 

S 

ELDRIDGE.B.H. 

8702130158 

XPORTLIC 


FARRAR, D.L 

8612150091 

50-456 

F 

EAMES.S. 

8702030365 

PRM 


ELDRIDGE.B.H. 

8702130170* 

XPORTLIC 


FARRAR, D.L 

8612230403 

50-454 

F 

EAMES.S. 

8702180580 

PRM 


ELIN.J. 

8702090137* 

50-275 

V 

FARRAR, D.L. 

8702020235 

50-455 

P 

EAPEN.P.K. 

8702030391* 

50-443 

Q 

ELIN.J.O. 

8702240186 

50-312 

V 

FARRAR, D.L. 

8702020377 

50-454 

Q 

EARNEST, A.B. 

8702030217* 

50-267 

Q 

ELIN.J.O. 

8702240201* 

50-312 

V 

FARRAR, D.L. 

8702030388 

PR 


EARNEST, A.B. 

8702170543* 

50-267 

Q 

ELKINS, D.S. 

8702090122 

50-318 

p 

FARRAR, D.L. 

8702040024 

PR 


EASTVOLD.P.D. 

8702240120* 

STATE PRO G 

ELLIOT, D.L. 

8702170052 

NUREG 


FARRELL, R.E. 

8702100140* 

50-267 

Q 

EATON, M. 

8702180672 

PRM 


ELLIOTT, R. 

8702240228* 

50-267 

F 

FARRELL, R.E. 

8702170627* 

50-267 

Q 

EBENHACK.D.G. 

8702120138* 

FOIA 


ELLIS, J. 

8702030037 

50-445 

G 

FARRELL.R.F. 

8702060215* 

40-8903 


EBNETER.S. 

8702180710 

50-352 

Q 

ELLIS, J. 

8702060056 

50-445 

G 

FAUBER.J.R. 

8702200412 

40-8502 


EBNETER.S.D. 

8612110007 

50-410 

Q 

ELLIS, J. 

8702060093 

50-445 

G 

FAULKNER.M. 

87020900 97 

50-483 

F 

EBNETER.S.D. 

8702020253 

50-336 

Q 

ELLIS, J. 

8702060108 

50-445 

G 

FAULKNER, M. 

8702250272 

50-483 

F 

EBNETER.S.D. 

8702020310 

50-293 

Q 

ELLIS, J. 

8702090029 

50-445 

G 

FAWCETT, D. 

8702020690 

50-272 

F 

EBNETER.S.D. 

8702020731 

50-412 

Q 

ELLIS, J. 

8702240091 

50-445 

G 

FAY.C.W, 

8702020422 

50-266 

P 

EBNETER.S.D. 

8702030375 

50-443 

Q 

ELLIS, J. 

8702250117 

50-445 

G 

FAY.C.W. 

8702030420 

PR 


EBNETER.S.D. 

8702030531 

50-354 

Q 

ELLIS.J. 

8702250127 

50-445 

G 

FAY.C.W. 

8702060265 

50-266 

P 

EBNETER.S.D. 

8702040076 

50-247 

Q 

ELMS, A. 

8702190023 

50-423 

R 

FAY.C.W. 

8702060282 

50-266 

P 

EBNETER.S.D. 

8702110283 

50-244 

Q 

ELROD, S.A. 

8702190149* 

50-390 

Q 

FAY.C.W. 

8702060329 

50-266 

P 

EBNETER.S.D. 

8702110327 

50-412 

Q 

ELROD, S.A. 

8702200102* 

50-390 

Q 

FAY.C.W. 

8702100026 

50-266 

Q 

EBNETER.S.D. 

8702110339 

50-336 

Q 

ELROD, S.A. 

8702200366* 

50-390 

Q 

FAY.C.W. 

8702100412 

50-266 

Q 

EBNETER.S.D. 

8702180508 

50-293 

Q 

ELSASSER.T. 

8702180477 

50-443 

S 

FAY.C.W. 

8702110105 

50-266 

R 

EBNETER.S.D. 

8702180520 

50-219 

Q 

ELSASSER.T.C. 

8702110444* 

50-443 

Q 

FAY.C.W. 

8702180600 

50-301 

S 

EBNETER.S.D. 

8702180538 

50-247 

Q 

ELSASSER.T.C. 

8702190074* 

50-271 

Q 

FAY.C.W. 

8702190607 

50-266 

Q 

EBNETER.S.D. 

8702190004 

50-213 

Q 

ELTAWILA.F. 

8008190005* 

FOIA 


FAY.C.W. 

8702190666 

50-266 

P 

EBNETER.S.D. 

8702190031 

50-289 

Q 

ELTAWILA.F. 

8702030267* 

FOIA 


FAY.L.B. 

8702180672 

PRM 


EBNETER.S.D. 

8702190057 

50-286 

Q 

ELTAWILA.F. 

8702040369* 

FOIA 


FEINGOLD.C. 

8702180672 

PRM 


EBNETER.S.D. 

8702190225 

50-353 

Q 

EMBREY.D.E. 

8702060128 

NUREG 


FEINROTH.H. 

8702100160* 

PR 


EBNETER.S.D. 

8702190246 

50-387 

Q 

EMERSON, M. 

8702040246* 

50-482 

Q 

FEKETE.M.J. 

8702240238* 

50-267 

F 

EBNETER.S.D. 

8702190502 

50-219 

Q 

EMERSON, M. 

8702040280* 

50-482 

Q 

FELISBERTO.A.A. 

8702240217 

PRM 


EBNETER.S.D. 

8702240379 

50-293 

Q 

EMERSON, M. 

8702040303* 

50-482 

Q 

FELTZ.D.E. 

8702020441 

50-128 

Q 

EBNETER.S.D. 

8702240439 

50-412 

Q 

EMERSON, M. 

8702040323* 

50-482 

Q 

FELTZ.D.E. 

8702040025 

50-128 

P 

EBNETER.S.D. 

8702250131 

50-293 

Q 

EMERSON, M. 

8702250498* 

50-445 

A 

FELTZ.D.E. 

8702120322 

50-128 

P 

ECONOMOS.N. 

8702060514* 

50-302 

Q 

EMERSON, S.D. 

8702050262 

40-8027 


FERSTER.A. 

8702060104 

50-443 

G 

ECONOMOS.N. 

8702180502* 

50-390 

Q 

EMERSON, S.D. 

8702090022 

40-8027 


FERSTER.A. 

8702190092 

50-443 

G 

ECONOMOS.N. 

8702190099* 

50-269 

Q 

EMERY.F.J. 

8702180608* 

CONTRACT 


FERSTER.A. 

8702190092 

50-443 

G 

EDELMAN.M.R. 

8702030426 

50-440 

S 

EMRICH.W.J. 

8702180474 

50-219 

S 

FERSTER.A.C. 

8702060076 

50-443 

G 

EDELMAN.M.R. 

8702050393 

50-440 

R 

ENGELHARDT.J.E. 

8702040617* 

50-327 

P 

FERSTER.A.C. 

8702060076 

50-443 

G 

EDELMAN.M.R. 

8702110020 

50-440 

S 

ENGELKE.W.T. 

8702100154 

70-1201 


FIEDLER, P.B. 

8702020303 

50-219 

S 

EDELMAN.M.R. 

8702170366 

50-440 

Q 

ENNIS, J.D. 

8702180490* 

70-143 


FIEDLER, P.B. 

8702020342 

50-219 

S 

EDELMAN.M.R. 

8702170388 

50-440 

P 

ENOS.J.T. 

8612040097 

50-313 

P 

FIEDLER, P.B. 

8702060002 

50-219 

S 

EDELMAN.M.R. 

8702180395 

50-440 

S 

ENOS,J.T. 

8702020460 

50-313 

F 

FIEDLER, P.B. 

8702090075 

50-219 

S 

EDELMAN.M.R. 

8702180617 

50-440 

R 

ENOS.J.T. 

8702030252 

50-313 

Q 

FIEDLER, P.B. 

8702090084 

50-219 

S 

EDELMAN.M.R. 

8702190639 

50-440 

F 

ENOS.J.T. 

8702050530 

50-313 

P 

FIEDLER, P.B. 

8702100370 

50-219 

P 

EDELMAN.M.R. 

8702240199 

50-440 

F 

ENOS.J.T. 

8702090083 

50-313 

S 

FIEDLER, P.B. 

8702100380* 

50-219 

P 

EDELMAN.M.R. 

8702240325 

50-440 

F 

ENOS.J.T. 

8702090378 

50-313 

P 

FIEDLER, P.B. 

8702110139 

50-219 

S 

EDELMAN.M.R. 

8702240445 

50-440 

F 

ENOS.J.T. 

8702100400 

50-313 

Q 

FIEDLER.P.B. 

8702110144 

50-219 

Q 

EDELMAN.M.R. 

8702250350 

50-440 

P 

ENOS.J.T. 

8702110270 

50-313 

S 

FIEDLER, P.B. 

8702110250 

50-219 

S 

EDELMAN.M.R. 

8702260096 

50-440 

S 

ENOS.J.T. 

8702110350 

50-313 

Q 

FIEDLER.P.B. 

8702110416 

50-219 

R 

EDGEWORTH.P. 

8702180679 

CONTRACT 


ENOS.J.T. 

8702250119 

50-313 

Q 

FIEDLER.P.B. 

8702180474 

50-219 

S 

EDISON, G.E. 

8702180133 

50-289 

P 

ENOS.J.T. 

8702260022 

50-313 

Q 

FIEDLER.P.B. 

8702190402 

50-219 

S 

EDMONSON.L.R. 

8702060502* 

CONTRACT 

ENOS.J.T. 

8702260595* 

50-313 

F 

FIELDLER.P.B. 

8702120001 

50-219 

S 

EDWARDS, D.W. 

8702040030 

PR 


ENZINNA.R.S. 

8702050295* 

50-312 

P 

FIELDS, J, 

8702060035* 

FOIA 


EDWARDS, D.W. 

8702180596 

PR 


EPSTEIN, E. 

8702130078* 

FOIA 


FIELDS, J. 

8702130213 

CONTRACT 


EENIGENBURG.E. 

8702040221 

50-237 

S 

EPSTEIN, E. 

8702200261 

PRM 


FIELDS, J. 

8702180235 

CONTRACT 


EENIGENBURG.E. 

8702090386 

50-237 

S 

ERICKSON.G.A. 

8702090388* 

50-390 

A 

FIELDS, J.A. 

8702060295 

CONTRACT 

EENIGENBURG.E. 

8702090397 

50-237 

S 

ERICKSON, P.B. 

8702200121 

50-133 

P 

FIGLHUBER.D. 

8612190177 

TOPREP 


EENIGENBURG.E. 

8702180442 

50-237 

S 

ERIN.L.E. 

8702100131* 

50-390 

A 

FINKEL.A. 

8702110333* 

50-412 

Q 

EENIGENBURG.E. 

8702190076 

50-249 

S 

ERNST, M.L. 

8702180240* 

FOIA 


FIORELLI.G. 

8702100417* 

50-528 

Q 

EENIGENBURG.E. 

8702250262 

50-237 

R 

ERTLE.R.F. 

8702090496 

50-440 

J 

FISH.R. 

8702170667* 

50-344 

Q 

EGGELING.W.S. 

8702100307 

50-445 

G 

ERVIN, A.M. 

8702090429 

50-354 

S 

FISH, R.F. 

8702270231* 

50-275 

Q 

EGGELING.W.S. 

8702100307 

50-445 

G 

ERVIN, A.M. 

8702100170 

50-354 

S 

FISHER, W.L. 

8702090401 

40-8027 


EGGELING.W.S. 

8702100314* 

50-445 

G 

ERVIN, A.M. 

8702250474 

50-354 

S 

FISK.R.H. 

8702060361 

XPORTLIC 


EGGELING.W.S. 

8702100314* 

50-445 

G 

ESCHELS.C. 

8702190307 

50-397 

P 

FISK.R.H. 

8702180157 

XPORTLIC 


EGGELING.W.S. 

8702200279 

50-445 

G 

ESCHELS.C. 

8702260355 

50-397 

P 

FISK.R.H. 

8702180161* 

XPORTLIC 


EGGELING.W.S. 

8702200279 

50-445 

G 

ESELGROTH.P. 

8702030200 

50-286 

Q 

FITZGERALD.J. 

8702240287* 

50-275 

P 

EGGELING.W.S. 

8702200298 

50-445 

G 

ESELGROTH.P. 

8702190560* 

50-278 

Q 

FITZGERALD, J.A. 

8702020730* 

FOIA 


EGGELING.W.S. 

8702250090 

50-445 

G 

ESELGROTH.P.W. 

8702020566 

50-272 

V 

FITZGERALD, J.A. 

8702040033* 

FOIA 


EGGELING.W.S. 

8702250090 

50-445 

G 

ESKIN.R.B. 

8702200308 

PRM 


FITZGERALD, J.A. 

8702060158* 

50-324 

P 

EHLERS.J. 

8702200406 

40-8502 


ESTES, T.E. 

8702050308* 

50-312 

P 

FITZGERALD, J.A. 

8702060170* 

50-266 

P 

EHSAN.H. 

8702030245* 

50-410 

P 

ETZEL.F.W. 

8702180591* 

50-334 

P 

FITZGERALD, J.A. 

8702060176* 

50-327 

P 

EIDINGER.J.M. 

8702100339* 

50-445 

A 

EURE.J.A. 

8702260376 

PR 


FITZGERALD, J.A. 

8702060184* 

50-213 

P 
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CATEGORY 

FITZGERALD, J.A. 

8702060191* 

50-316 

P 

GAGLIARDO.J.E. 

8702100112 

50-298 

Q 

GARCIA, A.A. 

8702200218* 

50-443 

R 

FITZPATRICK, E. 

8702020564 

50-456 

S 

GAGLIARDO.J.E. 

8702100129 

50-267 

Q 

GARCIA.A.A. 

8702200235* 

50-443 

P 

FITZPATRICK.E. 

8702040094 

50-456 

S 

GAGLIARDO.J.E. 

8702100158 

50-298 

Q 

GARCIA, A.A. 

8702200257* 

50-443 

R 

FITZPATRICK, E. 

8702050243. 

50-456 

S 

GAGLIARDO.J.E. 

8702110026 

50-298 

Q 

GARCIA, A. A. 

8702200307* 

50-443 

P 

FITZPATRICK.E. 

8702090091 

50-456 

S 

GAGLIARDO.J.E. 

8702110056 

50-458 

Q 

GARCIA.A.A. 

8702200316* 

50-443 

R 

FITZPATRICK, E. 

8702090358 

50-456 

s 

GAGLIARDO.J.E. 

8702110066 

50-382 

Q 

GARCIA, A.A. 

8702200322* 

50-443 

R 

FITZPATRICK, E. 

8702090379 

50-456 

s 

GAGLIARDO.J.E. 

8702110153 

50-313 

Q 

GARCIA, A.A. 

8702200327* 

50-443 

P 

FITZPATRICK.E. 

8702240368 

50-456 

s 

GAGLIARDO.J.E. 

8702110176 

50-482 

Q 

GARCIA.A.A. 

8702200332* 

50-443 

R 

FITZPATRICK, E. 

8702250509 

50-456 

s 

GAGLIARDO.J.E. 

8702110206 

50-482 

F 

GARCIA.A.A. 

8702200341 * 

50-443 

R 

FITZPATRICK.E. 

8702250541 

50-456 

s 

GAGLIARDO.J.E. 

8702110220 

50-267 

V 

GARCIA, A.A. 

8702200343* 

50-443 

R 

FITZPATRICK.E. 

8702260568 

50-456 

s 

GAGLIARDO.J.E. 

8702110228 

50-285 

F 

GARCIA, A.A. 

8702200351* 

50-443 

R 

FITZPATRICK, R. 

8610160306* 

FOIA 


GAGLIARDO.J.E. 

8702110234 

50-382 

Q 

GARCIA, A.A. 

8702200354* 

50-443 

R 

FLACK, E. 

8702170058 

40-8027 


GAGLIARDO.J.E. 

8702110274 

50-382 

Q 

GARCIA, A.A. 

8702200359* 

50-443 

R 

FLACK, E 

8702250112 

l&E 


GAGLIARDO.J.E. 

8702110292 

50-498 

Q 

GARDE, B.P. 

8702060299 

QA999 


FLACK, E. 

8702250128 

l&E 


GAGLIARDO.J.E. 

8702120267 

50-313 

Q 

GARDE, B.P. 

8702130110 

50-445 

G 

FLAHERTY, J.P. 

8702040449 

50-333 

s 

GAGLIARDO.J.E. 

8702120355 

50-313 

Q 

GARDE, B.P. 

8702130110 

50-445 

G 

FLETCHER, C.D. 

8702060201 

NUREG 


GAGLIARDO.J.E. 

8702170485 

50-285 

Q 

GARDE, B.P. 

8702170728 

FOIA 


FLETCHER, J.H. 

8702250443* 

50-445 

A 

GAGLIARDO.J.E. 

8702170509 

50-313 

Q 

GARDE, B.P. 

8702250412 

FOIA 


FLOREK.D. 

8612110009* 

50-410 

Q 

GAGLIARDO.J.E. 

8702170540 

50-267 

Q 

GARDNER, J.B. 

8702060372 

PR 


FLORIAN.R.J. 

8702260613 

50-424 

R 

GAGLIARDO.J.E. 

8702170572 

50-482 

Q 

GARDNER, L.E. 

8610010303* 

FOIA 


FLYNN, C.W. 

8702190088 

50-320 

G 

GAGLIARDO.J.E. 

8702170592 

50-458 

Q 

GARDNER, R.N. 

8702260335* 

50-456 

Q 

FLYNN, C.W. 

8702190097 

50-320 

G 

GAGLIARDO.J.E. 

8702170618 

50-267 

Q 

GARFINKEL.S. 

8702090076* 

PR 


FLYNN, H.J. 

8702120600 

50-443 

F 

GAGLIARDO.J.E. 

8702170642 

50-382 

Q 

GARFINKEL.S. 

8702090088* 

PR 


FLYNN, M.J. 

8612150315 

CONTRACT 


GAGLIARDO.J.E. 

8702190018 

50-458 

Q 

GARFINKEL.S. 

8702090113* 

PR 


FOLEY, T. 

8702250039 

50-317 

S 

GAGLIARDO.J.E. 

8702190093 

50-285 

V 

GARNER, B. 

8702200143 

50-338 

R 

FONASH.C.F. 

8702030409 

PRM 


GAGLIARDO.J.E. 

8702190473 

50-313 

Q 

GARNER, D.C. 

8702260058* 

TOPREP 


FONASH.C.F. 

8702180677 

PRM 


GAGLIARDO.J.E. 

8702190477 

50-482 

Q 

GARNER.L.W. 

8702180425* 

50-324 

Q 

FONG.D. 

8702120435* 

50-445 

A 

GAGLIARDO.J.E. 

8702200353 

50-285 

Q 

GARNER, L.W. 

8702190077* 

70-27 


FORGIE.J.B. 

8702030235 

50-388 

P 

GAGLIARDO.J.E. 

8702240307 

50-482 

Q 

GASPAR.M.M. 

8702200308 

PRM 


FORNEY, W. 

8702040718 

50-455 

S 

GAGLIARDO.J.E. 

8702240321 

50-298 

Q 

GASS.K.R. 

8702040163* 

50-327 

P 

FORNEY.W.L. 

8702100062* 

50-455 

Q 

GAGLIARDO.J.E. 

8702240388 

50-482 

Q 

GAUTAM.A.S. 

8702060481* 

50-295 

Q 

FORNEY, W.L. 

8702270246* 

50-454 

Q 

GAGLIARDO.J.E. 

8702240402 

50-498 

Q 

GAUTAM.A.S. 

8702270166* 

50-255 

Q 

FORNEY.W.L 

8702270370* 

50-483 

Q 

GAGLIARDO.J.E. 

8702240418 

50-285 

Q 

GAVIGAN.F.X. 

8702090154 

PROJ 


FORST.H. 

8702200237 

PRM 


GAGLIARDO.J.E. 

8702240432 

50-188 

S 

GAVUTIS.S. 

8702060122 

50-443 

G 

FORT.D.D. 

8702040482* 

FOIA 


GAGLIARDO.J.E. 

8702250239 

50-298 

F 

GEANEY.G.W. 

8702180280* 

50-267 

P 

FOSTER, ER. 

8702100355 

50-336 

S 

GAGLIARDO.J.E. 

8702250255 

50-498 

V 

GEANEY.G.W. 

8702240238* 

50-267 

F 

■ FOSTER, J. 

8702060465* 

50-461 

Q 

GAGLIARDO.J.E. 

8702250284 

50-267 

F 

GEARS, G.E. 

8702060121 

50-259 

P 

FOSTER, J. 

8702180247* 

50-331 

Q 

GAGLIARDO.J.E. 

8702260093 

50-298 

F 

GEHLHAR.J.H. 

8702050343* 

50-282 

P 

FOSTER, J.H. 

8702170662 

50-374 

S 

GAGLIARDO.J.E. 

8702260284 

50-313 

F 

GEHR.A.C. 

8702110109 

PR 


FOSTER, J.H. 

8702190091 

50-373 

S 

GAGLIARDO.J.E. 

8702260297 

50-313 

V 

GEIGER, E.L. 

8702260361 

PR 


FOSTER, L. 

8702270241* 

50-424 

Q 

GAGLIARDO.J.E. 

8702260322 

50-267 

Q 

GEIST.J.D. 

8702190570* 

50-528 

1 

FRANCE, G.M. 

8702170629* 

50-6 

Q 

GAGLIARDO.J.E. 

8702260329 

50-382 

Q 

GEIZER.J. 

8702190084 

50-445 

G 

FRANCO, F.F. 

8702100266 

50-285 

F 

GAGLIARDO.J.E. 

8702260333 

50-458 

Q 

GELFAND.R.W. 

8702190314 

PRM 


FRANKS, O.K. 

8702020057* 

50-275 

Q 

GAGLIARDO.J.E. 

8702260413 

50-298 

Q 

GEORGIEV.G.B. 

8702240304* 

50-390 

Q 

FRANKS, O.K. 

8702020060* 

50-275 

Q 

GAHAN.M.J. 

8702100146 

50-317 

S 

GEPHART.A.F. 

8702190171 

50-346 

R 

FRAZIER, J.R. 

8702180732 

PRM 


GAHM.J.W. 

8702030523 

50-267 

F 

GERRALD.L.D. 

8702240306 

71-9203 


FRAZIER, V.E. 

8702170462 

50-261 

R 

GAHM.J.W. 

8702040204 

50-267 

S 

GIBBS, R.R. 

8702040494* 

50-327 

P 

FREDERICK, K.J. 

8702180579* 

50-334 

P 

GAHM.J.W. 

8702040361 

50-267 

F 

GIBBS, R.R. 

8702040601* 

50-327 

P 

FREDRICKSON, P. 

8702060456* 

50-261 

Q 

GAHM.J.W. 

8702040379 

50-267 

F 

GIBBS, R.R. 

8702200032* 

50-327 

P 

FREDRICKSON, P. 

8702180425* 

50-324 

Q 

GAHM.J.W. 

8702040506 

50-267 

Q 

GIBSON, G. 

8702090467* 

50-424 

Q 

FREDRICKSON, P. 

8702270383* 

50-261 

Q 

GAHM.J.W. 

8702050250 

50-267 

P 

GIBSON, G.F. 

8702180509* 

50-302 

Q 

FREDRICKSON, P.E 

8702120188* 

50-400 

Q 

GAHM.J.W. 

8702050318 

50-267 

R 

GIBSON, J. 

8702190034 

50-336 

R 

FREEMAN, M.D. 

8702060228 

40-8768 


GAHM.J.W. 

8702100273 

50-267 

P 

GILBERT, R.A. 

8702050076 

50-331 

P 

FREEMAN, M.D. 

8702200262 

40-8768 


GAHM.J.W. 

8702170559 

50-267 

V 

GILBERT, R.A. 

8702050466 

50-331 

P 

FRENCH, L.D. 

8702100389 

50-29 

S 

GAHM.J.W. 

8702180454 

50-267 

P 

GILBERT, R.A. 

8702180216 

50-331 

P 

FRESCO, A. 

8702030539* 

50-315 

F 

GAHM.J.W. 

8702260338 

50-267 

R 

GILINSKY.V. 

8309090021* 

50-275 

P 

FRISCH, R.R. 

8702090050 

50-155 

P 

GAINS, T. 

8702240215 

71-9156 


GILL.C.F. 

8702180584* 

50-295 

Q 

FRISCH, R.R. 

8702180491 

50-155 

P 

GALE.B.G. 

8702040059 

WASTE MGT 

GILL.C.F. 

8702270385* 

50-255 

Q 

FRISCH, R.R. 

8702250346 

50-155 

F 

GALLAGHER, J.L. 

8702100177 

70-1143 


GILL.R.L. 

8702040557 

PR 


FRISCO, D.C. 

8702180369 

PRM 


GALLAGHER, J.W. 

8702040017* 

50-352 

P 

GILLEN, D.M. 

8702270169 

WASTE MGT 

FROMME.D.C. 

8604010152 

50-286 

P 

GALLAGHER, J.W. 

8702050314 

50-352 

P 

GILLESPIE, MJ. 

8702180732 

PRM 


FRYE, J.H. 

8702060097 

50-322 

G 

GALLAGHER, J.W. 

8702090087 

50-277 

P 

GIOTTO, S. 

8702040139* 

70-135 


FRYE, J.H. 

8702100300 

50-322 

G 

GALLAGHER, J.W. 

8702100258 

50-352 

F 

GIRARD, E.H. 

8702180539* 

50-259 

Q 

FRYE, J.H. 

8702130120 

50-322 

G 

GALLAGHER, J.W. 

8702110109 

PR 


GLENN, J.E. 

8610220152* 

40-672 


FRYE.J.H. 

8702190086 

50-322 

G 

GALLAGHER ,J.W. 

8702130436 

50-277 

P 

GLENN, J.E. 

8610220159* 

40-672 


FUENTES.H.R. 

8702170076 

NUREG 


GALLAGHER, J.W. 

8702180322 

50-277 

F 

GLOERSEN.W.B. 

8702200079* 

50-348 

Q 

FUNCHES.J.L. 

8308260236* 

50-275 

P 

GALLAGHER, J.W. 

8702180472* 

50-277 

P 

GLOWKA.D.A. 

8702120447* 

WASTE MGT 

GAD.R.K. 

8702120121 

50-530 

M 

GALLAGHER, J.W. 

8702190058 

50-352 

F 

GNUGNOLI.G.N. 

8702270182 

WASTE MGT 

GAD.R.K. 

8702120121 

50-530 

M 

GALLAGHER, J.W. 

8702190416* 

50-352 

P 

GODDARD, C. 

8702170448* 

40-8502 


GAD.R.K. 

8702130110 

50-445 

G 

GALLAGHER, J.W. 

8702260103 

50-277 

P 

GOETCHIUS.E. 

8702250378* 

50-247 

Q 

GAD.R.K. 

8702130110 

50-445 

G 

GALLAGHER, R.C. 

8702170647* 

50-320 

P 

GOLDBERG, J.H. 

8702020723 

50-498 

F 

GAGE.T.U. 

8702250540 

50-443 

H 

GALLO, J. 

8702240081 

50-456 

G 

GOLDBERG, J.H. 

8702050337 

50-498 

$ 

GAGLIARDO.J. 

8702110183 

50-382 

V 

GALLO, J. 

8702240081 

50-456 

G 

GOLDBERG, J.H. 

8702050352 

50-498 

S 

GAGLIARDO.J.E. 

8702020341 

50-498 

Q 

GALLO, R. 

8702170727 

50-247 

P 

GOLDBERG, J.H. 

8702090106 

50-498 

G 

GAGLIARDO.J.E. 

8702020356 

50-368 

Q 

GALLO, R. 

8702190547* 

50-278 

Q 

GOLDBERG.J.H. 

8702100164 

70-3018 


GAGLIARDO.J.E. 

8702020423 

50-285 

Q 

GALLO, R.M. 

8702190145 

50-220 

Q 

GOLDBERG, J.H. 

8702100222 

70-3016 


GAGLIARDO.J.E. 

8702020509 

50-482 

Q 

GALLO, R.M. 

8702240393 

50-286 

P 

GOLDBERG, J.H. 

8702100360 

50-498 

S 

GAGLIARDO.J.E. 

8702020634 

50-498 

Q 

GALLO, R.M. 

8702240416* 

50-353 

Q 

GOLDBERG, J.H. 

8702180514 

50-498 

S 

GAGLIARDO.J.E. 

8702020674 

50-482 

Q 

GALLO, R.M. 

8702250133 

50-272 

Q 

GOLDBERG, J.H. 

8702190406 

50-498 

S 

GAGLIARDO.J.E. 

8702030202 

50-285 

Q 

GALLO, R.M. 

8702250149 

50-277 

Q 

GOLDBERG.J.H. 

8702190454 

50-498 

S 

GAGLIARDO.J.E. 

8702030212 

50-267 

Q 

GALM,D.T. 

8702110147 

50-22 

R 

GOLDBERG, J.H. 

8702260124 

50-498 

Q 

GAGLIARDO.J.E. 

8702030407 

50-482 

Q 

GAMMILL.W.P. 

8404250235* 

50-443 

P 

GOLDBERG, J.H. 

8702260215 

50-498 

S 

GAGLIARDO.J.E. 

8702040226 

50-482 

Q 

GARBER, B.A. 

8702170014* 

50-280 

R 

GOLDBERG, J.H. 

8702270374 

50-498 

K 

GAGLIARDO.J.E. 

8702090362 

50-458 

V 

GARCIA, A.A. 

8411050170* 

50-443 

R 

GOLDBERG, J.R. 

8702200292 

50-320 

G 

GAGLIARDO.J.E. 

8702100008 

50-313 

Q 

GARCIA, A.A. 

8411210194* 

50-443 

R 

GOLDMAN, K. 

8702200396 

PROJ 


GAGLIARDO.J.E. 

8702100054 

50-382 

Q 

GARCIA, A.A. 

8504180134* 

50-443 

R 

GOLDMANN.K. 

8702100059 

71-9015 


GAGLIARDO.J.E. 

8702100090 

50-298 

Q 

GARCIA.A.A. 

8702200106* 

50-443 

P 

GOLLA.J.A. 

8702180517* 

50-293 

Q 

GAGLIARDO.J.E. 

8702100109 

50-458 

Q 

GARCIA.A.A. 

8702200163* 

50-443 

R 

GONZALES,R.O. 

8702170523 

40-8829 
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NUMBER 
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GONZALES, R.O. 

8702240178 

40-8829 


GQOD.G.M. 

8702270231" 

50-275 

Q 

GOODEN, A. 

8702180424" 

50-348 

Q 

GOODIER.J.T. 

8702170349" 

40-8502 


GQODKIND.M. 

8702250154 

50-322 

T 

GOODMAN, E. 

8702110140 

PRM 


GOODMAN, L.S. 

8702030194 

50-409 

S 

GOODMAN, L.S. 

8702040107 

50-409 

S 

GOODMAN, SJ. 

8702180504 

PRM 


GOODWIN.W.L 

8702190250 

70-1151 


GORDON, A.W. 

8702040145 

50-259 

s 

GORDON, C.Z. 

8702020516* 

70-1100 


GORDON, C.Z. 

8702250222* 

50-352 

Q 

GORMLEY.D.H. 

8702050539 

50-528 

S 

GOURD, C.A. 

8702060125 

40-8027 


GOVE.R.M. 

8702200319* 

WASTE RES 

GRABER.H.C. 

8702260603 

PR 


GRABER,L. 

8702130263 

50-369 

Q 

GRABER.L. 

8702130270 

50-250 

Q 

GRACE, A. 

8702200308 

PRM 


GRACE, J.N. 

8604020570 

70-143 


GRACE, J.N. 

8702020689 

50-424 

Q 

GRACE.J.N. 

8702030003 

50-416 

Q 

GRACE, J.N. 

8702030061 

50-348 

P 

GRACE, J.N. 

8702030077 

50-261 

P 

GRACE, J.N. 

8702030090 

50-269 

P 

GRACE, J.N. 

8702030099 

50-302 

P 

GRACE, J.N. 

8702030106 

50-250 

P 

GRACE, J.N. 

87020301 1 1 

50-416 

P 

GRACE, J.N. 

8702030116 

50-395 

P 

GRACE.J.N. 

8702030122 

50-259 

P 

GRACE, J.N. 

8702030133 

50-280 

P 

GRACE, J.N. 

8702030381* 

50-400 

P 

GRACE.J.N. 

8702030383* 

50-400 

P 

GRACE.J.N. 

8702050254 

70-143 


GRACE.J.N. 

8702080478 

50-302 

Q 

GRACE, J.N. 

8702090214 

50-302 

Q 

GRACE, J.N. 

8702090276 

50-424 

A 

GRACE, J.N. 

8702090323 

50-321 

Q 

GRACE, J.N. 

8702090335 

50-321 

P 

GRACE, J.N. 

8702090375 

50-327 

Q 

GRACE, J.N. 

8702090393 

50-348 

Q 

GRACE.J.N. 

8702090486 

50-424 

Q 

GRACE, J.N. 

8702100013 

50-424 

Q 

GRACE, J.N. 

8702100171 

50-348 

Q 

GRACE, J.N. 

8702100176 

50-400 

Q 

GRACE, J.N. 

8702100186 

STATE PRO G 

GRACE, J.N. 

8702100191 

50-424 

Q 

GRACE, J.N. 

8702100193 

50-259 

Q 

GRACE.J.N. 

8702100285 

50-321 

Q 

GRACE.J.N. 

8702180307 

50-321 

Q 

GRACE.J.N. 

8702180308 

50-250 

Q 

GRACE, J.N. 

8702180313 

50-321 

Q 

GRACE.J.N. 

8702180438 

50-269 

Q 

GRACE, J.N. 

8702180448* 

50-269 

Q 

GRACE.J.N. 

8702180457 

50-348 

Q 

GRACE.J.N. 

8702180462* 

50-348 

Q 

GRACE, J.N. 

8702180501 

50-302 

Q 

GRACE, J.N. 

8702180543 

50-250 

P 

GRACE, J.N. 

8702180551 

50-250 

Q 

GRACE.J.N. 

8702180589 

50-321 

S 

GRACE, J.N. 

8702180678 

70-27 


GRACE, J.N. 

8702180729 

50-424 

P 

GRACE, J.N. 

8702190119 

50-400 

F 

GRACE, J.N. 

8702190123 

50-369 

Q 

GRACE, J.N. 

8702190189 

70-143 


GRACE, J.N. 

8702190209 

50-269 

Q 

GRACE, J.N. 

8702190305 

50-302 

Q 

GRACE.J.N. 

8702190431 

50-269 

Q 

GRACE, J.N. 

8702190571 

STATE PRO G 

GRACE, J.N. 

8702190582 

50-369 

Q 

GRACE, J.N. 

8702190589 

50-348 

S 

GRACE, J.N. 

8702190596 

50-416 

S 

GRACE, J.N. 

8702200095 

50-280 

Q 

GRACE, J.N. 

8702200105* 

50-280 

Q 

GRACE, J.N. 

8702200171 

70-1113 


GRACE, J.N. 

8702240033 

70-27 


GRACE, J.N. 

8702240448 

50-400 

Q 

GRACE, J.N. 

8702270317 

50-269 

Q 

GRACE, J.N. 

8702270382 

50-425 

A 

GRACE, S.R. 

8702050474 

40-8768 


GRACE, S.R. 

8702060343 

40-8684 


GRACE, S.R. 

8702060357* 

40-8684 


GRAHAM, D. 

8702180285 

50-302 

R 

GRAMM, R.A. 

8702250156* 

50-277 

Q 

GRANT, E.R. 

8702020678 

50-458 

S 

GRANT, E.R. 

8702020692 

50-458 

s 

GRANT, E.R. 

8702030296 

50-458 

s 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

GRANT, E.R. 

8702090325 

50-458 

S 

GRANT, E.R. 

8702180482 

50-458 

S 

GRANT.E.R. 

8702180619 

50-458 

S 

GRANT.E.R. 

8702190281 

50-458 

S 

GRANT.E.R. 

8702190338 

50-458 

S 

GRANT, E.R. 

8702200167 

50-458 

S 

GRANT.E.R. 

8702250497 

50-458 

S 

GRANT, N.W. 

8702260387 

50-250 

R 

GRANT, W.B. 

8702180584* 

50-295 

Q 

GRANT, W.B. 

8702270181* 

50-237 

Q 

GRAU.J.M. 

GRAY,D.A. 

GRAY.D.A. 

GRAY.D.A. 

GRAY.D.A. 

GRAY.D.A. 

8611240206* 

8702060426 

8702060434* 

8702130101* 

8702130105* 

8702180113 

50-352 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

P 

GRAYSON, R.K. 
GREENBERG, E.V. 
GREENBERG, E.V. 
GREENBERG, E.V. 

GREENBERG, E.V. 
GREENBERG, E.V. 
GREENBERG, E.V. 
GREENBERG, E.V. 
GREENBERG, E.V. 

GREENBERG, S. 

8702110054* 

8702190194 

8702190194 

8702190243* 

8702190243* 

8702190301 

8702190301 

8702190324* 

8702190324* 

8702060349* 

50-445 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

CONTRACT 

A 

GREENMAN.E. 

8702060005 

50-341 

S 

GREENMAN.E.G. 

8702020646 

50-456 

S 

GREENMAN.E.G. 

8702060015 

50-341 

S 

GREENMAN.E.G. 

8702100226 

50-346 

S 

GREENMAN.E.G. 

8702170722* 

50-341 

Q 

GREENMAN.E.G. 

8702180198* 

50-341 

S 

GREENMAN.E.G. 

8702260417* 

50-341 

Q 

GREENMAN.E.G. 

8702260486* 

50-341 

Q 

GREENMAN.E.G. 

8702270201 

50-341 

S 

GREEVES.J.T. 

8702130040 

WASTE MGT 

GREGER.L.R. 

8702090014* 

50-461 

Q 

GREGER.L.R. 

8702170629* 

50-6 

Q 

GREGER.L.R. 

8702180584* 

50-295 

Q 

GREGER.L.R. 

8702270181* 

50-237 

Q 

GREGER.L.R. 
GREGG, R.J. 

8702270385* 

8702240035 

50-255 

70-820 

Q 

GRIDLEY.R. 

8603180214 

50-259 

P 

GRIDLEY.R. 

8701070508 

50-327 

Q 

GRIDLEY.R. 

8702020406 

50-390 

S 

GRIDLEY.R. 

8702030260 

50-390 

S 

GRIDLEY.R. 

8702030492 

50-391 

S 

GRIDLEY.R. 

8702040023 

50-390 

A 

GRIDLEY.R. 

8702040041 

50-327 

P 

GRIDLEY.R. 

8702040098 

50-259 

P 

GRIDLEY.R. 

8702040116 

50-390 

A 

GRIDLEY.R. 

8702040153 

50-390 

S 

GRIDLEY.R. 

8702040633 

50-390 

A 

GRIDLEY.R. 

8702090073 

50-390 

A 

GRIDLEY.R. 

8702090089 

50-327 

P 

GRIDLEY.R. 

8702090405 

50-327 

P 

GRIDLEY.R. 

8702090414 

50-259 

F 

GRIDLEY.R. 

8702100010 

50-390 

S 

GRIDLEY.R. 

8702100079 

50-327 

P 

GRIDLEY.R. 

8702100093 

50-328 

P 

GRIDLEY.R. 

8702110166 

50-438 

A 

GRIDLEY.R. 

8702110267 

50-390 

Q 

GRIDLEY.R. 

8702120046 

50-327 

P 

GRIDLEY.R. 

8702120056 

50-391 

F 

GRIDLEY.R. 

8702120515 

50-390 

S 

GRIDLEY.R. 

8702170696 

50-327 

P 

GRIDLEY.R. 

8702180245 

50-259 

P 

GRIDLEY.R. 

8702180275 

50-259 

P 

GRIDLEY.R. 

8702180343 

50-259 

P 

GRIDLEY.R. 

8702180503 

50-259 

P 

GRIDLEY.R. 

8702180506 

50-390 

S 

GRIDLEY.R. 

8702190130 

50-390 

s 

GRIDLEY.R. 

8702190147 

50-390 

A 

GRIDLEY.R. 

8702190150 

50-390 

S 

GRIDLEY.R. 

8702190181 

50-390 

S 

GRIDLEY.R. 

8702190201 

50-390 

S 

GRIDLEY.R. 

8702190389 

50-259 

P 

GRIDLEY.R. 

8702190439 

50-327 

P 

GRIDLEY.R. 

8702190446 

50-259 

Q 

GRIDLEY.R. 

8702190489 

50-327 

P 

GRIDLEY.R. 

8702200174 

50-327 

Q 

GRIDLEY.R. 

8702200204 

50-327 

Q 

GRIDLEY.R. 

8702240389 

50-259 

P 

GRIDLEY.R. 

8702250070 

50-327 

R 

GRIDLEY.R. 

8702250097 

50-327 

P 

GRIDLEY.R. 

8702260016 

50-327 

Q 

GRIDLEY.R. 

8702260121 

50-390 

A 

GRIDLEY.R. 

8702260140 

50-327 

P 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

GRIDLEY.R. 

8702260158 

50-390 

S 

GRIDLEY.R. 

8702260171 

50-390 

S 

GRIDLEY.R. 

8702260181 

50-327 

P 

GRIDLEY.R. 

8702260192 

50-327 

P 

GRIDLEY.R. 

8702260241 

50-390 

S 

GRIDLEY.R. 

8702260243 

50-390 

S 

GRIDLEY.R. 

8702260260 

50-327 

P 

GRIDLEY.R. 

8702260364 

50-327 

Q 

GRIDLEY.R. 

8702270031 

50-327 

P 

GRIDLEY.R.L. 

8603210282 

50-390 

S 

GRIDLEY.R. L 

8603240542 

50-390 

S 

GRIDLEY.R.L 

8603250005 

50-390 

S 

GRIDLEY.R.L 

8603250006 

50-438 

S 

GRIDLEY.R.L 

8603250029 

50-390 

S 

GRIDLEY.R.L 

8612230422 

50-259 

P 

GRIDLEY.R.L 

8702040046 

PR 


GRIDLEY.R.L 

8702040142 

50-259 

P 

GRIDLEY.R.L 

8702060380 

50-390 

R 

GRIDLEY.R.L 

8702090350 

50-259 

P 

GRIDLEY.R.L 

8702100036 

50-327 

P 

GRIDLEY.R.L 

8702110112 

50-259 

V 

GRIDLEY.R.L. 

8702110325 

50-259 

R 

GRIDLEY.R.L. 

8702170004 

50-259 

R 

GRIDLEY.R.L 

8702170605 

50-438 

S 

GRIDLEY.R.L 

8702170611 

50-259 

F 

GRIDLEY.R.L. 

8702200123 

50-327 

F 

GRIDLEY.R.L 

8702200186 

50-259 

Q 

GRIDLEY.R.L. 

8702260112 

50-259 

Q 

GRIDLEY.R.L 

8702260264 

50-390 

S 

GRIDLEY.R.L. 

8702270326 

50-259 

Q 

GRIDLEY.R.L 

8702270328 

50-390 

A 

GRIMES, B.K. 

8702250207 

TOPREP 


GRIMES, C.l. 

8702040371 

50-245 

P 

GRIMES, C.l. 

8702060448* 

50-245 

P 

GRIMES, C.l. 

8702170420* 

50-213 

P 

GRIMES, C.l. 

8702250273 

50-213 

F 

GRIMM, J. 

8702130047 

WASTE MGT 

GRIMSLEY.D. 

8702190509 

50-278 

Q 

GRIMSLEY.D. 

8702190601 

FOIA 


GRIMSLEY.D. 

8702270151 

FOIA 


GRIMSLEY.D. 

8702270286 

FOIA 


GRIMSLEY.D.H. 

8701270478 

50-322 

P 

GRIMSLEY.D.H. 

8702020673 

50-341 

P 

GRIMSLEY.D.H. 

8702020676 

50-282 

F 

GRIMSLEY.D.H. 

8702030056 

50-320 

P 

GRIMSLEY.D.H. 

8702040357 

40-672 


GRIMSLEY.D.H. 

8702040441 

40-3453 


GRIMSLEY.D.H. 

8702050503 

FOIA 


GRIMSLEY.D.H. 

8702050511 

FOIA 


GRIMSLEY.D.H. 

8702050531 

50-556 

A 

GRIMSLEY.D.H. 

8702060094 

50-443 

F 

GRIMSLEY.D.H. 

8702060142 

FOIA 


GRIMSLEY.D.H. 

8702060146 

50-213 

P 

GRIMSLEY.D.H. 

8702060212 

40-8027 


GRIMSLEY.D.H. 

8702090212 

FOIA 


GRIMSLEY.D.H. 

8702090222 

FOIA 


GRIMSLEY.D.H. 

8702090229 

FOIA 


GRIMSLEY.D.H. 

8702090230 

FOIA 


GRIMSLEY.D.H. 

8702090366 

50-445 

A 

GRIMSLEY.D.H. 

8702130008 

FOIA 


GRIMSLEY.D.H. 

8702130043 

50-498 

A 

GRIMSLEY.D.H. 

8702130059 

FOIA 


GRIMSLEY.D.H. 

8702130068 

FOIA 


GRIMSLEY.D.H. 

8702130097 

FOIA 


GRIMSLEY.D.H. 

8702130121 

FOIA 


GRIMSLEY.D.H. 

8702130185 

FOIA 


GRIMSLEY.D.H. 

8702130272 

FOIA 


GRIMSLEY.D.H. 

8702130275 

50-369 

Q 

GRIMSLEY.D.H. 

8702130295 

50-250 

Q 

GRIMSLEY.D.H. 

8702130319 

50-275 

P 

GRIMSLEY.D.H. 

8702170640 

50-528 

S 

GRIMSLEY.D.H. 

8702170708 

FOIA 


GRIMSLEY.D.H. 

8702180035 

FOIA 


GRIMSLEY.D.H. 

8702180102 

50-341 

Q 

GRIMSLEY.D.H. 

8702180114 

50-341 

P 

GRIMSLEY.D.H. 

8702180199 

50-261 

S 

GRIMSLEY.D.H. 

8702180210 

50-271 

P 

GRIMSLEY.D.H. 

8702190235 

FOIA 


GRIMSLEY.D.H. 

8702190529 

FOIA 


G MSLEY.D.H. 

8702190562 

FOIA 


GRIMSLEY.D.H. 

8702190668 

50-293 

Q 

GRIMSLEY.D.H. 

8702200025 

50-443 

P 

GRIMSLEY.D.H. 

8702200172 

71-5645 


GRIMSLEY.D.H. 

8702200266 

FOIA 


GRIMSLEY.D.H. 

8702240369 

FOIA 


GRIMSLEY.D.H. 

8702240395 

FOIA 


GRIMSLEY.D.H. 

8702250073 

FOIA 


GRIMSLEY.D.H. 

8702250394 

FOIA 
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NUMBER 
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NUMBER 
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GRIMSLEY.D.H. 

8702250425 

50-445 

A 

HALLSTROM.G.A. 

8702190334* 

50-424 

Q 

HAYNES.J.G. 

8701080235 

50-528 

R 

GRIMSLEY.D.H. 

8702270059 

50-482 

P 

HALVERSON, R. 

8702110394* 

50-327 
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8702100020 

8702100328 

8702100421 

8702170197 

8702170544 

8702170555 

8702060139 

8702020572* 

8702100043* 

8702100047* 

8702100172* 

8702180469* 

8702180691* 

8702190188* 

8702110016 

8702180561 

8702180502* 

8702060521* 

8310190005* 

8702100416 

8702240309 

8702240357 

8702200039* 

8702050392 


SUBJECT 

CATEGORY 

50-361 K 

50-206 F 

50-382 S 

NUREG 
50-280 Q 

50-278 Q 

50-267 P 

50-277 P 

CONTRACT 
FO!A 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

TOPREP 
TOPREP 
TOPREP 
50-390 A 

50-327 P 

50-327 P 

50-327 P 

50-327 P 

50-327 P 

50-327 P 

50-390 A 

FOIA 

FOIA 

50-373 Q 

50-266 Q 

50-312 Q 

50-369 P 

50-369 P 

50-269 V 

50-369 P 

50-254 S 

50-254 S 

50-275 Q 

50-395 P 

50-395 P 

50-395 P 

50-395 P 

50-395 Q 

50-298 S 

50-298 S 

50-298 S 

50-298 S 

50-298 S 

50-298 S 

50-298 S 

NUREG 
50-321 Q 

50-259 Q 

50-269 Q 

70-824 

50-348 Q 

70-27 

50-269 Q 

50-5 H 

PRM 

50-390 Q 

50-266 Q 

50-275 P 

ORG 

50-424 F 

50-424 F 

50-327 P 

50-293 S 


AUTHOR 


HOWARD, N. 
HOYAL.J.G. 
HOYAL.J.G. 
HOYAL.J.G. 
HOYAL.J.G. 

HOYLE, J.C. 
HOYT.G.W. 
HOYT.H.F. 
HOYT.H.F. 
HOYT.H.F. 

HOYT.H.F. 

HOYT.H.F. 

HOYT.H.F. 

HOYT.H.F. 

HOYT.H.F. 

HOYT.H.F. 

HOYT.H.F. 

HSII.Y. 

HSII.Y. 

HUANG.P. 

HUBBE.J.M. 

HUBER, M.P. 
HUDEC.W.S. 
HUDEC.W.S. 
HUDEC.W.S. 

HUDSON, J.B. 
HUDSON, O.N. 
HUDSON, O.N. 
HUDSON, O.N. 
HUDSON.O.N. 

HUDSPETH.J.B. 

HUETER.LJ. 

HUETER.LJ. 

HUFF.D. 

HUG.M.T. 

HUG.M.T. 

HUGHES.A. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HUKILL.H.D. 

HULME.N.D. 

HUMENANSKY.D.F. 
HUMPHREY, GJ. 
HUMPHREY, P.G. 
HUMPHREY, P.G. 
HUMPHREY, P.G. 

HUMPHREYS, P.C. 
HUNNICUTT.D.M. 
HUNNICUTT.D.M. 
HUNNICUTT.D.M. 
HUNNICUTT.D.M. 

HUNSADER.H.C. 

HUNSADER.S.C. 

HUNSADER.S.C. 

HUNSADER.S.C. 

HUNSADER.S.C. 

HUNT.B. 

HUNT.M.D. 

HUNT.S.K. 

HUNT.W. 

HUNTER, D.R. 

HUNTER, D.R. 
HUNTER, D.R. 
HUNTER, D.R. 
HUNTER, J. 
HUNTINGTON, G. 

HURLEY.J. 
HURLEY, J. 
HUTTON.P.H. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8702200308 PRM 

8702270147* WASTE MGT 
8702270162* WASTE MGT 
8702270 1 70* WASTE MGT 
8702270178* WASTE MGT 

8702180287* FOIA 

8702270207 50-206 F 

8702030062 50-443 G 

8702060046* 50-443 G 

8702060050* 50-443 G 

8702060057* 50-443 G 

8702060063* 50-443 G 

8702060070 50-443 G 

8702130128 50-443 G 

8702200289 50-443 G 

8702200305 50-443 G 

8702240078 50-443 G 

8702120466 50-244 P 

8702130343 50-263 P 

8603260266* TOPREP 

8702170052 NUREG 

8702170574* 50-341 Q 

8702130066 XPORTLIC 

8702180175 XPORTLIC 

8702180183 XPORTLIC 

8702260352 PRM 

8702090057 50-400 S 

8702180202 50-400 S 

8702180466 50-400 S 

8702260201 50-400 S 

8702050372 50-348 F 

8702020681* 50-373 Q 

8702260318’ 50-454 Q 

8702170543* 50-267 Q 

8702030175 50-275 S 

8702200217 50-275 R 

8702240493 CONTRACT 

8702030034 50-289 P 

8702030484 50-289 R 

8702040040 50-289 F 

8702040047 50-289 P 

8702040082* 50-289 P 

8702040499 50-289 P 

8702050514 50-289 F 

8702090369 50-289 F 

8702100127 50-289 Q 

8702120314 50-289 P 

8702120323* 50-289 P 

8702170538 50-289 P 

8702170562 50-289 S 

8702180346 50-289 F 

8702190142 50-289 R 

8702190278 50-289 F 

8702200053 50-289 P 

8702240440 50-289 P 


8702240509 

50-289 

Q 

8702260010 

50-289 

P 

8702260175 

50-289 

Q 

8702260258 

50-289 

P 

8702190143 

50-423 

S 

8702130223 

50-456 

G 

8702030178 

50-443 

U 

8702190149* 

50-390 

Q 

8702200102* 

50-390 

Q 

8702200366* 

50-390 

Q 

8702060128 

NUREG 

Q 

8702170609* 

50-458 

8702170652* 

50-382 

Q 

8702190492* 

50-482 

Q 

8702240313* 

50-482 

Q 

8702260337 

50-456 

P 

8702020289 

50-455 

Q 

8702060277 

50-456 

F 

8702180421 

50-455 

P 

8702260008 

50-456 

F 

8702190158 

40-8027 


8702180684* 

50-321 

Q 

8702130187 

XPORTLIC 


8702190047 

50-348 

F 

8702030218* 

50-285 

Q 

8702030423* 

50-482 

Q 

8702100027* 

50-313 

Q 

8702240397* 

50-482 

Q 

8702030391* 

50-443 

Q 

8702100301 

50-443 

G 

8702090126 

50-416 

F 

8702260147 

50-416 

F 

8702260636 

NUREG 




322 PERSONAL AUTHOR INDEX 


AUTHOR ACCESSION SUBJECT 

HUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

HUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


IBE.LD. 

8702240328* 

WASTE MGT 

IGNATONIS.AJ. 

8702190234* 

50-259 

Q 

IMBRO.E. 

8702100211* 

50-424 

Q 

IMBRO.E.V. 

8702060326* 

50-327 

Q 

1NTERRANTE.C.G. 

8702200465 

WASTE RES 

INTRIERI.S.F. 

8702040134* 

70-135 


IOTTI.R.C. 

8702250446* 

50-445 

A 

IRIGARAY.C. 

8702170391* 

40-8502 


IRWIN, D.P. 

8702030007 

50-322 

G 

IRWIN, D.P. 

8702030007 

50-322 

G 

IRWIN, D.P. 

8702030046 

50-322 

G 

IRWIN, D.P. 

8702030046 

50-322 

G 

IRWiN.D.P. 

8702260368 

PR 


ISACHSEN.Y.W. 

8702260644 

NUREG 


ISRAELS. 

8702030171 

50-315 

S 

ISRAELS. 

8702030206* 

50-315 

S 

IVEY.K. 

8702100417* 

50-528 

Q 

JABBQUR.K. 

8702060207 

50-413 

P 

JABBOUR.K. 

8702060222* 

50-413 

P 

JABBOUR.K. 

8702270418 

50-413 

P 

JABBOUR.K. 

8702270420* 

50-413 

P 

JABBOUR.K.N. 

8702170732 

50-269 

F 

JABSOUR.K.N. 

8702190299 

50-269 

F 

JABLONSKI.F.J. 

8702250236* 

50-461 

Q 

JABLONSKI.F.J. 

8702250259* 

50-331 

Q 

JACHOWSKI.R.A. 

8211090579* 

50-275 

P 

JACKIW.I.N. 

8702180363* 

50-155 

Q 

JACKIW.I.N. 

8702260433* 

50-263 

Q 

JACKIW.I.N. 

8702270275* 

50-331 

Q 

JACKSON, G. 

8702100141* 

71-5942 


JOHNSON, E.H. 

8702240431 

50-445 

Q 

JOHNSON, E.H. 

8702250084 

50-445 

Q 

JOHNSON, E.H. 

8702250302 

50-445 

Q 

JOHNSON, E.H. 

8702250452 

50-445 

Q 

JOHNSON, E.P. 

8702180576 

PRM 


JOHNSON, E.P. 

8702180576 

PRM 


JOHNSON, G.D. 

8702100174 

50-460 

A 

JOHNSON, G.E. 

8702030013 

50-320 

G 

JOHNSON, G.E. 

8702030022 

50-320 

G 

JOHNSON, G.E. 

8702060054 

50-320 

G 

JOHNSON, G.E. 

8702060091 

50-320 

G 

JOHNSON, G.E. 

8702130147 

50-320 

G 

JOHNSON, G.E. 

8702130152* 

50-320 

G 

JOHNSON, G.E. 

8702130157* 

50-320 

G 

JOHNSON, G.E. 

8702200329 

50-320 

T 

JOHNSON, G.E. 

8702240086 

50-322 

G 

JOHNSON, G.E. 

8702240095 

50-320 

G 

JOHNSON, I.M. 

8702050342 

50-237 

P 

JOHNSON, I.M. 

8702090193 

50-237 

F 

JOHNSON, I.M. 

8702180311 

50-237 

P 

JOHNSON, I.M. 

8702250530 

50-249 

P 

JOHNSON.J. 

8702020320* 

50-293 

Q 

JOHNSON, J. 

8702110333* 

50-412 

Q 

JOHNSON, J.F. 

8702170035 

50-320 

D 

JOHNSON, J.R. 

8702040093* 

50-247 

Q 

JOHNSON, J.R. 

8702190006* 

50-213 

Q 

JOHNSON, L. 

8702240520* 

CONTRACT 


JOHNSON, M. 

8702090227 

FOIA 


JOHNSON, P.H. 

8702020718* 

50-397 

Q 

JOHNSON, R.J. 

8702240281 * 

50-259 

P 


JOYCE, J.W. 

8702040283* 

50-327 

P 

JOYCE, J.W. 

8702110266* 

50-327 

P 

JOYCE.J.W. 

8702110380* 

50-327 

P 

JOYCE, T. 

8702200194 

50-454 

S 

JOYH.W. 

8702110238* 

50-445 

A 

JULIAN, C.A. 

8702180548 

50-327 

P 

JULIAN, E.L. 

8702060038 

50-456 

G 

JULKA.A.K. 

8702100006* 

50-410 

P 

JURENA.J.E. 

8702200419* 

40-8502 


KADAMBI.N.P. 

8702030444 

50-498 

A 

KADAMBI.N.P. 

8702030462 

50-498 

A 

KADAMBI.N.P. 

8702050488 

50-498 

Q 

KAHLE.J. 

8702020583 

70-143 


KAHLE.J. 

8702180324* 

50-424 

Q 

KAHLE.J. 

8702180688* 

50-424 

Q 

KAHLE.J. B. 

8702020330* 

50-324 

Q 

KAHLE.J.B. 

8702180748* 

50-400 

Q 

KAHLE.J.B. 

8702190077* 

70-27 

KAHLE.J.B. 

8702190163* 

50-413 

Q 

KAHLE.J.B. 

8702190170* 

70-143 

KAHLE.J.B. 

8702190590* 

50-321 

Q 

KAHLE.J.B. 

8702200079* 

50-348 

Q 

KAHLE.J.B. 

8702270345* 

50-395 

Q 

KAISER, A.F. 

8702190573 

50-458 

S 

KALE.S.H. 

8702030364 

WASTE MGT 

KALE.S.H. 

8702130186 

WASTE MGT 

KALE.S.H. 

8702170427 

WASTE MGT 

KALE.S.H. 

8702240326 

WASTE MGT 

KALE.S.H. 

8702270233 

WASTE MGT 

KALMAN, G, 

8702100009 

50-312 

P 


JACKSON, L.H. 
JACKSON, L.H. 
JACKSON.R.E. 
JACKSON, V.W. 
JACOBS, G.K. 

JACOBS, G.K. 
JACOBS, G.K. 
JACOBS, G.K. 
JACOBSON.J.B 
JACOBSON, J.M. 

JACOBSON.J.M. 

JAFFE.D.H. 

JAFFE.D.H. 

JAFFE.D.H. 

JAFFEE.D.H. 

JAMES, H. 
JAMES, I.B. 
JANG.J.C. 
JANG.J.C. 
JANUSKAAG. 

JAPE.F. 

JAPE.F. 

JAPE.F. 

JAPE.F. 

JAPE.F. 

JAPE.F. 

JAPE.F. 

JAQUE2.S. 

JARRETT.M.D. 

JAUDON.J.P. 

JAUDON.J.P. 

JAUDON.J.P. 

JAUDON.J.P. 

JAUDON.J.P. 

JAUDON.J.P. 

JAUDON.J.P. 
JENKINS, D.B. 
JENSEN, H. 
JESSUP.F.M. 
JJERREE.C.C. 

JIERREE,C.C. 

johnsonag. 

JOHNSONAG. 
JOHNSON, B.D. 
JOHNSON.B.D. 

JOHNSON.B.D. 
JOHNSON, B.D. 
JOHNSON, B.D. 
JOHNSON, B.D. 
JOBNSON.B.D. 

JOHNSON, B.D. 
JOHNSON, C.R. 
JOHNSON.C.R. 
JOHNSON, DA 
JOHNSON,E.H. 

JQHNSONJE.H. 

JOHNSON^H. 

JQHNSON£.H. 


8702180399* 

8702200250* 

8305240289* 

8702180672 

8702170050 

8702200146 

8702200319* 

8702200417 

8702090055* 

8702100039* 

8702250227* 

8702130211 

8702190396 

8702200165 

8702250058 

8702250509 

8702030292* 

8702030087* 

8702270228* 

8702270438* 

8702060475* 

8702060501* 

8702090448* 

8702090483* 

8702180362* 

8702180524* 

8702190139* 

8702240368 

8702270341 

8702020349* 

8702100103* 

8702100122* 

8702100140* 

8702170609* 

8702170627* 

8702240331* 

8702100356* 

8702240250 

8702190047 

8702060333 

8702170545 

8702030399 

8702100429 

8702050296 

8702200004 

8702200099 

8702200129 

8702200345 

8702250289 

8702260081 

8702260306 

8702040412 

8702100116 

8702240387 

8702020185 

8702100229* 

8702170638 

8702200314* 


50-250 Q 

50-302 Q 

50-275 P 

PRM 
NUREG 

WASTE RES 
WASTE RES 
WASTE RES 
QA999 

50-456 Q 

50-295 Q 

50-336 P 

50-336 P 

50-336 P 

50-336 P 

50-456 S 

50-327 P 

50-354 Q 

50-387 Q 

50-254 Q 

50-424 Q 

50-348 Q 

50-416 Q 

50-424 Q 

50-400 Q 

50-424 Q 

50-321 Q 

50-456 S 

STATE PRO G 
50-498 Q 

50-298 Q 

50-458 Q 

50-267 Q 

50-458 Q 

50-267 Q 

50-298 Q 

50-320 P 

50-354 R 

50-348 F 

40-299 

40-2259 

PRM 

50-243 H 

50-255 S 

50-155 P 

50-255 S 

50-255 S 

50-255 S 

50-255 S 

50-255 S 

50-155 F 

71-9010 
71-9010 
FOIA 

50-445 Q 

50-445 A 

50-445 Q 

50-445 G 


JOHNSON.S.C. 
JOHNSON, S.C. 
JOHNSON, T. 
JOHNSON, T. 
JOHNSON, W. 

JOHNSON.W. 
JOHNSON.W.A. 
JOHNSON, W.A. 
JOHNSON.W.A. 
JOHNSON, W.D. 

JOHNSON, W.J. 
JOHNSON, W.J. 
JOHNSON.W.J. 
JOHNSON.W.J. 
JOHNSON.W.J. 

JOHNSON.W.J. 
JOHNSTON, G.W. 
JOHNSTON, K.E. 
JOHNSTON, W.V. 
JOHNSTON.W.V. 

JONES, D.E. 
JONES, D.E. 
JONES, D.W. 
JONES, J.A. 
JONES, J.A. 

JONES, J.A. 
JONES, R.E. 
JONES.R.L 
JONES.R.L 
JONES, S.B. 

JONES, S.B. 
JONES, V.H. 
JONES, V.H. 
JONES, W.B. 
JORDAN, C.W. 

JORDAN, C.W. 
JORDAN, E.L. 
JORDAN, E.L. 
JORDAN, E.L. 
JORDAN, E.L 

JORDAN, E.L. 
JORDAN, E.L. 
JORDAN, E.L 
JORDAN, E.L 
JORDAN, E.L. 

JORDAN, E.L. 
JORDAN, E.L 
JORDAN, E.L 
JORDAN, E.L 
JORDAN, E.L 

JOSEPH, M.A. 
JOSIGER.W.A. 
JOSIGER.W.A. 
JOSIGER.W.A. 
JOSIGER.W.A. 

JOSIGER.W.A. 

JOYCE.J. 

JOYCE, J.W. 


8702100087 

8702100096 

8702130047 

8702200346 

8702100199* 

8702100208* 

8702100217* 

8702100223* 

8702100230* 

8702100027* 

8701150219 

8702180041 

8702240414* 

8702240480 

8702260035 

8702260058* 

8702240201* 

8702170328* 

8207130030* 

8209210455* 

8702050192* 

8702100039* 

8702180388* 

8702110414* 

8702110420* 

8702260005* 

8702110254* 

8702060066* 

8702060066* 

8702180229 

8702240373 

8702030234 

8702200127 

8702100122* 

8702110229* 

8702110239* 

8701140224 

8701220053 

8701220055 

8701300079 

8702020135 

8702050111 

8702050117 

8702060413 

8702100126 

8702100373 

8702110131 

8702110132 

8702130293 

8702240182 

8702040204 

8702050408 

8702090365 

8702180329 

8702180371 

8702240243 

8702110394* 

8702040274* 


70-143 

70-143 

WASTE MGT 

PRM 

40-7455 

40-7455 
40-7455 
40-7455 
40-7455 
50-313 Q 

TOPREP 
50-338 P 

TOPREP 
TOPREP 
TOPREP 

TOPREP 
50-312 V 

50-275 Q 

50-275 P 

50-275 P 

50-295 Q 

50-456 Q 

70-1201 
50-445 A 

50-445 A 

50-261 P 

50-327 P 

50-456 G 

50-456 G 

50-260 S 

50-259 S 

50-280 R 

50-280 R 

50-458 Q 

50-327 P 

50-327 P 

50-3 Q 

50-3 Q 

50-3 Q 

50-3 Q 

50-3 Q 

TOPREP 
TOPREP 
50-3 Q 

50-3 Q 

50-361 G 

50-3 Q 

50-3 Q 

50-3 Q 

ORG 

50-267 S 

50-286 S 

50-286 P 

50-286 V 

50-286 V 

50-286 R 

50-327 P 

50-327 P 


KAMMERER.C. 

KAMMERER.C. 

KANAKARIS.G. 

KANE.W. 

KANE.W.F. 

KANE.W.F. 

KANE.W.F. 

KANE.W.F. 

KANE.W.F. 

KANE.W.F. 

KANE.W.F. 
KANE.W.F. 
KAPLAN, H. 
KAROLY.J.P. 
KAROLY.J.P. 

KASSEN.M. 
KASSNER.G. 
KATO.W.Y. 
KATZ.B. 
KAUFMAN, N.C. 

KAUFMANN.R.L. 
KEARNEY.J.J. 
KEATING, D.E. 
KEELE.J.M. 
KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEELEY.G.S. 

KEIMIG.R. 

KEIMIG.R. 

KEIMIG.R.R. 

KEIMIG.R.R. 

KEIMIG.R.R. 

KEIMIG.R.R. 

KEIMIG.R.R, 

KEIMIG.R.R. 

KEIMIG.R.R. 

KEIMIG.R.R. 

KEIMIG.R.R. 

KEISER.H.W. 


8702090226* 

FOIA 


8702090234* 

FOIA 


8702110128* 

50-445 

A 

8702240427 

50-293 

Q 

8702020126 

50-423 

Q 

8702090177 

50-213 

Q 

8702170063* 

50-277 

G 

8702180631 

50-286 

P 

8702190009 

50-31 1 

G 

8702190262 

50-410 

Q 

8702240407 

50-353 

Q 

8702250333 

50-289 

G 

8702180528* 

50-219 

G 

8702240268* 

50-387 

P 

8702240272* 

50-387 

P 

8702240249 

PR 


8702050280 

50-295 

F 

8702060111* 

50-443 

F 

8702050322 

50-361 

S 

8702040122* 

70-371 


8702030073* 

50-443 

G 

8702240231 

PR 


8702270183* 

50-441 

Q 

8702200407 

40-8905 


8702020370 

50-445 

S 

8702040091 

50-445 

s 

8702040106 

50-445 

G 

8702040109 

50-445 

S 

8702040115 

50-445 

s 

8702040123 

50-445 

s 

8702040132 

50-445 

s 

8702040349 

50-445 

Q 

8702100270 

50-445 

A 

8702100345 

50-445 

S 

8702100403 

50-445 

S 

8702100445 

50-445 

G 

8702120469 

50-445 

S 

8702190042 

50-445 

S 

8702250249 

50-445 

A 

8702260149 

50-445 

S 

8702260196 

50-445 

S 

8702260199 

50445 

A 

8702260315 

50445 

Q 

8702260348 

50445 

Q 

8702260354 

50445 

Q 

8702270243 

50445 

A 

8702100410 

50412 

S 

8702250039 

50-317 

s 

8702020516* 

70-1100 


8702060442* 

50-333 

Q 

8702090081* 

50-245 

G 

8702100392* 

50-354 

Q 

8702110324* 

50-333 

Q 

8702180513* 

70-371 


8702190216* 

50-293 

Q 

8702250174* 

50-352 

G 

8702250238* 

70-371 


8701150242 

50-387 

P 
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KEISER.H.W. 

8702020171 

50-388 

Q 

KINGSLEY.O.D. 

8702100336 

50-416 

R 

KOUTS.H. 

8702250122* 

FOIA 


KEISER.H.W. 

8702020382 

50-387 

J 

KINGSLEY.O.D. 

8702170537 

50-416 

S 

KOUTS.H.J. 

8702060111* 

50-443 

F 

KEISER.H.W. 

8702020591 

50-387 

Q 

KINGSLEY.O.D. 

8702170576 

50-416 

P 

KOWALSKI.S.J. 

8702040188 

50-352 

Q 

KEISER.H.W. 

8702030235 

50-388 

P 

KINGSLEY.O.D. 

8702190371 

50-416 

Q 

KOWALSKI, S.J. 

8702180473 

50-353 

A 

KEISER.H.W. 

8702090094 

50-387 

P 

KINGSLEY.O.D. 

8702200148 

50-416 

S 

KOWALSKI, S.J. 

8702190429 

50-277 

P 

KEISER.H.W. 

8702090187 

50-387 

P 

KINGSLEY.O.D. 

8702200185 

50-416 

R 

KOWALSKI.S.J. 

8702250568 

50-352 

Q 

KEISER.H.W. 

8702100281 

50-387 

P 

KINGSLEY.O.D. 

8702240057 

50-416 

P 

KOZUP.C.S. 

8702200099 

50-255 

S 

KEISER.H.W. 

8702180252 

50-387 

P 

KINGSLEY.O.D. 

8702250022 

50-416 

P 

KOZUP.C.S. 

8702200129 

50-255 

S 

KEISER.H.W. 

8702180276* 

50-387 

P 

KINGSLEY.O.D. 

8702260147 

50-416 

F 

KOZUP.C.S. 

8702200345 

50-255 

S 

KEISER.H.W. 

8702180427 

50-387 

Q 

KINTNER.L.L. 

8702180129 

50-416 

P 

KOZUP.C.S. 

8702250289 

50-255 

S 

KEISER.H.W. 

8702180493 

50-387 

P 

KINTNER.LL. 

8702180145 

50-417 

A 

KOZUP.C.S. 

8702260081 

50-255 

S 

KEISER.H.W. 

8702180495* 

50-387 

P 

KINTNER.L.L. 

8702200113 

50-416 

P 

KRABLIN.R. 

8702200401 

40-8902 


KEISER.H.W. 

8702190136 

50-387 

R 

KINTNER.LL 

8702250288 

50-416 

P 

KRAMER, J.E. 

8702240258* 

71-230 


KEISER.H.W. 

8702260221 

50-387 

P 

KINTNER.L.L 

8702250342 

50-416 

S 

KRASOPOULOS.A. 

8702020516* 

70-1100 


KEISER.H.W. 

8702260589 

50-387 

P 

KINTNER.LL 

8702250359 

50-416 

P 

KRASOPOULOS.A. 

8702180735* 

50-352 

Q 

KELLER, A.T. 

8702200217 

50-275 

R 

KINTNER.LL. 

8702270407 

50-416 

P 

KR ASOPOU LOS, A. 

8702190040* 

50-289 

Q 

KELLER, R. 

8702270153* 

50-336 

V 

KIRCHNER.G. 

8702170401 

50-373 

R 

KRASOPOULOS.A. 

8702240384* 

50-293 

Q 

KELLER.R.M. 

0702020262* 

50-213 

V 

KIRK.W.F. 

8702100023 

70-371 


KRAUSE, C.W. 

8702110105 

50-266 

R 

KELLER.R.M. 

8702020577* 

50-272 

V 

KIRK.W.F. 

8702100166 

71-9189 


KRAUSKOPF.K.B. 

8702020694" 

ACRS 


KELLEY, J.H. 

8702060123 

50-320 

G 

KIRK.W.F. 

8702100205 

70-371 


KRAUSKOPF.K.B. 

8702020694* 

ACRS 


KELLEY, J.J. 

8702040125 

50-336 

S 

KIRK.W.F. 

8702260132 

PR 


KRAY.F. 

8702190576* 

50-528 

1 

KELLEY, J.J. 

8702040125 

50-336 

S 

KIRKLAND, M.W. 

8702100250 

70-2786 


KRECHTING.J.E. 

8702130415* 

50-275 

P 

KELLEY, J.J. 

8702040235 

50-245 

S 

KIRKLAND.M.W. 

8702100276 

XPORTLIC 


KRECHTING.J.E. 

8702130424* 

50-275 

P 

KELLEY, J.J. 

8702040235 

50-245 

S 

KIRKLAND.M.W. 

8702240245 

70-754 


KREH.J.L. 

8702180652 

50-269 

F 

KELLEY, J.L. 

8702190100 

50-320 

G 

KIRKLAND.M.W. 

8702240247 

70-754 


KREH.J.L. 

8702200428 

50-269 

F 

KELLEY, L.C. 

8702270427* 

50-302 

V 

KIRSCH.D.F. 

8702030553 

50-397 

Q 

KRIEGER.K. 

8702260383 

50-247 

R 

KELLUND.G.C. 

8702030242* 

50-344 

Q 

KIRSCH.D.F. 

8702040005 

50-206 

P 

KRIESEL.T.A. 

8702110142 

50-315 

S 

KELLY, J.A. 

8702170584* 

50-482 

Q 

KIRSCH.D.F. 

8702040075 

50-529 

Q 

KRIMM.R.W. 

8702050228 

50-254 

F 

KELLY, L. 

8702240243 

50-286 

R 

KIRSCH.D.F. 

8702090313 

50-528 

P 

KRIMM.R.W. 

8702090074 

50-312 

F 

KELLY, R.B. 

8702050384 

QA999 


KIRSCH.D.F. 

8702090333 

50-344 

P 

KRIMM.R.W. 

8702260173 

50-382 

F 

KELLY, S.K. 

8702030365 

PRM 


KIRSCH.D.F. 

8702090364 

50-397 

Q 

KRUG.H.E. 

8702270383* 

50-261 

Q 

KELLY, S.K. 

8702180580 

PRM 


KIRSCH.D.F. 

8702170293 

50-312 

Q 

KRUG.H.P. 

8702060456* 

50-261 

Q 

KELLY, W.R. 

8702240248 

WASTE RES 

KIRSCH.D.F. 

8702170314 

50-275 

Q 

KUEMIN.J.L. 

8604290219 

50-255 

P 

KELMERS.A.D. 

8702200315 

WASTE RES 

KIRSCH.D.F. 

8702170542 

50-275 

Q 

KUEMIN.J.L. 

8610060407 

50-255 

P 

KELMERS.A.D. 

8702200335* 

WASTE RES 

KIRSCH.D.F. 

8702200256 

50-275 

Q 

KUEMIN.J.L. 

8702060306 

50-255 

F 

KEMPF.C.R. 

8702270062 

NUREG 


KISTER.H. 

8702090186* 

50-213 

•Q 

KUNKS.L.J. 

8702180368* 

50-369 

p 

KENEALY.D.M. 

8702020581 

50-295 

F 

KISTER.H.B. 

8702190673* 

50-293 

Q 

KURTZ.E.F. 

8702180579* 

50-334 

P 

KENNEDY, E.E. 

8702060202 

40-8903 


KITLAN.M.S. 

8702180360* 

50-369 

P 

KUSHNER.W.L. 

8702110324* 

50-333 

Q 

KENNEDY, E.E. 

8702060215* 

40-8903 


KITLAN.M.S. 

8702180405* 

50-369 

P 

KUZO.G.B. 

8702190163* 

50-413 

Q 

KENYON, T.J. 

8702030525 

50-327 

P 

KITTS, R.J. 

8702200123 

50-327 

F 

LABONTE.W.T. 

8702260177 

50-382 

S 

KENYON, T.J. 

8702190362 

50-390 

A 

KLEINSORGE.W.P. 

8702100259* 

50-250 

Q 

LACEY, W.S. 

8702090068 

50-334 

S 

KEPPLER.J.G. 

8702020605 

50-454 

Q 

KLEINSORGE.W.P. 

8702180399* 

50-250 

Q 

LADIEU.A. 

8603260259 

TOPREP 


KEPPLER.J.G. 

8702050139 

50-346 

P 

KLINE, J.R. 

8702130135 

50-322 

G 

LADIEU.A. 

8603260259 

TOPREP 


KEPPLER.J.G. 

8702050181 

50-315 

Q 

KMET.V.F. 

8702090388* 

50-390 

A 

LAGERGREN.W.R. 

8702040617* 

50-327 

P 

KEPPLER.J.G. 

8702180297 

50-373 

Q 

KNAPP, M.R. 

8702130037 

WASTE MGT 

LAINAS.G.C. 

8701090625* 

FOIA 


KEPPLER.J.G. 

8702180533 

50-237 

S 

KNAPP.M.R. 

8702240053 

27-47 


LAINAS.G.C. 

8701130428* 

50-341 

P 

KEPPLER.J.G. 

8702250380 

50-155 

Q 

KNEPPER.G.W. 

8702170273* 

40-8502 


LAINAS.G.C. 

8702060351 

50-352 

P 

KERCH.H.W. 

8702180516* 

50-390 

Q 

KNICELEY.J.R. 

8702020063* 

50-483 

Q 

LAINAS.G.C. 

8702180212* 

50-341 

S 

KERR 

8702130222* 

FOIA 


KNICELEY.J.R. 

8702260210* 

50-331 

Q 

LAKEY.L.T. 

8702130188 

WASTE MGT 

KERR.G.W. 

8702040463* 

FOIA 


KNIEL.K. 

8010220036* 

FOIA 


LAM.T. 

8702180134 

50-341 

P 

KERR.G.W. 

8702040468* 

FOIA 


KNIEL.K. 

8702030215* 

FOIA 


LAMMERS.E.O. 

8702270127 

PR 


KERR.G.W. 

8702040645* 

FOIA 


KNIGHT, B.E. 

8702100033 

70-143 


LAND.J.F. 

8702170050 

NUREG 


KERR.T. 

8610010298* 

FOIA 


KNIGHT, J.P. 

8201120089* 

50-275 

P 

LANDERS, D.F. 

8605160154* 

50-445 

E 

KERR.W. 

8702110188 

50-2 

F 

KNIGHT, J.P. 

8309260565* 

50-275 

P 

LANDERS.D.F. 

8606230101* 

50-445 

A 

KERRIGAN, J.D. 

8210200098* 

FOIA 


KNIGHT.J.P. 

8702130306 

WASTE MGT 

LANDERS.D.F. 

8702090422* 

50-445 

A 

KERSHUL.B. 

8702040159 

50-344 

S 

KNIGHT, J.P. 

8702240338 

WASTE MGT 

LANDERS.D.F. 

8702100184* 

50-445 

E 

KERSHUL.B. 

8702110050 

50-344 

S 

KNIGHTLY, J. 

8702040626* 

50-327 

P 

LANDRAM.C. 

8702020518* 

FOIA 


KETZLACH.N. 

8702020516* 

70-1100 


KNIGHTLY, J.J. 

8702040163* 

50-327 

P 

LANE.V. 

8702030143 

CONTRACT 


KETZLACH.N. 

8702130375 

70-734 


KNIGHTON, G.W. 

8308260233* 

50-275 

P 

LANKFORD.J. 

870206001 1 

CONTRACT 


KETZLACH.N. 

8702180180* 

70-734 


KNIGHTON, G.W. 

8309120479* 

50-275 

P 

LANKSBURY.R.D. 

8702270410* 

50-341 

V 

KETZLACH.N. 

8702190077* 

70-27 


KNIGHTON, G.W. 

8401090016* 

50-275 

P 

LANNING.D.D. 

8702170067 

NUREG 


KETZLACH.N. 

8702250064 

70-1201 


KNIGHTON, G.W. 

8702050128 

50-508 

A 

LANPHER.L.C. 

8702030027 

50-322 

G 

KEYS.P.R. 

8702240300* 

CONTRACT 


KNIGHTON, G.W. 

8702120595 

50-382 

P 

LANPHER.L.C. 

8702030027 

50-322 

G 

KHAZRAI.M. 

8702180625 

50-346 

R 

KNIGHTON, G.W. 

8702120602 

50-382 

P 

LANPHER.L.C. 

8702030027 

50-322 

G 

KIESER.W. 

8702240268* 

50-387 

P 

KNIGHTON, G.W. 

8702190287 

50-382 

P 

LANPHER.L.C. 

8702030027 

50-322 

G 

KILLER, M.T. 

8702180368* 

50-369 

P 

KNIGHTON, G.W. 

8702200052 

50-530 

A 

LANPHER.L.C. 

8702060060 

50-322 

G 

KIM, Y .C, 

8508150107 

WASTE RES 

KNIGHTON, G.W. 

8702270441* 

50-530 

A 

LANPHER.L.C. 

8702060060 

50-322 

G 

K1MURA.C.Y. 

8604010152 

50-286 

P 

KNODE.R. 

8702060043 

40-8829 


LAPPA, D.A. 

8604010152 

50-286 

P 

KING, J.L. 

8702200184* 

50-275 

P 

KNOP.R. 

8702020639 

50-440 

S 

LARRAGOITE.L.S. 

8702100001 

50-318 

S 

KING.L.P. 

8702060446* 

50-338 

Q 

KNOP.R.C. 

8702090112* 

50-440 

Q 

LARSON, C.E. 

8702020695* 

50-282 

F 

KING.L.P. 

8702190170* 

70-143 


KNOP.R.C. 

8702170594* 

50-461 

Q 

LARSON, C.E. 

8702090130 

50-263 

Q 

KINGLSEY.O.D. 

8702050445 

50-416 

P 

KNOP.R.C. 

8702270183* 

50-441 

Q 

LARSON, C.E. 

8702100350 

50-263 

F 

KINGLSEY.O.D. 

8702060444 

50-417 

R 

KNOX.J. 

8702100073* 

50-445 

A 

LARSON, S. 

8702040094 

50-456 

S 

KINGSLEY, K.R. 

8702130167 

FOIA 


KNOX, J.L. 

8602110471* 

50-445 

A 

LASH.T.R. 

8702030428 

PR 


KINGSLEY.O.D. 

8612160254 

50-416 

F 

KOBER.R.W. 

8702040092 

50-244 

F 

LASH.T.R. 

8702240135* 

STATE PROG 

K1NGSLEY.O.D. 

8612160260 

50-416 

F 

KOBER.R.W. 

8702060432 

PR 


LASSEN, J.R. 

8702190561* 

50-528 

1 

KINGSLEY.O.D. 

8701020063 

50-416 

Q 

KOBER.R.W. 

8702250483 

50-244 

P 

LATHAM, S.B. 

8702030069 

50-322 

G 

KINGSLEY.O.D. 

8702040110 

50-416 

S 

KOCH.T.L. 

8702260614 

PR 


LATHAM, S.B. 

8702030069 

50-322 

G 

KINGSLEY.O.D. 

8702040113 

50-416 

P 

KOCH.W.H. 

8702100374 

PT21 


LATHAM, S.B. 

8702060060 

50-322 

G 

KINGSLEY.O.D. 

8702040511 

50-416 

P 

KOMORIYA.H. 

8702180693* 

CONTRACT 


LATHAM, S.B. 

8702060060 

50-322 

G 

KINGSLEY.O.D. 

8702050434 

50-416 

P 

KOMOSKY.G.E. 

8702030346 

50-336 

S 

LATHAM, S.B. 

8702060068 

50-322 

G 

KINGSLEY.O.D. 

8702090008 

50-416 

P 

KONWINSKI.G.R. 

8702060363 

40-8926 


LATHAM, S.B. 

8702060068 

50-322 

G 

KINGSLEY.O.D. 

8702090126 

50-416 

F 

KONWINSKI.G.R. 

8702170499 

40-8502 


LATHAM, S.B. 

8702090021 

50-322 

G 

KINGSLEY, O. D. 

8702090231 

50-416 

S 

KONWINSKI.G.R. 

8702170530 

40-8502 


LATHAM, S.B. 

8702090021 

50-322 

G 

KINGSLEY.O.D. 

8702090340 

50-416 

F 

KONWINSKI.G.R. 

8702170534* 

40-8502 


LATHAM, S.B. 

8702100299 

50-322 

G 

KINGSLEY, O.D. 

8702090473 

50-416 

$ 

KONWINSKI.G.R. 

8702170595 

40-8714 


LATHAM.S.B. 

8702100322 

50-322 

G 

KINGSLEY.O.D. 

r\/ a vs 

8702100007 

50-416 

P 

KOPP.M.J. 

8702060481* 

50-295 

Q 

LATHAM.S.B. 

8702100322 

50-322 

G 

KINGSLEY.O.D. 

8702100089 

50-416 

P 

KOTRICH.E.J. 

8702040221 

50-237 

S 

LATHAM.S.B. 

8702100335* 

50-322 

G 
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LATHAM, S.3. 

8702100335 * 

50-32 2 

G 

LEVINSON, S.H. 

LATHAM.S.B. 

8702190236* 

50-322 

G 

LEWIS, D.R. 

LATHAM, S.B. 

8702190236* 

50-322 

G 

LEWIS, D.R. 

LATHAM, W.K. 

8702110045 

50-312 

H 

LEWIS, D.R. 

LATTA.R.M. 

3702060456* 

50-261 

Q 

LEWIS, D.R. 

LATTA.R.M. 

8702270383* 

50-261 

Q 

LEWIS, D.R. 

LATTINE.L. 

8702180672 

PRM 


LEWIS, D.R. 

LAW,E. 

8702270146 

FOiA 


LEWIS, G. 

LAWRENCE.D.R. 

8702170425* 

40-8502 


LEWIS, J.F. 

LAWYER ,S. 

8702180655* 

50-269 

V 

LEWIS, J.F. 

LAWYER, S. 

8702270398* 

50-302 

V 

LEWIS.J.P. 

LAZARUS, W. 

87021 9001 9* 

50-333 

Q 

LEWIS.M.i. 

LAZARUS, WJ. 

8702040062 

50-286 

F 

LEWIS, M.l. 

LAZARUS, W.J. 

8702130330 

50-309 

F 

LEWIS, R.C. 

LAZARUS, WJ. 

8702130345 

50-322 

F 

LEWIS, R.L. 

LAZARUS, W.J. 

8702250222* 

50-352 

Q 

LEWIS, R.L. 

LAZLO.P.L. 

8702200308 

PRM 


LEWIS, R.L. 

LAZO.R.M. 

8702200364 

50-271 

G 

LEWIS, R.L 

LEAR.G. 

8408270527* 

50-443 

P 

LEWIS.R.L. 

LEAR.G.E. 

8702060169 

50-206 

S 

LEWIS, R.L 

LEBLOND.P.C. 

8702050460 

50-295 

P 

LEWIS, R.N. 

LEBLOND.P.C. 

8702180373 

50-295 

P 

LICHT.K. 

LEBLOND.P.C. 

8702180434 

50-295 

P 

LICITRA.E. 

LEBLOND.P.C. 

8702180460 

50-454 

P 

LICITRA.E.A. 

LEBLOND.P.C. 

8702180523 

50-295 

P 

LICITRA.E.A. 

LEBLOND.P.C. 

8702190672 

50-295 

P 

LICITRA.E.A. 

LEBLOND.P.C. 

8702250257* 

50-295 

Q 

LICITRA.E.A. 

LEE.J.C. 

8702030309 

ACRS 


LICITRA.E.A. 

LEE.J.C. 

8702030309 

ACRS 


LiCKUS.R. 

LEE.R.S. 

8702060342 

50-368 

P 

LICKUS.R. 

LEE.T. 

8702050421* 

FOIA 
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LEE.T. 

8702250311* 

FOIA 


LIEBERMAN.J. 
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8702040117 

8702040119 

8702060430 

8702090041 

8702090062 

8702090110 

8702100386 

8702110102 

8702110149 

8702110168 

8702110311 

8702120213 

8702180498 

8702180512 

8702180663 

8702190012 

8702190015 

8702190111 

8702190200 

8702250136 

8702250165 

8702250214 

8702250234 

8702250460 

8702270196 

8702270218 

8702270320 

8702110324* 

8702180091* 

8702240113* 

8702030172* 

8702180509* 

8702240460* 

8702170061 

8702060045 

8702060045 

8702090448* 

8610300347* 

8611070207* 

8702200450 

8702200085* 

8702240334 

8702190325* 

8702090065* 

8702170160* 

8702190452 

8702250262 

8702120188* 

8702030227 

8702030227 

8702030353 

8702170653 

8702190116 

8604030003 

8702170048 

8702020583 

8604020577* 

8612030536* 

8702020569* 


SUBJECT 
CATEGORY 

PRM 

70-371 

FOIA 

FOIA 

FOiA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-285 Q 

50-285 Q 

50-458 Q 

50-498 A 

40-8027 
STATE PRO G 
50-498 A 

50-445 A 

50-382 Q 

50-335 R 

50-352 P 

50-352 P 

50-352 P 

50-354 S 

70-687 
70-1100 
50-354 Q 

50-317 Q 

70-371 

70-135 

50-333 Q 

50-293 Q 

50-245 Q 

50-247 Q 

50-354 Q 

50-309 F 

50-219 Q 

50-277 Q 

50-333 Q 

50-352 Q 

70- 371 

50-277 F 

50-244 Q 

50-277 Q 

50-333 Q 

50-277 Q 

50-293 Q 

50-220 Q 

50-352 Q 

50-352 Q 

50-271 Q 

50-289 P 

50-354 Q 

50-387 Q 

50-272 Q 

50-333 Q 

50-320 P 

50-320 G 

50-400 Q 

50-302 Q 

50-400 Q 

NUREG 
50-322 G 

50-322 6 

50-416 Q 

FOIA 

FOIA 

50-285 R 

50-443 P 

71- 6613 

50-456 Q 

50-443 U 

50-443 U 

MISC 

50-237 R 

50-400 Q 

50-275 O 

50-275 O 

50-259 F 

TOPREP 

QA999 

50-354 F 

50-382 S 

70-143 

70-143 

50-424 Q 

70-143 


AUTHOR 


MCALPINE.E.J. 

MCALPINE.E.J. 

MCALPINE.E.J. 

MCALPINE.E.J. 

MCALPINE.E.J. 

MCALPINE.E.J. 
MCALPINE.E.J. 
MCBREARTY.R.A. 
MCBRIDE, H.W. 
MCBRIDE, M. 

MCBRIDE, M.F. 
MCBRIDE, M.F. 
MCBRIDE, M.F. 
MCBRIDE, M.F. 
MCBRIDE, M.F. 

MCBRIDE, M.F. 
MCBRIDE, M.F. 
MCBRIDE, M.F. 
MCBRIDE, M.F. 
MCBRIDE, M.F. 

MCBRIDE, R.W. 
MCCABE, B.C. 
MCCABE.E. 
MCCABE, E.C. 
MCCABE, E.C. 

MCCABE, E.C. 
MCCARTHY, PJ. 
MCCAULEY.E.W. 
MCCAULEY.E.W. 
MCCAULEY, E.W. 

MCCAULEY.E.W. 
MCCAULEY, E.W. 
MCCAULEY.E.W. 
MCCAULEY.E.W. 
MCCAULEY.E.W. 

MCCAULEY.E.W. 
MCCAULEY.E.W. 
MCCAULEY, E.W. 
MCCAULEY.E.W. 
MCCAULEY.E.W. 

MCCAULEY.E.W. 
MCCAULEY.E.W. 
MCCAULEY, E.W. 
MCCAULEY, E.W. 
MCCAULEY.E.W. 

MCCAULEY.E.W. 
MCCAULEY.E.W. 
MCCAULEY.E.W. 
MCCAULEY, E.W. 
MCCAULEY.E.W. 

MCCAULEY.E.W. 
MCCAULEY, E.W. 
MCCAULEY, E.W. 
MCCAULEY, E.W. 
MCCAULEY.E.W. 

MCCAULEY.E.W. 

MCCAULEY.E.W. 

MCCAULEY.E.W. 

MCCAULEY.E.W. 

MCCAULEY.E.W. 

MCCAULEY.E.W. 
MCCAULEY.E.W. 
MCCAULEY, E.W. 
MCCAULEY, E.W. 
MCCAULEY, E.W. 

MCCAULEY, E.W. 
MCCAULEY, E.W. 
MCCAULEY.E.W. 
MCCAULEY.E.W. 
MCCAULEY.E.W. 

MCCAULEY, E.W. 
MCCAULEY, E.W. 
MCCAULEY, E.W. 
MCCAULEY.E.W. 
MCCAULEY, E.W. 

MCCAULEY, E.W. 
MCCAULEY.E.W. 
MCCAULEY.E.W. 
MCCAULEY.E.W. 
MCCAULEY.E.W. 

MCCAULEY.E.W. 
MCCAULEY.E.W. 
MCCAULEY, E.W. 
MCCAULEY.E.W. 
MCCAULEY, E.W. 

MCCAULEY, E.W. 
MCCAULEY, E.W. 
MCCAULEY, E.W. 


ACCESSION 

HUMBER 


8702180388* 

8702180428* 

8702180451* 

8702190077* 

8702190170* 

8702190311* 
8702200201 * 
8702180528* 
8605080607 
8702190675* 

8702030410 

8702030410 

8702030560 

8702030560 

8702030564* 

8702030564* 

8702030566* 

8702030566* 

8702030567* 

8702030567* 

8702170189 

8702090386 

8702030405 

8702020134* 

8702060436* 

8702240498* 

8702190247* 

8012080557* 

8702020024* 

8702020038* 

8702020055* 

8702020071* 

8702020083* 

8702020096* 

8702020109* 

8702020119* 

8702020122* 

8702020195* 

8702020221* 

8702020238* 

8702020274* 

8702020291* 

8702020301* 

8702020312* 

8702020323* 

8702020333* 

8702020350* 

8702020378* 

8702020385* 

8702020394* 

8702030058* 

8702030067* 

8702030074* 

8702030091* 

8702030096* 

8702030125* 

8702030131* 

8702030137* 

8702030157* 

8702030177* 

8702030209* 

8702030213* 

8702030226* 

8702030238* 

8702030247* 

8702030294* 
870203030 7* 
8702030308* 
8702030314* 
8702030416* 

8702030450* 

8702030466* 

8702030496* 

8702030503* 

8702030537* 

8702030546* 

8702040020* 

8702040032* 

8702040066* 

8702040078* 

8702040144* 

8702040168* 

8702040169* 

8702040180* 

8702040207* 

8702040216* 

8702040254* 

8702040262* 


SUBJECT 

CATEGORY 

70-1201 

70-143 

70-1151 

70-27 

70-143 

70-143 

70- 1113 

50-219 Q 

71- 51 

50-293 Q 

50-320 G 

50-320 G 

50-320 G 

50-320 G 

50-320 G 

50-320 G 

50-320 G 

50-320 G 

50-320 G 

50-320 G 

40-8502 
50-237 S 

50-336 S 

50-423 Q 

50-423 Q 

50-245 Q 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


MCCAULEY, E.W. 
MCCAULEY.E.W. 
MCCAULEY.E.W. 
MCCAULEY, E.W. 
MCCAULEY.E.W. 

MCCAULEY.E.W. 
MCCAULEY.E.W. 
MCCAULEY.E.W. 
MCCAULEY, E.W. 
MCCAULEY.E.W. 

MCCAULEY.E.W. 

MCCAULEY.E.W. 

MCCAULEY.E.W. 

MCCAULEY.E.W. 

MCCAULEY.E.W. 

MCCAULEY.E.W. 

MCCAULEY.E.W. 

MCCAULEY.E.W. 

MCCAULEY.E.W. 

MCCAULEY.E.W. 

MCCAULEY, E.W. 
MCCAULEY.E.W. 
MCCAULEY.E.W. 
MCCAULEY.E.W. 
MCCAULEY.E.W. 

MCCAULEY.E.W. 

MCCAULEY.E.W. 

MCCAULEY.E.W. 

MCCLINTOCK.R.O. 

MCCLINTOCK.R.O. 

MCCLINTOCK.R.O. 
MCCLINTOCK.R.O. 
MCCLURE, R.E. 
MCCORKLE.G.W. 
MCCORKLE.G.W. 

MCCORKLE.G.W. 

MCCORKLE.G.W. 

MCCORKLE.G.W. 

MCCORKLE.G.W. 

MCCORKLE.G.W. 

MCCORKLE.G.W. 
MCCOY, F. 
MCCRORY.S.L. 
MCCRORY.S.L. 
MCDONALD, D.G. 

MCDONALD.D.G. 
MCDONALD, D.G. 
MCDONALD. D.G. 
MCDONALD, J.A. 
MCDONALD, J. A. 

MCDONALD, J.A. 
MCDONALD, J.A, 
MCDONALD, J.A. 
MCDONALD, J.A. 
MCDONALD.J.A. 

MCDONALD, J.A. 
MCDONALD.J.A. 
MCDONALD, J.A. 
MCDONALD.P.R. 
MCDONALD, R.P. 

MCDONALD, R.P. 
MCDONALD.R.P. 
MCDONALD, R.P. 
MCDONALD.R.P. 
MCDONALD.R.P. 

MCDONALD.R.P. 
MCDONALD.R.P. 
MCDONALD.R.P. 
MCDONALD, R.P. 
MCDONALD.R.P. 

MCDONOUGH, E.T. 
MCDOUGALL.G.J. 
MCDOUGALL.GJ. 
MCDOUGALL.G.J. 
MCDOUGALL.GJ. 

MCDOUGALL.G.J. 

MCDOUGALL.G.J. 

MCDOUGALL.G.J, 

MCDOUGALL.G.J. 

MCDOUGALL.G.J. 

MCDOUGALL.G.J. 
MCDOUGALL, W. L. 
MCDOU6ALL.W.L. 
MCDUFFIE, M.A. 
MCEACHERN.P. 

MCEACHERN.P. 

MCFADDEN.J. 

MCFADDEN.J.R. 


8702040269* 

FOIA 


MCGAUGHY.R.W. 

8612150054 

8702040296* 

FOIA 


MCGAUGHY.R.W. 

8702040031 

8702040346* 

FOIA 


MCGAUGHY.R.W. 

8702050355 

8702040355* 

FOIA 


MCGAUGHY.R.W. 

8702240330 

8702040363* 

FOIA 


MCGHEE, T.M. 

8702180591* 

8702040368* 

FOIA 


MCGOWAN.J.K. 

8702190047 

8702040372* 

FOIA 


MCGRANE.J.P. 

8702020342 

8702040439* 

FOIA 


MCGRANE, J.P. 

8702120001 

8702040477* 

FOIA 


MCGRATH, K. 

8702200273* 

8702040498* 

FOIA 


MCGUIRE, D.R. 

8702030172* 

8702040549* 

FOIA 


MCGUIRE, D.R. 

8702030204* 

8702040686* 

FOIA 


MCGUIRE.D.R. 

8702100440* 

8702040719* 

FOIA 


MCGUIRE, D.R. 

8702180323* 

8702040724* 

FOIA 


MCGUIRE.D.R. 

8702180490* 

8702050191* 

FOIA 


MCGUIRE.D.R. 

8702180509* 

8702050197* 

FOIA 


MCGUIRE.D.R. 

8702240460* 

8702050220* 

FOIA 


MCGUIRE, L.J. 

8702040336 

8702050249* 

FOIA 


MCGURREN.H.J. 

8702190078 

8702050263* 

FOIA 


MCGURREN.H.J. 

8702200284 

8702050287* 

FOIA 


MCGUSHIN.E.F. 

8702030149* 

8702050301 * 

FOIA 


MCHENRY, E.J. 

8702030166* 

8702050307* 

FOIA 


MCINTYRE, A.C. 

8702190459* 

8702050345* 

FOIA 


MCINTYRE, B.A. 

8508280208* 

8702050350* 

FOIA 


MCINTYRE, R.P. 

8702180376* 

8702050357* 

FOIA 


MCKAY, D.E. 

8702200416* 

8702050363* 

FOIA 


MCKAY, J.W. 

8702030473* 

8702050423* 

FOIA 


MCKEE, P.F. 

8702090107 

8702060254* 

FOIA 


MCKEE, P.F. 

8702190214 

8702130064* 

FOIA 


MCKENNA, E. 

8702060240 

8702130078* 

FOIA 


MCKENNA, E. 

8702130309 

8702130104* 

FOIA 


MCKENNA, E.M. 

8702030563 

8702130108* 

FOIA 


MCKENNA, E.M. 

8702060029 

8702040436* 

50-327 

P 

MCKENNA, E.M. 

8702060037* 

8702050425 

XPORTLIC 


MCKENNA, E.M. 

8702130362 

8702050436 

70-27 


MCKENNA.E.M. 

8702190630 

8702050446 

70-2479 


MCKENNA.E.M. 

8702270106 

8702120333 

70-2479 


MCKENNA.E.M. 

8702270111* 

8702130109 

XPORTLIC 


MCKINLEY.J.C. 

8702240067* 

8702200241* 

FOIA 


MCKINLEY, M. 

8702180672 

8702200291 * 

FOIA 


MCLANLEY.E.W. 

8702030114* 

8702250549 

XPORTLIC 


MCLAUGHLIN.J. 

8702190314 

8702190007 

50-327 

S 

MCLEAREN.T. 

8702030228 

8702110191* 

50-382 

V 

MCLELLAN.T. 

8702240304* 

8702190112* 

50-285 

V 

MCMURRAY.C.M. 

8702030069 

8702130411 

50-250 

p 

MCMURRAY.C.M. 

8702030069 

8702170326 

50-250 

p 

MCMURRAY.C.M. 

8702030512 

8702170399 

50-250 

p 

MCMURRAY.C.M. 

8702030512 

8702270430 

50-250 

p 

MCMURRAY.C.M. 

8702060068 

8702030250 

50-327 

p 

MCMURRAY.C.M. 

8702060068 

8702040054 

50-327 

p 

MCMURRAY.C.M. 

8702060106 

8702040151 

50-327 

p 

MCMURRAY.C.M. 

8702060106 

8702040191 

50-327 

p 

MCMURRAY.C.M. 

8702060106 

8702110154 

50-327 

p 

MCMURRAY.C.M. 

8702190085 

8702110161 

50-327 

p 

MCMURRAY.C.M. 

8702190085 

8702110179 

50-327 

p 

MCMURRAY.C.M. 

8702190187 

8702110286 

50-327 

p 

MCMURRAY.C.M. 

8702190187 

8702200006 

50-327 

p 

MCNATT.E.M. 

8702030427 

8702240305 

50-327 

p 

MCNEIL.S.A 

8702130255 

8702110165 

50-348 

p 

MCNEIL, S.A. 

8702040453 

8702090070 

50-348 

p 

MCNEIL, S.A. 

8702130192 

8702090415 

50-348 

p 

MCNEIL, S.A. 

8702130233 

8702100143 

50-348 

Q 

MCNEIL, S.A. 

8702130285 

8702100288 

50-348 

s 

MCNEIL, S.A. 

8702180043 

8702110116 

50-348 

R 

MCNEIL, S.A. 

8702180058 

8702110143 

50-348 

S 

MCNEIL.S.A. 

8702250335 

8702170466 

50-348 

F 

MCNEILL, C. A. 

8702030347 

8702180299 

50-348 

S 

MCNE1LL.C.A. 

8702040012 

8702180325 

50-348 

R 

MCNEILL, C.A. 

8702100295 

8702180440 

50-348 

S 

MCNEILL, C.A. 

8702100308 

8702260585 

50-348 

S 

MCNEILL, C.A. 

8702100401 

8702190519 

FOIA 


MCNEILL, C.A. 

8702110151 

8702190194 

XPORTLIC 


MCNEILL, C.A. 

8702180615 

8702190194 

XPORTLIC 


MCNEILL, C.A. 

8702250479 

8702190243* 

XPORTLIC 


MCNEILL, C.A. 

8702260247 

8702190243* 

XPORTLIC 


MCNEILL, C.A. 

8702260252 

8702190324* 

XPORTLIC 


MCNEILL, C.A. 

8702260302 

8702190324* 

XPORTLIC 


MCNEILL, W.M. 

8702020349* 

8702250091 

XPORTLIC 


MCNULTY, F.X. 

8702270258* 

8702250091 

XPORTLIC 


MCNUTT, G.R. 

8702110181* 

8702250146 

XPORTLIC 


MCNUTT, G.R. 

8702110187* 

8702250146 

XPORTLIC 


MCNUTT, G.R. 

8702110190* 

8702190301 

XPORTLIC 


MEADE.K.E. 

8702180449 

8702190301 

XPORTLIC 


MEALE.B.M. 

8702060177 

8702180268 

50-400 

V 

MEARS.L.D. 

8702060391 

8702260346 

PRM 


MEARSE.S. 

8702130439 

8702260346 

PRM 


MEARSE.S.D. 

8702130434 

8702180681* 

50-244 

Q 

MEARSE.S.D. 

8702180592 

8702020516* 

70-1100 


MEARSE.S.D. 

8702180650 


50-331 

F 

MEARSE.S.D. 

8702190572 

CONTRACT 

50-331 

P 

MECCA, J. 

8702270123 

WASTE MGT 

50-331 

P 

MEDFORD, M.O. 

8702040104 

50-361 

P 

PR 


MEDFORD, M.O. 

8702040456 

50-361 

Q 

50-334 

P 

MEDFORD, M.O. 

8702110462 

50-361 

P 

50-348 

F 

MEDFORD, M.O. 

8702190302 

50-206 

R 

50-219 

S 

MEDFORD, M.O. 

8702190655 

50-361 

P 

50-219 

S 

MEDFORD, M.O. 

8702260006 

50-361 

P 

50-443 

P 

MEDFORD, M.O. 

8702260156 

50-361 

P 

50-400 

Q 

MEDLOCK.R.L. 

8702060134 

40-8452 


50-327 

Q 

MEIKE.D. 

8702200400 

40-8502 


50-369 

Q 

MELFI.J. 

8702120575* 

50-312 

Q 

50-250 

Q 

MELFI.J.F. 

8702260224* 

50-312 

Q 

70-143 


MELLOR.L.E. 

8702180693* 

CONTRACT 

50-302 

Q 

MENDEZ, R. 

8702090176* 

50-373 

Q 

50-400 

Q 

MENDEZ, R. 

8702190325* 

50-456 

Q 

PRM 


MENDONCA.M. 

8702030242* 

50-344 

Q 

50-275 

G 

MENDONCA.M. 

8702250104 

50-323 

S 

50-275 

G 

MENDONCA.M.M. 

8702110003* 

50-344 

Q 

CONTRACT 

MENDONCA.M.M. 

8702170328* 

50-275 

Q 

CONTRACT 

MENDONCA.M.M. 

8702170554* 

50-275 

Q 

50-498 

S 

MENDONCA.M.M. 

8702240176* 

50-344 

Q 

TOPREP 


MENGERS.C.A. 

8702090202 

50-352 

S 

QA999 


MENGERS.C.A. 

8702090419 

50-352 

S 

40-8502 


MENNING.J. 

8702180684* 

50-321 

Q 

50-400 

G 

MENNING.J.E. 

8702190205* 

50-321 

Q 

50-302 

F 

MERCER, R.B. 

8702200461* 

WASTE RES 

ORG 


MERGE, J. 

8702180672 

PRM 


50-29 

P 

MERHAN.R.S. 

8702110078* 

50-445 

A 

50-29 

P 

MERRILL, O. 

8702240056 

ACRS 


50-29 

P 

MERRIWEATHER.N. 

8702270241* 

50-424 

Q 

50-29 

P 

MERSCHOFF.E.W. 

8702030050 

QA999 


50-29 

P 

MERSCHOFF.E.W. 

8702030079 

QA999 


50-29 

P 

MERSCHOFF.E.W. 

8702030088 

QA999 


50-29 

P 

MERSCHOFF.E.W. 

8702030310 

QA999 


50-29 

P 

MERSCHOFF.E.W. 

8702060429 

QA999 


50-29 

P 

MERSCHOFF.E.W. 

8702090036 

QA999 


ACRS 


MERSCHOFF.E.W. 

8702090396 

QA999 


PRM 


MERSCHOFF.E.W. 

8702100085 

QA999 


FOIA 


MERSCHOFF.E.W. 

8702100255 

50-250 

Q 

PRM 


MERSCHOFF.E.W. 

8702100393 

QA999 


CONTRACT 

MERSCHOFF.E.W. 

8702110200 

QA999 


50-390 

Q 

MERSCHOFF.E.W. 

8702180029 

QA999 


50-322 

G 

MERSCHOFF.E.W. 

8702180358 

QA999 


50-322 

G 

MERSCHOFF.E.W. 

8702180389 

QA999 


50-322 

G 

MERSCHOFF.E.W. 

8702190026 

50-321 

Q 

50-322 

G 

MERSCHOFF.E.W. 

8702190330 

50-275 

P 

50-322 

G 

MERSCHOFF.E.W. 

8702190456 

QA999 


50-322 

G 

MERSCHOFF.E.W. 

8702190563 

QA999 


50-322 

G 

MERSCHOFF.E.W. 

8702200103 

QA999 


50-322 

G 

MERSCHOFF.E.W. 

8702240400 

50-250 

Q 

50-322 

G 

MERSCHOFF.E.W. 

8702240423 

GA999 


50-322 

G 

MERSCHOFF.E.W. 

8702250034 

QA999 


50-322 

G 

MERSCHOFF.E.W. 

8702250147 

QA999 


50-322 

G 

MERSCHOFF.E.W. 

8702250161 

QA999 


50-322 

G 

M ERSCHOFF.E.W. 

8702250217 

QA999 


50-336 

S 

MERSCHOFF.E.W. 

8702260246 

QA999 


50-317 

P 

MERSCHOFF.E.W. 

8702260265 

QA999 


50-317 

P 

MESERVE.R.A. 

8702190095 

40-8027 


50-317 

P 

MESERVE.R.A. 

8702190095 

40-8027 


50-317 

P 

MESERVE.R.A. 

8702200205 

PR 


50-317 

P 

MESERVE.R.A. 

8702200205 

PR 


50-317 

P 

MESSIER, M. 

8702260236* 

50-275 

P 

50-317 

P 

MESSNER.E. 

8702180732 

PRM 


50-317 

H 

MEYER.G. 

8702180540 

50-286 

S 

50-272 

R 

MEYER, R.E. 

8702170050 

NUREG 


50-354 

Q 

MEYER, R.E. 

8702200247 

WASTE RES 

50-272 

S 

MEYER, R.E. 

8702200253* 

WASTE RES 

50-272 

F 

MEYER, R.E. 

8702200310 

WASTE RES 

50-354 

Q 

MEYER.R.E. 

8702200335* 

WASTE RES 

50-272 

P 

MEYER, T.A. 

8702030366* 

50-306 

P 

50-354 

P 

MEYER, T.A. 

8702040092 

50-244 

F 

50-354 

P 

MEYER.W.A. 

8702040271 

PRM 


50-272 

P 

MEYER, W.A. 

8702050047* 

PRM 


50-272 

Q 

MEYER, W. A. 

8702090257 

PRM 


50-354 

Q 

MEYER, W.A. 

8702100349 

50-186 

P 

50-498 

Q 

MICHAUD, P.W. 

8702170627* 

50-267 

Q 

CONTRACT 


MICHUAD.P.W. 

8702100140* 

50-267 

Q 

50-327 

P 

M1DDLETON.LL 

8702030205* 

50-277 

R 

50-327 

P 

MIDDLETON, LL 

8702240266 

50-277 

R 

50-327 

P 

MIELE.M.L. 

8702130163* 

50-3 

F 

50-328 

S 

MIELE.M.L 

8702180294* 

50-3 

F 

NUREG 


MILLER.D.B. 

8702020667 

50-213 

S 

PRM 


MILLER.D.E. 

8702270181* 

50-237 

Q 

CONTRACT 


MILLER.F. 

8702100199* 

40-7455 


CONTRACT 


MILLER.F. 

8702100208* 

40-7455 


CONTRACT 


MILLER.F. 

8702100223* 

40-7455 


CONTRACT 


MILLER.F. 

8702100230* 

40-7455 
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MILLER, F.L 

8702100104 

40-7455 


MILLER, F.L 

8702100188* 

40-7455 


MILLER, F.L 

8702100192* 

40-7455 


MILLER.G. 

8702170379 

50-382 

R 

MILLER, G.K. 

870206041 1 * 

50-244 

P 

MILLER, J. 

8610220159* 

40-672 


MILLER, J. 

8702100142 

71-9032 


MILLER, J.C. 

8702110429* 

50-445 

A 

MILLER, JJ. 

8702180586 

50-346 

S 

MILLER, L 

8702100331 

50-312 

S 

MILLER, L. 

8 702180095 

50-312 

s 

MILLER, L.F. 

8702260205* 

50-312 

Q 

MILLER, M. 

8702250241 * 

50-271 

Q 

MILLER, M.A. 

8702040378 

50-424 

E 

MILLER, M.A. 

8702120589 

50-424 

P 

MILLER, M.A. 

8702190407 

50-424 

G 

MILLER, M.S. 

8702200286 

50-322 

G 

MILLER.M.S. 

8702200286 

50-322 

G 

MILLER, R. 

8702270410* 

50-341 

V 

MILLER, R.S. 

8701150250* 

TOPREP 


MILLER.W.H. 

8702180684* 

50-321 

Q 

MILLER, W.H. 

8702190077* 

70-27 


MILLER.W.H. 

8702200063* 

50-424 

Q 

MILLER, W.O. 

8512160369* 

FOIA 


MINECK.D.L. 

8702180305 

50-331 

R 

MINECK.D.L. 

8702180645 

50-331 

S 

MINER, S. 

8612290158 

50-312 

P 

MINNERS.W. 

8702200457 

GEN TEC 1 

S 

MIRAGLIA.F.J. 

8110200109* 

50-275 

P 

MIRAGLIA.F.J. 

8112180102* 

50-275 

P 

MIRAGLIA.F.J, 

8204290026* 

50-275 

P 

MIRAGLIA.F.J. 

8205050193* 

50-275 

P 

MIRAGLIA.F.J. 

8208040485* 

50-275 

P 

MIRAGLIA.F.J. 

8702040070* 

50-30 

P 

MIRAGLIA.F.J. 

8702100234* 

50-269 

P 

MIRAGLIA.F.J. 

8702130289 

50-148 

P 

MIRAGLIA.F.J. 

8702130298* 

50-148 

P 

MIRAGLIA.F.J. 

8702180083* 

50-320 

P 

MIRAGLIA.F.J. 

8702190286* 

ORG 


MIRAGLIA.F.J. 

8702250281 * 

50-213 

F 

MIRAGLIA.F.J. 

8702270429* 

50-530 

A 

MITCHELL, M.M. 

8702200323* 

WASTE MGT 

MIZUNO.G.S. 

8702200303 

50-445 

G 

MOBERGER.A.F. 

8702030390 

PRM 


MOBERGER.M.R. 

8702180677 

PRM 


MOBLEY, M.H. 

8702020505 

STATE PRO G 

MODENOS.L.P. 

8702190240* 

50-395 

Q 

MOFFATT.L.W. 

8702040340 

50-302 

S 

MOFFATT.L.W. 

8702040352 

50-302 

S 

MOFFATT.L.W. 

8702090337 

50-302 

S 

MOFFATT.L.W. 

8702110157 

50-302 

S 

MOFFET.E.L. 

8702240231 

PR 


MONTFOR D,C. W. 

8702130198 

XPORTLIC 


MONTGOMERY, J. 

8612240145 

50-288 

Q 

MONTGOMERY, J. 

8702270234 

l&E 


MONTGOMERY, J.L. 

8702020269 

50-228 

F 

MONTGOMERY, J.L. 

8702020411 

50-397 

Q 

MONTGOMERY, J.L 

8702030203 

50-113 

F 

MONTGOMERY, J.L 

8702030222 

50-312 

Q 

MONTGOMERY, J.L 

8702030325 

50-344 

Q 

MONTGOMERY, J.L 

8702060524 

70-734 


MONTGOMERY, J.L 

8702100390 

50-275 

Q 

MONTGOMERY, J.L 

8702170697 

50-397 

Q 

MONTGOMERY, J.L 

8702260358 

50-528 

F 

MOODY.D. 

8702180732 

PRM 


MOONEY, J.L. 

8612090803 

71-496 


MOONEY, J.L. 

8612090813* 

71-496 


MOONEY, J.L. 

8612090818* 

71-496 


MOORE, C.L. 

8702260102 

50-528 

P 

MOORE.J.E. 

8702030020 

50-400 

G 

MOORE, J.E. 

8702030055 

50-400 

G 

MOORE, J.E. 

8702030421 

50-400 

G 

MOORE, L.R. 

8702060498* 

50-424 

Q 

MOORE.R.N. 

8702130174 

XPORTLIC 


MOORE.V.A. 

8312280018* 

50-275 

P 

MOORE, V.R. 

8702180672 

PRM 


MOREY, J.R. 

8702180576 

PRM 


MORGAN, H.E. 

8702020457 

50-362 

S 

MORGAN, H.E. 

8702050322 

50-361 

S 

MORGAN, H.E. 

8702050390 

50-206 

S 

MORGAN.H.E. 

8702100108 

50-361 

F 

MORGAN, H.E. 

8702100352 

50-206 

F 

MORGAN.H.E. 

8702120412 

50-206 

S 

MORGAN.H.E. 

8702170030 

50-362 

S 

MORGAN.H.E. 

8702170711 

50-361 

s 

MORGAN, H.E. 

8702180463 

50-362 

s 

MORGAN, H.E. 

8702190008 

50-206 

R 

MORGAN.H.E. 

8702200228 

50-361 

R 


AUTHOR 

ACCESSION 

SUBJECT 



NURCSER 

CATEGORY 

MORGAN.H.E. 

8702250293 

50-206 

S 

MORGAN.H.E. 

8702270315 

50-361 

Q 

MORGAN, J.N. 

8702090093* 

50-387 

P 

MORGAN, R.E. 

8702090125 

50-261 

Q 

MORGAN.R.E. 

8702090174 

50-261 

Q 

MORGAN, R.E. 

8702090459* 

50-261 

V 

MORGAN.R.E. 

8702170462 

50-261 

R 

MORGAN.R.E. 

8702250218 

50-261 

F 

MORGAN.R.E. 

8702260403 

50-261 

R 

MORGENSTERN.R. 

8702030326 

50-461 

S 

MORIGHAN.R.J. 

8702180672 

PRM 


MORRILL, P. 

8702090137* 

50-275 

V 

MORRIS, C.G. 

8702090407* 

50-390 

A 

MORRIS, P.J. 

8702100131* 

50-390 

A 

MORRISON, S. 

8702180576 

PRM 


MORTENSEN.G.K. 

8702110250 

50-219 

S 

MORTON, S.L. 

870206041 1 * 

50-244 

P 

MORZENTI.S.P. 

8702060183 

40-8857 


MORZENTI.S.P. 

8702170145 

40-8857 


MORZENTI.S.P. 

8702170615 

40-8857 


MOSLAK.T. 

8702250260* 

50-320 

Q 

MOUNTAIN, J.E. 

8702240231 

PR 


MOWRER.M.E. 

8702090476* 

50-369 

F 

MOY.M.E. 

8702090397 

50-237 

S 

MOYE.C.H. 

8702090488* 

50-369 

F 

MROCZKA.E.J. 

8612160346 

50-245 

F 

MROCZKA.E.J. 

8612160346 

50-245 

F 

MROCZKA.E.J. 

8702030145 

50-245 

P 

MROCZKA.E.J. 

8702030145 

50-245 

P 

MROCZKA.E.J. 

8702040045 

50-213 

R 

MROCZKA.E.J. 

8702040108 

50-423 

Q 

MROCZKA.E.J. 

8702040108 

50-423 

Q 

MROCZKA.E.J. 

8702040321 

50-213 

P 

MROCZKA.E.J. 

8702040667 

50-213 

Q 

MROCZKA.E.J. 

8702050381 

50-213 

P 

MROCZKA.E.J. 

8702050383 

50-213 

Q 

MROCZKA.E.J. 

8702050383 

50-213 

Q 

MROCZKA.E.J. 

8702050383 

50-213 

Q 

MROCZKA.E.J. 

8702060159 

50-423 

P 

MROCZKA.E.J. 

8702060159 

50-423 

P 

MROCZKA.E.J. 

8702060379 

PR 


MROCZKA.E.J. 

6702060379 

PR 


MROCZKA.E.J. 

8702060379 

PR 


MROCZKA.E.J. 

8702060452 

50-245 

P 

MROCZKA.E.J. 

8702060452 

50-245 

P 

MROCZKA.E.J. 

8702090398 

50-213 

P 

MROCZKA.E.J. 

8702170717 

50-336 

P 

MROCZKA.E.J. 

8702170717 

50-336 

P 

MROCZKA.E.J. 

87021 80357 

50-423 

P 

MROCZKA.E.J. 

8702180357 

50-423 

P 

MROCZKA.E.J. 

8702180546 

50-213 

H 

MROCZKA.E.J. 

8702180546 

50-213 

H 

MROCZKA.E.J. 

8702180546 

50-213 

H 

MROCZKA.E.J. 

8702190288 

50-245 

S 

MROCZKA.E.J. 

8702190288 

50-245 

S 

MROCZKA.E.J. 

8702200232 

50-423 

S 

MROCZKA.E.J. 

8702200232 

50-423 

S 

MROCZKA.E.J. 

8702240230 

50-245 

P 

MROCZKA.E.J. 

8702240230 

50-245 

p 

MROCZKA.E.J. 

8702240359 

50-245 

p 

MROCZKA.E.J. 

8702240359 

50-245 

p 

MROCZKA.E.J. 

8702260062 

50-213 

F 

MROCZKA.E.J. 

8702260125 

50-213 

F 

MROCZKA.E.J. 

8702260151 

50-336 

F 

MROCZKA.E.J. 

8702260151 

50-336 

F 

MROCZKA.E.J. 

8702260531 

50-245 

Q 

MROCZKA.E.J. 

8702260531 

50-245 

Q 

MROCZKA.E.J. 

8702260630 

50-423 

Q 

MROCZKA.E.J. 

8702260630 

50-423 

Q 

MROCZKA.E.J. 

8702270355 

50-245 

F 

MROCZKA.E.J. 

8702270355 

50-245 

F 

MUELLER, G.E. 

8702060116 

NUREG 


MULLER, D.R. 

8502150418* 

50-269 

P 

MULLER, D.R. 

8702030354 

50-298 

P 

MULLER, D.R. 

8702040329* 

50-321 

P 

MULLER, D.R. 

8702040337* 

50-271 

P 

MULLER, D.R. 

8702050470* 

50-331 

P 

MULLER, D.R. 

8702050494* 

50-366 

P 

MULLER, D.R. 

8702060273 

50-259 

P 

MULLER, D.R. 

8702060335 

50-333 

P 

MULLER, D.R. 

8702060339 

50-277 

P 

MULLER, D.R. 

8702090151* 

50-298 

P 

MULLER.D.R. 

8702100100 

50-272 

1 

MULLER, D.R. 

8702130220* 

50-259 

P 

MULLER.D.R. 

8702130433 

50-260 

P 

MULLER.D.R. 

8702170288* 

50-259 

P 

MULLER.D.R. 

8702180203* 

50-333 

P 

MULLER.D.R. 

8702180374* 

50-333 

P 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

*30RY 

MULLER.D.R. 

8702190458 

50-271 

Q 

MULLETT.D.J. 

8702090023 

50-271 

G 

MULLETT.D.J. 

8702130143* 

50-271 

G 

MULLIKIN.R.P. 

8702030423* 

50-482 

Q 

MULVEHILL.J.M. 

8702170619 

50-341 

F 

MUNRO.J.F. 

8702090354* 

50-62 

V 

MUNRO.J.F. 

8702090450* 

50-261 

V 

MUNRO.J.F. 

8702180628’ 

50-400 

V 

MUNRO.J.F. 

8702180655* 

50-269 

V 

MUNRO.J.F. 

8702260127* 

50-335 

V 

MUNRO.J.F. 

8702260423* 

50-327 

V 

MUNRO.J.F. 

8702270398* 

50-302 

V 

MURLEY.T.E. 

8102260238* 

FOIA 


MURLEY.T.E. 

8612110002 

50-245 

Q 

MURLEY.T.E. 

8702030105 

50-354 

Q 

MURLEY.T.E. 

8702030110* 

FOIA 


MURLEY.T.E. 

8702030112* 

50-354 

Q 

MURLEY.T.E. 

8702030163* 

FOIA 


MURLEY.T.E. 

8702030419* 

FOIA 


MURLEY.T.E. 

8702030490* 

FOIA 


MURLEY.T.E 

8702040149* 

FOIA 


i/iUPLEY.T.E 

8702170654 

50-278 

Q 

MURLEY.T.E. 

8702170666* 

50-278 

Q 

MURPHY, !<.[£. 

8702040235 

50-245 

S 

MURPHY, M.P. 

8702030390 

PRM 


MURPHY, M.P. 

8702180677 

PRM 


MURPHY.M.W. 

8702200032* 

50-327 

P 

MURPHY.S. 

8702110171 

PR 


MURPHY, W.P. 

8702100334 

71-9015 


MURPHY, W.P. 

8702180146 

50-271 

R 

MURPHY, W.P. 

8702180326 

50-271 

P 

MURRAY, B. 

8702020519* 

50-482 

Q 

MURRAY, B. 

8702100064* 

50-382 

Q 

MURRAY, B. 

8702100118* 

50-298 

Q 

MURRAY, B. 

8702100183 

50-382 

S 

MURRAY, B. 

8702110284* 

50-382 

Q 

MURRAY, B. 

8702240413* 

50-498 

Q 

MURRAY, B. 

8702240430* 

50-285 

Q 

MURTHA.J.P. 

8702100196* 

70-135 


MUSOLF.D. 

8702030363 

50-306 

P 

MUSOLF.D. 

8702040038 

PR 


MUSOLF.D. 

8702040102 

50-282 

Q 

MUSOLF.D. 

8702050332 

50-282 

P 

MUSOLF.D. 

8702050361 

50-282 

P 

MUSOLF.D. 

8702100419 

50-263 

P 

MUSOLF.D. 

8702100420* 

50-263 

P 

MUSOLF.D. 

8702100430 

50-263 

R 

MUSOLF.D. 

8702110025 

50-263 

S 

MUSOLF.D. 

8702170577 

50-282 

R 

MUSOLF.D. 

8702180335 

50-263 

S 

MUSOLF.D. 

8702260068 

50-263 

P 

MUSOLF.D. 

8702260079* 

50-263 

P 

MUSOLF.D. 

8702260606 

50-263 

S 

MUSPILKIN.B. 

8702180672 

PRM 


MY.R.J. 

8702040112* 

50-282 

Q 

MYERS, C. 

8702260224* 

50-312 

Q 

MYERS, L. 

8702250260* 

50-320 

Q 

MYRABO.A.L. 

8702100430 

50-263 

R 

MYRGLOT.C.E. 

8702240048* 

FOIA 


NAIDU.K.R. 

8702030328* 

QA999 


NAMATAME.K. 

8702030466* 

FOIA 


NAPUDA.G. 

8702030391* 

50-443 

Q 

NARBUT.P. 

8702250104 

50-323 

S 

NARBUT.P.P. 

8702170328* 

50-275 

Q 

NARDOCI.P.B. 

8702190014 

50-369 

S 

NARDOCI.P.B. 

8702190261 

50-370 

S 

NARDOCI.P.B. 

8702250555 

50-369 

s 

NASH.D. 

8702250414 

50-266 

J 

NASH.D. 

8702250423 

50-244 

J 

NASH.D.A. 

8702180290 

50-454 

J 

NASH.D.A. 

8702180315 

50-424 

J 

NASH.D.A. 

8702190268 

50-155 

J 

NASS.S.A. 

8702180574* 

50-334 

P 

NASS.S.A. 

8702180579* 

50-334 

P 

NASS.S.A. 

8702180591* 

50-334 

p 

NAUMAN.D.A. 

8612160338 

50-395 

F 

NAUMAN.D.A. 

8702090161 

50-395 

F 

NAUMAN.D.A. 

8702110109 

PR 


NAUMAN.D.A. 

8702190110 

50-395 

R 

NAYLOR, N. 

8702110140 

PRM 


NEFF.J.O. 

8702240256 

WASTE MGT 

NEFF.J.O. 

8702240260 

WASTE MGT 

NEFTER.G. 

8702110345* 

50-445 

A 

NEGIN.C.A. 

8702100160’ 

PR 


NEIGHBORS, J.D. 

8702060346 

50-286 

P 

NEIGHBORS, J.D. 

8702130207 

50-286 

P 

NEIGHBORS, J.D. 

8702170002 

50-286 

P 

NEILS, G. 

8702100156 

PR 
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NEISLER.J.H. 

8702260335* 

50-456 

Q 

NELSON, G.W. 

8702180531 

PRM 


NELSON, J. 

8702110025 

50-263 

S 

NELSON.T.A. 

8702090409 

50-275 

s 

NEMETHY.E. 

8702060402 

PR 


NEMETHY.E. 

8702090273 

PRM 


NEMETHY.E. 

8702180402 

PRM 


NEMOTO.J. 

8702180502* 

50-390 

Q 

NERSES.V. 

8411160067* 

50-443 

P 

NERSES, V. 

8702240483 

50-443 

P 

NEWACHECK.R.L. 

8702100337 

50-228 

F 

NEWBURGH, G. 

8702180296 

50-245 

R 

NEWMAN, B. 

8702110148 

50-322 

H 

NEWSOME, R. 

8702240304* 

50-390 

Q 

NEWSOME, R.W. 

8702100128* 

50-424 

Q 

NEWTON, C. 

8702030367 

WASTE MGT 

NEWTON, C. 

8702240273 

WASTE MGT 

NEWTON, C. 

8702240282 

WASTE MGT 

NEWTON.C. 

8702240316 

WASTE MGT 

NEWTON, C. 

8702240322 

WASTE MGT 

NEWTON.C. 

8702240332 

WASTE MGT 

NEWTON.C. 

870224039 2 

WASTE MGT 

NEWTON, R.A. 

8702180541 

PR 


NICHOLAS, J.B. 

8702100118* 

50-298 

Q 

NICHOLAS, J.B. 

8702240413* 

50-498 

Q 

NICHOLSON, L.E. 

8702060475* 

50-424 

Q 

NICKLES.P.J. 

8702190095 

40-8027 


NICKLES.P.J. 

8702190095 

40-8027 


NIMITZ.R.L. 

8702030087* 

50-354 

Q 

NIMITZ.R.L. 

8702090048* 

50-293 

Q 

NINH.S.Q. 

8612030536* 

50-424 

Q 

NINH.S.Q. 

8702180428* 

70-143 


NINH.S.Q. 

8702200201* 

70-1113 


NISTICO.J.F. 

8702030320 

50-445 

M 

NISTICO.J.F. 

8702030320 

50-445 

M 

NOBLES, LM. 

8702100316 

50-327 

S 

NOBLES, L.M. 

8702180417 

50-327 

S 

NOBLES, LM. 

8702180449 

50-328 

S 

NOBLES, L.M. 

8702240482 

50-327 

S 

NOBLES, LM. 

8702250305 

50-327 

S 

NOBLES, L.M. 

8702250387 

50-327 

R 

NOBLES, L.M. 

8702250547 

50-327 

S 

NOBLES, LM. 

8702250571 

50-328 

S 

NOLTE.M.C. 

8702180109 

40-6622 


NOONAN, V.S. 

8311160240* 

50-275 

P 

NOONAN, V.S. 

8507080070* 

50-445 

A 

NOONAN, V.S. 

8512110601* 

50-445 

A 

NOONAN, V.S. 

8512230288* 

50-445 

E 

NOONAN, V.S. 

8702030352 

50-601 

F 

NOONAN, V.S. 

8702040351 

50-498 

F 

NOONAN, V.S. 

8702170306 

50-601 

A 

NOONAN, V.S. 

8702170315 

50-445 

Q 

NOONAN.V.S. 

8702250295 

50-445 

Q 

NOONAN, V.S. 

8702250303 

50-498 

D 

NOONAN.V.S. 

8702250320 

50-445 

A 

NOONAN.V.S. 

8702250437* 

FOIA 


NORELIUS.C.E. 

8702020635 

50-295 

P 

NORELIUS.C.E. 

8702050148 

50-461 

S 

NORELIUS.C.E. 

8702050189 

50-305 

Q 

NORELIUS.C.E. 

8702050219 

50-373 

S 

NORELIUS.C.E. 

8702050276 

50-373 

Q 

NORELIUS.C.E. 

8702060447 

50-237 

P 

NORELIUS.C.E. 

8702090063 

50-461 

P 

NORELIUS.C.E. 

8702090318 

50-461 

Q 

NORELIUS.C.E. 

8702100051 

50-4 rs 

Q 

NORELIUS.C.E. 

8702100055* 

50-455 

Q 

NORELIUS.C.E. 

8702170614 

50-295 

S 

NORELIUS.C.E. 

8702170623 

50-295 

Q 

NORELIUS.C.E. 

8702170631 

50-305 

0 

NORELIUS.C.E. 

8702170713 

50-341 

Q 

NORELIUS.C.E. 

8702180304 

50-255 

Q 

NORELIUS.C.E. 

8702250194 

50-373 

Q 

NORELIUS.C.E. 

8702250198* 

50-3/3 

Q 

NORELIUS.C.E. 

8702250226 

50-483 

Q 

NORELIUS.C.E. 

8702250247 

50-341 

S 

NORELIUS.C.E. 

8702250334 

50-237 

Q 

NORELIUS.C.E. 

8702260407 

50-341 

Q 

NORELIUS.C.E. 

8702260467 

50-341 

O 

NORELIUS.C.E. 

8702270371 

50-237 

Q 

NORRHOLM.LJ. 

8702190011* 

50-311 

Q 

NORRHOLM.LJ. 

8702250138* 

50-272 

Q 

NORRIS, B.S. 

8702020577* 

50-272 

V 

NORRY.P.G. 

8702040008 

ORG 


NORRY.P.G. 

8702090142* 

PR 


NORRY.P.G. 

8702090185* 

PR 


NORRY.P.G. 

8702090199* 

PR 


NORRY.P.G. 

8702240220 

ORG 


NORRY.P.G. 

8702240227 

ORG 



AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 

NORRY.P.G. 8702270262 ORG 

NORRY.P.G. 8702270284 ORG 

NORSIGIAN.J. 8702240404 PR 

NORTH, H.S. 8702020691* 50-528 Q 

NORTH, P.J. 8702200080 50-287 S 

NORTH, PJ. 8702250566 50-270 S 

NORTON, B. 8702030032 50-275 G 

NOVACHEK.F.J. 8702260338 50-267 R 

NOVAK, T. 8702020693* 50-424 Q 

NOVAK.T. 8702100202* 50-424 Q 

NOVAK, T.M. 8209150161* 50-275 P 

NOVAK, T.M. 8209290285* 50-275 P 

NOVAK, T.M. 8210040372* 50-275 P 

NOVAK.T.M. 8211180423* 50-275 P 

NOVAK.T. M. 8301110680* 50-275 P 

NOVAK.T.M. 8305020594* 50-275 P 

NOVAK.T.M. 8307190061’ 50-275 P 

NOVAK.T.M. 8307190315* 50-275 P 

NOVAK.T.M. 8610020083* FOIA 

NOVAK, T.M. 8702030505 50-424 P 

NOVAK.T.M. 8702130376 50-455 P 

NOVAK.T.M. 8702240399 TOPREP 

NOVENDSTERN.E. 8701150250* TOPREP 

NOZAWA.M. 8702030128* FOIA 

NOZAWA.M. 8702040118* FOIA 

NOZAWA.N. 8702040243* FOIA 

NUNN.K.B. 8702190243* XPORTLIC 

NUNN.K.B. 8702190324* XPORTLIC 

NUNN.K.B. 8702240114 XPORTLIC 

NUNN.K.B. 8702240114 XPORTLIC 

NUSSBAUMER.D.A. 8702040479* FOIA 

NUSSBAUMER.D.A. 8702040631 * FOIA 

NUSSBAUMER.D.A. 8702040640* FOIA 

NYKIRL.J.W. 8702050300 50-295 F 

O'BRIEN, J. 8702040590* FOIA 

O'BRIEN.J. 8702090137* 50-275 V 

O'CONNOR, D.J. 8702110114 50-346 J 

O’CONNOR, P.W. 8702130094 50-483 Q 

O’DONNELL, E.W. 8702250541 50-456 S 

O’DONNELL, W.J. 8702190450* 50-325 P 

O’KELLEY, G.D. 8702170050 NUREG 

O’LEARY, A.H. 8702190227* TOPREP 

O’LEARY, A.H. 8702190277* TOPREP 

O'REILLY, J.P. 8306290039* FOIA 

O’REILLY, J.P. 8701020147 50-321 F 

O’REILLY, J.P. 8702040028 50-366 P 

O'REILLY, J.P. 8702040566 50-321 Q 

O’REILLY, J.P. 8702250504 50-321 P 

O’REILLY, J.P. 8702260041 50-321 P 

OAKLEY, D.T. 8702120348 WASTE MGT 

OAKLEY.D.T. 8702120359* WASTE MGT 

OAKLEY, D.T. 8702120374* WASTE MGT 

ODAR.E. 8702110128* 50-445 A 

OEDAMER.R.T. 8702170473* 50-348 F 

OESTMANN.M.J. 8702020681* 50-373 Q 

OESTMANN.M.J. 8702060521* 50-266 Q 

OHYAMA.T. 8702130204 XPORTLIC 

OHYAMA.T. 8702180169 XPORTLIC 

OLDHAM, J.G. 8702030417 40-6500 

OLDHAM, J.G. 8702200276 40-6500 

OLDHAM, J.G. 8702270294 40-6500 

OLIVADOTI.J.R. 8702100207 PROJ 

OLMSTEAD.C.A. 8702040159 50-344 S 

OLMSTEAD.C.A. 8702110050 50-344 S 

OLMSTEAD.C.A. 8702110076 50-344 S 

OLMSTEAD.C.A. 8702180300 50-344 R 

OLMSTEAD.W.J. 8702110091* FOIA 

OLSEN, A.F. 8702100056 70-824 

OLSEN, A.F. 8702200170 70-824 

OLSEN, A.F. 870224025 4 71-230 

OLSEN, T.T. 8702060149 40-8910 

OLSHAN.LN. 8702040245 50-454 P 

OLSHAN.LN. 8702060162 50-455 P 

OLSHAN.LN. 8702130256 50-454 P 

OLSHAN.LN. 8702130310 50-454 P 

OLSHAN.LN. 8702170368 50-454 P 

OLSHAN.LN. 8702180077 50-454 P 

OLSHAN.LN. 8702190071 50-454 P 

OLSHAN.LN. 8702250319 50-454 Q 

OLSHAN.LN. 8702250389 50-454 P 

ORDERS, W. 8702190192* 50-369 Q 

OSBORNE, K.E. 8702180479 50-255 F 

OSBORNE, M.P. 8610170183* TOPREP 

OSBORNE.M.P. 8701150250* TOPREP 

OSIENSKY.J.L 8702270329 WASTE RES 

gSTER.J. 8702100439 50-456 J 

OSTER.J. 8702100442 50-456 J 

OTANO.H. 8702240155 WASTE RES 
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OTTO.S.M. 

OTTS.J.K. 

8702170562 

8702040653* 

50-289 

FOIA 

S 

OUELLETTE, R.W. 

8702090343 

50-413 

S 

OUELLETTE, R.W. 

8702200082 

50-413 

s 

OUELLETTE.R.W. 

8702200206 

50-413 

s 

OUELLETTE, R.W. 

8702200221 

50-414 

s 

OUELLETTE, R.W. 

8702200242 

50-414 

s 

OUELLETTE.R.W. 

OWEN.B. 

8702240497 

8702180672 

50-413 

PRM 

s 

OXSEN.A.L. 

8702040090 

50-293 

R 

PACKARD, G.C. 

8702120003 

50-255 

R 

PADOVAN.L.M. 

8702170328* 

50-275 

Q 

PAGE.B.M. 

8702030236 

50-275 

O 

PAGE.B.M. 

8702030236 

50-275 

O 

PAGE.M. 

8702030159 

CONTRACT 

PAGE.M. 

8702190317 

CONTRACT 

PAGE.M. 

8702190368 

CONTRACT 

PAIRITZ.J.P. 

8702040421 

50-254 

S 

PALLADINO.N.J. 

8111270065* 

50-361 

U 

PALLADINO.N.J. 

8203150015* 

50-361 

U 

PALLADINO.N.J. 

8702040064* 

50-482 

P 

PALLADINO.N.J. 

8702200150* 

50-361 

U 

PALLADINO.N.J. 

8702240065* 

50-275 

P 

PALOMINO, F.G. 

8702030069 

50-322 

G 

PALOMINO, F.G. 

8702060060 

50-322 

G 

PALOMINO, F.G. 

8702090021 

50-322 

G 

PALOMINO, F.G. 

8702100299 

50-322 

G 

PALOMINO.F.G. 

8702100322 

50-322 

G 

PALOMINO.F.G. 

8702100335* 

50-322 

G 

PALOMINO.F.G. 

8702130123 

50-322 

G 

PALUSAMY.S.S. 

8702260064* 

50-498 

A 

PANCIERA.V.W. 

8603250147 

50-62 

V 

PANCIERA.V.W. 

8702200119* 

50-280 

Q 

PAOLINO.R.J. 

8702020733* 

50-412 

Q 

PAPANIC.G. 

8612180369 

50-29 

F 

PAPANIC.G. 

8702020281 

50-29 

P 

PAPANIC.G. 

8702020530 

50-29 

P 

PAPANIC.G. 

8702020539 

50-29 

Q 

PAPANIC.G. 

8702130428 

50-29 

P 

PAPANIC.G. 

8702260019 

50-29 

P 

PAPANIC.G. 

8702260129 

50-29 

P 

PAPERIELLO.C.J. 

8702030015 

50-295 

V 

PAPERIELLO.C.J. 

8702090121 

50-305 

Q 

PAPERIELLO.C.J. 

8702090306 

50-254 

V 

PAPERIELLO.C.J. 

8702170346 

50-254 

Q 

PAPERIELLO.C.J. 

8702240391 

50-454 

V 

PAPERIELLO.C.J. 

8702240406 

50-483 

P 

PARIS, O.H. 

8702100300 

50-322 

G 

PARIS.O.H. 

8702130120 

50-322 

G 

PARIS, O.H. 

8702190086 

50-322 

G 

PARIS.O.H. 

PARKER, H.J. 
PARKER, J.M. 

8702190422* 

8702200308 

8702060215* 

50-424 

PRM 

40-8903 

G 

PARKER.N.E. 

8702180481* 

50-341 

Q 

PARKER, S.C. 

8702110009 

50-327 

P 

PARKHILL.R. 

8702100211* 

50-424 

Q 

PARKINSON 

8702110229* 

50-327 

P 

PARKINSON 

8702200022* 

50-327 

P 

PARKINSON, G. 

8702110239* 

50-327 

P 

PARLER.W.C. 

8702030014 

50-389 

G 

PARLER.W.C. 

8702110488* 

REVIEW GR P 

PARLER.W.C. 

8702130141* 

50-443 

G 

PARSHALL.D. 

PARTISS.E.L. 

8702090407* 

8702180732 

50-390 

PRM 

A 

PARTLOW.J.G. 

8702060356 

50-424 

Q 

PARTLOW.J.G. 

8702090277 

50-313 

Q 

PARTLOW.J.G. 

8702240298 

50-390 

Q 

PASCIAK.W. 

8702250241* 

50-271 

Q 

PASCIAK.W.J. 

8702190013* 

50-277 

Q 

PASCIAK.W.J. 

8702270209* 

50-354 

Q 

PASCIAK.W.J. 

8702270228* 

50-387 

Q 

PASTIS.H.N. 

8702090291 

50-269 

P 

PASTIS.H.N. 

8702130075 

50-269 

P 

PASTVA.M.J. 

8702030454 

50-325 

S 

PASTVA.M.J. 

8702180303 

50-324 

S 

PASTVA.M.J. 

8702180575 

50-324 

S 

PATE.R.J. 

8702090127 

50-275 

V 

PATE.R.J. 

8702110095 

50-163 

V 

PATE.R.J. 

8702110098 

50-312 

V 

PATE.R.J. 

8702120558 

50-312 

Q 

PATE.R.J. 

8702260139 

50-508 

Q 

PATE.R.J. 

8702260183 

50-288 

V 

PATE.R.J. 

8702260193 

50-312 

Q 

PATE.R.J. 

8702260279 

50-508 

Q 

PATEL, C.P. 

8702130200 

50-280 

P 

PATENAUDE.C.J. 

8604010152 

50-286 

P 

PATTEN.T.W. 

PATTEN, T.W. 

8702090093* 

8702190227* 

50-387 

TOPREP 

P 
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AUTHOR 

ACCESS80N 

SUBJECT 



NUMBER 

CATEGORY 

PATTEN, T.W. 

8702190277* 

TOPREP 


PATTERSON, A. 

8702110054* 

50-445 

A 

PATTERSON, A. 

8702110078* 

50-445 

A 

PATTERSON, A. 

8702110219* 

50-445 

A 

PATTERSON, A. 

8702110227* 

50-445 

A 

PATTERSON, A. 

8702110238* 

50-445 

A 

PATTERSON, A. 

8702110247* 

50-445 

A 

PATTERSON, A. 

8702110258* 

50-445 

A 

PATTERSON, A. 

8702110277* 

50-445 

A 

PATTERSON, A. 

8702110293* 

50-445 

A 

PATTERSON, A. 

8702110298* 

50-445 

A 

PATTERSON.A. 

8702110307* 

50-445 

A 

PATTERSON.A. 

8702110313* 

50-445 

A 

PATTERSON, A. 

8702110317* 

50-445 

A 

PATTERSON, A. 

8702110352* 

50-445 

A 

PATTERSON.A. 

8702110356* 

50-445 

A 

PATTERSON.A. 

8702110361* 

50-445 

A 

PATTERSON.A. 

8702110366* 

50-445 

A 

PATTERSON, A. 

8702110375* 

50-445 

A 

PATTERSON, A. 

8702110377* 

50-445 

A 

PATTERSON, C.A. 

8702190234* 

50-259 

Q 

PATTERSON, J. 

8702060520* 

50-331 

Q 

PATTISON.R.S. 

8702190283 

40-8084 


PATTON, J.D. 

8702060017 

40-8064 


PATTON, J.D. 

8702200397 

40-8102 


PAUL.R.A. 

8702090014* 

50-461 

Q 

PAULEWICZ.F.W. 

8702170549* 

50-289 

P 

PAULK, G.L. 

8702190234* 

50-259 

Q 

PAULSON, W. 

8702020715 

50-285 

P 

PAULSON, W.A. 

8702040213 

50-285 

P 

PAULSON, W.A. 

8702190363 

50-285 

P 

PAULSON, W.A. 

8702190579 

50-285 

P 

PAULSON, W.A. 

8702250344 

50-285 

P 

PAULSON.W.A. 

8702250351 

50-285 

Q 

PEEBLES, T. 

8702190001 

50-370 

S 

PEEBLES, T. 

8702190072* 

50-269 

Q 

PEEBLES.T. 

8702190244* 

50-269 

Q 

PEEBLES, T.A. 

8702190192* 

50-369 

Q 

PEEBLES, T.A. 

8702190199* 

50-413 

Q 

PEEBLES, T.A. 

8702190223* 

50-269 

Q 

PEEBLES, T.A. 

8702190438* 

50-269 

Q 

PEEBLES, T.A. 

8702270434* 

50-269 

Q 

PELKE.P. 

8702060005 

50-341 

S 

PELKE.P.R. 

8702270201 

50-341 

S 

PELLET, J.L 

8702110233* 

50-267 

V 

PELLET, J.L. 

8702260309* 

50-313 

V 

PELLETIER, J.P. 

8702180288 

50-271 

S 

PELLETIER, J.P. 

8702250471 

50-271 

S 

PERANICH.W.W. 

8702260172* 

50-508 

Q 

PERCH, R.L. 

8702240381 

50-498 

A 

PEREIRA, D.B. 

8702110003* 

50-344 

Q 

PEREIRA, D.B. 

8702240176* 

50-344 

Q 

PERKEY.D.N. 

8702130074 

FOIA 


PERKINS, K.R. 

8610160306* 

FOIA 


PERLIS.R.G. 

8702030010 

50-443 

G 

PERLIS.R.G. 

8702030041 

50-443 

G 

PERLIS.R.G. 

8702030081 

50-443 

G 

PERLIS.R.G. 

8702130125 

50-443 

G 

PERRINO.L.R. 

8702110375* 

50-445 

A 

PERRY, D. 

8702270011* 

TOPREP 


PERRY, D.K. 

8702090389* 

TOPREP 


PERSINKO.D. 

8604140486* 

50-346 

P 

PERSINKO.D. 

8702020614* 

50-346 

P 

PETERS, J.P. 

8702190079 

50-374 

S 

PETERS, M.R. 

8702240188 

71-466 


PETERSON, M. 

8702260568 

50-456 

S 

PETERSON, M.R. 

8702060232 

XPORTLIC 


PETERSON.M.R 

8702060268 

XPORTLIC 


PETERSON, M.R. 

8702060281 

XPORTLIC 


PETERSON, M.R. 

8702060284 

XPORTLIC 


PETERSON, M.R. 

8702060290 

XPORTLIC 


PETERSON, M.R. 

8702060291 

XPORTLIC 


PETERSON, M.R. 

8702060298 

XPORTLIC 


PETERSON.M.R 

8702060355 

XPORTLIC 


PETERSON.M.R. 

8702130160 

XPORTLIC 


PETERSON, M.R 

8702130169 

XPORTLIC 


PETERSON, M.R. 

8702130171 

XPORTLIC 


PETERSON.M.R. 

8702130178 

XPORTLIC 


PETERSON, M,R 

8702130179 

XPORTLIC 


PETERSON.M.R. 

8702130184 

XPORTLIC 


PETERSON.M.R. 

8702130208 

XPORTLIC 


PETERSON, M.R. 

8702130337 

XPORTLIC 


PETERSON.M.R. 

8702130347 

XPORTLIC 


PETERSON, M.R. 

8702170714 

XPORTLIC 


PETERSON, M.R. 

8702180003 

XPORTLIC 


PETERSON, M.R. 

8702180008 

XPORTLIC 


PETERSON.M.R. 

8702180011 

XPORTLIC 


PETERSON, M.R. 

8702180018 

XPORTLIC 



AUTHOR 

ACCESSION 

SUBJECT 
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PETERSON.M.R. 

8702180059 

XPORTLIC 


PETERSON.M.R. 

8702180070 

XPORTLIC 


PETERSON.M.R. 

8702180078 

XPORTLIC 


PETERSON.M.R. 

8702180082 

XPORTLIC 


PETERSON.M.R. 

8702180093 

XPORTLIC 


PETERSON.M.R. 

8702180107 

XPORTLIC 


PETERSON.M.R. 

8702180187 

XPORTLIC 


PETERSON.M.R. 

8702180206 

XPORTLIC 


PETERSON.M.R. 

8702180213 

XPORTLIC 


PETERSON.M.R. 

8702180236 

XPORTLIC 


PETERSON.M.R. 

8702180267 

XPORTLIC 


PETERSON.M.R. 

8702180291 

XPORTLIC 


PETERSON.M.R. 

8702180321 

XPORTLIC 


PETRONE.C. 

8702020266* 

50-336 

Q 

PETTENGILL.H.J. 

8702040624* 

FOIA 


PETTENGILL.H.J. 

8702060136 

40-8905 


PETTENGILL.H.J. 

8702060140 

40-8904 


PETTENGILL.H.J. 

8702060155 

40-8907 


PETTENGILL.H.J. 

8702060210* 

40-3453 


PETTENGILL.H.J. 

8702060246 

40-8902 


PETTENGILL.H.J. 

8702060257 

40-8903 


PETTENGILL.H.J. 

8702060269 

40-8904 


PETTENGILL.H.J. 

8702060288 

40-8584 


PETTENGILL.H.J. 

8702060333 

40-299 


PETTENGILL.H.J. 

8702170486 

40-8905 


PETTENGILL.H.J. 

8702170545 

40-2259 


PETTENGILL.H.J. 

8702170585 

40-8681 


PETTENGILL.H.J. 

8702190392* 

40-8681 


PETTENGILL.H.J. 

870224021 1 * 

40-8348 


PETTENGILL.H.J. 

8702240225 

40-8348 


PETTENGILL.H.J. 

8702240340 

WASTE MGT 

PFAFF.S.J. 

8702180191 

40-6659 


PFEFFERLEN.H.C. 

8610170100 

TOPREP 


PFISTER.A.J. 

8702190561* 

50-528 

1 

PHIFER, T.K. 

8702250305 

50-327 

S 

PHILLIPS, H.S. 

8702240438* 

50-445 

Q 

PHILLIPS, H.W. 

8702260172* 

50-508 

Q 

PHILLIPS, J.E. 

8702270138 

PR 


PHILLIPS, J.W. 

8702100261 

TOPREP 


PHILLIPS, M.P. 

8702170574* 

50-341 

Q 

PHILLIPS, W.S. 

8702200377 

WASTE MGT 

PICIULO.P.L. 

8702270062 

NUREG 


PICK.G.A. 

8702190492* 

50-482 

Q 

PICK.G.A, 

8702240313* 

50-482 

Q 

PICKERING, H.C. 

8702100198 

PROJ 


PIERCE, D.W. 

8702250449 

50-322 

F 

PIGFORD.T.H. 

8702240380 

WASTE RES 

PIKUL.P.J. 

8702090412* 

50-213 

P 

PILCH, M. 

8702250107* 

FOIA 


PILCH.M. 

8702250115* 

FOIA 


PILCH, M. 

8702250316* 

FOIA 


PILCH.M. 

8702250321* 

FOIA 


PILCH.M. 

8702250329* 

FOIA 


PIPES, V. 

8702100159 

40-7455 


PIRFO.O.R. 

8702030436 

50-322 

G 

PIRFO.O.R. 

8702090028 

50-322 

G 

PIRTLE.G.L. 

8702170449* 

50-456 

Q 

PIRTLE.G.L. 

8702250181* 

50-461 

Q 

PIRTLE.G.L. 

8702260233* 

50-155 

Q 

PLETTNER.E.A, 

8702100103* 

50-298 

Q 

PLETTNER.E.A. 

8702240331 * 

50-298 

Q 

PLIML.G.J. 

8702040010 

50-304 

S 

PLIML.G.J. 

8702110316 

50-295 

S 

PLIML.G.J. 

8702170684 

50-304 

S 

PLIML.G.J. 

8702170707 

50-295 

R 

PLIML.G.J. 

8702190038 

50-295 

S 

PLIML.G.J. 

8702240314 

71-9159 


PLIML.G.J. 

8702090061 

50-295 

Q 

PLOSKI.T. 

8702180247* 

50-331 

Q 

PLUGGE.D.L. 

8702270303* 

CONTRACT 

PLYS.M.G. 

8702250139* 

FOIA 


POHLE.J. 

8702200459* 

WASTE RES 

POHLMAN.D.L. 

8702270177 

50-361 

K 

POLITI.R.B. 

8702240353 

50-530 

S 

POLK.H. 

8301260083* 

50-275 

P 

POLK.H. 

8302250012* 

50-275 

P 

POLK.H. 

8307110781* 

50-275 

P 

POLK.H. 

8308160017* 

50-275 

P 

POLK.H.E. 

8212130049* 

50-275 

P 

POLK.H.E. 

8301170008* 

50-275 

P 

POLLARD, D.E. 

8702180732 

PRM 


POLLARD, R.D. 

8702130133 

50-269 

G 

POLLOCK, J.M. 

8702110057 

50-288 

P 

POLZER.W.L. 

8702170076 

NUREG 


POPARAD.C.J. 

8702240259 

50-387 

P 

POPP.M. 

8702170045 

NUREG 


POPPE.L.K. 

8512160359* 

FOIA 


POPPE.L.K. 

8702110271* 

FOIA 



AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

POPPE.L.K. 

8702110405* 

FOIA 


POPPE.L.K. 

8702110456* 

FOIA 


PORTER, F.R. 

8702100029 

71-625 


POTAPOVS.U. 

8702190044* 

50-321 

Q 

POTTER, J. 

8702100203 

l&E 


POTTER, R.C. 

8702240207* 

50-267 

F 

POTTS, R.D. 

8702040676* 

40-3453 


POWELL, L.E. 

8702100307 

50-445 

G 

POWELL.T.B. 

8702190149* 

50-390 

Q 

POWELL, T.B. 

8702200102* 

50-390 

Q 

POWELL.T.B. 

8702200366* 

50-390 

Q 

POWERS, C.M. 

8702190041 

50-397 

S 

POWERS.D.A. 

8702250179* 

FOIA 


POWERS, D.A. 

8702250191* 

FOIA 


POWERS.D.A. 

8702250199* 

FOIA 


POWERS.D.A. 

8702250233* 

FOIA 


PRASSINOS.P.G. 

8604010152 

50-286 

P 

PRATT, W.T. 

8610160306* 

FOIA 


PRATT, W.T. 

87020601 1 1 * 

50-443 

F 

PRENDERGAST.K. 

8702170667* 

50-344 

Q 

PRENDERGAST.W. 

8702190628 

PR 


PRESTHOLT.P.T. 

8612010430 

WASTE MGT 

PRESTHOLT.P.T. 

8702130044 

WASTE MGT 

PRESTHOLT.P.T. 

8702130048 

WASTE MGT 

PRESTHOLT.P.T. 

8702130051 

WASTE MGT 

PRESTHOLT.P.T. 

8702130053 

WASTE MGT 

PRESTHOLT.P.T. 

8702130069 

WASTE MGT 

PRESTHOLT.P.T. 

8702130237 

WASTE MGT 

PRESTHOLT.P.T. 

8702130332 

WASTE MGT 

PREVATTE.R.L. 

8702190240* 

50-395 

Q 

PRICE, D.E. 

8702250061* 

50-400 

H 

PROVASOLI.R. 

8702180672 

PRM 


PROVOST, D. 

8702130334 

WASTE MGT 

PTACEK.R. 

8702180024 

50-315 

F 

PULLANI.S. 

8702190516* 

50-219 

Q 

PULLING, W.T. 

8702180574* 

50-334 

P 

PUNTENNEY.J.E. 

8702180092 

50-341 

P 

PURINTON.C. 

8702180672 

PRM 


PUSCHECK.B.N. 

8702200175* 

50-275 

P 

QUERIO.R.E. 

8702180260 

50-454 

S 

QUERIO.R.E. 

8702180352 

50-455 

S 

QUERIO.R.E. 

8702200157 

50-454 

S 

QUERIO.R.E. 

8702200194 

50-454 

S 

QUERIO.R.E. 

8702200306 

50-455 

s 

QUERIO.R.E. 

8702260278 

50-454 

R 

QUERIO.R.E. 

8702270325 

50-454 

Q 

QUILLIN.R.M. 

8702250409 

50-346 

H 

QUINN.D. 

8702090267 

50-286 

F 

RAGLIN.K. 

8702050535* 

50-556 

A 

RAHE.E.P. 

8508280202 

TOPREP 


RAHE.E.P. 

8606120442 

TOPREP 


RAHE.E.P. 

8610170174 

TOPREP 


RAHE.E.P. 

8612120192 

TOPREP 


RAMPY.L.W. 

8702170658 

50-264 

V 

RAMSDELL.J.V. 

8702170052 

NUREG 


RAMSEY, B.L. 

8702100309* 

50-445 

A 

RAMSEY, B.L. 

8702100366* 

50-445 

A 

RANDALL, M.A. 

8702110140 

PRM 


RANDALL, R.G. 

8702040422 

50-410 

S 

RANDALL, R.G. 

8702040465 

50-410 

S 

RANDALL, R.G. 

8702100278 

50-220 

S 

RANDALL, R.G. 

8702100290 

50-410 

S 

RANDALL.R.G. 

8702120008 

50-410 

S 

RANDALL, R.G. 

8702190024 

50-410 

S 

RANDOLPH, G. 

8702110195 

50-483 

F 

RANDOLPH, G. 

8702250272 

50-483 

F 

RANDOLPH, G.L 

8702050440 

50-483 

S 

RANDOLPH, G.L 

8702050447 

50-483 

S 

RANDOLPH.G.L. 

8702060019 

50-483 

s 

RANDOLPH, G.Z. 

8702090097 

50-483 

F 

RATTA.A.D. 

8702250238* 

70-371 


RAWSON.C.S. 

8702200308 

PRM 


RAY,B.J. 

8702130380 

50-286 

V 

RAY.H.B. 

8702020624 

50-206 

P 

REAVIS, J.A. 

8702240278 

50-413 

R 

REAVIS, J.A. 

8702240363 

50-269 

R 

REAVIS, J.A. 

8702240371 

50-369 

R 

REBECCA, L. 

8702100435* 

50-445 

A 

REBELOWSKI.T. 

8702030405 

50-336 

S 

REDMOND, R.F. 

8702240293* 

CONTRACT 

REDMOND, R.F. 

8702260202 

50-150 

V 

REED.C. 

8702050011 

PR 


REED.C. 

8702270359 

50-237 

S 

REEDY, R.F. 

8702130417* 

FOIA 


REEVES, D.L. 

8702030262 

50-298 

s 

REEVES, D.L. 

8702100020 

50-298 

s 

REEVES, D.L 

8702100328 

50-298 

s 

REEVES, D.L 

8702100421 

50-298 

s 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


REEVES,D.L. 

8702170197 

REEVES.D.L. 

8702170544 

REEVES, D.L. 

8702170555 

REEVES.E.A. 

8702130219 

REHM.T.A. 

8609240017’ 

REHM.T.A. 

8702030458 

REHM.T.A. 

8702060275 

REHM.T.A. 

8702180220 

REHM.T.A. 

8702250083 

REICH.M. 

8201120094’ 

REICH, M. 

8210200100’ 

REICH.M. 

8301260093’ 

REICH.M. 

8305270504* 

REILLY-SULLIVAN 

8702200308 

REIMANN.R. 

8702170327 

REINECKE.R.M. 

8702170027 

REIS.E.J. 

8702130138 

REIS.E.J. 

8702130203 

REIS.T. 

8702110302* 

REITER.L. 

8304260005* 

REITER.L. 

8408280374* 

RENNELS.A.E. 

8702040067 

REPARAZ.A. 

8702040081* 

REQUA.G. 

87 02030359 

REQUA.G. 

8702030478 

REQUA.G. 

8702190242 

REUBEN, J.H. 

8702240231 

REVSIN.B.K. 

8702100172* 

REVSIN.B.K. 

8702180691* 

REYES, L.A. 

8605020286 

REYES,L.A. 

8702020529 

REYES, L.A. 

8702020531 

REYES.L.A. 

8702020542 

REYES.L.A. 

8702020551 

REYES, L.A. 

8702020554* 

REYES, L.A. 

8702020568 

REYES.L.A. 

8702030155 

REYES, L.A. 

8702030244 

REYES.L.A. 

8702030246 

REYES, LA. 

8702030282 

REYES, LA. 

8702030465 

REYES, L. A. 

8702030472 

REYES.L.A. 

8702060420 

REYES, LA. 

8702060427* 

REYES, L.A. 

8702060461 

REYES, L.A. 

8702060463 

REYES.L.A. 

8702060470* 

REYES.L.A. 

8702060489 

REYES, L.A. 

8702060496* 

REYES, LA. 

8702060503 

REYES, L.A. 

8702060504 

REYES, L.A. 

8702090015 

REYES, L.A. 

8702090054 

REYES, L.A. 

8702090080 

REYES, L.A. 

8702090410 

REYES, LA. 

8702090416 

REYES, L.A. 

8702100072 

REYES, L.A. 

8702100132 

REYES, LA. 

8702100238 

REYES.L.A. 

8702130366 

REYES.L.A. 

8702180339 

REYES, L.A. 

8702180348* 

REYES, L.A. 

8702180386 

REYES, L.A. 

8702180398 

REYES, LA 

8702180410 

REYES, LA 

8702180413* 

REYES, LA 

87021 805 J8 

REYES, LA 

87021900133 

REYES, LA. 

8702190087* 

REYES.L.A. 

8702190122 

REYES.LA 

8702190127* 

REYES.L.A. 

87021 901 6£ 

REYES.LA. 

8702190172 

REYES.LA. 

8702190178* 

REYES, LA. 

8702190179* 

REYES.LA. 

8702190186* 

REYES.LA 

8702190195 

REYES.LA 

8702190220 

REYES, LA 

8702190226* 

REYES.LA 

8702190233 

REYES.LA 

8702190318 

REYES.LA 

8702190326* 

REYES.LA 

8702190598 

REYES.LA. 

8702200051 

REYES.LA. 

8702200054* 

REYES.LA 

8702200072 

REYES, L.A. 

8702200222 

REYES.LA 

8702200230* 


50-298 

S 

REYES.LA. 

50-298 

S 

REYES.LA. 

50-298 

S 

REYES.LA. 

50-348 

P 

REYES.LA. 

FOIA 


REYNOLDS.J.E. 

COMMISSION 

REYNOLDS, J.R. 

COMMISSIO N 

RICCARDELLA.P. 

COMMISSIO N 

RICE.D.A. 

COMMISSIO N 

RICE, P.D. 

50-275 

P 

RICE, P.D. 

50-275 

P 

RICE, P.D. 

50-275 

P 

RICE, P.D. 

50-275 

P 

RICE.P.D. 

PRM 


RICE, P.D. 

40-8502 


RICE.P.D. 

WASTE MGT 

RICE.P.D. 

50-443 

G 

RICE.P.D. 

50-322 

G 

RICE.P.D. 

50-498 

Q 

RICE.P.D. 

50-275 

P 

RICE.P.D. 

50-443 

P 

RICE.P.D. 

40-2061 


RICHARD, R. 

TOPREP 


RICHARDS, S, 

50-261 

P 

RICHARDS.S. 

50-261 

P 

RICHARDS, S. 

50-261 

P 

RICHARDS.S. 

PR 


RICHARDS.S. 

70-824 


RICHARDS.S. A. 

70-27 


RICHARDS, S.A. 

50-261 

F 

RICHARDS, S.A. 

50-400 

Q 

RICHARDS.S.A. 

50-400 

Q 

RICHARDSON, J.H. 

50-321 

Q 

RICHARDSON, P. 

50-424 

Q 

RIEDL1NGER.BA 

50-321 

Q 

RILEY, J.A. 

50-335 

Q 

RING.M.A. 

50-400 

Q 

RING.M.A. 

50-335 

F 

RING.M.A. 

50-261 

F 

RING.M.A. 

50-302 

F 

RING.M.A. 

50-416 

F 

RINGO.D.A. 

50-269 

F 

RINGO.DA 

50-338 

Q 

RITTENBERG.R.B. 

50-338 

Q 

RJTTENBURG.R.B. 

50-424 

Q 

RIVARD, J.J. 

50-280 

S 

RIVENBARK.G. 

50-424 

Q 

RIVENBARK.G. 

50-348 

Q 

RIVENBARK.G. 

50-348 

Q 

RIVENBARK.G.W. 

50-250 

V 

RIVENBARK.G.W. 

50-369 

Q 

RIVENBARK.G.W. 

50-413 

Q 

RIVENBARK.G.W. 

50-250 

Q 

RIVERS.M.E. 

50-424 

Q 

ROBERSON, C.W. 

50-400 

Q 

ROBERTS, G.W. 

50-324 

Q 

ROBERTS, H.R. 

50-324 

Q 

ROBERTS.T.M. 

50-302 

Q 

ROBEY, R.A. 

50-261 

Q 

ROBEY, R.A. 

50-413 

F 

ROBEY, R.A. 

50-400 

Q 

ROBEY, R.A. 

50-400 

Q 

ROBEY, R.A. 

50-424 

Q 

ROBINSON, P. 

50-400 

Q 

ROBINSON, P. 

50-324 

Q 

ROBINSON, P. 

50-324 

Q 

ROBINSON.W.R. 

50-416 

Q 

ROBINSON, W.R. 

50-269 

Q 

ROBINSON.W.R. 

50-269 

Q 

ROBKIN.M.A. 

50-321 

Q 

ROBLEDO, F. 

50-321 

Q 

ROCKWELL.P.O. 

50-413 

Q 

RODABAUGH.E.C. 

50-269 

Q 

RODABAUGH.E.C. 

50-4-' 3 

Q 

RODABAUGH.E.C. 

50-2' j 

Q 

RODABAUGH.E.C. 

5t.-413 

Q 

RODABAUGH.E.C. 

50-395 

F 

RODABAUGH.E.C. 

50-302 

Q 

RODABAUGH.E.C. 

50-302 

Q 

RODABAUGH.E.C. 

50-302 

P 

ROE.G.B. 

. 7-4 24 

Q 

ROE.J.W. 

50-424 

Q 

ROGERS.J.B. 

50-424 

Q 

ROGERS.P.C. 

50-424 

Q 

ROGERS, P.C. 

K 0-424 

Q 

ROGGE.J.F. 

50-400 

Q 

ROISMAN.A.Z. 

50-302 

Q 

ROISMAN.A.Z. 

50-302 

Q 

ROISMAN.A.Z. 


8702200236’ 

8702270358 

8702270360 

8702270375 

8702110136* 

8306240348* 

8702260216* 

8702110011 

8702020616 

8702020685 

8702020699 

8702020702 

8702060486 

8702090238 

8702090433 

8702090458 

8702090471 

8702090491 

8702100233 

8702190418 

8702270353 

8702020564 

8702120575* 

8702100417* 

8702120565* 

8702180111 

8702250093 

8702020661* 

8702260172* 

8702260224* 

8702260296* 

8702260249 

8702200308 

8702180063 

8702030150* 

8702090176* 

8702170386* 

8702170492* 

8702180074 

8702250202* 

8702240294 

8702240339 

8702270309 

8702240074 

8602250142* 

8702050286 

8702060397 

8702060516 

8702040240 

8702040327 

8702050489 

8702060296 

8702030336 

8702180350* 

8702240258* 

8702240267 

8702040022* 

8702110445 

8702170581 

8702190016 

8702190385 

8702250078 

8702170070 

8702170096 

8702240370 

8702050440 

8702050447 

8702060019 

8702040084 

8702030379 

8702190314 

8702030208 

8702030208 

8702030216 

8702030216 

8702030269 

8702030269 

8702030289 

8702030289 

8702180377 

8702090224* 

8702170170 

8702090083 

8702110270 

8702180381* 

8702240091 

8702240091 

8702100324 


50-302 Q 

50-280 Q 

50-280 Q 

50-417 A 

50-338 P 

50-275 P 

50-321 Q 

50-29 S 

50-424 S 

50-424 S 

50-424 S 

50-424 S 

50-424 S 

50-424 S 

50-424 S 

50-424 S 

50-424 Q 

50-424 S 

50-424 Q 

50-424 Q 

50-424 Q 

50-456 S 

50-312 Q 

50-528 Q 

50-312 Q 

50-529 S 

50-529 S 

50-528 Q 

50-508 Q 

50-312 Q 

50-508 Q 

50-321 R 

PRM 
l&E 

CONTRACT 

50-373 Q 

50-254 Q 

50-237 Q 

50-373 S 

50-373 Q 

50-10 F 

50-10 F 

27-48 
27-48 

50-445 A 

50-321 P 

50-321 P 

50-321 Q 

50-321 P 

50-321 P 

50-366 P 

50-321 P 

50-259 R 

50-369 P 

71-230 

WASTE MGT 
FOIA 

50-254 S 

50-254 S 

50-254 R 

50-254 S 

50-254 R 

l&E 


50-483 S 

50-483 S 

50-483 S 

50-139 R 

PR 

PRM 

ACRS 

ACRS 

ACRS 

ACRS 

ACRS 

ACRS 

50-281 O 

50-281 O 

50-6 R 

PR 

40-8502 
50-313 S 

50-313 S 

50-424 Q 

50-445 G 

50-445 G 

50-445 G 


ROLES, G.W. 
ROMNEY.N.D. 
ROMNEY, N.D. 
ROOD.H. 
ROOD.H. 

ROOF.R.A. 
ROONEY, V.L. 
ROONEY.V.L. 
ROONEY, V.L. 
ROONEY, V.L 

ROONEY, V.L 
ROONEY, V.L 
ROONEY, V.L. 
ROSA.E.A. 
ROSE.J.E. 

ROSE.J.E. 

ROSE.J.E. 

ROSE.J.E. 

ROSE.J.E. 

ROSE.J.E. 

ROSE.J.E. 

ROSE.J.E. 

ROSE.J.E. 

ROSS.J.W. 

ROSS.W.J. 

ROSS.W.J. 
ROSSELLE.C.J. 
ROSSI, C.E. 

ROSSI, C.E. 
ROSSIN.A.D. 

ROSSON.H.F. 

ROSZTOCZY.Z.R. 

ROTH.J. 

ROTH.J. 

ROTH.J. 

ROTHSCHILD.M.U. 
ROUSE, L.C. 
ROUSE, L.C. 
ROUSE, L.C. 
ROUSE, L.C. 


ROUSE, L.C. 

ROWE.W.H. 

ROY.G.W. 

ROYACK.M.J. 

RUBENSTEIN.L.S. 

RUBENSTEIN.L.S. 

RUBENSTEIN.L.S. 

RUBENSTEIN.L.S. 

RUBENSTEIN.L.S. 

RUBENSTEIN.L.S. 

RUBENSTEIN.L.S. 

RUBENSTEIN.L.S. 

RUBENSTEIN.L.S. 

RUBENSTEIN.L.S. 

RUBENSTEIN.L.S. 

RUBENSTEIN.L.S. 

RUBENSTEIN.L.S. 

RUBENSTEIN.L.S. 

RUBENSTEIN.LS. 

RUBENSTEIN.L.S. 

RUBIN, K. 

RUDMAN.W.B. 

RUGGELO.L. 

RUGGELO.L. 

RUITER.G.H. 

RULAND.W.H. 
RUNION.D. 
RUNYAN, M.F. 
RUSCHE.B.C. 
RUSLING.D.H. 

RUSS.P. 

RUSS.P. 

RUSS.P. 

RUSS.P. 

RUSS.P. 

RUSS.P. 

RUSS.P. 

RUSSELL, J.R. 
RUSSELL, J.R. 
RUSSELL, J.R. 

RUSSELL, J.R. 
RUSSELL, J.R. 
RUSSELL, J.R. 
RUSSELL, J.R. 
RUSSELL, J.R. 


RUSSELL, J.R. 
RUSSELL, J.R. 
RUSSELL, J.R. 


8702130382 

8305040719' 

8307290448' 

8702090252 

8702090258* 

8702180732 

8702040333 

8702050094* 

8702050273 

8702060371 

8702170738 

8702180221 

8702270276 

8702060128 

8702040274* 

8702040283* 

8702040291* 

8702040298* 

8702040307* 

8702040312* 

8702110184* 

8702110194* 

8702110437* 

8702190217 

8702020330* 

8702190590* 

8702200370 

8702050461 

8702200098 

8702030393 

8611120140 

8609180023* 

8702020516* 

8702100410 

8702200421 

8702240132 

8702060098 

8702100194 

8702100204* 

8702100209* 

8702100239* 

8702260352 

8702050194 

8702090137* 

8301280472* 

8309290502* 

8311150443* 

8311230117* 

8312020137* 

8702030374* 

8702030507 

8702030517* 

8702130209* 

8702130281 

8702130286 

8702130294 

8702170421* 

8702180143* 

8702250024* 

8702270435* 

8603260266* 
8702090043* 
8702030365 
8702180580 
870219010 7 

8702180425* 

8702240290 

8702200250* 

8702200231 

8702100303 

8702030437* 
8702030453* 
8702030471 * 
8702030475* 
8702110028* 

8702110042* 
8702180395 
8702040291 * 
8702040298* 
8702040307* 

8702040312* 

8702040558* 

8702040569* 

8702040580* 

8702040588* 

8702040596* 

8702110187* 

8702110190* 


WASTE MGT 
50-275 P 

50-275 P 

50-361 P 

50-361 P 

PRM 

50-271 P 

50-331 P 

50-271 P 

50-271 P 

50-271 P 

50-271 P 

50-271 P 

NUREG 
50-327 P 

50-327 P 

50-327 P 

50-327 P 

50-327 P 

50-327 P 

50-327 P 

50-327 P 

50-327 P 

50-317 H 

50-324 Q 

50-321 Q 

WASTE RES 
TOPREP 
TOPREP 
PR 

50-148 Q 

FOIA 
70-1100 
50-412 S 

70-687 

50-456 G 

50-261 Y 

70-754 
70-754 
70-754 

PROJ 

PRM 

50-255 P 

50-275 V 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-261 P 

50-261 P 

50-261 P 

50-280 P 

50-250 P 

50-400 J 

50-412 A 

50-250 P 

50-334 P 

50-275 P 

50-250 P 

TOPREP 
50-443 U 

PRM 
PRM 

50-305 R 

50-324 Q 

CONTRACT 
50-302 Q 

PR 

50-274 R 

50-440 S 

50-440 S 

50-440 S 

50-440 S 

50-440 S 

50-440 S 

50-440 S 

50-327 P 

50-327 P 

50-327 P 

50-327 P 

50-327 P 

50-327 P 

50-327 P 

50-327 P 

50-327 P 

50-327 P 

50-327 P 



PERSONAL AUTHOR INDEX 331 


AUTHOR 


RUSSELL, J.R. 
RUSSELL.J.R. 
RUSSELL, W.T. 
RUSSELL, W.T. 
RUTENKROGER.E. 

RUTLEDGE, C. 
RYBICKI.E.F. 
RYBICLSI.K. 
RYDER, T.S. 
SACKS.I.J. 


SADVARY.D. 

SAGET.R.P. 

SAGET.R.P. 

SALAMON.G. 

SALAMON.G. 

SALAMON.G. 

SALAMON.G. 

SALAMON.G.A. 

SALVESEN.R.S. 

SALVESEN.R.S. 

SALVESEN.R.S. 

SALVESEN.R.S. 

SALVESEN.R.S. 

SALVESEN.R.S. 

SALVESEN.R.S. 

SALVESEN.R.S. 
SALVESEN.R.S. 
SALVESEN.R.S. 
SALYARDS.L.E. 
SANBORN, I. 

SANBORN, W.L. 
SANDERS, G.R. 
SANDERSON, C.D. 
SARTOR, W.M. 
SARVER.S.P. 

SATTERWHITE.D. 
SAUBORN.W.C. 
SAUER. R.C. 
SAUNDERS, D.P. 
SAUNDERS, R.F. 

SAUNDERS, R.F. 
SAUNDERS, R.F. 
SAVIGNAC.N. 
SAVIGNAC.N. 
SCACE.S.E. 

SCACE.S.E. 

SCACE.S.E. 

SCACE.S.E. 

SCACE.S.E. 

SCACE.S.E. 

SCACE.S.E. 

SCACE.S.E. 

SCACE.S.E. 

SCACE.S.E. 

SCACE.S.E. 


SCACE.S.E. 

SCACE.S.E. 

SCACE.S.E. 

SCACE.S.E. 

SCACE.S.E. 


SCACE.S.E. 

SCACE.S.E. 

SCACE.S.E. 

SCACE.S.E. 

SCACE.S.E. 


SCACE.S.E. 

SCACE.S.E. 

SCACE.S.E. 

SCARANO.R.A. 

SCARANO.R.A. 


SCHAEFER, D. 
SCHAEFER, D. 
SCHAEFER. D. 
SCHAFER, R.S. 
SCHAFER, R.S. 


SCHALLER.R.F. 

SCHALLER.R.F. 

SCHALLER.R.F. 

SCHAPKER.J.F. 

SCHEPENS.R.J. 


SCHERER, A.E. 
SCHERER, A.E. 
SCHERER, A.E. 
SCHERER, A.E. 
SCHIERL1NG.H. 


SCHIERLING.H. 

SCH1ERLING.H. 

SCHIERLING.H. 


ACCESSION 

NUMBER 


8702200032* 

8702200039* 

8311220572* 

8606160017 

8702200212* 

8702170525 

8702060276 

8702240217 

8702120005 

8604010152 

8702250280 

8702240261 

8702240269 

8702020550 

8702090118 

8702110300 

8702180673 

8702120095 

8702090429 

8702100162 

8702100170 

8702100446 

8702240250 

8702250422 

8702250474 

8702250491 

8702250542 

8702260594 

8702090149 

8702260352 

8702030341 

8702060303* 

8702200308 

8702090391* 

8702170014* 

8702060177 

8702180702 

8702040436* 

8702180653 

8702020560 

8702060009 

8702100382 

8702200225 

8702240255 

8702030346 

8702030346 

8702030427 

8702030427 

8702040114 

8702040114 

8702100260 

8702100260 

8702100355 

8702100355 

8702180296 


SUBJECT 

CATEGORY 


50-327 P 

50-327 P 

50-275 P 

50-346 P 

FOIA 

40-8502 

NUREG 

PRM 

50-387 S 

50-286 P 

50-387 S 

WASTE MGT 
WASTE MGT 
50-250 S 

50-250 S 

50-250 S 

50-251 S 

50-251 S 

50-354 S 

50-354 S 

50-354 S 

50-354 S 

50-354 R 

50-354 S 

50-354 S 

50-354 S 

50-354 S 

50-354 S 

50-317 P 

PRM 

PRM 

CONTRACT 

PRM 

50-261 Q 

50-280 R 

NUREG 

PRM 

50-327 P 

PRM 

50-280 S 

50-280 S 

50-281 S 

40-8698 
40-8698 
50-336 S 

50-336 S 

50-336 S 

50-336 S 

50-336 S 

50-336 S 

50-245 S 

50-245 S 

50-336 S 

50-336 S 

50-245 R 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

SCHIERLING.H. 

8204290094* 

50-275 

P 

SCHIERLING.H. 

8206110357* 

50-275 

P 

SCHIERLING.H. 

8207300028* 

50-275 

P 

SCHIERLING.H. 

8209030415* 

50-275 

P 

SCHIERLING.H. 

8209200330* 

50-275 

P 

SCHIERLING.H. 

8212220059* 

50-275 

P 

SCHIERLING.H. 

8301040115* 

50-275 

P 

SCHIERLING.H. 

8301110677* 

50-275 

P 

SCHIERLING.H. 

8301110679* 

50-275 

P 

SCHIERLING.H. 

8302020393* 

50-275 

P 

SCHIERLING.H. 

8302250114* 

50-275 

P 

SCHIERLING.H. 

8310030617* 

50-275 

P 

SCHIERLING.H. 

8702020642 

50-275 

P 

SCHIERLING.H. 

8702040176 

50-275 

P 

SCHIERLING.H. 

8702040198 

50-275 

P 

SCHIERLING.H. 

8702040564* 

50-275 

P 

SCHIERLING.H. 

8702050268 

50-275 

P 

SCHIERLING.H. 

8702060340 

50-275 

P 

SCHIERLING.H. 

8702130313 

50-275 

P 

SCHIERLING.H. 

8702200164 

50-275 

P 

SCHIERLING.H. 

8702240204* 

50-275 

P 

SCHIFRLING.H 

8702240458* 

50-275 

P 

SCHILr>Li!\.G.H. 

8702250254* 

50-275 

P 

sc-iierl:ng.h. 

8702270113* 

50-275 

P 

schier: ing.h. 

8702270421* 

50-275 

P 

schierlimg.h.e. 

8208170365* 

50-275 

P 

SCHIERi iNG.H.E 

8702240106* 

50-275 

P 

schierling.h.e. 

8702240109* 

50-275 

P 

schierling.h.e. 

8702240382* 

50-275 

P 

schierling.h.e. 

8702240489* 

50-275 

P 

schierling.h.e. 

8702260107* 

50-275 

P 

SCHlERLiNG.H.S. 

8702240441 * 

50-275 

P 

SCHIERMAN.S.L. 

8702180141 

40-8681 


SCHM'D I .K.A. 

8702190016 

50-254 

R 

SCHMID r.R.J 

8702090412* 

50-213 

P 

SCHMITZ, R.P. 

8702040026 

PR 


SCHNELL.D.F. 

8702020087 

50-483 

P 

SCHNELL.D.F. 

8702040034 

50-483 

P 

SCHNELL.D.F. 

8702090360 

50-483 

P 

SCHNELL.D.F. 

8702100277 

50-483 

P 

SCHNELL .D.F. 

8702100283 

50-483 

P 

SCHNFI.L.D.F. 

8702260219 

50-483 

P 

SCHNELL.D.F. 

8702270331 

50-482 

P 

SCHOFIELD, R. 

8702110184* 

50-327 

P 

SCHOLL, L. 

8702250156* 

50-277 

Q 

SCHOPPMANN.H. 

8702110036* 

50-445 

A 

SCHOPPMANN.H. 

8702110048* 

50-445 

A 

SCHOPPMANN.H 

8702110052* 

50-445 

A 

SCHCT ! .J.R. 

8702100161 

71-4986 


SCHROCK.V.E. 

8702020711 

ACRS 


SCHPOCK.V.E. 

870202071 1 

ACRS 


SCHROEDtR.B. 

8702180732 

PRM 


SCHULINGKAMF.C. 

8702060442* 

50-333 

Q 

SCHULINGKAMP.C. 

8702250238* 

70-371 


SCHUlTHEIB.G.I-. 

8702020408* 

FOIA 



8702180296 50-245 
8702190023 50-423 
8702190023 50-423 
8702190034 50-336 
8702190034 50-336 


R SCHULTHEIB.G.F. 

R SCHULTHEIB.G.F. 

R SCHULTHEISS 

R SCHULTHEISS, G. 

R SCHULTHEISS, I. 


8702020501 * FOIA 
8702040284* FOIA 
8702050339* FOIA 
8702030438* FOIA 
8702040137* FOIA 


8702190051 

8702190051 

8702190129 

8702190129 

8702190143 


50-423 S 

50-423 S 

50-245 S 

50-245 S 

50-423 S 


SCHULTHEISS, I. 
SCHULTZ.D.A. 
SCHUMAC.HFR.M. 
SCHUMACHER.M.C. 
SC HUM AC l IF.R.M.C. 


8702050477* FOIA 
8702190017 50-382 

8702260318* 50-454 

8702020681* 50-373 

8702270438* 50-254 


S 

Q 

Q 

Q 


8702190143 

8702190155 

8702190155 

8702110075 

8702170667* 

8702190003 

8702250048 

8702250367 

8702110471* 

8702110474* 

8702050430 

8702090053 

8702260235 

8702050192* 

8702180381* 

8612040187 

8702030369 

8702060379 

8702120080 

8201300028" 

8201300032" 

8202170264’ 

8204070680’ 


50-423 S 

50-423 S 

50-423 S 

50-344 Q 

50-344 Q 

50-312 S 

50-312 S 

50-312 S 

50-445 A 

50-445 A 

50-461 S 

50-461 S 

50-461 S 

50-295 Q 

50-424 Q 

TOPREP 

TOPREP 

PR 

50-470 A 

50-275 P 

50-275 P 

50-275 P 

50-275 P 


SCHUSTER.J.L. 
SCHUSTER.M. 
SCHUSTER. M. 
SCHUSTER.M. 
SOHUSTF.R.T. 


8702260352 

8702190003 

8702250048 

8702250367 

8702200306 


PRM 

50-312 S 

50-312 S 

50-312 S 

50-455 S 


SCHWABENBAUER 
SCHWARTZ, J. 
SCHWARTZ, S.A. 
SCHWELLENSATTL 
SCOUTARIS.M. 


8702250513 

8702260352 

8702200340 

8702170612 

8702270401 


50-400 S 

PRM 

50-322 T 

50-322 S 

WASTE MGT 


SEARS, C.F. 
SEARS, P.M. 
SEARS.P.M. 
SEARS, P.M. 
SEGREST.A.M. 


8702030145 50-245 P 
8702040231 50-309 P 
8702180687 50-309 P 
8702250373 50-309 P 
8702180121* 50-341 P 


SELEWSKI.M.E. 

SELLECK.K.A. 

SELLECK.K.A. 

SELLECK.K.A. 

SELLECK.K.A. 


8702110198* 50-327 P 

8702030504 50-445 G 

8702030504 50-445 G 

8702030511* 50-445 G 

870203051 1 * 50-445 G 


SELLECK.K.A. 

SELLECK.K.A. 

SELLECK.K.A. 


8702030515* 50-445 G 

8702030515* 50-445 G 

87021 90089 50-445 G 


AUTHOR 


SELLECK.K.A. 

SELLECK.K.A. 

SELLECK.K.A. 

SELLECK.K.A. 

SELLECK.K.A. 

SELLECK.K.A. 

SELLECK.K.A. 

SELMAN.M. 

SELMAN.M. 

SELMAN.M. 

SELMAN.M. 

SELMAN.M. 

SELMAN.M. 

SELMAN.M. 

SELMAN.M. 

SELMAN.M. 
SELMAN.M. 
SELMAN.M. 
SERRANO, W. 
SESTO.C. 

SEVAN, S.K. 
SEWELL, H.M. 
SHAFER.W.D. 
SHAFER, W.D. 
SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 


ACCESSION 

NUMBER 

8702190089 

8702200301 

8702200301 

8702250111 

8702250111 

8702250135 

8702250135 

8612240336 

8702030189 

8702030506 

8702040057 

8702060229 

8702100404 

8702110109 

8702130153 

8702180281 

8702250370 

8702260038 

8410110593* 

8702180576 

8702180672 

8702180256* 

8702020664 

8702020668* 

8702030040 

8702030045 

8702050165 

8702060450 

8702060454* 

8702060512 

8702060518 

8702090011 

8702090013* 

8702090123 

8702170601 


SUBJECT 

CATEGORY 

50-445 
50-271 
50-271 
50-271 
50-271 

50-445 
50-445 
50-3 
50-247 
50-247 

50-247 
50-3 
50-247 
PR 
50-3 

50-3 
50-247 
50-247 
50-259 
PRM 

PRM 
CONTRACT 
50-373 Q 

50-373 Q 

50-331 F 

50-461 F 

50-255 F 

50-461 Q 

50-461 Q 

50-331 G 

50-266 Q 

50-461 C 

50-461 G 

50-254 F 

50-6 G 


SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 


8702170608* 

8702170721 

8702180239 

8702180545 

8702180549* 

8702260308 

8702270173 

8702270364 

8702270380 

8702270424 


50-6 G 

50-341 F 

50-331 G 

50-295 G 

50-295 Q 

50-454 G 

50-237 Q 

50-373 F 

50-255 G 

50-254 Q 


SHAFFER.R. 

SHANBAKY.M. 

SHANBAKY.M. 

SHANBAKY.M. 

SHANBAKY.M. 

SHANBAKY.M.M. 
SHANBAKY.M.M. 
SHANBAKY.M.M. 
SHANNON, J.M. 
SHAO.L. 

SHAO.L. 

SHAO.L. 

SHAO.L.C. 

SHAO.L.C. 

SHAO.L.C. 


8702060127 

8702090116* 

8702180681* 

8702190128* 

8702250145* 

8702030087* 

8702090048* 

8702110155* 

8702090031 

8702100021’ 

8702100083’ 

8702250516* 

8702040381’ 

8702040390’ 

8702040519’ 


40-8452 
50-247 Q 

50-244 G 

50-277 Q 

50-220 G 

50-354 G 

50-293 G 

50-219 G 

50-271 G 

50-445 E 

50-445 A 

50-445 A 

FOIA 
FOIA 
FOIA 


SHAO.L.C. 

SHAO.L.C. 

SHAW.C.C. 

SHAW.E.J. 

SHEA.J.J. 

SHEEHAN, A. 
SHELTON, B.J. 
SHEMBARGER.K.M. 
SHENOY.A. 
SHEPPARD, J.C. 


8702050242* FOIA 
8702050260* FOIA 
8702200308 PRM 
8702240325 50-440 

8702060439 50-245 

8702180672 PRM 
8702050507* FOIA 
8702040230 50-305 

8702180353* 50-267 

8702020418* FOIA 


SHERBINI.S. 

SHEWMAKER.R.E. 

SHI.Z.T. 

SHIBA.M. 

SHIBA.M. 


8702110155* 

8702030272* 

8702110128* 

8702050484* 

8702050505* 


50-219 

50-259 

50-445 

FOIA 

FOIA 


F 

P 


S 

P 


G 

G 

A 


SHIFFER.J.A. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHINGOITEWA.L. 


8702110141 

8702020049 

8702030175 

8702030293 

8702090001 


PR 

50-275 

50-275 

50-275 

50-275 


G 

S 

Q 

P 


8702090409 

8702100212 

8702110279 

8702180419 

8702180435* 


50-275 

50-275 

50-275 

50-275 

50-275 


S 

P 

P 

P 

P 


8702190065 

8702200269’ 

8702170323 


50-323 S 

50-275 G 

WASTE MGT 


• 1 } c/j o Ti Ti OdO :jj tj t? q u (,) (,) (,) u (,) 



332 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION SUBJECT 


NUMBER 

CATEGORY 

SHIPERS i.p 

8702200169 

WASTE RES 

shcemaklr.c..: 

8702060135 

50-424 

G 

SHOEVAKER.C.J. 

8702090035 

50-352 

G 

SHOEMAKER, C.J. 

8702100311 

50-424 

G 

SHOLLY.S.C. 

8702060087 

50-443 

F 

SHOLLY.S.C. 

8702200015 

50-443 

P 

SHOLLY.S.C. 

8702250068 

FOIA 


SHON.F.J. 

8702100300 

50-322 

G 

SHON.F.J. 

8702130120 

50-322 

G 

SHON.F.J. 

8702130135 

50-322 

G 

SHON.F.J. 

8702190086 

50-322 

G 

SHOPENN.N.M. 

8702060288 

40-8584 


SIACOR.E.R. 

8702190008 

50-206 

R 

SIACOR.E.R. 

8702200228 

50-361 

R 

SIEBER.J.D. 

8702030422 

50-334 

P 

SIEBER.J.D. 

8702050081 

50-334 

F 

SIEBER.J.D. 

8702180567 

50-334 

P 

SIEBER.J.D. 

8702200005 

50-334 

P 

SIEBER.J.D. 

8702200010 

50-334 

P 

SIEBER.J.D. 

8702200021 

50-334 

P 

SIEBER.J.D. 

8702200026* 

50-334 

P 

SIEBER.J.D. 

8702240023 

50-334 

R 

SIEBER.J.D. 

8702250518 

50-334 

P 

SIEBER.J.D. 

8702250525* 

50-334 

P 

SIEBER.J.D. 

8702260189 

50-334 

P 

SIEBER.J.D. 

8702260191 

50-412 

F 

SIECK.P.E. 

8702190545 

PR 


SiECK.P.E. 

8702190604 

PR 


SIEGEL.B.L. 

8702040001 

50-461 

P 

SIMKINS.R. 

8702180576 

PRM 


S'MMS P 

8702180024 

50-315 

F 

s:v.v:s.R. 

8702180030 

50-315 

F 

SiVONOS A 

8702040436* 

50-327 

P 

SIMPSON. F C. 

8702030388 

PR 


SIMPSON, E.C. 

8702040173 

50-302 

S 

SIMPSON, E.C. 

8702040340 

50-302 

s 

SIMPSON, E.C. 

8702040352 

50-302 

s 

SIMPSON, E.C. 

8702060527 

50-302 

Q 

SIMPSON, E.C. 

8702090337 

50-302 

s 

SIMPSON, E.C. 

8702090489 

50-302 

Q 

SIMPSON, E.C. 

8702100071 

50-302 

F 

SIMPSON.E.C. 

8702100075 

50-302 

P 

SIMPSON, E.C. 

8702110157 

50-302 

S 

SIMPSON.E.C. 

8702180285 

50-302 

R 

SIMPSON.E.C. 

8702180445 

50-302 

P 

SIMPSON.E.C. 

8702190331 

50-302 

Q 

SIMPSON.E.C. 

8702200018 

50-302 

P 

SIMPSON.E.C. 

8702200024 

50-302 

P 

SIMPSON.E.C. 

8702200042* 

50-302 

P 

SINGH, B.P. 

8702110304* 

50-445 

A 

SINGH, K.P. 

8702030066* 

50-275 

G 

SINGH, M. 

8702200464 

WASTE RES 

SINKULE.M. 

8702100211* 

50-424 

Q 

SINKULE.M.V. 

8702020693* 

50-424 

Q 

SINKULE.M.V. 

8702100019* 

50-424 

Q 

SINKULE.M.V. 

8702100202* 

50-424 

Q 

SINKULE.M.V. 

8702180381* 

50-424 

Q 

SISKIND, B. 

8702270062 

NUREG 


SITTNICK.P.A. 

8702240217 

PRM 


SJOBLOM.G.L. 

8702190077* 

70-27 


SJOBLOM.G.L. 

8702190170* 

70-143 


SKILLMAN.G.R. 

8702190532 

TOPREP 


SKINNER, P.H. 

8702190199* 

50-413 

Q 

SKINNER, P.H. 

8702270434* 

50-269 

Q 

SKOGEN.F.B. 

8702190227* 

TOPREP 


SKOGEN.F.B. 

8702190277* 

TOPREP 


SKOW.M.E. 

8702170609* 

50-458 

Q 

SKOW.M.E. 

8702170627* 

50-267 

Q 

SLAWINSKI.W.J. 

8702090014* 

50-461 

Q 

SLEMBER.R.J. 

8702240436 

PR 


SLEMMONS.D.B. 

8702130314 

WASTE MGT 

SI.EMMONS.D.R. 

8702130321* 

WASTE MGT 

£i p.Vv'OM? C 

8 7G2 130321* 

WASTE MGT 

S~QSZZ 

8702130103* 

FOIA 


SLOSSON.M.M 

8702060368 

50-247 

P 

SLOSSON.M.M. 

8702060414 

50-247 

P 

SLOSSON.M.M. 

8702130403 

50-247 

P 

SLY.D, 

8702020516* 

70-1100 


SMITH, C.F. 

8604010152 

50-286 

P 

SMITH, D. 

8702180502* 

50-390 

Q 

SMITH, D. 

870224030 4* 

50-390 

Q 

SMITH, D. 

8702250378* 

50-247 

Q 

SMITH, G.C. 

8702090081* 

50-245 

Q 

SMITH, G.C. 

8702100392* 

50-354 

Q 

SMITH, G.C. 

8702190216* 

50-293 

Q 

SMITH, J.D. 

8702180417 

50-327 

S 

SMITH, J.D. 

8702240482 

50-327 

s 

SMITH, J.D. 

8702250571 

50-328 

S 
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NUMBER 
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SMITH, M. 

8702060520* 

50-331 

Q 

SMITH, M.W. 

8702180404 

PRM 


SMITH, P.A. 

8702060030* 

FOIA 


SMITH, P.A. 

8702100012 

CONTRACT 

SMITH, R.C. 

8702060071* 

50-443 

G 

SMITH, R.D. 

8702040467* 

50-327 

P 

SMITH, R.D. 

8702050414 

40-8902 


SMITH, R.D. 

8702050416* 

40-8902 


SMITH, R.D. 

8702050508 

40-8903 


SMITH, R.D. 

8702050509 

40-8906 


SMITH.R.D. 

8702050523 

40-8905 


SMITH, R.D. 

8702050527 

40-8904 


SMITH.R.D. 

8702050529 

40-8908 


SMITH.R.D. 

8702050534 

40-8907 


SMITH.R.D. 

8702050541 

40-6622 


SMITH.R.D. 

8702050547 

40-2259 


SMITH.R.D. 

8702050550 

40-8902 


SMITH.R.D. 

8702060033 

40-1162 


SMITH.R.D. 

8702060040 

40-6659 


SMITH.R.D. 

8702060065 

40-8681 


SMITH.R.D. 

8702060073 

40-8084 


SMITH.R.D. 

8702060084 

40-8698 


SMITH.R.D. 

8702060088 

40-8907 


SMITH.R.D. 

8702060148 

40-8910 


SMITH.R.D. 

8702060186* 

40-8907 


SMITH.R.D. 

8702060198 

40-3453 


SMITH.R.D. 

8702060205* 

40-3453 


SMITH.R.D. 

8702060223 

40-299 


SMITH.R.D. 

8702060266 

40-4492 


SMITH.R.D. 

8702060272 

40-3453 


SMITH.R.D. 

8702060279 

40-8452 


SMITH.R.D. 

8702060365* 

40-8684 


SMITH.R.D. 

8702060370* 

40-8926 


SMITH.R.D. 

8702060374* 

40-8926 


SMITH.R.D. 

8702060382* 

40-8684 


SMITH.R.D. 

8702060506 

40-8584 


SMITH.R.D. 

8702170579 

40-3453 


SMITH.R.D. 

8702190374 

40-8681 


SMITH.R.D. 

8702190383* 

40-8681 


SMITH.R.D. 

8702240352 

WASTE MGT 

SMITH, W.F. 

8702020619* 

50-416 

Q 

SMITH.W.F. 

8702100189* 

50-416 

Q 

SMITH, W.G. 

8702110142 

50-315 

S 

SMITH, W.G. 

8702250430 

50-316 

S 

SMITH, W.G. 

8702250430 

50-316 

s 

SMITH.W.G. 

8702260220 

50-316 

s 

SMYTKC.W. 

8702190142 

50-289 

R 

SN'EiOER.C.S. 

8702090026 

50-443 

G 

SNsfIDEH.C.S. 

8702090031 

50-271 

G 

SNELL, W. 

8702060465* 

50-461 

Q 

SNELL, W. 

8702180247* 

50-331 

Q 

SNELL, W.G. 

8702060520* 

50-331 

Q 

SNIEZEK.J.H. 

8610100332 

REVIEW GR P 

SNIEZEK.J.H. 

8612120133’ 

FOIA 


SNIEZEK.J.H. 

8702110256 

REVIEW GR P 

SNIEZEK.J.H. 

8702110296 

REVIEW GR P 

SNIEZEK.J.H. 

8702190399 

REVIEW GR P 

SNIEZEK.J.H. 

8702240519 

REVIEW GR P 

SNOW.C. 

8702190314 

PRM 


SNOW.M. 

8702200157 

50-454 

s 

SOBEL.P. 

8612230084 

50-397 

P 

SODEN.B. 

8702170684 

50-304 

s 

SOLLENBERGER.D. 

8702040505* 

FOIA 


SOMMER, K.G. 

8702240328* 

WASTE MGT 

SOONG.A.L. 

8702130381’ 

70-143 


SORENSEN.G.C. 

8702020404 

50-397 

P 

SORENSEN, G.C. 

8702040210* 

50-397 

0 

SORENSEN.G.C. 

8702040660 

50-397 

F 

SORENSEN.G.C. 

8702060432 

PR 


SORENSEN.G.C. 

8702090119 

50-397 

P 

SORENSEN.G.C. 

8702090392 

50-460 

A 

SORENSEN.G.C. 

8702100181* 

50-460 

A 

SORENSEN.G.C. 

8702190376 

50-397 

p 

SORENSEN.G.C. 

8702200134 

50-397 

p 

SORENSEN.G.C. 

8702260187 

50-397 

J 

SOVICK.G.S. 

8702050387 

50-334 

p 

SOVICK.G.S. 

8702200071 

50-334 

P 

SOZER.A. 

8702060116 

NUREG 


SPANGENBERG.F, 

8702020082 

50-461 

E 

SPANGENBERG.F. 

8702030326 

50-461 

S 

SPANGENBERG.F. 

8702030357 

50-461 

P 

SPANGENBERG.F. 

8702050430 

50-461 

s 

SPANGENBERG.F. 

8702060247 

50-461 

p 

SPANGENBERG.F. 

8702090037 

50-461 

s 

SPANGENBERG.F. 

8702090053 

50-461 

S 

SPANGENBERG.F. 

8702110240 

50-461 

Q 

SPANGENBERG.F. 

8702170384 

50-461 

Q 

SPANGENBERG.F. 

8702180289 

50-461 

P 


AUTHOR ACCESSION SUBJECT 
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SPANGENBERG.F. 

8702180318 

50-461 

F 

SPANGENBERG.F. 

8702180554 

PR 


SPANGENBERG.F. 

8702180554 

PR 


SPANGENBERG.F. 

8702260235 

50-461 

c 

SPARLING, D.K. 

8702180149* 

40-8681 


SPEIS.T.P. 

8404090451 * 

50-443 

F 

SPEIS.T.P. 

8502070262* 

50-443 

F 

SPEIS.T.P. 

8503110134* 

50-443 

P 

SPEIS.T.P. 

8612050080* 

FOIA 


SPEIS.T.P. 

8702190320 

TOPREP 


SPEIS.T.P. 

8702200077* 

50-443 

P 

SPEIS.T.P. 

8702200177* 

50-443 

P 

SPEIS.T.P. 

8702200210* 

50-443 

P 

SPEIS.T.P. 

8702200318* 

50-443 

P 

SPEIS.T.P. 

8702200336* 

50-443 

P 

SPEIS.T.P. 

8702200348* 

50-443 

P 

SPEIS.T.P. 

8702240208 

ORG 


SPENCER, B.W. 

8702250150* 

FOIA 


SPENCER, M. 

8702020485* 

50-331 

V 

SPENCER, M. 

8702110164* 

50-331 

V 

SPESSARD.R.L. 

8702030272* 

50-259 

Q 

SPESSARD.R.L. 

8702240304* 

50-390 

Q 

SPESSARD.R.L 

8702240438* 

50-445 

Q 

SPETTELL.C.M. 

8702060128 

NUREG 


SPETTELL.C.M. 

8702060128 

NUREG 


SPITZBERG.D.B. 

8702090421* 

40-8027 


SPITZER.D.J. 

8702260278 

50-454 

R 

SPURGIN.P.D. 

8702240231 

PR 


ST JOHN ROPER 

8702030095 

50-320 

G 

ST JOHN ROPER 

8702030095 

50-320 

G 

ST LAURENT, N.N. 

8702100389 

50-29 

s 

ST LAURENT, N.N. 

8702110011 

50-29 

s 

STACHNIAK.R.E. 

8702180442 

50-237 

s 

STADNICK.S.L. 

8702040114 

50-336 

s 

STAFFORD, S. 

8702200403 

40-8502 


STAKER.T.R. 

8702110257* 

50-382 

Q 

STAKER.T.R. 

8702170652* 

50-382 

Q 

STAMM, S.L. 

8702250443* 

50-445 

A 

STANCZAK.P. 

8702090091 

50-456 

S 

STANDERFER.F.R. 

8702050354 

50-320 

P 

STANDERFER.F.R. 

8702050371 * 

50-320 

P 

STANDERFER.F.R. 

8702060479 

50-320 

R 

STANDERFER.F.R. 

8702090102 

50-320 

P 

STANDERFER.F.R. 

8702100351 

50-320 

P 

STANDERFER.F.R. 

8702100376 

50-320 

P 

STANDERFER.F.R. 

87021 70643 

50-320 

P 

STANDERFER.F.R. 

8702180087 

50-320 

P 

STANDERFER.F.R. 

8702200075 

50-320 

P 

STANDERFER.F.R. 

8702260091 

50-320 

P 

STANDERFER.F.R. 

8702260209 

50-320 

P 

STANDERFER.F.R. 

8702260369 

50-320 

P 

STASEK.S. 

8702050424 

50-443 

S 

STASEK.S. 

8702180178 

50-443 

S 

STASSI.P.J. 

8702200302 

WASTE MGT 

STAUTER.J.C. 

8507310071* 

40-8027 


STAUTER.J.C. 

8702060238 

40-8905 


STAUTER.J.C. 

8702090095 

40-8905 


STAUTER.J.C. 

8702240301 

40-8027 


STEELE, R. 

8702060293 

NUREG 


STEELE, R.L. 

8702170085 

50-344 

S 

STEELE, T.D. 

8702190358* 

CONTRACT 


STEFANO.J.J. 

8702030360 

50-341 

E 

STEFANO.J.J. 

8702060185 

50-341 

P 

STEFANO.J.J. 

8702060221 

50-341 

P 

STEFANO.J.J. 

8702180226* 

50-341 

S 

STEFANO.J.J. 

8702190480 

50-341 

P 

STEFANO.J.J. 

8702270408 

50-341 

P 

STEFANO.J.J. 

8702270448 

50-341 

P 

STEIGER, W.E. 

8603180324 

50-322 

S 

STEIGER, W.E. 

8702090049 

50-322 

s 

STEIGER.W.E. 

8702180486 

50-322 

S 

STEIGER, W.E. 

8702200043* 

50-322 

p 

STEIGER.W.E. 

8702250523 

50-322 

S 

STEINMULLER.D. 

8702200117 

71-626 


STELLO.V. 

8606060268* 

FOIA 


STELLO.V. 

8607010132* 

FOIA 


STELLO.V. 

8607160200* 

FOIA 


STELLO.V. 

8610170130 

40-8027 


STELLO.V. 

8611140269* 

FOIA 


STELLO.V. 

8702030452 

PRM 


STELLO.V. 

8702030456 

50-455 

p 

STELLO.V. 

8702050449 

50-263 

H 

STELLO.V. 

8702100195 

70-135 


STELLO.V. 

8702100197 

70-143 


STELLO.V. 

8702100242 

ORG 


STELLO.V. 

8702100264 

70-135 


STELLO.V. 

8702110488* 

REVIEW GR P 

STELLO.V. 

8702130141* 

50-443 

G 



AUTHOR 


STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V.S. 

STEPTOE.P.P. 

STEPTOE.P.P. 

STEPTOE.P.P. 

STEPTOE.P.P. 

STEPTOE.P.P. 
STEPTOE.P.P. 
STEPTOE.P.P. 
STEPTOE.P.P. 
STERN, S.M. 

STETKA.T.F. 
STEVENS, D.W. 
STEVENS, J.A. 
STEVENS.W.W. 
STEWARD, W.L. 

S T FWART,D W. 
S'lWAR ■ .D.W. 
S’EWA-T.D W. 
S' EvVAR" ,D.W. 
S-=WAR“ D W 

STEWART.D.W. 

STEWART.D.W. 

STEWART.D.W. 

STEWART.D.W. 

STEWART.D.W. 

STEWART.D.W. 
STFWAR T .D W. 
S’r.»VA-’-,D.W. 
S”=WAR".D.-A f . 
S'EWAR ".D.W 

STEWART.J.C. 
STEWART, R.C. 
STEWART, R.C. 
STEWART. W.L. 
STEWART. W.L. 

STEWART, W.L 
STEWART. W.L 
STEWART. W.L. 
STEWART. W.L. 
STEWART, W.L. 

STEWART, W.L 
STEWART, W.L 
STEWART, W.L 
STEWART, W.L. 
STEWART, W.L 

STEWART, W.L. 
STEWART, W.L. 
STEWART, W.L. 
STEWART, W.L. 
STEWART, W.L. 

STEWART, W.L. 
STEWART, W.L 
STEWART, W.L. 
STEWART, W.L. 
STEWART, W.L. 

STEWART.W.L. 
STEWART, W.L. 
STEWART.W.L 
STEWART.W.L 
STODDART.P. 

STODDART.P. 

STODDART.P.G. 

STOEHR.R.G. 

STOHR.J.P. 

STOHR.J.P. 

STOHR.J.P. 

STOHR.J.P. 

STOHR.J.P. 

STOHR.J.P. 

STOHR.J.P. 

STOHR.J.P. 

STOHR.J.P. 

STOHR.J.P. 

STOHR.J.P. 

STOHR.J.P. 

STOHR.J.P. 

STOHR.J.P. 

STOHR.J.P. 
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ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

8702130373 

50-443 

U 

STOL2.J. 

8702060315 

50-269 

P 

TAM.P.S. 

8702180123 

50-334 


8702170733 

40-8027 


STOLZ.J.F. 

8612290161* 

50-312 

P 

TAM.P.S. 

8702180160 

50-412 

/ 

8702180284 

SECY 


STOLZ.J.F. 

8702040006 

50-346 

P 

TAM.P.S. 

8702180214 

50-412 

E 

8702190645 

50-400 

H 

STOLZ.J.F. 

8702040088 

50-312 

P 

TAM.P.S. 

8702180225 

50-412 

/ 

8702240156 

SECY 


STOLZ.J.F. 

8702060107 

50-302 

P 

TAM.P.S. 

8702240491 

50-412 

E 

8702240289 

50-320 

P 

STOLZ.J.F. 

8702060151 

50-269 

P 

TANNER, K. 

8702180732 

PRM 


8702240398* 

FOIA 


STOLZ.J.F. 

8702090300* 

50-269 

P 

TARBELL.W. 

8702250107* 

FOIA 


8702240465 

40-8027 


STOLZ.J.F. 

8702100015* 

50-312 

P 

TARBELL.W. 

8702250170* 

FOIA 


8702250019 

ORG 


STOLZ.J.F. 

8702100017 

50-302 

P 

TARBELL.W. 

8702250569* 

FOIA 


8702250485 

50-498 

Q 

STOLZ.J.F. 

8702100045 

50-312 

P 

TARBELL.W. 

8702250573* 

FOIA 


8702060150* 

FOIA 


STOLZ.J.F. 

8702100224 

50-269 

P 

TARBELL.W.W. 

8702250115* 

FOIA 


8702060044 

50-456 

G 

STOLZ.J.F. 

8702100243 

50-312 

P 

TARBELL.W.W. 

8702250299* 

FOIA 


8702060044 

50-456 

G 

STOLZ.J.F. 

8702100247 

50-346 

P 

TARBELL.W.W. 

8702250316* 

FOIA 


8702190096 

50-456 

G 

STOLZ.J.F. 

8702100415 

50-289 

P 

TARBELL.W.W. 

8702250318* 

FOIA 


8702190096 

50-456 

G 

STOLZ.J.F. 

8702190377* 

50-346 

P 

TARBELL.W.W. 

8702250321* 

FOIA 


8702190103 

50-456 

G 

STOLZ.J.F. 

8702190390* 

50-346 

P 

TARBELL.W.W. 

8702250329* 

FOIA 


8702190103 

50-456 

G 

STOLZ.J.F. 

8702190434 

50-302 

P 

TAYLOR, J.M. 

8508080104* 

50-445 

A 

8702250290 

50-456 

G 

STOLZ.J.F. 

8702190437 

50-302 

P 

TAYLOR, J.M. 

8612310205 

Standard 

S 

8702250290 

50-456 

G 

STOLZ.J.F. 

87021905 27 

50-346 

P 

TAYLOR, J.M. 

8702030085 

50-206 

G 

8702190466 

50-458 

P 

STOLZ.J.F. 

8702250515* 

50-346 

P 

TAYLOR, J.M. 

8702030117* 

50-206 

G 

8702190238* 

50-302 

Q 

STOLZ.J.F. 

8702250531 

50-346 

P 

TAYLOR.J.M. 

8702030129* 

50-206 

G 

8702130205 

WASTE MGT 

STOLZ.J.F. 

8702260109 

50-289 

P 

TAYLOR, J.M. 

8702030183 

50-259 

Q 

8702040245 

50-454 

P 

STONE.E.F. 

8702180576 

PRM 


TAYLOR.J.M. 

8702030219* 

50-259 

Q 

8702180576 

PRM 


STONE, J.C. 

8702180376* 

QA999 


TAYLOR.J.M. 

8702030243* 

50-259 

Q 

8702110109 

PR 


STONESIFER.R.B. 

8702060276 

NUREG 


TAYLOR.J.M. 

8702030254* 

50-259 

Q 

8702110181* 

50-327 

P 

STOREY, T. 

8702250559* 

50-206 

F 

TAYLOR.J.M. 

8702060313 

50-327 

Q 

8702110187* 

50-327 

P 

STORZ.L.F. 

8702050385 

50-346 

S 

TAYLOR.J.M. 

870206051 1 

40-8027 


8702110190* 

50-327 

P 

STORZ.L.F. 

8702090342 

50-346 

S 

TAYLOR.J.M. 

8702060517* 

40-8027 


8702110198* 

50-327 

P 

STORZ.L.F. 

8702090498 

50-346 

s 

TAYLOR, J.W. 

8702030194 

50-409 

S 

8702110202* 

50-327 

P 

STORZ.L.F. 

8702110061 

50-346 

S 

TAYLOR, J.W. 

8702040107 

50-409 

S 

8702110213* 

50-327 

P 

STORZ.L.F. 

8702110068 

50-346 

s 

TAYLOR, J.W. 

8702050302 

50-409 

s 

8702110223* 

50-327 

P 

STORZ.L.F. 

8702170040 

50-346 

s 

TAYLOR, J.W. 

8702090352 

50-409 

Q 

8702110239* 

50-327 

P 

STORZ.L.F. 

8702180452 

50-346 

s 

TAYLOR, J.W. 

8702130393 

50-409 

P 

8702110254* 

50-327 

P 

STORZ.L.F. 

8702180586 

50-346 

s 

TAYLOR, J.W. 

8702190269 

50-409 

Q 

8702110266* 

50-327 

P 

STORZ.L.F. 

8702180625 

50-346 

R 

TAYLOR, J.W. 

8702190470 

50-409 

R 

8702110380* 

50-327 

P 

STORZ.L.F. 

8702190171 

50-346 

R 

TEBBETTS.W.A. 

8702180732 

PRM 


8702110394* 

50-327 

P 

STRACHAN.P. 

8702040501 

PR 


TEDESCO.R.L. 

8112020073* 

50-275 

P 

8702110437* 

50-327 

P 

STRACHAN.P. 

8702090039 

40-8027 


TEDESCO.R.L. 

8201150019* 

50-275 

P 

8702200022* 

50-327 

P 

STRACHAN.P. 

8702130119 

40-8027 


TEDESCO.R.L. 

8202170023* 

50-275 

P 

8702200039* 

50-327 

P 

STRAIT, S.R. 

8702200461 * 

WASTE RES 

TEDESCO.R.L. 

8702240153* 

50-275 

P 

8702030272* 

50-259 

Q 

STRAUBE.P. 

8702110061 

50-346 

s 

TEDESCO.R.L 

8702240288* 

50-275 

P 

8702170652" 

50-382 

Q 

STRAUBE.P.H. 

8702090342 

50-346 

s 

TEDROW.J.E. 

8702190238* 

50-302 

Q 

8702240313* 

50-482 

Q 

STRAW, J.B. 

8702180732 

PRM 


TELFORD, J.L. 

8702250163* 

FOIA 


8612150217 

50-338 

F 

STRCMME.S.P. 

8702190021 

50-382 

s 

TERC.N.M. 

8702020428* 

50-285 

Q 

8612160148 

50-280 

F 

STRONG.T.R. 

8702060394 

PR 


TETRAULT.R.E. 

8702180578* 

70-27 


8612230397 

50-338 

F 

STRONG, T.R. 

8702190557 

PR 


THADANI.A.C. 

8702020720* 

50-285 

P 

8701160111 

50-338 

Q 

STROSNIDER.J. 

8702190237* 

50-353 

Q 

THADANI.A.C. 

8702130217* 

50-336 

P 

8702020215 

50-281 

S 

STROSNIDER.J. 

8702190675* 

50-293 

Q 

THADANI.A.C. 

8702130238 

50-255 

P 

8702030001 

50-338 

P 

STROSNIDER.J.R. 

8702110344* 

50-336 

Q 

THADANI.A.C. 

8702130243* 

50-255 

P 

8702030234 

50-280 

R 

STROSNIDER.J.R. 

8702180528* 

50-219 

Q 

THADANI.A.C. 

8702180099* 

50-255 

P 

8702040451 

50-280 

F 

STROSNIDER.J.R. 

8702190670* 

50-293 

R 

THADANI.A.C. 

8702180675 

50-317 

F 

8702050348 

50-280 

P 

STUART.R. 

8702180672 

PRM 


THADANI.A.C. 

8702180700* 

50-309 

P 

8702060505 

50-280 

F 

SUDNAK.P. 

8702110195 

50-483 

F 

THADANI.A.C. 

8702190335 

50-309 

P 

8702090012 

50-338 

S 

SUH.G.Y. 

8702260224* 

50-312 

Q 

THADANI.A.C. 

8702240450* 

50-255 

P 

8702090064 

50-280 

Q 

SULLIVAN, D. 

8702180653 

PRM 


THADANI.A.C. 

8702250326 

50-335 

P 

8702090115 

50-281 

S 

SULLIVAN, M. 

8702170335* 

40-8502 


THADANI.A.C. 

8702250331 * 

50-335 

P 

8702100034 

50-280 

Q 

SULLIVAN, R.N. 

8702200308 

PRM 


THADANI.A.C. 

8702250562 

50-309 

P 

8702100081 

50-280 

V 

SUMMA.J.A. 

8702100260 

50-245 

S 

THADANI.A.C. 

8702270436* 

50-335 

P 

8702100381 

50-338 

P 

SUMMERS, R.J. 

8702190011* 

50-311 

Q 

THADANI.M. 

8702030477 

50-387 

P 

8702110129 

50-338 

P 

SUMMERS, R.L. 

8702170549* 

50-289 

P 

THADANI.M.C. 

8702180263* 

50-271 

P 

8702170006 

50-280 

R 

SUMMERS, R.L. 

8702190038 

50-295 

s 

THANEL.F. 

8702200413* 

40-8502 


8702190249 

50-338 

F 

SUNDERLAND, P.R. 

8702040531* 

50-483 

V 

THARPE.G. 

8702180155 

70-135 


8702190341 

50-280 

P 

SUTPHIN.R.N. 

8702250259* 

50-331 

Q 

THEMELIS.J.G. 

8701270291 

40-6500 


870220012 7 

50-280 

R 

SUYJH.B. 

8702110219* 

50-445 

A 

THEMELIS.J.G. 

8702240345 

WASTE MGT 

8702200143 

50-338 

R 

SVARTZBAUGH.F. 

8702180661 

PRM 


THERO.J. 

8702060416 

PRM 


8702240251 

50-338 

S 

SWAMY.S.A. 

8702260064* 

50-498 

A 

THERO.O.L. 

8604150432 

50-390 

A 

8702250534 

50-280 

P 

SWAN.S. 

8702090250 

PRM 


THIELEN.L. 

8702240485* 

CONTRACT 


8702260194 

50-338 

P 

SWAN.S. 

8702180616 

PRM 


THIELEN.L. 

8702270147* 

WASTE MGT 

8702260203 

50-339 

P 

SWANGER.L.A. 

8702030373* 

50-341 

P 

THISS.H. 

8702170272 

TOPREP 


8702180324* 

50-424 

Q 

SWANSON, C. 

8702200308 

PRM 


THOMAS, B.N. 

8702180305 

50-331 

R 

8702180688* 

50-424 

Q 

SWARTZBAUGH.W. 

8702040336 

PRM 


THOMAS, B.N. 

8702180645 

50-331 

S 

8702180748* 

50-400 

Q 

SWEENEY, O. 

8702060039 

50-443 

G 

THOMAS, C.O. 

8702190033 

TOPREP 


8702170549* 

50-289 

P 

SWEENEY, O. 

8702060052 

50-443 

G 

THOMAS, C.O. 

8702190260 

TOPREP 


8604020562 

70-27 


SYLVESTER.E. 

8702130239 

50-324 

P 

THOMAS, G.S. 

8702020557 

50-443 

P 

8702100092 

70-143 


SYLVESTER. E. 

8702190010 

50-324 

P 

THOMAS, G.S. 

8702040247 

PR 


8702100165 

70-824 


SYLVIA, B.R. 

8702100298 

50-341 

P 

THOMAS, G.S. 

8702050424 

50-443 

s 

8702100167* 

70-824 


TABAKA, A.E. 

8702190077* 

70-27 


THOMAS, G.S. 

8702090445 

50-443 

F 

8702180366 

70-143 


TABAKA, A.E. 

8702190170* 

70-143 


THOMAS, G.S. 

8702170213 

50-443 

F 

8702180458 

70-27 


TABLERIAN.J. 

8702110227* 

50-445 

A 

THOMAS, G.S. 

8702180178 

50-443 

c 

8702180478 

70-143 


TABLERIAN.J. 

8702110247* 

50-445 

A 

THOMAS, G.S. 

8702180248 

50-444 


8702180484* 

70-143 


TAFF.H.A. 

8702090388* 

50-390 

A 

THOMAS, G.S. 

8702180382 

50-443 

F 

8702180526 

70-27 


TALBIAN.J. 

8702110258* 

50-445 

A 

THOMAS,G.S. 

8702180602 

50-443 

F 

8702180568 

70-27 


TALBIAN.J. 

8702110352* 

50-445 

A 

THOMAS, G.S. 

8702250506 

50-443 

S 

8702180618 

70-143 


TALBIAN.J. 

8702110356* 

50-445 

A 

THOMAS, G.S. 

8702270344 

50-443 


8702190029 

70-1113 


TALWANI.P. 

8702090140* 

50-269 

S 

THOMAS, M. 

8702060475* 

50-424 

c 

8702190062 

70-27 


TAM.P.S. 

860422051 1 

50-334 

P 

THOMAS, M.E. 

8702030150* 

CONTRACT 

8702190154 

70-143 


TAM.P.S. 

8702030356 

50-412 

F 

THOMAS, P. 

8702060130 

50-155 


8702190567 

70-143 


TAM.P.S. 

8702030361 

50-412 

A 

THOMAS.R. 

8702270234 

l&E 
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CATEGORY 

THOMAS, R.D. 

8702180063 

l&E 


TUCKER, H.B. 

8702020175 

NUREG 


VARGA.S.A. 

8702130183 

50-323 

P 

THOMAS.R.D. 

8702270265 

l&E 


TUCKER, H.B. 

8702020487 

50-413 

S 

VARGA.S.A. 

8702130197 

50-295 

P 

THOMAS, R.D. 

8702270447* 

70-1257 


TUCKER, H.B. 

8702030144* 

50-269 

Q 

VARGA.S.A. 

8702130225 

50-286 

P 

THOMPSON, D. 

8702090467* 

50-424 

Q 

TUCKER, H.B. 

8702030274 

50-369 

P 

VARGA.S.A. 

8702130287 

50-455 

P 

THOMPSON, G.A. 

8702030256 

50-275 

O 

TUCKER, H.B. 

8702030305 

50-370 

S 

VARGA.S.A. 

8702130339* 

50-275 

P 

THOMPSON, G.A. 

8702030256 

50-275 

O 

TUCKER, H.B. 

8702040386 

50-269 

Q 

VARGA.S.A. 

8702130408* 

50-455 

P 

THOMPSON, H.L. 

8702060386 

50-390 

R 

TUCKER.H.B. 

8702060497 

50-269 

F 

VARGA, S.A. 

8702170337 

50-454 

P 

THOMPSON, H.L. 

8702130154 

50-259 

P 

TUCKER.H.B. 

8702090060 

50-369 

S 

VARGA.S.A. 

8702250336 

50-247 

F 

THOMPSON.R.D. 

87022 70303* 

CONTRACT 

TUCKER.H.B. 

8702090100 

50-370 

Q 

VARGA.S.A. 

8702250338* 

50-247 

F 

THOMPSON, S.A. 

8702190298* 

40-8027 


TUCKER.H.B. 

8702090124 

50-269 

S 

VASQUEZ.R.J. 

8702090101 

40-8905 


THORNBERRY.R.C. 

8701130320 

50-275 

S 

TUCKER.H.B. 

8702090343 

50-413 

S 

VENDITTO.J. 

8702100310 

50-322 

G 

THORNBERRY.R.C. 

8702060255 

50-275 

R 

TUCKER.H.B. 

8702090353 

50-269 

S 

VERNETSON.W.G. 

8702100153 

71-578 


THORNBERRY.R.C, 

8702190056 

50-275 

P 

TUCKER.H.B. 

8702090361 

50-413 

F 

VERNETSON.W.G. 

8702110146 

PRM 


THORNBERRY.R.C. 

8702190068* 

50-275 

P 

TUCKER.H.B. 

8702090425 

50-269 

F 

VERRELL1.D.M. 

8603250147 

50-62 

V 

THORNBERRY.R.C. 

8702200217 

50-275 

R 

TUCKER.H.B. 

8702090460 

50-369 

F 

VERRELLI.D.M. 

8702020325 

50-324 

Q 

THORNE, C.E. 

8702130235 

XPORTLIC 


TUCKER.H.B. 

8702100106 

50-269 

P 

VERRELLI.D.M. 

8702020600 

50-416 

Q 

THORNE, C.E. 

8702130303 

XPORTLIC 


TUCKER.H.B. 

8702100325 

50-369 

P 

VERRELLI.D.M. 

8702020606* 

50-416 

Q 

THORNE, C.E. 

8702180137 

XPORTLIC 


TUCKER.H.B. 

8702100394 

50-413 

Q 

VERRELLI.D.M. 

8702060410 

50-400 

Q 

THORNE, C.E. 

8702180142 

XPORTLIC 


TUCKER.H.B. 

8702110040 

50-287 

P 

VERRELLI.D.M. 

8702060445 

50-261 

Q 

THORNTON.R. 

8702270035 

PR 


TUCKER.H.B. 

8702110109 

PR 


VERRELLI.D.M. 

8702060480 

50-400 

Q 

THORPE, J.R. 

8702180415 

PR 


TUCKER.H.B. 

8702120127 

50-270 

S 

VERRELLI.D.M. 

8702060488 

50-261 

F 

THRONE, C.E. 

8702130168 

XPORTLIC 


TUCKER.H.B. 

8702170356 

50-369 

Q 

VERRELLI.D.M. 

8702060509 

50-302 

Q 

TIERNAN.J.A. 

8702020245 

50-317 

Q 

TUCKER.H.B. 

8702170415 

50-413 

Q 

VERRELLI.D.M. 

8702090019 

50-250 

Q 

TIERNAN.J.A. 

8702180015 

50-318 

P 

TUCKER.H.B. 

8702170678 

50-287 

Q 

VERRELLI.D.M. 

8702090085 

50-250 

Q 

TILLMAN.A. 

8702090467* 

50-424 

Q 

TUCKER.H.B. 

8702180328 

50-369 

P 

VERRELLI.D.M. 

8702090287 

50-400 

F 

TILLMAN, A. 

8702180323* 

50-250 

Q 

TUCKER.H.B. 

8702180487 

50-369 

P 

VERRELLI.D.M. 

8702090348 

50-62 

V 

TILLS, J. 

8702250325* 

FOIA 


TUCKER.H.B. 

8702190014 

50-369 

S 

VERRELLI.D.M. 

8702090437 

50-261 

V 

TOBIN, W.J. 

8702030204* 

50-327 

Q 

TUCKER.H.B. 

8702190037 

50-287 

P 

VERRELLI.D.M. 

8702090439 

50-41 6 

Q 

TOBIN, W.J. 

8702100440* 

50-369 

Q 

TUCKER.H.B. 

8702190075 

50-370 

S 

VERRELLI.D.M. 

8702090451 

50-250 

Q 

TODD, G.A, 

8702180451* 

70-1151 


TUCKER.H.B. 

8702190159* 

50-369 

Q 

VERRELLI.D.M. 

8702100052 

50-335 

Q 

TODOROVICH.M.M. 

8702110027 

REVIEW GR P 

TUCKER.H.B. 

8702190261 

50-370 

S 

VERRELLI.D.M. 

8702100105 

50-335 

V 

TOMPKINS, B.A. 

8702130117 

50-352 

G 

TUCKER.H.B. 

8702190614 

50-369 

P 

VERRELLI.D.M. 

8702100182 

50-416 

Q 

TOMPKINS, B.A. 

8702130132 

50-400 

G 

TUCKER.H.B. 

8702200080 

50-287 

S 

VERRELLI.D.M. 

8702100215 

50-335 

Q 

TONC.V.F. 

8702060200 

40-8913 


TUCKER.H.B. 

8702200082 

50-413 

S 

VERRELLI.D.M. 

8702120169 

50-400 

Q 

TONG.L.S. 

8702020187* 

FOIA 


TUCKER.H.B. 

8702200161 

50-413 

Q 

VERRELLI.D.M. 

8702180375 

50-250 

Q 

TONGUE, T. 

8702180086 

50-456 

S 

TUCKER.H.B. 

8702200206 

50-413 

S 

VERRELLI.D.M. 

8702180403 

50-348 

Q 

TOTH.A.D. 

8702260296* 

50-508 

Q 

TUCKER.H.B. 

8702200221 

50-414 

S 

VERRELLI.D.M. 

8702180492 

50-302 

Q 

TOURIGNY, E.G. 

8702030123 

50-389 

P 

TUCKER.H.B. 

8702200242 

50-414 

S 

VERRELLI.D.M. 

8702180607 

50-416 

P 

TOURIGNY.E.G. 

8702130267 

50-335 

P 

TUCKER.H.B. 

8702200402 

50-413 

p 

VERRELLI.D.M. 

8702180613 

50-400 

V 

TOURIGNY, E.G. 

8702180166 

50-335 

P 

TUCKER.H.B. 

8702200414 

50-369 

p 

VERRELLI.D.M. 

8702180746 

50-400 

Q 

TOURIGNY.E.G. 

8702180721 

50-335 

P 

TUCKER.H.B. 

8702240278 

50-413 

R 

VERRELLI.D.M. 

8702190185 

50-250 

Q 

TOURIGNY.E.G. 

8702190045 

50-335 

P 

TLCKEP. H.S. 

8702240363 

50-269 

R 

VERRELLI.D.M. 

8702190213 

50-395 

Q 

TOURIGNY.E.G. 

8702190319 

50-389 

P 

TUCKER. H.B. 

8702240371 

50-369 

R 

VERRELLI.D.M. 

8702190584 

50-335 

Q 

TOURIGNY.E.G. 

87 02250129 

50-335 

P 

TUCKER.H.B. 

8702240497 

50-413 

S 

VERRELLI.D.M. 

8702200068 

50-348 

Q 

TOURIGNY, E.G. 

8702270431 

50-335 

P 

TUCKER.H.B 

8702250040 

50-413 

P 

VERRELLI.D.M. 

8702260115 

50-335 

V 

73'JSI EY.D.R. 

8702240231 

PR 


TUCKER.H.B. 

8702250545 

50-369 

P 

VERRELLI.D.M. 

8702260300 

50-416 

V 

T C'JSLEY,D.”'. 

8702240231 

PR 


TUCKER.H.B. 

8702250555 

50-369 

s 

VERRELLI.D.M. 

8702270251 

50-280 

S 

"CW\ I SE\C.C.C, 

8702240068* 

50-275 

H 

“L'CKEP.H.S. 

8702250566 

50-270 

s 

VERRELLI.D.M. 

8702270336 

50-395 

Q 

TOY, H.L. 

8612180194 

50-6 

C 

"UCKER.H.B. 

8702260037 

50-414 

R 

VERRELLI.D.M. 

8702270346 

50-302 

F 

TOY.T.M. 

87020601 96 

50-529 

1 

"UCKSR.H.B 

8702260105 

50-369 

P 

VERRELLI.D.M. 

8702270351 

50-261 

Q 

TOY.T.M. 

8702060196 

50-529 

1 

TUCKER.H.B. 

8702260137 

50-269 

Q 

VERRELLI.D.M. 

8702270394 

50-302 

V* 

TOY.T.M. 

8702260027 

50-528 

1 

TUCKER.H.B. 

8702260214 

50-269 

P 

VESELY.W.E. 

8702060177 

NUREG 


TOY.T.M. 

8702260178 

50-529 

1 

TUCKER, K.M. 

8702180653 

PRM 


VIAS.S.J. 

8702090461 * 

50-250 

Q 

TOY.T.M. 

8702260365 

50-529 

1 

TUCKER, M.K. 

8508150121 

WASTE MGT 

VIAS.S.J. 

8702100216* 

50-424 

Q 

TRAMMELL, C.M. 

8702040344 

50-445 

A 

TUCKER, M.K. 

8508150129* 

WASTE MGT 

VIAS.S.J. 

8702190264* 

50-424 

Q 

TRAMMELL.J.W, 

8702090182 

40-299 


TUCKER, M.K. 

8508150133* 

WASTE MGT 

VICKREY, R.B. 

8702170609* 

50-458 

Q 

TRAMMELL, J.W. 

8702170151 

40-299 


TUCKER, M.K. 

8508150137* 

WASTE MGT 

VIETH.D.L. 

8702130368* 

WASTE MGT 

TRAVERS, W.D. 

8701020128 

50-320 

D 

TUCKER, M.K. 

8508150144* 

WASTE MGT 

VIETH.D.L. 

8702270184 

WASTE MGT 

TRAVERS.W.D. 

8702060287 

50-320 

R 

TUCKER, M.K. 

8508150149* 

WASTE MGT 

VIETH.D.L. 

8702270195* 

WASTE MGT 

TRAVERS, W.D. 

8702170210 

50-320 

R 

TUFTS, A. 

8702250540 

50-443 

H 

VILLA, R. 

8612040106 

50-341 

P 

TRAVERS.W.D. 

8702180067 

50-320 

P 

TURBAK.M.S. 

8702050359 

50-237 

Q 

VINEIS.J.G. 

8702260614 

PR 


TRAVERS.W.D. 

8702180181 

50-320 

F 

TURBAK.M.S. 

8702090139 

50-295 

Q 

VINYARD.H.T. 

87021 70508 

50-373 

S 

TRAVERS.W.D. 

8702190581 

50-320 

R 

TURBAK.M.S. 

8702180430 

50-254 

Q 

VIOLETTE.J. 

8702200022* 

50-327 

P 

TRAVERS.W.D. 

8702250248 

50-320 

Q 

TURGER.M. 

8702180576 

PRM 


VIOLETTE.J.B. 

8702110213* 

50-327 

P 

TRAVIS, R.W. 

8702040467* 

50-327 

P 

TURI.P. 

8702110474* 

50-445 

A 

VIOLETTE.J.B. 

8702110223* 

50-327 

P 

TRENCH, L.M, 

8702030409 

PRM 


TURK.S.E. 

870203001 1 

50-443 

G 

VIOLETTE.J.B. 

8702110229* 

50-327 

P 

TRENCH, L.M. 

8702180677 

PRM 


TURK.S.E. 

8702030025 

50-443 

G 

VIROSTEK.C. 

8702050536* 

70-364 


TRETLER.L.J. 

870226035 2 

PRM 


TURK.S.E. 

8702240528* 

50-275 

G 

VITALE, P. 

8702240299 

CONTRACT 


TREVORS.C.A. 

8702040634 

50-298 

J 

TURLEY, K.L. 

8702200394* 

50-528 

1 

VITALE, P. 

8702240514 

CONTRACT 


TREVORS, G.A. 

8702020079 

50-298 

P 

TURNER, D. 

8702170647* 

50-320 

P 

VITALE, P. 

8702250429 

CONTRACT 


TREVORS, G.A. 

8702030188 

50-298 

Q 

TUSZKA.M.F. 

8702200094* 

50-443 

P 

VITATOE.S.D. 

8702250466 

50-29 

S 

TREVORS, G.A. 

8702050150 

50-298 

J 

TYJSZCZAK.S. 

8702040136 

50-443 

H 

VOGLER.M.M. 

8702030373* 

50-341 

P 

TREVORS, G.A. 

8702050478 

50-298 

P 

JE3EL.R =. 

870209040 7* 

50-390 

A 

VOIGT, H.H. 

8702190190 

50-320 

G 

TREVORS, G.A. 

8702090004 

PR 


ULMER, F.o. 

8702180300 

50-344 

R 

VOIGT, H.H. 

8702190190 

50-320 

G 

TREVORS, G.A. 

8702110001 

50-298 

P 

UMBEL, D. 

8702250384 

CONTRACT 


VOIGT, H.H. 

8702190228* 

50-320 

G 

TREVORS, G.A. 

8702110034* 

50-298 

Q 

UNSAL.A. 

8702030272* 

50-259 

Q 

VOIGT, H.H. 

8702190228* 

50-320 

G 

TREVORS, G.A. 

8702190082 

50-298 

F 

VALENTINE, E.A. 

8702250449 

50-322 

F 

VOIGT, H.H. 

8702190265* 

50-320 

G 

TREVORS, G.A. 

8702200007 

50-298 

P 

VALENTINE, T, 

8702250049* 

50-400 

H 

VOIGT, H.H. 

8702190265* 

50-320 

G 

TREVORS, G.A. 

8702260074 

50-298 

F 

VAN BRUNT, E.E. 

8604020590 

50-530 

S 

VOIT.R.E. 

8612090818* 

71-496 


TREVORS, G.A. 

8702270225 

50-298 

R 

VAN BRUNT, E.E. 

8702040095* 

50-529 

O 

VOLLBRANDT 

8702040137* 

FOIA 


TRINER.E.G. 

8702240377* 

50-275 

P 

VAN DOORN.P.K, 

8702190199* 

50-413 

Q 

VOLLMER.R.H. 

8210060468* 

50-275 

P 

TRINER.E.G. 

8702240516* 

50-275 

P 

VAN DYNE.K.W. 

8702190198* 

50-250 

Q 

VOLLMER.R.H. 

8210190033* 

50-275 

P 

TRIPP, L. 

8702250039 

50-317 

S 

VAN LOAN,P.S. 

8702130166 

WASTE MGT 

VOLLMER.R.H. 

8309260561 * 

50-275 

P 

TRIPP, L.E. 

8702060407* 

50-317 

Q 

VANDENBERG.D. 

8702120003 

50-255 

R 

VOLLMER.R.H. 

8409050138* 

50-443 

P 

TRIPP, LE. 

8702250062* 

50-309 

Q 

VANIMAN.D.T. 

8702120348 

WASTE MGT 

VOLLMER.R.H. 

8702030514* 

50-424 

P 

TROTTIER.E.H. 

8702100402* 

QA999 


VANKUIKEN.J.C. 

8702190449 

NUREG 


VOLLMER.R.H. 

8702240102* 

50-275 

P 

TSENG, W.S, 

8702200175* 

50-275 

P 

VARELA, A.A. 

8702110344* 

50-336 

Q 

VOLLMER.R.H. 

8702240253* 

50-275 

P 

TUCKER, H.B. 

8612160067 

50-369 

F 

VARGA.S.A. 

8702040187 

50-275 

P 

VOLLMER.R.H. 

8702240274* 

50-275 

P 
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VOLLMER.R.H. 

8702240410* 

50-275 

P 

WARNICK.R.F. 

8702270172* 

50-441 

Q 

WHITSON, H. 

8702040475* 

FOIA 

VOLLMER.R.H. 

8702240424* 

50-275 

P 

WARNICK.R.F. 

8702270229 

50-454 

Q 

WHITT, K.W. 

8702040467* 

50-327 

VOLLMER.R.H. 

8702260575* 

50-275 

P 

WARNICK.R.F. 

8702270236* 

50-454 

Q 

WHITTAKER, M.S. 

8512160367* 

FOIA 

VOLMER.C.J. 

8702090381 

TOPREP 


WARNICK.R.F. 

8702270356 

50-483 

Q 

WHITTIER, G.D. 

8702020643 

50-309 

VOLMER.C.J. 

8702090389* 

TOPREP 


WASHINGTON, S.L. 

8702190041 

50-397 

S 

WHITTIER, G.D. 

8702110008 

50-309 S 

VOLMER.C.J. 

8702270006 

TOPREP 


WASILK.J.S. 

8702260069 

50-346 

F 

WHITTIER, G.D. 

8702180485 

PR 

VOLZA.P. 

8702180671 

50-220 

F 

WATFORD, P.S. 

8702250536 

50-373 

S 

WHITTLE, J. 

8702200308 

PRM 

VON DAMM.K.L. 

8702200153* 

WASTE RES 

WATFORD, P.S. 

8702260014 

50-373 

S 

WICHERS.D.L. 

8702060189 

40-8684 

VON DAMM.K.L. 

8702200326* 

WASTE RES 

WATSON, D.R. 

8702170704 

ORG 


WICHERS.D.L. 

8702060357* 

40-8684 

WAGNER.D. 

8702130232 

50-354 

P 

WATSON, R.A. 

8702020675 

50-400 

Q 

WIEDEMAN.D. 

8702060075 

l&E 

WAGNER, M.E. 

8702200292 

50-320 

G 

WATSON, R.A. 

8702090057 

50-400 

S 

WIEDEMAN.D. 

8702180749 

l&E 

WAGNER.W. 

8702120575* 

50-312 

Q 

WATSON, R.A. 

8702090344 

50-400 

P 

WIENER, R.W. 

8702260644 

NUREG 

WALDEYER.J.T. 

8702180172* 

CONTRACT 

WATSON.R.A. 

8702090427 

50-400 

Q 

WIESEMANN.R.A. 

8603260262* 

TOPREP 

WALKER, H.A. 

8702250227* 

50-295 

Q 

WATSON. R.A. 

8702100431 

50-400 

Q 

WIESEMANN.R.A. 

8610170178* 

TOPREP 

WALKER, H.A. 

8702250236* 

50-461 

Q 

WATSON.R.A. 

8702170099 

50-400 

F 

WIESEMANN.R.A. 

8611190271* 

50-498 

WALKER, J.V. 

8702250203* 

FOIA 


WATSON.R.A. 

8702170178 

50-400 

S 

WIESEMANN.R.A. 

8612120354* 

TOPREP 

WALKER, J.V. 

8702250278* 

FOIA 


WATSON, R.A. 

8702180202 

50-400 

S 

WIESEMANN.R.A. 

8612150480* 

TOPREP 

WALKER, R.D. 

8702020431 

50-321 

Q 

WATSON.R.A. 

8702180466 

50-400 

S 

WIESEMANN.R.A. 

8701150229* 

TOPREP 

WALKER, R.D. 

8702020656 

50-424 

P 

WATSON.R.A. 

8702190020 

50-400 

R 

WIESEMANN.R.A. 

8702030548* 

50-412 E 

WALKER, R.D. 

8702090382 

50-261 

Q 

WATSON.R.A. 

8702200144 

50-400 

Q 

WIESEMANN.R.A. 

8702180053* 

50-338 P 

WALKER, R.D. 

8702090477 

50-338 

Q 

WATSON.R.A. 

8702250513 

50-400 

S 

WIESEMANN.R.A. 

8702240505* 

TOPREP 

WALKER, R.D. 

8702100014 

50-424 

Q 

WATSON.R.A. 

8702260100 

50-400 

P 

WIESEMANN.R.A. 

8702260049* 

TOPREP 

WALKER, R.D. 

8702100016* 

50-424 

Q 

WATSON.R.A. 

8702260201 

50-400 

s 

WIESEMANN.R.A. 

8702260056* 

50-498 A 

WALKER, R.D. 

8702100069 

50-280 

Q 

WEADOCK.A. 

8702090116* 

50-247 

Q 

WIGENER.C. 

8702180576 

PRM 

WALKER, R.D. 

8702100084 

50-369 

F 

WEALE.G. 

8702040531* 

50-483 

V 

WIGGINS.E. 

8702030149’ 

CONTRACT 

WALKER, R.D. 

8702100248 

50-250 

Q 

WEBER, M.F. 

8702130129 

WASTE MGT 

WIGGINS, E. 

8702130430* 

CONTRACT 

WALKER, R.D. 

8702100256* 

50-250 

Q 

WEBER, M.F. 

8702130148 

WASTE MGT 

WIGGINS, E.J. 

8702030150* 

CONTRACT 

WALKER, R.S. 

8702100160* 

PR 


WEBER, M.F. 

8702240158 

WASTE MGT 

WIGGINS, E.J. 

8702030166* 

CONTRACT 

WALL.E.R. 

8702190566* 

50-528 

1 

WEBSTER, S.A. 

8702190447 

TOPREP 


WIGGINS, E.J. 

8702030170* 

CONTRACT 

WALLACE, D. 

8702110333* 

50-412 

Q 

WEBSTER, S.A. 

8702190447 

TOPREP 


WIGGINS, E.J. 

8702030185* 

CONTRACT 

WALLACE, P.R. 

8702040364 

50-327 

S 

WEDDINGTON.R.E. 

8702100043* 

50-259 

Q 

WIGGINS, E.J. 

8702030210* 

CONTRACT 

WALLACE, P.R. 

8702040387 

50-327 

S 

WEDDLE, M. 

8702250009* 

50-443 

P 

WIGGINS, E.J. 

8702060285* 

CONTRACT 

WALLIN, G.A. 

8702180146 

50-271 

R 

WEGGEMAN.P.A. 

8702170527 

50-373 

S 

WIGGINS, E.J. 

8702060303* 

CONTRACT 

WALSKE.C. 

8702040247 

PR 


WEIL.C.H. 

8702180185* 

50-341 

P 

WIGGINS.E.J. 

8702060349* 

CONTRACT 

WALTERS, R. A. 

8702110213* 

50-327 

P 

WEIL.C.H. 

8702270068* 

50-482 

P 

WIGGINS, E.J. 

8702060393* 

CONTRACT 

WALTON, G.A. 

8702190149* 

50-390 

Q 

WEINER, R. 

8702040375 

PR 


WIGGINS.E.J. 

8702060412* 

CONTRACT 

WALTON, G.A. 

8702200102* 

50-390 

Q 

WEISS.A.J. 

8702270056 

NUREG 


WIGGINS.E.J. 

8702060433* 

CONTRACT 

WALTON.G.A. 

8702200366* 

50-390 

Q 

WEISS, A.J. 

8702270057 

NUREG 


WIGGINS.E.J. 

8702060468* 

CONTRACT 

WAMBACH.T.V. 

8702030476 

50-255 

P 

WEISS.A.J. 

8702270064 

NUREG 


WIGGINS.E.J. 

8702060502* 

CONTRACT 

WAMBACH.T.V. 

8702130241 

50-255 

P 

WEISS, B.H. 

8702200340 

50-322 

T 

WIGGINS.E.J. 

8702130384* 

CONTRACT 

WAMBACH.T.V. 

8702180085 

50-255 

P 

WEISS, D. 

8702060309* 

40-8911 


WIGGINS.E.J. 

8702130438* 

CONTRACT 

WAMBACH.T.V. 

8702200003 

50-255 

P 

WEISS, E.R. 

8702030029 

50-271 

G 

WIGGINS.E.J. 

8702130440* 

CONTRACT 

WAMBACH.T.V. 

8702240434 

50-255 

P 

WEISS, E.R. 

8702030029 

50-271 

G 

WIGGINS.E.J. 

8702180256* 

CONTRACT 

WARD.A.R. 

8702030341 

PRM 


WEISS, E.R. 

8702060076 

50-443 

G 

WIGGINS.E.J. 

8702180608* 

CONTRACT 

WARD.G.N. 

8604100208 

TOPREP 


WEISS, E.R. 

8702060089 

50-443 

G 

WIGGINS.E.J. 

8702180693* 

CONTRACT 

WARD.G.N. 

8604290128 

TOPREP 


WEISS, E.R. 

8702060089 

50-443 

G 

WIGGINS.E.J. 

8702180705* 

CONTRACT 

WARD.G.N. 

8702040055 

TOPREP 


WEISS, E.R. 

8702130133 

50-269 

G 

WIGGINS.E.J. 

8702190358* 

CONTRACT 

WARD.G.N. 

8702040081* 

TOPREP 


WEISS, E.R. 

8702250113 

50-269 

G 

WIGGINS.E.J. 

8702190360* 

CONTRACT 

WARD.G.N. 

8702050288 

TOPREP 


WEN.P.C. 

8702020266* 

50-336 

Q 

WIGGINS.E.J. 

8702190379* 

CONTRACT 

WARD.G.N. 

8702190211 

TOPREP 


WENSLAWSKI.F.A. 

8702020338 

50-312 

Q 

WIGGINS.E.J. 

8702190395* 

CONTRACT 

WARD.G.N. 

8702190266 

TOPREP 


WENSLAWSKI.F.A. 

8702020670 

50-528 

Q 

WIGGINS.E.J. 

8702190583* 

CONTRACT 

WARD.J.E. 

8612290232 

50-312 

P 

WENSLAWSKI.F.A. 

8702060477 

50-228 

Q 

WIGGINS.E.J. 

8702240281* 

50-259 P 

WARD.J.E. 

8702020352* 

50-312 

Q 

WENSLAWSKI.F.A. 

8702060484* 

50-228 

Q 

WIGGINS.E.J. 

8702240300* 

CONTRACT 

WARD.J.E. 

8702020534 

50-312 

Q 

WENSLAWSKI.F.A. 

8702100377 

50-362 

S 

WIGGINS, E.J. 

8702240520* 

CONTRACT 

WARD.J.E. 

8702020610 

50-312 

S 

WENSLAWSKI.F.A. 

8702110038 

50-133 

F 

WIGGINS.E.J. 

8702250368* 

CONTRACT 

WARD.J.E. 

8702020650 

50-312 

S 

WENSLAWSKI.F.A. 

8702170358 

50-275 

Q 

WIGGINS.E.J. 

8702250434* 

CONTRACT 

WARD.J.E. 

8702030075 

50-312 

Q 

WENSLAWSKI.F.A. 

8702270224 

50-275 

Q 

WIGGINS.E.J. 

8702270163 

CONTRACT 

WARD.J.E. 

8702050284 

50-312 

P 

WENSLAWSKI.F.A. 

8702270226* 

50-275 

Q 

WIGGINS, J. 

8702240435* 

50-293 Q 

WARD.J.E. 

8702090479 

50-312 

J 

WENSLAWSKI.F.A. 

8702270393 

50-344 

Q 

WIGGINS.J.T. 

8702060422* 

50-322 Q 

WARD.J.E. 

8702100088 

50-312 

P 

WENTZ, R.M. 

8702270170* 

WASTE MGT 

WIGGINS, J.T. 

8702090372 

50-293 R 

WARD.J.E. 

8702180316 

50-312 

R 

WENZINGER.E. 

8702100145 

50-412 

Q 

WIGGINS.J.T. 

8702180516* 

50-390 Q 

WARD.J.E. 

8702180468 

50-312 

S 

WENZINGER.E.C. 

8702020242 

50-213 

V 

WIGGINS.J.T. 

8702190337* 

50-387 Q 

WARD.J.E. 

8702180542 

50-312 

S 

WENZINGER.E.C. 

8702060395 

50-317 

Q 

WIGGINS.J.T. 

8702190676* 

50-293 R 

WARD.J.E. 

8702180562 

50-312 

s 

WENZINGER.E.C. 

8702060431 

50-423 

Q 

WIGGINS.J.T. 

8702240358 

50-293 Q 

WARD.J.E, 

8702190354 

50-312 

s 

WENZINGER.E.C. 

8702110423 

50-443 

Q 

WIGGINTON.D.L. 

8702130341 

50-315 P 

WARD.J.E. 

8702190365 

50-312 

H 

WENZINGER.E.C. 

8702190055 

50-271 

Q 

WIGGINTON.D.L. 

8702130353 

50-315 P 

WARD.J.E. 

8702200097 

50-312 

S 

WENZINGER.E.C. 

8702240484 

50-245 

Q 

WIGGINTON.D.L 

8702170230 

50-315 P 

WARD.J.E. 

8702200330 

50-312 

s 

WENZINGER.E.C. 

8702250057 

50-309 

Q 

WILCYNSKI.WJ. 

8702170376* 

40-8502 

WARD.J.E. 

8702200424 

50-312 

s 

WENZINGER.E.C. 

8702270143 

50-336 

V 

WILGUS.W.S. 

8702180415 

PR 

WARD.J.E. 

8702200435 

50-312 

s 

WERT.L.D. 

8702270434* 

50-269 

Q 

WILGUS.W.S. 

8702250237 

50-302 P 

WARD.J.E. 

8702250267 

50-312 

Q 

WERT.S. 

8702180661 

PRM 


WILKINSON, B.W. 

8702130414 

50-294 R 

WARD.J.E. 

8702250390 

50-312 

S 

WESLEY, D.A. 

8702180443* 

50-244 

P 

WILLFORD.S. 

8702170567* 

50-267 V 

WARD.J.E. 

8702260066 

50-312 

S 

WESTBERG.R.A. 

8702060481* 

50-295 

Q 

WiLLFORD.S.R. 

8702170571* 

50-267 V 

WARD.J.E. 

8702260131 

50-312 

s 

WESTBERG.R.A. 

8702270166* 

50-255 

Q 

WiLLIAMS.C.M. 

8702180576 

PRM 

WARD.J.E. 

8702270373 

50-312 

R 

WESTMORELAND, J. 

8702190020 

50-400 

R 

WILLIAMS, J. 

8612150211 

50-346 F 

WARD.J.E. 

8702270389 

50-312 

s 

WETTERHAHN.M.J. 

8702260363 

PR 


WILLIAMS.J, 

8702110037 

50-346 P 

WARD.K.D. 

8702050192* 

50-295 

Q 

WETTERHAHN.M.J. 

8702260363 

PR 


WILLIAMS, J. 

8702110083 

50-346 S 

WARD.Q.A. 

8702180702 

PRM 


WHALEY.P.M. 

8702110146 

PRM 


WILLIAMS.J. 

8702180494 

50-346 P 

WARNICK.R. 

8702020639 

50-440 

S 

WHEELER, C.L. 

8702130429* 

50-267 

P 

WILLIAMS, J. 

8702200092 

50-346 F 

WARNICK.R.F. 

8702040718 

50-455 

s 

WHIT.A.W. 

8702200308 

PRM 


WILLIAMS, M. 

8702200442 

50-482 R 

WARNICK.R. F. 

8702090099 

50-440 

Q 

WHITE, J.A. 

8702050299* 

TOPREP 


WILLIAMS, M.G. 

8702100286 

50-482 S 

WAR NICK, R.F. 

8702170370 

50-254 

Q 

WHITE, M.D. 

8702130429* 

50-267 

P 

WILLIAMS, M.G. 

8702100296 

50-482 S 

WARNICK.R.F. 

8702170374* 

50-254 

Q 

WHITE, P. 

8702240234 

50-311 

R 

WILLIAMS, M.G. 

8702180475 

50-482 S 

WARNICK.R.F. 

8702170488 

50-237 

Q 

WHITE, P. 

8702240356 

50-272 

R 

WILLIAMS.M.G. 

8702250263 

50-482 S 

WARNICK.R.F. 

8702170578 

50-461 

Q 

WHITE, R. 

8702090162* 

50-269 

S 

WILLIAMS, M.G. 

8702250441 

50-482 S 

WARNICK.R.F. 

8702170582* 

50-461 

Q 

WHITENER.H.L. 

8702060501 * 

50-348 

Q 

WILLIAMS, O.G. 

8702060096 

FOIA 

WARNICK.R.F. 

8702180074 

50-373 

S 

WHITNEY, D. 

8702190124 

50-250 

S 

WILLIAMS.P.M. 

8702030113 

PROJ 

WARNICK.R.F, 

8702270167 

50-441 

Q 

WHITNEY, D. 

8702260143 

50-250 

S 

WILLIAMS, R.E. 

8702200196 

WASTE RES 
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CATEGORY 


NUMBER 

CATEGORY 

WILLIAMS, R.E. 

8702200263 

WASTE RES 

WOODHEAD.C.P. 

8702030038 

50-320 

G 

YOUN.M.B. 

8702180672 

PRM 


WILLIAMS.R.O. 

8702040080 

50-267 

P 

WOODLAN.D.R. 

8702040052 

50-445 

A 

YOUNG, F. 

8702030225 

50-289 

S 

WILLIAMS, R.O. 

870204070 4 

50-267 

P 

WOODLAN.D.R. 

8702110170 

50-445 

Q 

YOUNG, J. 

8702100354* 

50-445 

A 

WILLIAMS R.O. 

8702090005 

50-267 

P 

WOODLAN.D.R. 

8702190022 

50*445 

S 

YOUNG.J.E. 

8702110039* 

50-445 

A 

WILLIAMS, R.C. 

8702110146 

PRM 


WOODLAN.D.R. 

8702200223 

50-445 

Q 

YOUNG, M. 

8702200126 

40-6500 


WILLIAMS, R.O. 

8702270397 

50-267 

Q 

WOODY.C.O. 

8603240245 

50-250 

Q 

YOUNG, M.A. 

8701140347 

50-320 

G 

WILLIAMS, W.J. 

8604010152 

50-286 

P 

WOODY, C.O. 

8612160077 

50-250 

F 

YOUNG, M.A. 

8702100231* 

70-3016 


WII.LIAMSON.D 

8702090280 

TOPREP 


WOODY.C.O. 

8612160350 

50-335 

F 

YOUNG, M.Y. 

8606120479* 

TOPREP 


/. jjamsovle 

8702040081* 

TOPREP 


WOODY.C.O. 

8702020181 

50-335 

P 

YOUNGBLOOD, B.J. 

8702030474 

50-327 

P 

Vi'IL.uIAMSON.H.E 

8702050299* 

TOPREP 


WOODY.C.O. 

8702020198 

50-250 

P 

YOUNGBLOOD, B.J. 

8702030513 

50-315 

F 

WILLIAMSON, H.E. 

8702090093* 

50-387 

P 

WOODY.C.O. 

8702020219 

50-335 

R 

YOUNGBLOOD, B.J. 

8702030519* 

50-424 

P 

WILLSEY.W.B. 

8702190144 

50-352 

P 

WOODY.C.O. 

8702020550 

50-250 

S 

YOUNGBLOOD, B.J. 

8702040097 

50-327 

P 

WILM.W.F. 

8702250151 

50-322 

T 

WOODY.C.O. 

8702040072 

50-389 

F 

YOUNGBLOOD, B.J. 

8702040154 

50-315 

Q 

WILSON.B. 

8702100221* 

50-335 

Q 

WOODY.C.O. 

8702050272 

50-335 

F 

YOUNGBLOOD, B.J. 

8702040208 

50-327 

P 

WILSON, B.A. 

8702190198* 

50-250 

Q 

WOODY.C.O. 

8702050441 

50*335 

P 

YOUNGBLOOD, B.J. 

8702050130 

50-327 

Q 

WILSON.B.A. 

8702190238* 

50-302 

Q 

WOODY.C.O. 

8702060144 

50-250 

Q 

YOUNGBLOOD, B.J. 

8702060305 

50-390 

A 

WILSON, J.H. 

8702060227 

50-382 

P 

WOODY.C.O. 

8702090086 

50-389 

P 

YOUNGBLOOD, B.J. 

8702060367 

50-315 

P 

WILSON, J.H. 

8702060235* 

50-382 

P 

WOODY.C.O. 

8702090090 

50-389 

S 

YOUNGBLOOD, B.J. 

8702130418* 

50-327 

P 

WILSON, J.H. 

8702060270 

50-382 

P 

WOODY.C.O. 

8702090105 

50-250 

S 

YOUNGBLOOD.B.J. 

8702170022 

50-327 

P 

WILSON, J.H. 

8702060280* 

50-382 

P 

WOODY.C.O. 

8702090118 

50-250 

s 

YOUNGBLOOD.B.J. 

8702180108 

50-327 

P 

WILSON, J.H. 

8702250481 

50-382 

P 

WOODY.C.O. 

870209021 1 

50-250 

p 

YOUNGBLOOD.B.J. 

8702190378 

50-327 

P 

WILSON, K.L. 

8702240295* 

CONTRACT 


WOODY.C.O. 

8702090444 

50-335 

F 

YOUNGBLOOD.B.J. 

8702190421* 

50-327 

P 

WILSON, K.L. 

8702260667 

REGGD 


WOODY.C.O. 

8702100030 

50-251 

s 

YOUNGBLOOD.B.J. 

8702190497 

50-327 

P 

WILSON, R.C. 

8702190044* 

50-321 

Q 

WOODY.C.O. 

8702100263 

50-335 

K 

YOUNGBLOOD.B.J. 

8702190637 

50-259 

P 

WINSLOW, T.P. 

8702020160 

70-1113 


WOODY.C.O. 

8702100265 

50-250 

S 

YOUNGBLOOD.B.J. 

8702190640 

50-327 

P 

WINSLOW, T.P. 

8702020163 

70-1113 


WOODY.C.O. 

8702100272 

50-250 

F 

YOUNGBLOOD.B.J. 

8702190647* 

50-327 

P 

WINSLOW, T.P. 

8702020603 

70-1113 


WOODY.C.O. 

8702100438 

50-335 

P 

YOUNGBLOOD.B.J. 

8702240478 

50-327 

P 

WINSLOW, T.P. 

8702100028 

70-1113 


WOODY.C.O. 

8702110300 

50-250 

S 

YOUNGBLOOD,' T.H. 

8702200123 

50-327 

F 

WINSLOW, T.P. 

8702100049 

70-1113 


WOODY.C.O. 

8702110335 

50-251 

s 

YUHAS.G.P. 

8702020691* 

50-528 

Q 

WINSLOW, T.P. 

8702100061 

70-1113 


WOODY.C.O. 

8702120095 

50-251 

s 

YUHAS.G.P. 

8702060492* 

50-228 

Q 

WINSLOW, T.P. 

8702100078 

71-4986 


WOODY.C.O. 

8702120339 

50-250 

p 

YUHAS.G.P. 

8702100377 

50-362 

S 

WINSLOW.T.P. 

8702100097 

70-1113 


WOODY.C.O. 

8702180096 

50-335 

p 

YUHAS.G.P. 

8702170369* 

50-275 

Q 

WINSLOW, T.P. 

8702100099* 

70-1113 


WOODY.C.O. 

8702180255 

50-335 

S 

ZAHNLEUTER.R.J. 

8702030026 

50-322 

G 

WINSLOW.T.P. 

8702190612 

PR 


WOODY.C.O. 

8702180673 

50-251 

s 

ZAHNLEUTER.R.J. 

8702030052 

50-322 

G 

WINTER, G.V. 

8702200224 

WASTE RES 

WOODY.C.O. 

8702180744 

50-250 

s 

ZAHNLEUTER.R.J. 

8702030497 

50-322 

G 

WINTNER.E. 

8702260352 

PRM 


WOODY.C.O. 

8702190070 

50-250 

Q 

ZAHNLEUTER.R.J. 

8702030512 

50-322 

G 

WISEMAN, G.R. 

8702190170* 

70-143 


WOODY.C.O. 

8702190124 

50-250 

S 

ZAHNLEUTER.R.J. 

8702060068 

50-322 

G 

WISENBURG.M.R. 

8611190263 

50-498 

A 

WOODY.C.O. 

8702190356 

50-250 

F 

ZAHNLEUTER.R.J. 

8702190236* 

50-322 

G 

WISENBURG.M.R. 

8702020334 

50-498 

A 

WOODY.C.O. 

8702200176 

50-250 

V 

ZECH.G.G. 

8612160304 

50-327 

Q 

WISENBURG.M.R. 

8702020717 

50-498 

E 

WOODY.C.O. 

8702240311 

50-335 

P 

ZECH.G.G. 

8702030154 

50-327 

P 

WISENBURG.M.R. 

8702050241 

50-498 

A 

WOODY.C.O. 

8702240318 

PR 


ZECH.G.G. 

8702030197 

50-327 

Q 

WISENBURG.M.R. 

8702050251 

50-498 

A 

WOODY.C.O. 

8702260143 

50-250 

s 

ZECH.G.G. 

8702090298 

50-327 

P 

WISENBURG.M.R. 

8702050269 

50-498 

E 

WOODY.C.O. 

8702260144* 

50-335 

V 

ZECH.G.G. 

8702090310 

50-327 

P 

WISENBURG.M.R. 

8702050464 

50-498 

A 

WOODY.C.O. 

8702260186 

50-250 

Q 

ZECH.G.G. 

8702100032 

50-259 

Q 

WISENBURG.M.R. 

8702050483 

50-498 

A 

WOODY.C.O. 

8702260387 

50-250 

R 

ZECH.G.G. 

8702100113 

50-259 

Q 

WISENBURG.M.R. 

8702060487 

50-498 

F 

WOODY.C.O. 

8702260523 

50-250 

Q 

ZECH.G.G. 

8702100147 

50-327 

Q 

WISENBURG.M.R. 

8702090438 

50-498 

A 

WOOLDRIDGE, R.A. 

8702020064 

50-445 

G 

ZECH.G.G. 

8702100150* 

50-327 

Q 

WISENBURG.M.R. 

8702100305 

50-498 

A 

WOOLDRIDGE, R.A. 

8702020064 

50-445 

G 

ZECH.G.G. 

8702100280 

50-259 

Q 

WISENBURG.M.R. 

8702100313 

50-498 

A 

WOOLDRIDGE, R.A. 

8702030019 

50-445 

G 

ZECH.G.G. 

8702180476 

50-390 

Q 

WISENBURG.M.R. 

8702100425 

50-498 

A 

WOOLDRIDGE, R.A. 

8702030019 

50-445 

G 

ZECH.G.G. 

8702180480* 

50-390 

Q 

WISENBURG.M.R. 

8702110119 

50-498 

J 

WOOLDRIDGE, R.A. 

8702030033 

50-445 

G 

ZECH.G.G. 

8702190108 

50-327 

Q 

WISENBURG.M.R. 

8702190661 

50-498 

A 

WOOLDRIDGE, R.A. 

8702030071 

50-445 

G 

ZECH.G.G. 

8702190117 

50-390 

Q 

WISENBURG.M.R. 

8702200369 

50-498 

A 

WOOLDRIDGE, R.A. 

8702200288 

50-445 

G 

ZECH.G.G. 

8702190126 

50-327 

Q 

WISENBURG.M.R. 

8702200375 

50-498 

E 

WOOLDRIDGE.R.A. 

8702200288 

50-445 

G 

ZECH.G.G. 

8702190132 

50-259 

P 

WISENBURG.M.R. 

8702240194 

50-498 

E 

WOOLDRIDGE.R.A. 

8702200296 

50-445 

G 

ZECH.G.G. 

8702190133* 

50-390 

Q 

WISENBURG.M.R. 

8702240346 

50-498 

A 

WOOLDRIDGE, R.A. 

8702200296 

50-445 

G 

ZECH.G.G. 

8702190322 

50-259 

F 

WISENBURG.M.R. 

8702260042 

50-498 

A 

WOOLDRIDGE.R.A. 

8702240103 

50-445 

G 

ZECH.G.G. 

8702200066 

50-438 

Q 

WISENBURG.M.R. 

8702260059 

50-498 

A 

WOOLDRIDGE, R.A. 

8702240103 

50-445 

G 

ZECH.G.G. 

8702200084 

50-390 

Q 

WISENBURG.M.R. 

8702260082 

50-498 

A 

WOOLDRIDGE.R.A. 

8702250099 

50-445 

G 

ZECH.G.G. 

8702200093* 

50-390 

Q 

WISENBURG.M.R. 

8702260108 

50-498 

A 

WOOLDRIDGE.R.A. 

8702250099 

50-445 

G 

ZECH.G.G. 

8702200360 

50-390 

Q 

WISENBURG.M.R. 

8702260130 

50-498 

E 

WOOLDRIDGE.R.A. 

8702250109 

50-445 

G 

ZECH.G.G. 

8702200363* 

50-390 

Q 

WISENBURG.M.R. 

8702260134 

50-498 

A 

WOOLDRIDGE.R.A. 

8702250109 

50-445 

G 

ZECH.G.G. 

8702260360 

50-327 

V 

WISSiNK.R.G. 

8702190606 

PR 


WOOLDRIDGE.R.A. 

8702250126 

50-445 

G 

ZECH.L.W. 

8702090033 

50-443 

U 

WITENER.H.L. 

8702190139* 

50-321 

Q 

WRIGHT.F.N. 

8702100047* 

50-269 

Q 

ZECH.L.W. 

8702100368 

50-443 

U 

WITHERS, B.D. 

8702040061 

50-482 

P 

WRIGHT, F.N. 

8702190188* 

50-269 

Q 

ZECH.L.W. 

8702170141 

50-443 

U 

WITHERS, B.D. 

8702100286 

50-482 

S 

WRIGHT, G.C. 

8702050149* 

50-373 

Q 

ZECH.L.W. 

8702250042 

50-400 

H 

WITHERS, B.D, 

8702100296 

50-482 

S 

WRIGHT, G.C. 

8702050282* 

50-373 

Q 

ZECH.L.W. 

8702250055 

50-400 

H 

WITHERS.B.D. 

8702110024 

50-482 

P 

WRIGHT, G.C. 

8702110175* 

50-461 

Q 

ZERBE.J. 

8702240462 

REVIEW GR P 

WITHERS, B.D. 

8702170085 

50-344 

S 

WRIGHT, G.C. 

8702170597* 

50-341 

Q 

ZIBULSKY.H. 

8702190013* 

50-277 

Q 

WITT,A.E. 

8702130228* 

FOIA 


WRIGHT.G.C. 

8702170671* 

50-456 

Q 

ZILL.R. 

8702110039* 

50-445 

A 

WITT.F.J. 

8702260064* 

50-498 

A 

WRIGHT.G.C. 

8702190325* 

50-456 

Q 

ZILL.R. 

8702110054* 

50-445 

A 

WOHLBRANDT.J. 

8702170444* 

40-8502 


WRIGHT, R.W. 

8702100022* 

50-424 

Q 

ZILL.R. 

8702110078* 

50-445 

A 

WOJNAROWSKi.J. 

8604280153 

50-249 

P 

WRIGHT, R.W. 

8702200086* 

50-400 

Q 

ZILL.R. 

8702110219* 

50-445 

A 

WOJNAROWSKI.J. 

8702030330 

50-237 

P 

WURT2.E. 

8610220159* 

40-672 


ZILL.R. 

8702110227* 

50-445 

A 

WOLF.R.O. 

8702270097 

50-455 

P 

XENAKIS, J. 

8702260038 

50-247 

S 

ZILL.R. 

0702110238* 

50-445 

A 

WOLF.S. 

8611240206* 

50-352 

P 

YANDELL.L.A. 

8702020428* 

50-285 

Q 

ZILL.R. 

8702110293* 

-50-445 

A 

WOLFE.SJ. 

8702130114 

50*443 

G 

YANOELL.L.A. 

8702030217* 

50-267 

Q 

ZILL.R. 

8702110313* 

50-445 

A 

WOLFE, S,J. 

8702130146 

50-443 

G 

YANDELL.LA. 

8702120377* 

50-313 

Q 

ZILL.R. 

0702110391* 

50-445 

A 

WOLFHOPE.N.P. 

8702050358* 

50-280 

P 

YANDELL.L.A. 

8702170543* 

50-267 

Q 

ZILL.R. 

8702110399* 

50-445 

A 

WONG.C.Y. 

8702100312* 

50-445 

A 

YANDELL.LA. 

8702170584* 

50-482 

Q 

ZILL.R. 

8702110407* 

50-445 

A 

WONG,C.Y, 

8702100318* 

50-445 

A 

YATES, R.W. 

8702200410 

40-3392 


ZILL.R. 

8702110425* 

50-445 

A 

WOOD.R. 

8702270178* 

WASTE MGT 

YEAGER, R.W. 

8702110476* 

50-445 

A 

ZILL.R. 

8702110433* 

50-445 

A 

WOODARD, C.H. 

8702240455* 

50-412 

Q 

YEE.D.Y. 

8702190129 

50-245 

S 

ZILL.R. 

8702110438* 

50-445 

A 

WOODARD, E.A. 

8702180732 

PRM 


YESLEY,M.S. 

8702040492* 

FOIA 


ZILL.R. 

8702110457* 

50-445 

A 

WOODARD, J.D. 

870210028 8 

50-348 

S 

YIN.l.T. 

8702020154* 

50-409 

Q 

ZILL.R.D. 

8702110247* 

50-445 

A 

WOODARD.J.D. 

8702110143 

50-348 

S 

YING.H.T, 

8702100343* 

50-445 

A 

ZILL.R.D. 

8702110258* 

50-445 

A 

WOODARD, J.D. 

8702180440 

50-348 

S 

YING.H.T. 

8702100347* 

50-445 

A 

ZILL.R.D. 

8702110265* 

50-445 

A 

WOODARD.J.D. 

8702260585 

50-348 

s 

YING.H.T. 

8702100354* 

50-445 

A 

ZILL.R.D. 

8702110414* 

50-445 

A 
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AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

ZILL.R.D. 

8702110450* 

50-445 

A 

ZIMMERMAN, R. 

8702100417* 

50-528 

Q 

ZIMMERMAN, R. 

8702180111 

50-529 

S 

ZIMMERMAN, R. 

8702250093 

50-529 

S 

ZIMMERMAN, S.R. 

8612230386 

50-261 

F 

ZIMMERMAN, S.R. 

8702040089 

50-324 

P 

ZIMMERMAN, S.R. 

8702050346 

50-324 

F 

ZIMMERMAN.S.R. 

8702060432 

PR 


ZIMMERMAN, S.R. 

8702120276 

50-324 

F 

ZIMMERMAN.S.R. 

8702190441 

50-325 

P 

ZIMMERMAN.S.R. 

8702260118 

50-324 

Q 

ZIMMERMAN.S.R. 

8702260136 

50-261 

P 

ZIMMERMAN.S.R. 

8702260230 

50-261 

P 

ZING, AM 

8702180672 

PRM 


ZUPKO.J.M. 

8612040108 

50-272 

S 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ZUPKO.J.M. 

8701150305 

50-272 

S 

ZUPKO.J.M. 

8702020540 

50-311 

S 

ZUPKO.J.M. 

8702100293 

50-311 

S 

ZUPKO.J.M. 

8702240020 

50-31 1 

s 

ZUPKO.J.M. 

8702240234 

50-311 

R 

ZUPKO.J.M. 

8702240356 

50-272 

R 

ZUPKO.J.M. 

8702260164 

50-311 

S 

ZURFLUEH.E.G. 

8603250315 

50-498 

A 

ZWOLINSKI.J.A. 

8603200423 

50-219 

F 

ZWOLINSKI.J.A. 

8702050516 

50-155 

P 

ZWOLINSKI.J.A. 

8702050519* 

50-155 

P 

ZWOLINSKI.J.A. 

8702050525* 

50-155 

P 

ZWOLINSKI.J.A. 

8702060103 

50-155 

P 

ZWOLINSKI.J.A. 

8702060132 

50-254 

P 

ZWOLINSKI.J.A. 

8702060152* 

50-254 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ZWOLINSKI.J.A. 

8702060153 

50-254 

P 

ZWOLINSKI.J.A. 

8702060174* 

50-254 

P 

ZWOLINSKI.J.A. 

8702060194* 

50-254 

P 

ZWOLINSKI.J.A. 

8702060375 

50-293 

P 

ZWOLINSKI.J.A. 

8702130318 

50-254 

P 

ZWOLINSKI.J.A. 

8702130331* 

50-254 

P 

ZWOLINSKI.J.A. 

8702130367 

50-237 

Q 

ZWOLINSKI.J.A. 

8702180084 

50-237 

P 

ZWOLINSKI.J.A. 

8702180158 

50-254 

P 

ZWOLINSKI.J.A. 

8702190340 

50-237 

P 

ZWOLINSKI.J.A. 

8702190351* 

50-237 

P 

ZWOLINSKI.J.A. 

8702190401 

50-220 

P 

ZWOLINSKI.J.A. 

8702190412* 

50-220 

P 

ZWOLINSKI.J.A. 

8702190428* 

50-220 

P 
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The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


AUTHOR AFFILIATION 


AIC Analysts Corp. 
ANS-58.4 Working Group 
AT&T Communications 
Aamodts 


Adolph Coors Co. 

Advanced Nuclear Fuels Corp. (formerly 
Exxon Nuclear Co., Inc.) 


Advanced Resource Development Corp. 
Aerojet Energy Conversion Co. (subs, of 
General Tire & Rubber Co.) 


Aerojet Heavy Metals Co. 

Aerospace Corp. 

Aerotest Operations, Inc. 

Agriculture, Dept, of 

Agriculture, Dept, of, Graduate School, 

Washington, DC 
Alabama Power Co. 


Alliance Moving & Storage, Inc. 
Allied Chemical Corp. 

Allied Corp. 

Altair Resources, Inc. 


American Electric Power Service Corp. 
American Nuclear Corp. 


American Nuclear Insurers 
American Office 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8702270295* 

CONTRACT 


8702190447 

TOPREP 


8702240520* 

CONTRACT 


8702090024 

50-320 

G 

8702130131 

50-320 

G 

8702130322* 

50-320 

G 

8702270035 

PR 


8604100208 

TOPREP 


8604290128 

TOPREP 


8702040081 * 

TOPREP 


8702050288 

TOPREP 


8702050299* 

TOPREP 


8702090093* 

50-387 

P 

8702090381 

TOPREP 


8702090389* 

TOPREP 


8702130202 

XPORTLIC 


8702170272 

TOPREP 


8702180122 

XPORTLIC 


8702190211 

TOPREP 


8702190227* 

TOPREP 


8702190266 

TOPREP 


8702190277* 

TOPREP 


8702240306 

71-9203 


8702270006 

TOPREP 


8702270011* 

TOPREP 


8702180385* 

50-295 

P 

8702090280 

TOPREP 


8702090294* 

TOPREP 


8702130198 

XPORTLIC 


8702270048 

NUREG 


8702100337 

50-228 

F 

8702270213 

WASTE MGT 


8702030249* 

CONTRACT 


8702050372 

50-348 

F 

8702090070 

50-348 

P 

8702090415 

50-348 

P 

8702090415 

50-348 

P 

8702100143 

50-348 

Q 

8702100288 

50-348 

S 

8702110116 

50-348 

R 

8702110143 

50-348 

S 

8702110165 

50-348 

P 

8702110165 

50-348 

P 

8702110338* 

50-348 

P 

8702110338* 

50-348 

P 

8702170466 

50-348 

F 

8702170473* 

50-348 

F 

8702180299 

50-348 

S 

8702180325 

50-348 

R 

8702180440 

50-348 

S 

8702190047 

50-348 

F 

8702260585 

50-348 

S 

8702030150* 

CONTRACT 


8702090144 

40-3392 


8702090159* 

40-3392 


8702200410 

40-3392 


8702060241 

40-8926 


8702170520 

40-8926 


8702180262 

40-8926 


8702180272* 

40-8926 


8702250430 

50-316 

S 

8702060160 

40-4492 


8702170203 

40-4492 


8702170724 

27-48 


8702190224 

FOIA 



AUTHOR AFFILIATION 


American Society for Testing & Materials 
Amersham Corp. 

Amesbury, MA 

Anaconda Co. (subs, of Atlantic Richfiel 
Co.) 

Anaheim, CA 


Analytic Information Processing, Inc. 
Ann Arbor News, Ann Arbor, Ml 
Appel, R.R. 

Applied Biology, Inc. 

Argonne National Laboratory 

Argonne National Laboratory - Argonne 
West 

Arizona Nuclear Power Project (formerly 
Arizona Public Service Co.) 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

8702170704 

ORG 

8702190658 

PR 

8702260088 

PR 

8702260648 

PRM 

8702200240 

40-8902 

8702200401 

40-8902 

8702270177 

50-361 

8702270177 

50-361 

8702270207 

50-206 

8702270207 

50-206 

8702270207 

50-206 

8604010152 

50-286 

8702180134 

50-341 

8702170333 

40-8728 

8702020224* 

50-335 

8702190449 

NUREG 

8702250150* 

FOIA 

8702060376* 

50-315 

8604020590 

50-530 

8612040062 

50-530 

8612240335 

50-528 

8701080235 

50-528 

8702020095 

50-528 

8702020095 

50-528 

8702020101* 

50-528 

8702020101* 

50-528 

8702020131 

50-528 

8702020131 

50-528 

8702020131 

50-528 

8702020152 

50-528 

8702020166 

50-528 

8702020553 

50-528 

8702020553 

50-528 

8702020558* 

50-528 

8702020558* 

50-528 

8702020590 

50-530 

8702020598 

50-530 

8702020655 

50-530 

8702030084 

50-528 

8702030084 

50-528 

8702030084 

50-528 

8702040095* 

50-529 

8702040127 

50-528 

8702040127 

50-528 

8702040127 

50-528 

8702050315 

50-530 

8702090006 

50-528 

8702090006 

50-528 

8702090006 

50-528 

8702090040 

50-528 

8702100319 

50-528 

8702100319 

50-528 

8702170512 

50-528 

8702170639 

50-530 

8702180559 

50-528 

8702190115 

50-528 

8702190115 

50-528 

8702190115 

50-528 

8702190218 

50-530 

8702190426 

50-530 

8702190539 

50-528 

8702190539 

50-528 

8702190539 

50-528 

8702190618 

50-529 

8702200020 

50-528 


I 

I 

I 

S 
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340 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Arkansas Peace Center 
Arkansas Power & Light Co. 


Army, Dept, of, Corps of Engineers 

Atcor Engineered Systems, Inc. 

Atlas Corp. 

Atomic Industrial Forum 

Austin American-Statesman, Austin, TX 

BWR Owners Group 
Babcock & Wilcox Co. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8702200020 

50-528 

P 

8702200020 

50-528 

P 

8702200028* 

50-528 

P 

87022000 28* 

50-528 

P 

87022000 28* 

50-528 

P 

8702200058 

50-530 

A 

8702200067 

50-530 

E 

8702200394* 

50-528 

1 

8702240364 

50-529 

S 

8702250462 

50-528 

S 

8702250490 

50-529 

s 

8702260043 

50-528 

s 

8702260051 * 

50-528 

s 

8702260051* 

50-528 

s 

8702260051* 

50-528 

s 

8702260077 

50-530 

A 

8702260212 

50-530 

A 

8702260384* 

50-529 

1 

8702090039 

40-8027 


8702130119 

40-8027 


8612040097 

50-313 

P 

8702020275 

50-313 

F 

8702020275 

50-313 

F 

8702020460 

50-313 

F 

8702020460 

50-313 

F 

8702020470* 

50-313 

F 

8702030252 

50-313 

Q 

8702030252 

50-313 

Q 

8702050530 

50-313 

P 

8702090083 

50-313 

S 

8702090378 

50-313 

P 

8702100400 

50-313 

Q 

8702110270 

50-313 

S 

8702110350 

50-313 

Q 

8702250119 

50-313 

Q 

8702260022 

50-313 

Q 

8702260061 

50-313 

F 

8702260061 

50-313 

F 

8702260080 

50-313 

F 

8702260080 

50-313 

F 

8702260087 

50-313 

F 

8702260087 

50-313 

F 

8702260595* 

50-313 

F 

8702260595* 

50-313 

F 

8702170035 

50-320 

D 

8702130167 

FOIA 


87 02170267 

40-3453 


8702200393 

40-3453 


8702040247 

PR 


8702130035 

50-498 

A 

8702190532 

TOPREP 


8702050291* 

50-312 

P 

8702050295* 

50-312 

P 

8702100037 

70-27 


8702100053 

70-27 


8702100056 

70-824 


8702100067* 

70-824 


8702100101 

70-364 


8702100154 

70-1201 


8702180162* 

70-135 


8702180578* 

70-27 


8702200142 

70-27 


8702200155 

70-27 


8702200170 

70-824 


8702200181* 

70-824 


8702240254 

71-230 


8702240258* 

71-230 


8702260603 

PR 


8702040557 

PR 


8702030063 

50-443 

G 

8702030063 

50-443 

G 

8702030064 

50-443 

G 

8702030064 

50-443 

G 

8702060042 

50-443 

G 

8702090032 

50-443 

G 

8702100287 

50-443 

G 

8702100287 

50-443 

G 

8702100304 

50-443 

G 

8702100333 

50-443 

G 

8702100333 

50-443 

G 

8702020245 

50-317 

Q 

8702020596 

50-317 

F 

8702020596 

50-317 

F 

8702030028 

50-317 

F 

8702030028 

50-317 

F 

8702040135 

50-317 

F 

8702040135 

50-317 

F 

8702090122 

50-318 

P 


Basalt Waste Isolation Project 
Basler Electric 
Battelle Memorial Institute 
Battelle Memorial Institute, Columbus 

Laboratories 


Battelle Memorial Institute, Pacific 
Northwest Laboratories 


Bechtel Corp. 


Bell of Pennsylvania 
Bendix Field Engineering Corp. 


Big Horns Economic Development, Inc. 
Bishop, Liberman, Cook, Purcell & 

Reynolds 

Boston Edison Co. 


Boston Women’s Health Book Collective, 

Watertown, MA 
Bradford Era, Bradford, PA 
Brandhurst Co., Ltd. 

Brookhaven National Laboratory 


8702090149 

8702090149 

8702100001 

8702100005 

8702100146 

8702100363 

8702180006 

8702180006 

8702180007 

8702180007 

8702180012 

8702180012 

8702180015 

8702180017* 

8702190217 

8702260274 

8604010302 

8702170612 

8702240071* 

8612180194 


8702170012 

8702180256* 

8702180377 

8702240040 

8702240060 

8702240063* 

8604140487* 

8702130188 

8702130429* 

8702170016* 

8702170052 

8702170067 

8702260636 

8611240443 

8612160373* 

8702040026 

8702180334" 

8702200175* 

8702270305* 

8702030094* 

8702180172* 

8508150129* 

8508150133* 

8508150137* 

8508150144* 

8508150149* 

8702170170 

8702240350 


8702020682 

8702030339 

8702040071 

8702040085 

8702040090 

8702050392 

8702060321 

8702060341 

8702100070 

8702170651 

8702180667 

8702190105 

8702190315 

8702260226 

8702260234 
8702260238* 
8702260628 
870227007 8 
8702240404 


8702130045 

8702050341 

8201120094* 

8210200100* 

8301260086* 

8301260093* 

8305270504* 

8605290133* 

8610160306* 

8702030161* 

8702030173* 

8702030539* 

8702060111* 

8702060128 

8702060128 

8702240055* 

8702250122* 

8702270056 


50-317 

50-317 

50-318 

50-317 

50-317 

50-317 

50-317 

50-317 

50-317 

50-317 

50-317 
50-317 
50-318 
50-318 
50-31 7 

50-317 
WASTE MGT 
50-322 
WASTE MGT 
50-6 


WASTE MGT 

CONTRACT 

50-6 

WASTE MGT 

WASTE MGT 
WASTE MGT 
50-346 

WASTE MGT 

50-267 
WASTE MGT 
NUREG 
NUREG 
NUREG 

50-424 

50-424 

PR 

50-348 

50-275 

50-366 
CONTRACT 
CONTRACT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
40-8502 
PR 


50-293 

PR 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

PR 


FOIA 

PR 

50-275 

50-275 

50-275 

50-275 

50-275 

50-445 

FOIA 

FOIA 

FOIA 

50-315 

50-443 

NUREG 

NUREG 

50-275 

FOIA 

NUREG 


P 

P 

S 

S 

s 

s 

F 

F 

F 

F 

F 

F 

P 

P 

H 

S 

S 

C 


R 


P 


P 


P 

P 

P 

P 


P 

P 

P 

P 

P 

A 


F 

F 


<LU CC Cl Cl o cl o cc c/5 cc cl O il CLt/}QQ_ 



CORPORATE SOURCE INDEX 341 


AUTHOR AFFILIATION 


Brown Boveri Corp. (subs, of Brown Bover 
& Co., Ltd.) 


Bucks County, PA 

Burke, Basselman & Weaver 
Burns & Roe Co. 

Business & Professional People for the 
Public Interest 


C-E Operating Plants Owners Group 
CYGNA Energy Services 
California, State of 
California, Univ. of, Berkeley, CA 
California, Univ. of, San Diego, CA 

Calspan Corp. (subs. Arvin Industries/Fr 
anklin Research Center) 

Campaign for Prosperous Georgia 
(Educational) 

Carlile Area Residents Association 
Carolina Power & Light Co. 


Carroll Engineering 
Carter-White; K. 

Center for Biological Monitoring, Inc. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8702270057 

NUREG 


8702270062 

NUREG 


8702270064 

NUREG 


8702190573 

50-458 

S 

8702260116 

QA999 


8702030409 

PRM 


8702180677 

PRM 


8612010444 

27-39 


8702090129* 

50-397 

P 

8702030047 

50-456 

G 

8702060062 

50-456 

G 

8702060062 

50-456 

G 

8702060066* 

50-456 

G 

8702060066* 

50-456 

G 

8702060077* 

50-456 

G 

8702060077* 

50-456 

G 

8702060082* 

50-456 

G 

8702060082* 

50-456 

G 

8702170604 

TOPREP 


8702100362* 

50-445 

A 

8702030086* 

CONTRACT 


8702020711 

ACRS 


8702200184* 

50-275 

P 

8702060393* 

CONTRACT 


8702250559* 

50-206 

F 

8702180576 

PRM 


8702270127 

PR 


8612230386 

50-261 

F 

8702020675 

50-400 

Q 

8702030044 

50-400 

G 

8702030454 

50-325 

S 

8702030463 

50-400 

G 

8702030473* 

50-400 

G 

8702040089 

50-324 

P 

8702040089 

50-324 

P 

8702040100 

50-324 

P 

8702040100 

50-324 

P 

8702040103* 

50-324 

P 

8702040103* 

50-324 

P 

8702050346 

50-324 

F 

8702050346 

50-324 

F 

8702050349* 

50-324 

F 

8702050349* 

50-324 

F 

8702060432 

PR 


8702090057 

50-400 

S 

8702090125 

50-261 

Q 

8702090148 

50-400 

F 

8702090174 

50-261 

Q 

8702090344 

50-400 

P 

8702090427 

50-400 

Q 

8702090459* 

50-261 

V 

8702100244 

50-324 

Q 

8702100431 

50-400 

Q 

8702110159 

50-400 

P 

8702120276 

50-324 

F 

8702170099 

50-400 

F 

8702170178 

50-400 

S 

8702170462 

50-261 

R 

8702180202 

50-400 

S 

8702180261 

50-261 

F 

8702180268 

50-400 

V 

8702180303 

50-324 

S 

8702180466 

50-400 

s 

8702180575 

50-324 

s 

8702190020 

50-400 

R 

8702190441 

50-325 

P 

8702200144 

50-400 

Q 

8702240351 

50-400 

P 

8702250218 

50-261 

F 

8702250513 

50-400 

S 

8702260004 

50-261 

P 

8702260005* 

50-261 

P 

8702260100 

50-400 

P 

8702260118 

50-324 

Q 

8702260136 

50-261 

P 

8702260136 

50-261 

P 

8702260136 

50-261 

P 

8702260154 

50-324 

F 

8702260154 

50-324 

F 

8702260201 

50-400 

S 

8702260230 

50-261 

P 

8702260403 

50-261 

R 

8702270102 

PR 


8702130212 

40-8027 


8702190578 

FOIA 



Center for Law in the Public Interest 
Centerior Energy 

Chamber of Commerce, Buffalo, WY 
Chem-Nuclear Systems, Inc. 


Cincinnati Gas & Electric Co. 

Citizens Action for Safe Environment 
Citizens Association for Sound Energy 


Cleveland Electric Illuminating Co. 


Cleveland-Cliffs Iron Co. 

Coalition for Nuclear Power Plant 

Postponement 
Coalition for Safe Living 
Colorado, State of 

Columbia Univ,, New York, NY 

Combustion Engineering, Inc. 


Commerce, Dept, of, National Bureau of 
Standards 


8306240348* 

8702090496 

8702170448* 

8512130612* 

8512160359’ 

8512160367* 

8610010298* 

8610010303* 

8702030530 

8702110271* 

8702110405* 

8702110456* 

8702120138* 

8702130196* 

8702130222* 

8702130227* 

8702130290* 

8702130291* 

8702130297* 

8702130301* 

8702130377* 

8702130379* 

8702130383* 

8702130385* 

8702130388* 

8702130391* 

8702130395* 

8702130397* 

8702130398* 

8702130404* 

8702130406* 

8702130427* 

8702100161 

8702130212 

8702030037 

8702060056 

8702060056 

8702060093 

8702060093 

8702060108 

8702060108 

8702090029 

8702090029 

8702130110 

8702240091 

8702250117 

8702250117 

8702250127 

8702250127 

8702030426 

8702030437* 

8702030453* 

8702030471* 

8702030475* 

8702050393 

8702110020 

8702110028* 

8702110042* 

8702170366 

8702170388 

8702180395 

8702180617 

8702190639 

8702190639 

8702240199 

8702240199 

8702240218’ 

8702240325 

8702240325 

8702240445 

8702240445 

8702250350 

8702260096 

8702170129 

8702180369 


8702110148 

8702240485* 

8702270147* 

8702060285’ 

8612040187 

8612170328* 

8702030369 

8702030376* 

8702060379 

8702120080 

8702190447 

8702200465 


50-275 

50-440 

40-8502 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

WASTE MGT 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

71-4986 

40-8027 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

40-8714 

PRM 


50-322 
CONTRACT 
WASTE MGT 
CONTRACT 

TOPREP 

50-285 

TOPREP 

TOPREP 

PR 

50-470 
TOPREP 
WASTE RES 


P 

J 


G 


F 

F 

F 

F 

F 

F 

P 

S 


H 


P 


A 
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author affiliation 


Committee to Bridge the Gap 
Commonwealth Ecfison Co. 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 


8702050533 

8604280153 

8604280154* 

8612150091 

8612230403 


50-528 

50-249 

50-249 

50-456 

50-454 


S 

P 

P 

F 

F 


8612290175 

8702020099 

8702020165 

8702020165 

8702020205 


50-374 

50-454 

50-373 

50-373 

50-374 


8 702020235 
8702020289 
8702020300 
8702020326 
8702020326 


50-455 

50-455 

50-455 

50-373 

50-373 


8702020377 

8702020434 

8702020564 

8702020581 

8702020582 


50-454 

50-456 

50-456 

50-295 

50-10 


8702020589 

8702020589 

8702030330 

8702030388 

8702040010 


50-456 

50-456 

50-237 

PR 

50-304 


8702040024 

8702040049 

8702040049 

8702040049 

8702040049 


PR 

50-454 

50-454 

50-454 

50-454 


S 

P 

P 

P 

P 

P 

Q 

F 

Q 

Q 

Q 

F 

S 

F 

F 

F 

F 

P 

S 


P 

P 

P 

P 


8702040094 

8702040105 

8702040221 

8702040228 

8702040401 


50-456 

50-254 

50-237 

50-237 

50-254 


S 

F 

S 

F 

S 


8702040421 
8702040664 
870205001 1 
8702050129 
8702050243 


50-254 

50-455 

PR 

50-237 

50-456 


8702050280 

8702050280 

8702050300 

8702050300 

8702050330 


50-295 

50-295 

50-295 

50-295 

50-254 


8702050342 

8702050359 

8702050407 

8702050460 

8702050513* 


50-237 

50-237 

50-373 

50-295 

50-237 


8702060044 

8702060277 

8702060277 

8702060507* 

8702060507* 


50-456 

50-456 

50-456 

50-456 

50-456 


S 

P 

F 

S 

F 

F 

F 

F 

F 

P 

Q 

F 

P 

P 

G 

F 

F 

F 

F 


8702090061 

8702090082 

8702090091 

8702090139 

8702090193 


50-295 

50-265 

50-456 

50-295 

50-237 


8702090358 

8702090379 

8702090386 

8702090397 

8702090464 


50-456 

50-456 

50-237 

50-237 

50-265 


8702090468* 

8702100245 

8702100245 

8702100251* 

8702100439 


50-265 

50-254 

50-254 

50-254 

50-456 


8702100442 
8702110273 
8702 110316 
8702110445 
8702110445 


50-456 

50-295 

50-295 

50-254 

50-254 


8702170401 

8702170508 

8702170527 

8702170581 

8702170581 


50-373 

50-373 

50-373 

50-254 

50-254 


8702170602 

8702170662 

8702170684 

8702170707 

8702180260 


50-454 

50-374 

50-304 

50-295 

50-454 


8702180311 

8702180352 

8702180373 

8702180421 


50-237 

50-455 

50-295 

50-455 


Q 

S 

S 

Q 

F 

S 

S 

s 

s 

p 

p 

p 

p 

p 

J 

J 

F 

s 

s 

s 

R 

S 

S 

s 

s 

p 

s 

s 

R 

S 

P 

S 

P 

P 


Computational Mechanics 
computer Engineering Associates, I 

Computer Resource Management li 
Connecticut Yankee Atomic Power < 


Conner & Wetterhahn 

Consolidated Edison Co. of New York, Inc 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8702180430 

8702180430 

8702180434 

8702180434 

8702180442 


50-254 

50-254 

50-295 

50-295 

50-237 


8702180460 

8702180460 

8702180460 

8702180460 

8702180497 


50-454 

50-454 

50-454 

50-454 

50-373 


8702180523 
8702190016 
8702 190038 
8702190048 
8702190076 


50-295 

50-254 

50-295 

50-254 

50-249 


8702190079 

8702190091 

8702190096 

8702190096 

8702190103 


50-374 

50-373 

50-456 

50-456 

50-456 


8702190385 

8702190385 

8702190672 

8702190672 

8702190674* 


50-254 

50-254 

50-295 

50-295 

50-295 


8702190674* 

8702200157 

8702200194 

8702200306 

8702240081 


50-295 

50-454 

50-454 

50-455 

50-456 


8702240294 

8702240302 

8702240308 

8702240314 

8702240325 


50-10 

50-454 

71-9073 

71-9159 

50-440 


8702240339 

8702240339 

8702240339 

8702240368 

8702240415 


50-10 

50-10 

50-10 

50-456 

50-10 


8702250078 

8702250257* 

8702250257* 

8702250262 

8702250290 


50-254 

50-295 

50-295 

50-237 

50-456 


8702250290 

8702250355* 

8702250509 

8702250530 

8702250536 


50-456 

50-440 

50-456 

50-249 

50-373 


8702250541 

8702260008 

8702260014 

8702260050 

8702260050 

8702260278 

8702260337 

8702260568 

8702270325 

8702270325 

8702270330* 
8702270330* 
8702270359 
8702060276 
8702240300 * 


50-456 

50-456 

50-373 

50-373 

50-373 

50-454 

50-456 

50-456 

50-454 

50-454 

50-454 

50-454 

50-237 

NUREG 

CONTRACT 


8702130430’ 

8702020667 

8702040045 

8702040321 

8702040326* 

8702040667 

8702050381 

8702050383 

8702060379 

8702090398 

8702090412* 

8702090435* 

8702180546 

8702260062 

8702260125 

8702120614 

8702260363 

8612240336 

8702030189 

8702030506 

8702040057 

8702060229 

870^060229 

8702100404 


CONTRACT 

50-213 

50-213 

50-213 

50-213 

50-213 

50-213 

50-213 

PR 

50-213 

50-213 

50-213 

50-213 

50-213 

50-213 

50-352 

PR 

50-3 

50-247 

50-247 

50-247 

50-3 

50-3 

50-247 


Q 

Q 

P 

P 

S 

P 

P 

P 

P 

F 


P 

S 

S 

S 

G 

F 

F 


F 

F 

F 

S 

F 

R 

Q 

Q 

R 

G 

G 

P 

S 

P 

s 

s 

F 

S 

F 

F 

R 

P 

S 

Q 

Q 

Q 

Q 

S 


S 

R 

P 

P 

Q 

P 

Q 

P 

P 

P 

H 

F 

F 

P 

F 

P 

R 

Q 

P 

P 

Q 
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AUTHOR AFFILIATION 


Consumers Power Co. 


Copes Vulcan, Inc. 

Council of Energy Resource Tribes 

Council on Environmental Quality 
Covington & Burling 

Dairyland Power Cooperative 

Daniel B. Stephens & Associates, Inc. 

David W. Stevens, Inc. 

Detroit Edison Co. 


CORPORATE SOURCE INDEX 343 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8702110109 

PR 


8702130153 

50-3 

F 

8702130163* 

50-3 

F 

8702180281 

50-3 

F 

8702180281 

50-3 

F 

8702180294* 

50-3 

F 

8702250370 

50-247 

Q 

8702250378* 

50-247 

Q 

8702260038 

50-247 

S 

8702260383 

50-247 

R 

8604290219 

50-255 

P 

8610060407 

50-255 

P 

8702030229 

50-155 

F 

8702040079 

50-255 

F 

8702050296 

50-255 

S 

8702050305 

50-255 

F 

8702050370 

50-255 

P 

8702050377 

50-1 55 

P 

8702050377 

50-155 

P 

8702060130 

50-155 

F 

8702060306 

50-255 

F 

8702090050 

50-1 55 

P 

8702090136 

50-255 

F 

8702090165 

50-255 

F 

8702090184 

50-255 

F 

8702090191 

50-155 

Q 

8702090402 

50-155 

P 

8702090423* 

50-155 

P 

8702090430* 

50-155 

P 

8702100306 

50-155 

P 

8702100317* 

50-155 

P 

8702100321* 

50-155 

P 

8702100407 

50-155 

F 

8702110017 

50-255 

Q 

8702110109 

PR 


8702120003 

50-255 

R 

8702170598 

50-155 

F 

8702180479 

50-255 

F 

8702180491 

50-155 

P 

8702180605 

50-255 

F 

8702180641 

50-255 

F 

8702180662 

50-255 

F 

8702180692 

50-255 

F 

8702180711 

50-255 

F 

8702180719 

50-255 

F 

8702180723 

50-255 

F 

8702180728 

50-255 

F 

8702180743* 

50-155 

P 

8702190052 

50-255 

Q 

8702190469 

50-255 

F 

8702190530 

50-255 

Q 

8702200004 

50-155 

P 

8702200099 

50-255 

S 

8702200129 

50-255 

S 

8702200345 

50-255 

s 

8702250289 

50-255 

s 

8702250346 

50-155 

F 

8702250413* 

50-155 

Q 

8702260044 

50-255 

F 

8702260054 

50-155 

F 

8702260054 

50-155 

F 

8702260057 

50-255 

F 

8702260081 

50-255 

S 

8702260306 

50-155 

F 

8702260505 

50-255 

Q 

8702100029 

71-625 


8702270109 

WASTE MGT 


8702270277* 

WASTE MGT 


8702250368* 

CONTRACT 


8702190095 

40-8027 


8702200205 

PR 


8702030194 

50-409 

S 

8702040107 

50-409 

S 

8702050302 

50-409 

S 

8702090352 

50-409 

Q 

8702130393 

50-409 

P 

8702190269 

50-409 

Q 

8702190470 

50-409 

R 

8702240447* 

WASTE RES 


8702240452* 

WASTE RES 


8702130205 

WASTE MGT 


8702020648 

50-341 

S 

8702030186 

50-341 

P 

8702030370 

50-341 

P 

8702030371 

50-341 

F 

8702040121 

50-341 

P 

8702040133* 

50-341 

P 

8702040182 

50-341 

S 

8702050172 

50-341 

Q 


AUTHOR AFFILIATION 


Dow Chemical Co. 


Dravo Corp. 

Dravo Engineers & Constructors 
Duke Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8702060379 

PR 

8702090009 

50-341 

8702090066 

50-341 

8702100275 

50-341 

8702100279 

50-341 

8702100284 

50-341 

8702100298 

50-341 

8702100432 

50-341 

8702110244 

50-341 

8702170331 

50-341 

8702170619 

50-341 

8702180696 

50-341 

8702180715 

50-341 

8702200220 

50-341 

8702260097 

50-341 

8702260146 

50-341 

8702170658 

50-264 

8702170663* 

50-264 

8702240015 

WASTE MGT 

8702240028* 

WASTE MGT 

8702100077 

50-498 

8702270179 

PR 

8612160067 

50-369 

8702020175 

NUREG 

8702020487 

50-413 

8702030144* 

50-269 

8702030274 

50-369 

8702030305 

50-370 

8702040386 

50-269 

8702040386 

50-269 

8702060497 

50-269 

8702060497 

50-269 

8702060497 

50-269 

8702060497 

50-269 

8702090060 

50-369 

8702090100 

50-370 

8702090124 

50-269 

8702090124 

50-269 

8702090124 

50-269 

8702090343 

50-413 

8702090353 

50-269 

8702090361 

50-413 

8702090361 

50-413 

8702090425 

50-269 

8702090460 

50-369 

8702100086* 

50-413 

8702100086* 

50-413 

8702100106 

50-269 

8702100325 

50-369 

8702100325 

50-369 

8702100329* 

50-369 

8702100329* 

50-369 

8702100394 

50-413 

8702110040 

50-287 

8702110046* 

50-287 

8702110109 

PR 

8702120127 

50-270 

8702170356 

50-369 

8702170356 

50-369 

8702170415 

50-413 

8702170678 

50-287 

8702180121* 

50-341 

8702180328 

50-369 

8702180328 

50-369 

8702180350* 

50-369 

8702180350* 

50-369 

8702180350* 

50-369 

8702180360* 

50-369 

8702180368* 

50-369 

8702180368* 

50-369 

8702180368* 

50-369 

8702180405* 

50-369 

8702180487 

50-369 

8702190014 

50-369 

8702190037 

50-287 

8702190067* 

50-287 

8702190075 

50-370 

8702190159* 

50-369 

8702190261 

50-370 

8702190614 

50-369 

8702190614 

50-369 

8702200080 

50-287 

8702200082 

50-413 

8702200161 

50-413 

8702200206 

50-413 

8702200221 

50-414 

8702200242 

50-414 

8702200402 

50-413 

8702200414 

50-369 
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344 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Duquesne Light Co. 


E.C. Rodabaugh Associates, Inc. 


ECO Northwest 

EG&G Idaho, Inc. (subs, of EG&G, Inc.) 


Earth Technology Co., Inc. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8702240278 

50-413 

R 

8702240363 

50-269 

R 

8702240363 

50-269 

R 

8702240371 

50-369 

R 

6702240497 

50-413 

S 

8702250040 

50-413 

P 

8702250545 

50-369 

P 

8702250545 

50-369 

P 

8702250555 

50-369 

s 

8702250566 

50-270 

s 

8702260037 

50-414 

R 

8702260105 

50-369 

P 

8702260105 

50-369 

P 

8702260123* 

50-369 

P 

8702260123* 

50-369 

P 

8702260137 

50-269 

Q 

8702260137 

50-269 

Q 

8702260137 

50-269 

Q 

8702260137 

50-269 

Q 

8702260214 

50-269 

P 

8702260214 

50-269 

P 

8702260214 

50-269 

P 

8611240395 

50-412 

A 

8702030422 

50-334 

P 

8702030544 

50-412 

E 

8702040444 

50-334 

R 

8702050081 

50-334 

F 

8702050199 

50-412 

K 

8702050353 

50-412 

A 

8702050366 

50-412 

E 

8702050387 

50-334 

P 

8702090038 

50-412 

A 

8702090067 

50-412 

E 

8702090068 

50-334 

S 

8702090079 

50-412 

Q 

8702090377 

50-412 

S 

8702090385 

50-412 

S 

8702090408 

50-412 

S 

8702090417 

50-412 

S 

8702100297 

50-412 

K 

8702120308 

50-412 

S 

8702170628 

50-412 

A 

8702170729 

50-412 

A 

8702180567 

50-334 

P 

8702180574* 

50-334 

P 

8702180579* 

50-334 

P 

8702180591* 

50-334 

P 

8702190660 

50-412 

F 

8702190665 

70-3008 


8702200005 

50-334 

P 

8702200005 

50-334 

P 

8702200010 

50-334 

P 

8702200016* 

50-334 

P 

8702200021 

50-334 

P 

8702200026* 

50-334 

P 

8702200027 

50-412 

A 

8702200071 

50-334 

P 

8702200179* 

50-334 

P 

8702200207* 

50-334 

P 

8702240023 

50-334 

R 

8702250291 

50-412 

S 

8702250301 

50-412 

S 

8702250518 

50-334 

P 

8702250525* 

50-334 

P 

8702250528* 

50-334 

P 

8702260189 

50-334 

P 

8702260191 

50-412 

F 

8702030208 

ACRS 


8702030216 

ACRS 


8702030269 

ACRS 


8702030289 

50-281 

O 

8702170575* 

WASTE MGT 


8410110593* 

50-259 

P 

8701290430* 

50-286 

P 

8701290430* 

50-286 

P 

8701290430* 

50-286 

P 

8701290430* 

50-286 

P 

8701290430* 

50-286 

P 

8701290430* 

50-286 

P 

8702060177 

NUREG 


8702060201 

NUREG 


8702060411* 

50-244 

P 

8702170161* 

50-309 

P 

8702170161* 

50-309 

P 

8702170161* 

50-309 

P 

8702170161* 

50-309 

P 

8702170161* 

50-309 

P 

8702170161* 

50-309 

P 

8702240295* 

CONTRACT 



AUTHOR AFFILIATION 

Ebasco Services, Inc. (subs, of Enserch 
Corp.) 


Ecology Center of Southern California 
Ecology/Alert 

Edison Electric Institute 
Edlow International Co. 

Eigen Engineering, Inc. 

El Paso Electric Co. 

Electric Power Research institute 

Energy Fuels Nuclear, Inc. 

Energy, Dept, of 


ACCESSION 

NUMBER 

8702260667 

8702030185* 

8702100274* 

8702100435* 

8702110036* 

8702110048* 

8702110052* 

8702110052* 

8702110128* 

8702120435* 

8702130112* 

8702130112* 

8702170653 

8702180075* 

8702190116 

8702250446* 

8702040332 

8702180642 

8702060402 

8702090273 

8702180402 

8702240231 

8702060361 

8702180157 

8702180161* 

8702050308* 

8702050311* 

8702060196 

8702120121 

8702190566* 
8702170005 
8702170635* 
870224026 7 
8508150121 

8508150129* 

8508150133* 

8508150137* 

8508150144* 

8508150149* 

8612220137 

8701270291 

8702030364 

8702030367 

8702030393 

8702030486 

8702040059 

8702040275 

8702090154 

8702100046 

8702120458 

8702120462* 

8702120471* 

8702130021 

8702130033* 

8702130166 

8702130175 

8702130186 

8702130229 

8702130258 

8702130306 

8702130368* 

8702170005 

8702170389 

8702170427 

8702200112 

8702200231 

8702200249 

8702200408 

8702240008 

8702240018* 
8702240052 
87 02240256 
8702240260 
8702240261 

8702240269 

8702240270 

8702240273 

8702240282 

8702240284* 

8702240316 

8702240322 

8702240326 

8702240328* 

8702240332 

8702240333 

8702240334 

8702240338 

8702240345 


SUBJECT 

CATEGORY 

REGGD 

CONTRACT 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

TOPREP 

TOPREP 

QA999 

50-445 

PRM 

PRM 

PR 

PRM 

PRM 

PR 

XPORTLIC 

XPORTLIC 

XPORTLIC 

50-312 

50-312 

50-529 

50-530 

50-528 
NUREG 
50-412 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
40-6500 
WASTE MGT 
WASTE MGT 
PR 

WASTE MGT 
WASTE MGT 
WASTE MGT 
PROJ 
PROJ 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
NUREG 
WASTE MGT 
WASTE MGT 

WASTE MGT 
PR 

WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
40-6500 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
71-6613 
WASTE MGT 
WASTE MGT 


A 

A 

A 

A 

A 

A 

A 

A 

A 

A 


A 


P 

P 

I 

M 

I 

A 



CORPORATE SOURCE INDEX 345 


AUTHOR AFFILIATION 


Energy, Jnc. 

Engineering Testing Associates, Inc. 
Engineers International, Inc. 

Environmental Action, Inc. 
Environmental Defense Fund 
Environmental Protection Agency 
European Communities, Commission of 
Evaluation Research Corp. 


Evans-Plugge Co., Inc. 
Everest Minerals Corp. 


Exxon Corp. 

FW Energy Applications, Inc. 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

8702240365 

WASTE MGT 


Failure Analysis Associates 

8702030373* 

50-341 

8702240375 

WASTE MGT 


Family Medical Center of Johnson County, 

8702200413* 

40-8502 

8702240392 

WASTE MGT 


Buffalo, WY 



8702270025 

WASTE MGT 


Fauske & Associates, Inc. 

8702250139* 

FOIA 

8702270038* 

WASTE MGT 


Federal Emergency Management Agency 

8702030160 

50-322 

8702270123 

WASTE MGT 



8702050228 

50-254 

8702270137 

WASTE MGT 



8702050233* 

50-254 

8702270147* 

WASTE MGT 



8702090074 

50-312 

8702270162* 

WASTE MGT 



8702090078* 

50-312 

8702270170* 

WASTE MGT 



8702120600 

50-443 

8702270178* 

WASTE MGT 



8702170005 

NUREG 

8702270184 

WASTE MGT 



8702250125 

50-322 

8702270195* 

WASTE MGT 



8702260173 

50-382 

8702270221 

WASTE MGT 



8702260182* 

50-382 

8702270233 

WASTE MGT 


Federal Sources, Inc. 

8702170703 

FOIA 

8702270296 

WASTE MGT 


Ferret Exploration Company of Nebraska, 

8702050542 

40-8829 

8702270401 

WASTE MGT 


Inc. 



8702180705* 

CONTRACT 



8702060043 

40-8829 

8702260614 

PR 



8702060143 

40-8829 

8702200464 

WASTE RES 



8702060236 

40-8829 

8702190158 

40-8027 



8702180351 

40-8829 

8702240249 

PR 



8702180636 

40-8829 

8702170005 

NUREG 



8702180649* 

40-8829 

8702130081 

XPORTLIC 



8702200384 

40-8829 

8702110039* 

50-445 

A 

First National Bank, Buffalo, Wl 

8702170189 

40-8502 

8702110039* 

50-445 

A 

Florida Power & Light Co. 

8603240245 

50-250 

8702110054* 

50-445 

A 


8612160077 

50-250 

8702110078* 

50-445 

A 


8612160350 

50-335 

8702110078* 

50-445 

A 


8702020181 

50-335 

8702110219* 

50-445 

A 


8702020198 

50-250 

8702110219* 

50-445 

A 


8702020219 

50-335 

8702110227* 

50-445 

A 


8702020550 

50-250 

8702110227* 

50-445 

A 


8702040072 

50-389 

8702110238* 

50-445 

A 


8702050272 

50-335 

8702110238* 

50-445 

A 


8702050441 

50-335 

8702110247* 

50-445 

A 


8702060144 

50-250 

8702110247* 

50-445 

A 


8702090086 

50-389 

8702110258* 

50-445 

A 


8702090090 

50-389 

8702110258* 

50-445 

A 


8702090105 

50-250 

8702110265* 

50-445 

A 


8702090118 

50-250 

8702110277* 

50-445 

A 


870209021 1 

50-250 

8702110293* 

50-445 

A 


8702090444 

50-335 

8702110293* 

50-445 

A 


8702100030 

50-251 

8702110298* 

50-445 

A 


8702100263 

50-335 

8702110304* 

50-445 

A 


8702100265 

50-250 

8702110304* 

50-445 

A 


8702100268* 

50-335 

8702110307* 

50-445 

A 


8702100272 

50-250 

8702110313* 

50-445 

A 


8702100272 

50-250 

8702110317* 

50-445 

A 


8702100272 

50-250 

8702110342* 

50-445 

A 


8702100438 

50-335 

8702110345* 

50-445 

A 


8702110300 

50-250 

8702110352* 

50-445 

A 


8702110335 - 

50-251 

8702110352* 

50-445 

A 


8702120095 

50-251 

8702110356* 

50-445 

A 


8702120339 

50-250 

8702110356* 

50-445 

A 


8702120425* 

50-250 

8702110361* 

50-445 

A 


8702180096 

50-335 

8702110366* 

50-445 

A 


8702180096 

50-335 

8702110366* 

50-445 

A 


8702180255 

50-335 

8702110375* 

50-445 

A 


8702180255 

50-335 

8702110377* 

50-445 

A 


8702180673 

50-251 

8702110391* 

50-445 

A 


8702180744 

50-250 

8702110391* 

50-445 

A 


8702190070 

50-250 

8702110399* 

50-445 

A 


8702190124 

50-250 

8702110399* 

50-445 

A 


8702190356 

50-250 

8702110407* 

50-445 

A 


8702190356 

50-250 

8702110407* 

50-445 

A 


8702200176 

50-250 

8702110414* 

50-445 

A 


8702200176 

50-250 

8702110414* 

50-445 

A 


8702240311 

50-335 

8702110420* 

50-445 

A 


8702240318 

PR 

8702110420* 

50-445 

A 


8702260143 

50-250 

8702110425* 

50-445 

A 


8702260144* 

50-335 

8702110425* 

50-445 

A 


8702260186 

50-250 

8702110433* 

50-445 

A 


8702260387 

50-250 

8702110433* 

50-445 

A 


8702260523 

50-250 

8702110438* 

50-445 

A 

Florida Power Corp. (subs, of Florida 

8702020177 

50-302 

8702110438* 

50-445 

A 

Progress Corp.) 



8702110450* 

50-445 

A 


8702030388 

PR 

8702110450* 

50-445 

A 


8702040173 

50-302 

8702110457* 

50-445 

A 


8702040340 

50-302 

8702110457* 

50-445 

A 


8702040352 

50-302 

8702120296* 

50-445 

A 


8702060527 

50-302 

8702120296* 

50-445 

A 


8702090107 

50-302 

8702270303* 

CONTRACT 



8702090337 

50-302 

8702060183 

40-8857 



8702090489 

50-302 

8702170145 

40-8857 



8702100071 

50-302 

8702170615 

40-8857 



8702100075 

50-302 

8702060017 

40-8064 



8702110157 

50-302 

8702200397 

40-8102 



8702180285 

50-302 

8702100198 

PROJ 



8702180415 

PR 
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346 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Florida, Univ. of, Gainesville, FL 

Food Irradiation Response 

Foxboro Corp. 

Franklin Institute 
Fulbright & Jaworski 

GA Technologies, Inc./General Atomic Co. 


GKSS Forschungs 2 entrum Geesthact Gmbh 

Galloway & Greenberg 

Gas-Cooled Reactor Associates 
General Accounting Office 

General Electric Co. 


General Nuclear Svstems, Inc. 

Corp. - GPU 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8702180445 

50-302 

P 


8702040047 

50-289 

8702190331 

50-302 

Q 


8702040058 

50-219 

8702200018 

50-302 

P 


8702040068* 

50-219 

8702200024 

50-302 

P 


8702040074 

50-289 

8702200042* 

50-302 

P 


8702040074 

50-289 

8702250237 

50-302 

P 


8702040082* 

50-289 

8702270427* 

50-302 

V 


8702040317* 

50-289 

8702100153 

71-578 



8702040499 

50-289 

8702110146 

PRM 



8702040507* 

50-289 

8702270316* 

40-8027 



8702050310 

50-320 

8702260450 

PT21 



8702050354 

50-320 

8702270258* 

CONTRACT 



8702050371 * 

50-320 

8702030320 

50-445 

M 


8702050380* 

50-320 

8702040271 

PRM 



8702050514 

50-289 

8702060441 

PRM 



8702060002 

50-219 

8702100035 

70-734 



8702060479 

50-320 

8702130195 

XPORTLIC 



8702090034 

50-320 

8702130201* 

XPORTLIC 



8702090042* 

50-320 

8702130218 

XPORTLIC 



8702090069* 

50-320 

8702180353* 

50-267 

P 


8702090075 

50-219 

8702190634 

50-163 

P 


8702090077 

50-219 

8702240207* 

50-267 

F 


8702090084 

50-219 

8702240222* 

50-267 

F 


8702090102 

50-320 

8702240228* 

50-267 

F 


8702090133 

50-289 

8702240239 

70-734 



8702090249 

50-320 

8702020408* 

FOIA 



8702090369 

50-289 

8702020501* 

FOfA 



8702100127 

50-289 

8702030438* 

FOIA 



8702100351 

50-320 

8702040137* 

FOIA 



8702100356* 

50-320 

8702040158* 

FOIA 



8702100370 

50-219 

8702040284* 

FOfA 



8702100376 

50-320 

8702050339* 

FOIA 



8702100380* 

50-219 

8702050477* 

FOIA 



8702100387* 

50-219 

8702190194 

XPORTLIC 



8702110139 

50-219 

8702190243* 

XPORTLIC 



8702110144 

50-219 

8702190301 

XPORTLIC 



8702110250 

50-219 

8702190324* 

XPORTLIC 



8702110416 

50-219 

8702060391 

PRM 



8702120001 

50-219 

8702120220 

50-322 

F 


8702120314 

50-289 

8702120583 

50-322 

F 


8702120323* 

50-289 

8604100257 

TOPREP 



8702120335* 

50-289 

8610170100 

TOPREP 



8702130191 

50-289 

8611240206* 

50-352 

P 


87021 70538 

50-289 

8611240454* 

50-352 

P 


8702170549* 

50-289 

8612040106 

50-341 

P 


870217056 2 

50-289 

8702020160 

70-1113 



8702170643 

50-320 

8702020163 

70-1113 



8702170647* 

50-320 

8702020603 

70-1113 



8702180087 

50-320 

8702100028 

70-1113 



8702180346 

50-289 

8702100042 

70-1308 



8702180415 

PR 

8702100049 

70-1113 



8702180474 

50-219 

8702100061 

70-1113 



8702190106 

50-320 

8702100078 

71-4986 



8702190113 

50-320 

8702100091 

70-1113 



8702190142 

50-289 

8702100097 

70-1113 



8702190190 

50-320 

8702100099* 

70-1113 



8702190228* 

50-320 

8702100123 

71-5942 



8702190265* 

50-320 

8702100134* 

71-5942 



8702190278 

50-289 

8702100250 

70-2786 



8702190402 

50-219 

8702100276 

XPORTLIC 



8702200053 

50-289 

8702100282 

TOPREP 



8702200075 

50-320 

8702100423 

QA999 



8702200087* 

50-320 

8702130158 

XPORTLIC 



8702200337* 

50-320 

8702130170* 

XPORTLIC 



8702240303 

71-9168 

8702190612 

PR 



8702240320 

50-289 

8702240245 

70-754 



8702240440 

50-289 

8702240247 

70-754 



8702240509 

50-289 

8702260208 

50-183 

R 


8702250123 

50-320 

8702240277 

71-510 



8702260010 

50-289 

8702240279* 

71-510 



8702260078 

50-289 

8702260257* 

50-272 

P 


8702260091 

50-320 


50-289 

F 


8702260160 

50-219 





8702260175 

50-289 


50-289 

F 


8702260209 

50-320 


50-219 

F 


8702260258 

50-289 


50-219 

S 


8702260369 

50-320 


50-219 

S 

General Services Administration 

8702090076* 

PR 


50-289 

F 


8702090088* 

PR 


50-320 

G 


8702090113* 

PR 


50-289 

P 

Geochemistry & Environmental Chemistry 

8702270105 

WASTE MGT 

8702030078 

50-320 

G 

Research, Inc. 



8702030095 

50-320 

G 

Georgia Power Co. 

8612120204 

50-424 

8702030410 

50-320 

G 

8612160367 

50-424 

8702030484 

50-289 

R 


8612170104 

50-424 

8702030560 

50-320 

G 


8612170104 

50-424 

8702030564* 

50-320 

G 


8701020147 

50-321 

8702030566* 

50-320 

G 


8702020136 

50-424 

8702030567* 

50-320 

G 


8702020616 

50-424 

8702040040 

50-289 

F 


8702020616 

50-424 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


8702020685 

50-424 

S 

Gulf States Utilities Co. 

8702020678 

50-458 

s 


8702020685 

50-424 

s 


8702020692 

50-458 

S 


8702020699 

50-424 

s 


8702030253 

50-458 

P 


8702020699 

50-424 

s 


8702030268* 

50-458 

P 


8702020702 

50-424 

s 


8702030296 

50-458 

S 


8702020702 

50-424 

s 


8702030312 

50-458 

Q 


8702030460 

50-321 

p 


8702030368 

50-458 

R 


8702030470 

50-321 

Q 


8702040360 

50-458 

Q 


8702030470 

50-321 

Q 


8702050325 

50-458 

P 


8702040028 

50-366 

P 


8702050334* 

50-458 

P 


8702040029* 

50-366 

P 


8702060519 

50-458 

P 


8702040060 

50-321 

P 


8702060523* 

50-458 

p 


8702040096 

50-321 

P 


8702090325 

50-458 

S 


8702040096 

50-321 

P 


8702090332 

50-458 

P 


8702040478 

50-321 

Q 


8702170665 

50-458 

P 


8702040566 

50-321 

Q 


8702170672 

50-458 

P 


8702040566 

50-321 

Q 


8702180482 

50-458 

s 


8702040591 

50-321 

P 


8702180619 

50-458 

s 


8702060486 

50-424 

S 


8702190025 

50-458 

Q 


8702090056 

50-321 

S 


8702190263 

50-458 

P 


8702090072 

50-424 

A 


8702190281 

50-458 

s 


8702090238 

50-424 

S 


8702190282 

50-458 

s 


8702090394 

50-321 

Q 


8702190338 

50-458 

s 


8702090431 

50-321 

S 


8702200167 

50-458 

s 


8702090433 

50-424 

S 


8702250307 

50-458 

R 


8702090433 

50-424 

s 


8702250497 

50-458 

s 


8702090458 

50-424 

s 


8702260029 

50-458 

F 


8702090458 

50-424 

s 

Hampton, NH 

8702260346 

PRM 



8702090471 

50-424 

Q 

Harmon & Weiss 

8702030029 

50-271 

G 


8702090491 

50-424 

S 


8702060076 

50-443 

G 


8702090491 

50-424 

S 


8702060076 

50-443 

G 


8702100003 

50-321 

S 


8702060089 

50-443 

G 


8702100060 

50-321 

Q 


8702060089 

50-443 

G 


8702100233 

50-424 

Q 


8702060104 

50-443 

G 


8702170456 

50-424 

P 


8702190092 

50-443 

G 


8702170521* 

50-424 

P 


8702240231 

PR 



8702190125 

50-424 

G 

Harrison Steel Castings Co. 

8605080607 

71-51 



8702190125 

50-424 

G 

Harsco Corp. 

8702100142 

71-9032 



8702190161 

50-424 

P 

Hanza Engineering Co. 

8702100434* 

50-498 

A 


8702190161 

50-424 

P 

Haworth, Inc. 

8702190247* 

FOIA 



8702190173* 

50-424 

P 

Herner & Co. 

8702240479* 

CONTRACT 



8702190173* 

50-424 

P 

Hilti Fastening Systems 

8702240259 

50-387 

P 


8702190364 

50-424 

Q 


8702240259 

50-387 

P 


8702190418 

50-424 

Q 


8702240268* 

50-387 

P 


8702190651 

50-424 

A 


8702240272* 

50-387 

P 


8702200002 

50-424 

F 


8702240280* 

50-387 

P 


8702200109 

50-321 

P 


8702240280* 

50-387 

P 


8702200109 

50-321 

P 

Hittman Nuclear & Development Corp. 

8702100267* 

TOPREP 



8702200110 

50-424 

F 

(subs, of Hittman Corp.) 





8702200110 

50-424 

F 

Holtec International 

8702030066* 

50-275 

G 


8702200137 

50-424 

F 

Homestake Mining Co. 

8702060202 

40-8903 



8702200259 

50-424 

V 


8702060215* 

40-8903 



8702200259 

50-424 

V 

Hopi Tribe 

8702170323 

WASTE MGT 



8702200333 

50-321 

s 


8702240270 

WASTE MGT 



8702240309 

50-424 

F 

House of Rep. 

8702090065* 

50-443 

U 


8702240309 

50-424 

F 


8702100196* 

70-135 



8702240355 

50-424 

F 


8702170160* 

50-443 

U 


8702240357 

50-424 

F 


8702170199 

40-8502 



8702240357 

50-424 

F 


8702250049* 

50-400 

H 


8702240403 

50-424 

F 


8702250061 * 

50-400 

H 


8702250448 

50-321 

S 

House of Rep., Energy & Commerce 

8702090052* 

50-443 

U 


8702250459 

50-424 

s 

House of Rep., Science & Technology 

8702060071* 

50-443 

G 


8702250504 

50-321 

p 

Houston Lighting & Power Co. 

8611190263 

50-498 

A 


870225051 1 * 

50-321 

P 


8702020334 

50-498 

A 


8702250574 

50-424 

p 


8702020334 

50-498 

A 


8702250575 

50-424 

E 


870202071 7 

50-498 

E 


8702260041 

50-321 

P 


8702020717 

50-498 

E 


8702260041 

50-321 

P 


8702020723 

50-498 

F 


8702260060* 

50-321 

P 


8702050241 

50-498 

A 


8702260060* 

50-321 

P 


8702050251 

50-498 . 

A 


8702260204 

50-321 

Q 


8702050251 

50-498 

A 


8702260206* 

50-321 

Q 


8702050269 

50-498 

E 


8702260249 

50-321 

R 


8702050269 

50-498 

E 


8702260344 

50-321 

R 


8702050337 

50-498 

S 


8702260613 

50-424 

R 


8702050337 

50-498 

S 


8702270269 

50-366 

P 


8702050352 

50-498 

s 


8702270353 

50-424 

Q 


8702050352 

50-498 

s 

Germany, Federal Republic of 

8702020261* 

FOIA 



8702050464 

50-498 

A 


8702030271 * 

FOIA 



8702050483 

50-498 

A 

Glitsch Field Services, Inc. (formerly 

8702260341 

PR 



8702060487 

50-498 

F 

Industrial Inspection Industries, Inc.) 





8702090106 

50-498 

G 

Goodson & Associates, Inc. 

8702090101 

40-8905 



8702090106 

50-498 

G 

Government Accountability Project 

8702060299 

GA999 



8702090438 

50-498 

A 


8702130110 

50-445 

G 


8702100164 

70-3016 



8702170661 

50-528 

S 


8702100222 

70-3016 



8702170728 

FOIA 



8702100305 

50-498 

A 


8702250412 

FOIA 



8702100305 

50-498 

A 

Grove Engineering 

8702100160* 

PR 



8702100313 

50-498 

A 

Grueneich & Lowry 

8702190104 

50-275 

G 


8702100313 

50-498 

A 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Hunton & Williams 


Hurst Boiler Co., Inc. 

ITASCA Consulting Group, Inc. 

Idaho National Engineering Laboratory 
Ideas & Information, Inc. 

Illinois Power Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8702100360 

50-498 

S 

8702100360 

50-498 

S 

8702100425 

50-498 

A 

8702100425 

50-498 

A 

8702110119 

50-498 

J 

8702180514 

50-498 

S 

8702180514 

50-498 

S 

8702190406 

50-498 

S 

8702190406 

50-498 

S 

8702190454 

50-498 

s 

8702190454 

50-498 

s 

8702190459* 

50-498 

s 

8702190459* 

50-498 

s 

8702190661 

50-498 

A 

8702190661 

50-498 

A 

8702200369 

50-498 

A 

8702200369 

50-498 

A 

8702200375 

50-498 

E 

87 02200375 

50-498 

E 

8702240194 

50-498 

E 

8702240194 

50-498 

E 

8702240346 

50-498 

A 

8702260042 

50-498 

A 

8702260042 

50-498 

A 

8702260059 

50-498 

A 

8702260059 

50-498 

A 

8702260082 

50-498 

A 

8702260082 

50-498 

A 

8702260108 

50-498 

A 

8702260108 

50-498 

A 

8702260124 

50-498 

Q 

8702260124 

50-498 

Q 

8702260130 

50-498 

E 

8702260130 

50-498 

E 

8702260134 

50-498 

A 

8702260134 

50-498 

A 

8702260215 

50-498 

S 

8702270374 

50-498 

K 

8702270374 

50-498 

K 

8702270388* 

50-498 

K 

8702270388* 

50-498 

K 

8702030007 

50-322 

G 

8702030043 

50-320 

G 

8 702030046 

50-322 

G 

8702030439 

50-322 

G 

8702030442 

50-322 

G 

8702060045 

50-322 

G 

8702060109 

50-320 

G 

8702090017 

50-322 

G 

8702090025 

50-322 

G 

8702190094 

50-322 

G 

8702190120* 

50-322 

G 

8702190138* 

50-322 

G 

8702190167* 

50-322 

G 

8702200313 

50-320 

G 

8702200321* 

50-320 

G 

8702200338* 

50-320 

G 

8702200342* 

50-320 

G 

8702200357* 

50-320 

G 

8702250101 

50-322 

G 

8702250105* 

50-322 

G 

8702250110* 

50-322 

G 

8702250120 

50-322 

G 

8702250188 

50-322 

F 

8702260368 

PR 


8702270122 

PR 


8702200115 

WASTE RES 


8702200233 

WASTE RES 


8702060293 

NUREG 


8702100294* 

50-443 

G 

8702020082 

50-461 

E 

8702020365 

50-461 

H 

8702020390 

50-461 

S 

8702030326 

50-461 

S 

8702030357 

50-461 

P 

8702050430 

50-461 

S 

8702060247 

50-461 

P 

8702060252 

50-461 

s 

8702060337 

50-461 

s 

8702090037 

50-461 

s 

8702090046 

50-461 

p 

8702090051* 

50-461 

p 

8702090053 

50-461 

s 

8702100246 

50-461 

F 

8702100254 

50-461 

F 

8702110240 

50-461 

Q 

8702170384 

50-461 

Q 

8702180289 

50-461 

P 

8702180318 

50-461 

P 


AUTHOR AFFILIATION 


Illinois, State of 


Impel! Corp. 


In-Situ, Inc. 

Indiana & Michigan Electric Co. 


Industrial Nuclear Co. 

Institute of Nuclear Power Operations 
Interior, Dept, of 

Interior, Dept, of, Bureau of Land 
Management 

Interior, Dept, of, Geological Survey 
International Data Corp. 

International Technical Services, Inc. 
International Telephone & Telegraph Corp 

Iowa Electric Light & Power Co. 


Iowa, State of 

Irving Burton Associates, Inc. 
Isham, Lincoln & Beale 


J.F. Hicks Media Service 
JR A Associates 

JTA, Inc. 

Jacobs Engineering Group, Inc. 


Japan, Govt, of 


Johnson County Memorial Hosp., Buffalo, 
WY 

Johnson County, WY 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8702180488 

50-461 

8702180554 

PR 

8702180554 

PR 

870 2260235 

50-461 

8702030428 

PR 

8702240120* 

STATE PRO 

8702240135* 

STATE PRO 

8702240315* 

STATE PRO 

8702240319* 

STATE PRO 

8702100274* 

50-445 

8702100309* 

50-445 

8702100312* 

50-445 

8702100318* 

50-445 

8702100323* 

50-445 

8702100326* 

50-445 

8702100330* 

50-445 

8702100332* 

50-445 

8702100339* 

50-445 

8702100343* 

50-445 

8702100347* 

50-445 

8702100354* 

50-445 

8702100359* 

50-445 

8702100366* 

50-445 

87021700 27 

WASTE MGT 

8702250455* 

50-445 

8702190358* 

CONTRACT 

8702190395* 

CONTRACT 

8702090092 

50-315 

8702100076 

50-315 

8702100346 

50-315 

8702110022 

50-315 

8702110022 

50-315 

8702110142 

50-315 

8702130420 

50-315 

8702130420 

50-315 

8702180024 

50-315 

8702180024 

50-315 

8702180030 

50-315 

8702180391 

50-315 

8702180406* 

50-315 

8702180489 

50-315 

8702180489 

50-315 

8702190212 

50-315 

8702190215* 

50-315 

8702250430 

50-316 

8702260220 

50-316 

8702240215 

71-9156 

8702170005 

NUREG 

8702130262 

WASTE MGT 

8702240422 

PR 

8702100303 

50-274 

8702270146 

FOIA 

8702180693* 

CONTRACT 

8702030004 

QA999 

8612150054 

50-331 

8702020705* 

50-331 

8702020713* 

50-331 

8702040031 

50-331 

8702050355 

50-331 

8702180305 

50-331 

8702180645 

50-331 

8702240330 

PR 

8702260376 

PR 

8702100025* 

CONTRACT 

8702060044 

50-456 

8702190088 

50-320 

8702190096 

50-456 

8702190097 

50-320 

8702190103 

50-456 

8702240081 

50-456 

8702250290 

50-456 

8702270097 

50-455 

8702170266* 

40-8502 

8702060096 

FOIA 

8702250325* 

FOIA 

8702200140 

40-6500 

8702200302 

WASTE MGT 

8702200323* 

WASTE MGT 

8702270301 

WASTE MGT 

8702030128* 

FOIA 

8702030466* 

FOIA 

8702040118* 

FOIA 

8702040243* 

FOIA 

8702050484* 

FOIA 

8702050505* 

FOIA 

8702200419* 

40-8502 

8702200403 

40-8502 
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CORPORATE SOURCE INDEX 349 


AUTHOR AFFILIATION 


Johnson, T. 

Joint Intervenors - South African Import 


Kachina Testing Laboratories 
Kansas, Univ. of, Lawrence, KS 

Kast Metals Corp. 

Kay-Ray, Inc. 

Kelehar & McLeod 
Kennecott Corp. 

Kensington, NH 

Kerr-McGee Corp. 

Keyboard Communications, Inc. 
Kirkpatrick & Lockhart 


Kiski Valley, PA 

Kraftwerk Union Aktiengesellschaft 
LFE Corp. 

LN Technologies Corp. (formerly NUS 
Corp.) 


Law Engineering Testing Co. 

Lawrence Berkeley Laboratory 
Lawrence Livermore National Laboratory 


ACCESSION SUBJECT AUTHOR AFFILIATION ACCESSION SUBJECT 


NUMBER CATEGORY 


8702200346 

PRM 


8702190194 

XPORTLIC 


8702190243* 

XPORTL1C 


8702190301 

XPORTLIC 


8702190324* 

XPORTLIC 


8702240114 

XPORTLIC 


8702250091 

XPORTLIC 


8702250146 

XPORTLIC 


8702270138 

PR 


8611120140 

50-148 

Q 

8702260668 

PR 


8702110252 

PR 


8702260102 

50-528 

P 

8702190253 

40-8904 


8702060122 

50-443 

G 

8702060238 

40-8905 


8702200205 

PR 


8702250434* 

CONTRACT 


8702030027 

50-322 

G 

8702030069 

50-322 

G 

8702030512 

50-322 

G 

8702060060 

50-322 

G 

8702060068 

50-322 

G 

8702060106 

50-322 

G 

8702090021 

50-322 

G 

8702100322 

50-322 

G 

8702100335* 

50-322 

G 

8702110055 

50-322 

F 

8702190085 

50-322 

G 

8702190118* 

50-322 

G 

8702190134* 

50-322 

G 

8702190146* 

50-322 

G 

8702190156* 

50-322 

G 

8702190166* 

50-322 

G 

8702190187 

50-322 

G 

8702190236* 

50-322 

G 

8702200286 

50-322 

G 

8702040134* 

70-135 


8702040139* 

70-135 


8702040055 

TOPREP 


8702190628 

PR 


8612090803 

71-496 


8612090813* 

71-496 


8612090818* 

71-496 


8702060502* 

CONTRACT 


8702090227 

FOIA 


8702130004 

50-275 

P 

8702130074 

FOIA 


8702130263 

50-369 

Q 

8702130270 

50-250 

Q 

8702090162* 

50-269 

S 

8702240380 

WASTE RES 


8012080557* 

FOIA 


8411050170* 

50-443 

R 

8411210194* 

50-443 

R 

8504180134* 

50-443 

R 

8604010152 

50-286 

P 

8702020024* 

FOIA 


8702020038* 

FOIA 


8702020055* 

FOIA 


8702020071* 

FOIA 


87 02020083* 

FOIA 


8702020096* 

FOIA 


8702020109* 

FOIA 


8702020119* 

FOIA 


8702020122* 

FOIA 


8702020195* 

FOIA 


8702020221 * 

FOIA 


8702020238* 

FOIA 


8702020274* 

FOIA 


8702020291* 

FOIA 


8702020301 * 

FOIA 


8702020304* 

FOIA 


8702020312* 

FOIA 


8702020323* 

FOIA 


8702020328* 

FOIA 


8702020333* 

FOIA 


8702020350* 

FOIA 


8702020378* 

FOIA 


8702020385* 

FOIA 


8702020394* 

FOIA 


8702020418* 

FOIA 


8702020518* 

FOIA 


8702020524 

50-424 

Q 

8702030058* 

FOIA 


8702030067* 

FOIA 


8702030074* 

FOIA 


8702030091* 

FOIA 



NUMBER 

CATEGORY 

8702030096* 

FOIA 

8702030114* 

FOIA 

8702030125* 

FOIA 

8702030131* 

FOIA 

8702030137* 

FOIA 

8702030142* 

FOIA 

8702030157* 

FOIA 

8702030177* 

FOIA 

8702030180* 

FOIA 

8702030187* 

FOIA 

8702030190* 

FOIA 

8702030201* 

FOIA 

8702030209* 

FOIA 

8702030213* 

FOIA 

8702030221 * 

FOIA 

8702030226* 

FOIA 

8702030238* 

FOIA 

8702030247* 

FOIA 

8702030255* 

FOIA 

8702030257* 

FOIA 

8702030294* 

FOIA 

8702030295* 

FOIA 

8702030307* 

FOIA 

8702030308* 

FOIA 

8702030314* 

FOIA 

8702030401* 

FOIA 

8702030416* 

FOIA 

8702030450* 

FOIA 

8702030466* 

FOIA 

8702030494* 

FOIA 

8702030496* 

FOIA 

8702030503* 

FOIA 

8702030518* 

FOIA 

8702030520* 

FOIA 

8702030522* 

FOIA 

8702030537* 

FOIA 

8702030546* 

FOIA 

8702030551’ 

FOIA 

8702040020* 

FOIA 

8702040032* 

FOIA 

8702040066* 

FOIA 

8702040078* 

FOIA 

8702040087* 

FOIA 

8702040099* 

FOIA 

8702040144* 

FOIA 

8702040168* 

FOIA 

8702040169* 

FOIA 

8702040175* 

FOIA 

8702040180* 

FOIA 

8702040193* 

FOIA 

8702040207* 

FOIA 

8702040216* 

FOIA 

8702040241 * 

FOIA 

8702040254* 

FOIA 

8702040262* 

FOIA 

8702040269* 

FOIA 

8702040279* 

FOIA 

8702040296* 

FOIA 

8702040346* 

FOIA 

8702040355* 

FOIA 

8702040363* 

FOIA 

8702040368* 

FOIA 

8702040372* 

FOIA 

8702040376* 

FOIA 

8702040382* 

FOIA 

8702040399* 

FOIA 

8702040439* 

FOIA 

8702040477* 

FOIA 

8702040498* 

FOIA 

8702040549* 

FOIA 

8702040561* 

FOIA 

8702040674* 

FOIA 

8702040686* 

FOIA 

8702040696* 

FOIA 

8702040719* 

FOIA 

8702040724* 

FOIA 

8702050191* 

FOIA 

8702050197’ 

FOIA 

8702050220* 

FOIA 

8702050249* 

FOIA 

8702050263* 

FOIA 

8702050287* 

FOIA 

8702050292* 

FOIA 

8702050301* 

FOIA 

8702050307* 

FOIA 

8702050316* 

FOIA 

8702050345* 

FOIA 

8702050350* 

FOIA 

8702050357* 

FOIA 



350 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Lawyers Committee for Civil Rights Under 
Law 


LeBoeuf, Lamb, Leiby & MacRae 


Lewis, M. 

Limitorque Corp. 

Long Island Lighting Co. 


Los Alamos Scientific Laboratory 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8702050363* 

FOIA 


8702050423* 

FOIA 


8702050439* 

FOIA 


8702050502* 

FOIA 


8702060181* 

FOIA 


8702060254* 

FOIA 


8702130321* 

WASTE MGT 


8702200094* 

50-443 

P 

8702200106* 

50-443 

P 

8702200147 

WASTE RES 


8702200163* 

50-443 

R 

8702200199 

WASTE RES 


8702200218* 

50-443 

R 

8702200235* 

50-443 

P 

8702200257* 

50-443 

R 

8702200307* 

50-443 

P 

8702200316* 

50-443 

R 

8702200322* 

50-443 

R 

8702200327* 

50-443 

P 

8702200332* 

50-443 

R 

8702200341* 

50-443 

R 

8702200341* 

50-443 

R 

8702200343* 

50-443 

R 

8702200343* 

50-443 

R 

8702200351* 

50-443 

R 

8702200354* 

50-443 

R 

8702200359* 

50-443 

R 

8702200373 

WASTE RES 


8702200385 

WASTE RES 


8702190194 

XPORTLIC 


8702190243* 

XPORTLIC 


8702190301 

XPORTLIC 


8702190324* 

XPORTLIC 


8702240114 

XPORTLIC 


8702250091 

XPORTLIC 


8702250146 

XPORTLIC 


8702030095 

50-320 

G 

8702030410 

50-320 

G 

8702030560 

50-320 

G 

8702030564* 

50-320 

G 

8702030566* 

50-320 

G 

8702030567’ 

50-320 

G 

8702190190 

50-320 

G 

8702190228* 

50-320 

G 

8702190265* 

50-320 

G 

8702040694 

PR 


8702180525 

PR 


8702110363 

50-29 

S 

8603180324 

50-322 

S 

8603180330* 

50-322 

S 

8603180332* 

50-322 

S 

8603180334* 

50-322 

s 

8701160027 

50-322 

F 

8702030007 

50-322 

G 

8702030046 

50-322 

G 

8702030153 

50-322 

F 

8702030156* 

50-322 

F 

B702030335 

50-322 

R 

8702030439 

50-322 

G 

8702030442 

50-322 

G 

8702060045 

50-322 

G 

8702060432 

PR 


8702090017 

50-322 

G 

8702090025 

50-322 

G 

8702090049 

50-322 

S 

8702090434 

50-322 

P 

8702090447* 

50-322 

P 

8702090456* 

50-322 

P 

8702180486 

50-322 

S 

8702190094 

50-322 

G 

8702190101 

50-322 

G 

8702190120* 

50-322 

G 

8702190138* 

50-322 

G 

8702190167* 

50-322 

G 

8702200037 

50-322 

P 

8702200043* 

50-322 

P 

8702250101 

50-322 

G 

8702250105* 

50-322 

G 

8702250110* 

50-322 

G 

8702250120 

50-322 

G 

8702250151 

50-322 

T 

8702250154 

50-322 

T 

8702250188 

50-322 

F 

8702250523 

50-322 

S 

8702250550 

50-322 

F 

8702120348 

WASTE MGT 


8702120359* 

WASTE MGT 


8702120374* 

WASTE MGT 



Los Angeles Dept, of Water & Power 
Louisiana Power & Light Co. 


MHB Technical Associates 


MK-Ferguson Co. 


MTSS, Inc. 

Maine Yankee Atomic Power Co. 


Maine, State of 

Malapai Resources Co. 
Mallinckrodt, Inc. 

Manhattan College, Riverdale, NY 
Marsh & McLennan, Inc. 


Maryland Nuclear Safety Coalition 
Maryland, State of 

Maryland, Univ. of, College Park, MD 


Massachusetts Institute of Technology, 
Cambridge, MA 

Massachusetts, Commonwealth of 


Materials Engineering Associates, Inc. 
Maxwell, J.C. 

McKendree & Toll 

Michigan State Univ., East Lansing, Ml 
Michigan, Univ. of, Ann Arbor, Ml 


Miller, G.P. 


Minerals Exploration Co. (subs, of Union 
Oil Co. of California) 


Minnesota, Mining & Manufacturing Co., 3 
Co. 


Mississippi Power & Light Co. 


Missouri, Univ. of, Columbia, MO 


8702170076 

8702190546* 

8702020727 

8702030298 

8702030527* 

8702040037 

8702040069 

8702090351 

8702100066 

8702170048 

8702170245 

8702170296 

8702170338 

8702170379 

8702170395* 

8702170604 

8702180635 

8702180640* 

8702190017 

8702190021 

8702250324 

8702260034 

8702260053* 

8702260177 

8702060087 

8702060087 

8702200015 

8702200015 

8702250068 

8702030417 

8702030530 

8702130036* 

8702200276 

8702060211* 

8702020643 

8702110008 

8702180485 

8702240349 

8702030558 

8702100315 

8702270347* 

8702060189 

8702060357* 

8702240257 

8702190574 

8702260047 

8702100024 

8702100433 

8702110114 

8702170650 

8702170660 
8702180732 
8702100353 
8702050375 
87021 70045 

8702170061 

8702090262 

8702090026 

8702090031 

8702060276 

8702030227 

8702030480 

8702130414 

8702030309 

8702110188 

8702060109 

8702200313 

8702200321* 

8702200338* 

8702200342* 

8702200357* 

8702060016 

8702060027* 

8702060166 

8702060188 

8702060251* 

8702190606 


8702240188 

8612160254 

8612160260 

8702090231 

8702090473 

8702100007 

8702090257 

8702100349 

8702190419 


NUREG 

50*528 

50-382 

50-382 

50-382 

50-382 

50-382 

50-382 

50-382 

50-382 

50-382 

50-382 

50-382 

50-382 

50-382 

TOPREP 

50-382 

50-382 

50-382 

50-382 

50-382 

50-382 

50-382 

50-382 

50-443 

50-443 

50-443 

50-443 

FOIA 

40-6500 

WASTE MGT 
WASTE MGT 
40-6500 
CONTRACT 
50-309 

50-309 

PR 

50-309 

50-443 

50-443 

50-443 

40-8684 

40-8684 

40-8684 

PR 

PR 

50-199 

50-269 

50-346 

50-424 

50-272 

PRM 

50-320 

50-166 

NUREG 

NUREG 

PRM 

50-443 

50-271 

NUREG 

50-275 

70-143 

50-294 

ACRS 

50-2 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

40-8348 

40-8348 

40-8584 

40-8584 

40-8348 

PR 


71-466 

50-416 

50-416 

50-416 

50-416 

50-416 

PRM 

50-186 

50-186 


I 

0 

P 

S 

Q 

S 

Q 

P 

S 

P 

P 

P 

R 

P 


P 

P 

S 

S 

Q 

P 

P 

S 

F 

F 

P 

P 


P 

S 


F 

F 

S 

S 

P 

P 

Q 
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AUTHOR AFFILIATION 


Missouri, Univ. of, Rolla, MO 


Mitsui & Co. (USA), Inc. (subs, of Mitsu 
& Co., Ltd.) 

Mobil Oil Corp. (subs, of Mobil Corp.) 
Mobile Inspection Sen/ice, Inc. 

Morning Call, Allentown, PA 

Morrison-Knudsen Engineers, Inc. 

Mudge, Rose, Guthrie, Alexander & Ferden 


NEI Peebles-Electric Products, Inc. 
(formerly Parsons Peebles) 

NTS/SMA, Inc. 

National Congress of American Indians 
National Research Council 


National Security Agency 

Native Americans for a Clean Environment 


Navy, Dept, of, Naval Sea Systems Comman 
Nebraska Public Power District 


Network Solutions, Inc. 

Nevada, State of 

New England Coalition on Nuclear 
Pollution 


New Hampshire, State of 


New Hampshire, Univ. of, Durham, NH 
New Jersey, State of 

New Mexico, State of 


New Orleans Public Service Co. 

New York Power Authority (formerly Power 
Authority of the State of New York) 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8702190430 

50-186 

Q 


8702040271 

PRM 



8702050040 

PRM 



8702050047* 

PRM 



8702130204 

XPORTLIC 



8702180169 

XPORTLIC 



8702060301 

40-891 1 



8702270171 

PR 



8702190485 

50-277 

Q 


8702270294 

40-6500 


New York, State Univ. of, Albany, NY 

8702060196 

50-529 

1 

New York, State Univ. of, Buffalo, NY 

8702260027 

50-528 

1 

New York, State of 

8702260178 

50-529 

1 


8702260365 

50-529 

1 


8702240353 

50-530 

S 


8702180443* 

50-244 

P 


8702240231 

PR 



8702250025* 

ORG 



8702270148 

WASTE MGT 



8702090171* 

PR 



8702020544 

PR 



8702060190 

40-8027 



870213018 2 

40-8027 



8702100121 

71-144 



8702020079 

50-298 

P 


8702030188 

50-298 

Q 


8702030262 

50-298 

S 

NewsData Corp., Seattle, WA 

8702040634 

50-298 

J 

Nez Perce Tribal Council 

8702050150 

50-298 

J 

Niagara Mohawk Power Corp. 

8702050478 

50-298 

P 


8702050479* 

50-298 

P 


8702090004 

PR 



8702100020 

50-298 

S 


8702100328 

50-298 

S 


8702100421 

50-298 

s 


8702110001 

50-298 

p 


8702110034* 

50-298 

Q 


8702170197 

50-298 

s 


8702170544 

50-298 

s 


8702170555 

50-298 

s 


8702190082 

50-298 

F 


8702200007 

50-298 

P 


8702260074 

50-298 

F 


8702270225 

50-298 

R 


8702030166* 

CONTRACT 



8702170071 

WASTE MGT 



8702240271 

PR 



8702030029 

50-271 

G 


8702060076 

50-443 

G 


8702060076 

50-443 

G 


8702060089 

50-443 

G 


8702060089 

50-443 

G 


8702060104 

50-443 

G 


8702190092 

50-443 

G 


8702030051 

50-443 

G 


8702030100 

50-443 

G 


8702100301 

50-443 

G 


8702250009* 

50-443 

P 


8702250102 

50-443 

G 


8702250540 

50-443 

H 


8702030073* 

50-443 

G 


8702250276 

STATE PRO 

G 


8702040482* 

FOIA 



8702040653* 

FOIA 



8702040659* 

FOIA 



8702170294 

40-8902 



8702200407 

40-8905 



8702170245 

50-382 

P 


8702170604 

TOPREP 



8702040449 

50-333 

s 


8702050408 

50-286 

s 


8702090183 

50-333 

P 


8702090267 

50-286 

F 


8702090365 

50-286 

P 

North Carolina Municipal Power Agencies 

8702090432 

50-286 

F 


8702100342 

50-333 

Q 

North Dakota, State of 

8702130380 

50-286 

V 

Northeast Nuclear Energy Co. (subs, of 

8702170079 

50-333 

F 

Northeast Utilities) 

8702170084 

50-333 

F 


8702170367 

50-333 

R 


8702180019 

50-286 

P 


8702180022* 

50-286 

P 


8702180062 

50-286 

P 


8702180071* 

50-286 

P 


8702180151* 

50-286 

P 



8702180329 

50-286 

V 

8702180371 

50-286 

V 

8702180436 

PR 


8702200046 

50-286 

P 

8702200059* 

50-286 

P 

8702200107 

50-333 

F 

8702200246* 

50-286 

P 

8702240184 

50-333 

F 

8702240243 

50-286 

R 

8702240263 

PR 


8702260644 

NUREG 


8702110049 

50-57 

V 

8702030026 

50-322 

G 

8702030027 

50-322 

G 

8702030052 

50-322 

G 

8702030069 

50-322 

G 

8702030497 

50-322 

G 

8702030512 

50-322 

G 

8702060060 

50-322 

G 

8702060068 

50-322 

G 

8702060106 

50-322 

G 

8702090021 

50-322 

G 

8702100299 

50-322 

G 

8702100322 

50-322 

G 

8702100335* 

50-322 

G 

8702130123 

50-322 

G 

8702190236* 

50-322 

G 

8702250449 

50-322 

F 

8702270103 

WASTE MGT 


8702240231 

PR 


8508280326 

50-410 

S 

8702020144 

50-410 

E 

8702020179 

50-410 

P 

8702020186 

50-410 

P 

8702020193 

50-410 

Q 

8702020401 

50-410 

S 

8702020625 

50-220 

P 

8702020629* 

50-220 

P 

8702030239 

50-410 

P 

8702030245* 

50-410 

P 

8702030251 

50-220 

P 

8702030258* 

50-220 

P 

8702040043 

50-410 

Q 

8702040422 

50-410 

S 

8702040465 

50-410 

S 

8702040692 

50-410 

P 

8702050396 

50-410 

P 

8702050420 

50-410 

P 

8702050518 

50-410 

P 

8702050522 

50-410 

P 

8702050548 

50-410 

s 

8702090003 

50-410 

p 

8702090329 

50-410 

p 

8702100006* 

50-410 

p 

8702100278 

50-220 

s 

8702100289 

50-220 

p 

8702100290 

50-410 

s 

8702110180 

50-410 

s 

8702110182 

50-410 

p 

8702120008 

50-410 

s 

8702120092 

50-410 

p 

8702170190 

50-220 

p 

8702180671 

50-220 

F 

8702180671 

50-220 

F 

8702190024 

50-410 

S 

8702190355 

50-410 

P 

8702190506 

50-410 

P 

8702190513* 

50-410 

P 

8702190652 

50-410 

s 

8702200089 

50-220 

F 

8702240075 

50-220 

P 

8702240083* 

50-220 

P 

8702240085* 

50-220 

P 

8702260120 

50-220 

Q 

8702260225 

50-220 

P 

8702260240* 

50-220 

P 

8702260253* 

50-220 

P 

8702030044 

50-400 

G 

8702030463 

50-400 

G 

8702270170* 

WASTE MGT 


8612160346 

50-245 

F 

8702030145 

50-245 

P 

8702030151* 

50-245 

P 

8702030346 

50-336 

S 

8702030427 

50-336 

S 

8702040108 

50-423 

Q 

8702040114 

50-336 

S 

8702040125 

50-336 

S 



352 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Northeast Utilities 


Northern States Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8702040235 

50-245 

S 

8702050383 

50-213 

Q 

8702060159 

50-423 

P 

8702060168* 

50-423 

P 

8702060379 

PR 


8702060452 

50-245 

P 

8702100260 

50-245 

S 

8702100355 

50-336 

s 

8702170717 

50-336 

P 

8702170723* 

50-336 

p 

8702180296 

50-245 

R 

8702180357 

50-423 

P 

8702180546 

50-213 

H 

8702190023 

50-423 

R 

8702190034 

50-336 

R 

8702190051 

50-423 

S 

8702190129 

50-245 

S 

8702190143 

50-423 

s 

8702190155 

50-423 

s 

8702190288 

50-245 

s 

8702200232 

50-213 

s 

8702200232 

50-423 

s 

8702240230 

50-245 

p 

8702240359 

50-245 

p 

8702240366* 

50*245 

P 

8702260151 

50-336 

F 

8702260531 

50-245 

Q 

8702260531 

50-245 

Q 

8702260630 

50-423 

Q 

8702270355 

50-245 

F 

8702270355 

50-245 

F 

8612160346 

50-245 

F 

8702030145 

50-245 

P 

8702030346 

50-336 

S 

8702030427 

50-336 

S 

8702040108 

50-423 

Q 

8702040114 

50-336 

S 

8702040125 

50-336 

s 

8702040235 

50-245 

s 

8702050383 

50-213 

Q 

8702060159 

50-423 

P 

8702060379 

PR 


8702060452 

50-245 

P 

8702100260 

50-245 

s 

8702100355 

50-336 

s 

8702170717 

50-336 

p 

8702180296 

50-245 

R 

8702180357 

50-423 

P 

8702180546 

50-213 

H 

8702190023 

50-423 

R 

8702190034 

50-336 

R 

8702190051 

50-423 

s 

8702190129 

50-245 

s 

8702190143 

50-423 

s 

8702190155 

50-423 

s 

8702190288 

50-245 

s 

8702200232 

50-423 

s 

8702240230 

50-245 

p 

8702240359 

50-245 

p 

8702260151 

50-336 

F 

8702260531 

50-245 

Q 

8702260531 

50-245 

Q 

8702260630 

50-423 

Q 

8702270355 

50-245 

F 

8702270355 

50-245 

F 

8702020695* 

50-282 

F 

8702030363 

50-306 

P 

8702040038 

PR 


870204010 2 

50-282 

Q 

8702040102 

50-282 

Q 

8702040112* 

50-282 

Q 

8702040112* 

50-282 

Q 

8702050332 

50-282 

P 

8702050343* 

50-282 

P 

8702050361 

50-282 

P 

8702050373* 

50-282 

P 

8702090130 

50-263 

Q 

8702100041 

70-754 


8702100350 

50-263 

F 

8702100419 

50-263 

P 

8702100420* 

50-263 

P 

8702100427* 

50-263 

P 

8702100430 

50-263 

R 

8702110025 

50-263 

s 

8702170577 

50-282 

R 

8702180335 

50-263 

S 

8702260068 

50-263 

P 

8702260079* 

50-263 

P 

8702260092* 

50-263 

P 


AUTHOR AFFILIATION 


Nuclear Assurance Corp. 

Nuclear Awareness Network 
Nuclear Control Institute 

Nuclear Fuel Services, Inc. (subs, of 
Getty Oil Co.) 


Nuclear Information & Resource Service 


Nuclear Packaging, Inc. 

Nuclear Utility Plant Life Extension 
(NUPLEX) Steering Committee 
Nuclear Waste Consultants, Inc. 


O’Donnel & Associates, Inc. 
O.H. Materials Corp. 

Oak Ridge Associated Univs. 
Oak Ridge National Laboratory 


Office of Management & Budget 
Ohio Citizens for Responsible Energy 


Ohio State Univ., Columbus, OH 


Ohio, State of 
Ohmart Corp. 


Oil, Chemical & Atomic Workers Internati 
onal Union 
Oklahoma, State of 
Omaha Public Power District 


Oregon State Univ., Corvallis, OR 
Oregon, State of 

Oyster Bay-East Norwich Central School 

District, NY 
PRD Consulting 
PROSIG, Inc. 

Pacific Gas & Electric Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8702260606 

50-263 

8702040412 

71-9010 

8702100116 

71-9010 

8702250428 

50-482 

8702250391 

FOIA 

8702020210 

70-143 

8702020500 

70-143 

8702090319 

70-143 

8702100033 

70-143 

8702100038 

70-143 

8702100074 

70-143 

8702100087 

70-143 

8702100096 

70-143 

8702100138 

70-143 

8702100148 

70-143 

8702100173 

70-143 

8702190219 

70-143 

8702090269 

PRM 

8702110171 

PR 

870210020 7 

PROJ 

8702100225* 

PROJ 

8702100156 

PR 

8702200159 

WASTE RES 

8702200299 

WASTE RES 

8702200334 

WASTE RES 

8702200382 

WASTE RES 

8702200409 

WASTE RES 

8702200418* 

WASTE RES 

8702240437 

WASTE RES 

8702190450* 

50-325 

8702180201* 

40-6659 

8702270449* 

70-1257 

8702060116 

NUREG 

8702170050 

NUREG 

8702170056 

NUREG 

8702200146 

WASTE RES 

8702200153* 

WASTE RES 

8702200162* 

WASTE RES 

8702200247 

WASTE RES 

8702200253* 

WASTE RES 

8702200310 

WASTE RES 

8702200315 

WASTE RES 

8702200319* 

WASTE RES 

8702200324* 

WASTE RES 

8702200326* 

WASTE RES 

8702200335* 

WASTE RES 

8702200417 

WASTE RES 

8702240387 

FOIA 

8702040019 

PR 

8702050331 

PR 

8702090256 

PR 

8702240420 

PR 

8702240293* 

CONTRACT 

8702260202 

50-150 

8702250409 

50-346 

8702250421 

50-346 

8702190545 

PR 

8702190604 

PR 

8702030480 

70-143 

8702190298* 

40-8027 

8611260413 

50-285 

8612170319 

50-285 

8702020496 

50-285 

8702020515 

50-285 

8702040586 

50-285 

8702040648 

50-285 

8702050399 

50-285 

8702050444 

50-285 

8702060338 

50-285 

8702090330 

50-285 

8702100048* 

50-285 

8702100266 

50-285 

8702110253 

50-285 

8702130221 

50-285 

8702180340 

50-285 

8702190183 

50-285 

8702200450 

50-285 

8702250375 

50-285 

8702030399 

PRM 

8702100429 

50-243 

8702240231 

PR 

8702100310 

50-322 

8702030297 

ACRS 

8702060276 

NUREG 

8701130320 

50-275 
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AUTHOR AFFILIATION 


Pailen-Johnson Associates, Inc. 
Parameter, Inc. 


Pathfinder Mines Corp. 
Pennsylvania Power & Light Co. 


Pennsylvania State Univ., University 
Park, PA 


Permagrain Products, Inc. 

Petroleum Equipment Suppliers Assoc. 
Petrotomics Co. (formerly Getty/ Petrotom 
ics Co.) 

Philadelphia Electric Co. 


CORPORATE SOURCE INDEX 353 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8702020049 

50-275 

Q 


8612010321 

50-352 

8702020057* 

50-275 

Q 


8612010324* 

50-352 

8702020060* 

50-275 

O 


8612010324* 

50-352 

8702030032 

50-275 

G 


8702030193 

50-277 

8702030049 

50-275 

G 


8702030205* 

50-277 

8702030175 

50-275 

S 


8702040011 

50-352 

8702030293 

50-275 

Q 


8702040017* 

50-352 

8702060255 

50-275 

R 


8702040018* 

50-352 

8702090001 

50-275 

P 


8702040188 

50-352 

8702090409 

50-275 

S 


8702040199* 

50-352 

8702090482 

50-275 

J 


8702040202* 

50-352 

8702100212 

50-275 

P 


8702050314 

50-352 

8702100212 

50-275 

P 


8702090087 

50-277 

8702100227* 

50-275 

P 


8702090087 

50-277 

8702100227* 

50-275 

P 


8702090087 

50-277 

8702100320 

50-133 

G 


8702090202 

50-352 

8702110141 

PR 



8702090419 

50-352 

8702110279 

50-275 

P 


8702090426 

50-277 

8702180419 

50-275 

P 


8702100258 

50-352 

8702180419 

50-275 

P 


8702110109 

PR 

8702180435* 

50-275 

P 


8702120198 

50-352 

8702180435* 

50-275 

P 


8702120614 

50-352 

8702180447* 

50-275 

P 


8702130165 

50-352 

8702180447* 

50-275 

P 


8702130436 

50-277 

8702190056 

50-275 

P 


8702170042 

50-277 

8702190065 

50-323 

S 


8702170621 

50-352 

8702190068* 

50-275 

P 


8702170633 

50-171 

8702190068* 

50-275 

P 


8702180322 

50-277 

8702200217 

50-275 

R 


8702180322 

50-277 

8702200217 

50-275 

R 


8702180342* 

50-277 

8702200269* 

50-275 

a 


8702180470 

50-277 

8702250114 

50-275 

G 


8702180470 

50-277 

8702060412* 

CONTRACT 



8702180472* 

50-277 

8702060433* 

CONTRACT 



8702180472* 

50-277 

8702130384’ 

CONTRACT 



8702180473 

50-353 

8702190583* 

CONTRACT 



8702180483* 

50-277 

8702180109 

40-6622 



8702180483* 

50-277 

8701150242 

50-387 

P 


8702190058 

50-352 

8702020171 

50-388 

Q 


8702190058 

50-352 

8702020184* 

50-388 

Q 


8702190144 

50-352 

8702020382 

50-387 

J 


8702190144 

50-352 

8702020382 

50-387 

J 


8702190232 

50-352 

8702020591 

50-387 

Q 


8702190232 

50-352 

8702020591 

50-387 

Q 


8702190404 

50-352 

8702020593 

50-387 

S 


8702190416* 

50-352 

8702030235 

50-388 

P 


8702190425* 

50-352 

8702050406 

50-387 

s 


8702190429 

50-277 

8702090094 

50-387 

p 


8702190429 

50-277 

8702090094 

50-387 

p 


8702190429 

50-277 

8702090187 

50-387 

p 


870220001 1 

50-352 

8702100058 

50-388 

s 


8702240224 

50-352 

8702100281 

50-387 

p 


8702240266 

50-277 

8702110321 

50-388 

s 


8702250439 

50-352 

8702120005 

50-387 

s 


8702250568 

50-352 

8702180252 

50-387 

p 


8702260103 

50-277 

8702180252 

50-387 

p 

Portland General Electric Co. 

8702020256 

50-344 

8702180276* 

50-387 

p 


8702030318 

50-344 

8702180276* 

50-387 

p 


8702040159 

50-344 

8702180295* 

50-387 

p 


8702050379 

50-344 

8702180295* 

50-387 

p 


8702100396 

50-344 

8702180427 

50-387 

Q 


8702110050 

50-344 

8702180493 

50-387 

P 


8702110076 

50-344 

8702180493 

50-387 

P 


8702170085 

50-344 

8702180495* 

50-387 

P 


8702180300 

50-344 

8702180495* 

50-387 

P 


8702180338 

50-344 

8702180499* 

50-387 

P 


8702180415 

PR 

8702180499* 

50-387 

P 


8702190638 

50-344 

8702190136 

50-387 

R 


8702260150 

50-344 

8702190136 

50-387 

R 


8702260157* 

50-344 

8702250280 

50-387 

S 


8702260168* 

50-344 

8702260221 

50-387 

P 


8702260340 

50-344 

8702260589 

50-387 

P 

Professional Examining Service 

8702060349* 

CONTRACT 

8702110016 

50-5 

H 

Professional Loss Control, Inc. 

8702090476* 

50-369 



8702090488* 

50-369 

8702180561 

PRM 


Proto-Power Management Corp. 

8702180280* 

50-267 

8702130228* 

FOIA 


Public Service Co. of Colorado 

8702030523 

50-267 

8702110178 

PR 



8702040080 

50-267 

8702180191 

40-6659 



8702040204 

50-267 





8702040361 

50-267 

8604020121 

50-352 

K 


8702040379 

50-267 

8604020121 

50-352 

K 


8702040506 

50-267 

8604020127* 

50-352 

K 


8702040704 

50-267 

8604020127* 

50-352 

K 


8702050250 

50-267 

8604020132* 

50-352 

K 


8702050318 

50-267 

8604020132* 

50-352 

K 


8702090002 

50-267 

8611240179 

50-352 

P 


8702090005 

50-267 

8611240190* 

50-352 

P 


8702090007* 

50-267 

8611240198* 

50-352 

P 


8702100273 

50-267 

8612010321 

50-352 

F 


8702110146 

PRM 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Public Service Co. of New Hampshire 


Public Service Co. of New Mexico 
Public Service Electric & Gas Co. of New 
Jersey 


Quaker Alloy Casting Co. 

Quality Technology Co. 

Querytech Associates 

Quivira Mining Co. 

Reed College, Portland, OR 
Reedy, Herbert, Gibbons & Associates 
Regulatory Group, Inc. 

Remote Technology Corp, 

Rhode Island, State of 
Rio Algom Corp. 

Robert L Cloud Associates, Inc. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8702170559 

50-267 

V 

8702170567* 

50-267 

V 

8702170571* 

50-267 

V 

8702180 266 

50-267 

P 

8702180454 

50-267 

P 

8702190445 

50-267 

Q 

8702200320 

50-267 

P 

8702240173 

50-267 

F 

8702240238* 

50-267 

F 

8702240461 

50-267 

P 

8702260003 

50-267 

P 

8702260180 

50-267 

P 

8702260338 

50-267 

R 

8702270397 

50-267 

Q 

8702020557 

50-443 

P 

8702030023 

50-443 

G 

8702030060 

50-443 

G 

8702030446 

50-443 

G 

8702040247 

PR 


8702050424 

50-443 

S 

8702090445 

50-443 

F 

8702170213 

50-443 

P 

8 702180178 

50-443 

S 

8702180248 

50-444 

A 

8702180382 

50-443 

R 

8702180602 

50-443 

P 

8702180602 

50-443 

P 

8702250137 

50-443 

G 

8702250506 

50-443 

S 

8702270344 

50-443 

F 

8702270344 

50-443 

F 

8702190570* 

50-528 

1 

8508280332 

50-354 

S 

8604030003 

50-354 

F 

8612040108 

50-272 

S 

8701150305 

50-272 

S 

8702020540 

50-311 

S 

8702020690 

50-272 

F 

8702030039* 

50-272 

F 

8702030347 

50-272 

R 

870204001 2 

50-354 

Q 

8702050323 

50-354 

F 

8702050333 

50-354 

F 

8702090390 

50-354 

F 

8702090404 

50-272 

F 

8702090429 

50-354 

S 

8702100162 

50-354 

s 

8702100170 

50-354 

s 

8702100293 

50-311 

s 

8702100295 

50-272 

S 

8702100295 

50-272 

s 

8702100295 

50-272 

s 

8702100295 

50-272 

s 

8702100308 

50-272 

F 

8702100308 

50-272 

F 

8702100308 

50-272 

F 

8702100308 

50-272 

F 

8702100401 

50-354 

Q 

8702100446 

50-354 

s 

8702110151 

50-272 

P 

8702180615 

50-354 

P 

8702240020 

50-31 1 

S 

8702240234 

50-311 

R 

8702240250 

50-354 

R 

8702240356 

50-272 

R 

8702250422 

50-354 

S 

87022504 74 

50-354 

S 

8702250479 

50-354 

P 

8702250486* 

50-354 

P 

8702250491 

50-354 

s 

8702250542 

50-354 

s 

8702260164 

50-311 

S 

8702260247 

50-272 

P 

8702260252 

50-272 

Q 

8702260302 

50-354 

Q 

8702260594 

50-354 

S 

8702270164 

PR 


8604150482 

50-390 

A 

8702020724 

ACRS 


8702090095 

40-8905 


8702110057 

50-288 

P 

8702130417* 

FOIA 


8702180608* 

CONTRACT 


8702270163 

CONTRACT 


8702040015 

PRM 


8702190283 

40-8084 


8611240405* 

50-412 

A 

8702130389* 

50-275 

P 


Rochester Gas & Electric Corp. 


Rochester, Univ. of, Medical Center, 

Rochester, NY 

Rockwell International Corp. 

Rocky Mountain Energy Co. 

Ropes & Gray 


Rorem, B. 


Rosemount, Inc. 

Roy F. Weston, Inc. 

Sacramento Municipal Utility District 


Safe Energy Coalition of Michigan 

Salt River Project 

San Diego Gas & Electric Co. 


Sandia National Laboratories 


8702130396* 

50-275 

8702170635* 

50-412 

8702040092 

50-244 

8702060432 

PR 

8702250483 

50-244 

8702060303* 

CONTRACT 

8702200461* 

WASTE RES 

8702270141 

WASTE MGT 

8702060134 

40-8452 

8702030023 

50-443 

8702030060 

50-443 

8702030446 

50-443 

8702030504 

50-445 

8702030504 

50-445 

8702030511* 

50-445 

8702030511* 

50-445 

8702030515* 

50-445 

8702030515* 

50-445 

870210030 7 

50-445 

8702100314* 

50-445 

8702120121 

50-530 

8702130110 

50-445 

8702190089 

50-445 

8702200279 

50-445 

8702200283 

50-271 

8702200293 

50-271 

8702200301 

50-271 

8702200347 

50-271 

8702250090 

50-445 

8702250111 

50-271 

8702250135 

50-445 

8702250137 

50-443 

8702030047 

50-456 

8702060066* 

50-456 

8702060066* 

50-456 

8702060077* 

50-456 

8702060077* 

50-456 

8702060082* 

50-456 

8702060082* 

50-456 

8702100374 

PT21 

8702240328* 

WASTE MGT 

8612290232 

50-312 

8612290240* 

50-312 

8702020352* 

50-312 

8702020412 

50-312 

8702020534 

50-312 

8702020610 

50-312 

8702020650 

50-312 

8702030075 

50-312 

8702050284 

50-312 

8702090479 

50-312 

8702100088 

50-312 

8702110045 

50-312 

8702180316 

50-312 

8702180401* 

50-312 

8702180468 

50-312 

8702180542 

50-312 

8702180562 

50-312 

8702190354 

50-312 

8702190365 

50-312 

8702200097 

50-312 

8702200330 

50-312 

8702200424 

50-312 

8702200435 

50-312 

8702250267 

50-312 

8702250390 

50-312 

8702260066 

50-312 

8702260131 

50-312 

8702270373 

50-312 

8702270389 

50-312 

8702180092 

50-341 

8702190561* 

50-528 

8702270177 

50-361 

8702270177 

50-361 

8702270207 

50-206 

8702270207 

50-206 

8702270207 

50-206 

8702060139 

NUREG 

8702120385* 

WASTE MGT 

8702120392* 

WASTE MGT 

8702120398* 

WASTE MGT 

8702120401* 

WASTE MGT 

8702120438* 

WASTE MGT 

8702120442* 

WASTE MGT 

8702120447* 

WASTE MGT 

8702120450* 

WASTE MGT 

8702200169 

WASTE RES 

8702200227 

WASTE RES 
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CORPORATE SOURCE INDEX 355 


AUTHOR AFFILIATION 


Sargent & Lundy, Inc. 

Savignac, N. 

Science Applications International Corp. 
(formerly Science Applications, Inc.) 


Seacoast Anti-Pollution League 


Select Panel for Post Chernobyl Safety 

Review 

Senate 


Sequoyah Fuels Corp. (subs, of Kerr-McGe 
Nuclear Corp.) 


Shaines, Madrigan & McEachern Profession 
al Association 

Shaw, Pittman, Potts & Trowbridge 


Sierra Club 
Slemmons, D.B. 

Small Business Administration 


Smithsonian Institution 
Snell & Wilmer 

South Carolina Electric & Gas Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8702250107* FOIA 

8702250115* FOIA 

8702250157* FOIA 

8702250170* FOIA 

8702250179* FOIA 

8702250191* FOIA 

8702250199* FOIA 

8702250203* FOIA 

8702250212* FOIA 

8702250233* FOIA 

8702250278* FOIA 

8702250287* FOIA 

8702250299* FOIA 

8702250308* FOIA 

8702250316* FOIA 

8702250318* FOIA 

8702250321* FOIA 

8702250323* FOIA 

8702250329* FOIA 

8702250569* FOIA 

8702250573* FOIA 

8702180464* 50-454 P 

8702200225 40-8698 

8702240255 40-8698 

8604010152 50-286 P 


8611250242* 50-312 P 

8611250424* 50-388 Q 

8611250428* 50-271 Q 

8701210377* 50-336 P 

8702060177 NUREG 

8702130357* 50-315 P 

8702240069 WASTE RES 

8702030063 50-443 G 

8702030063 50-443 G 

8702030064 50-443 G 

8702030064 50-443 G 

8702060042 50-443 G 

8702090032 50-443 G 

8702100287 50-443 G 

8702100287 50-443 G 

8702100294* 50-443 G 

8702100294* 50-443 G 

8702100304 50-443 G 

8702100333 50-443 G 

8702100333 50-443 G 

8702110027 REVIEW GR P 

8702030178 50-443 U 

8702090043* 50-443 U 


8702190654* 50-400 H 

8507310071* 40-8027 


8702050262 40-8027 
8702060228 40-8768 


8702090022 40-8027 
8702170138 40-8768 
8702190095 40-8027 
8702200262 40-8768 
8702240301 40-8027 


8702260346 PRM 


8702030024 50-320 G 

8702030044 50-400 G 

8702030078 50-320 G 

8702030463 50-400 G 

8702040676* 40-3453 

8702090034 50-320 G 

8702090042* 50-320 G 

8702090069* 50-320 G 


8702130191 50-289 
8702190106 50-320 
8702190113 50-320 
8702190125 50-424 
8702250123 50-320 


G 

G 

G 

G 

G 


8702260376 

8702130314 

8702130321* 

8702030150* 

8702060412* 


PR 

WASTE MGT 
WASTE MGT 
CONTRACT 
CONTRACT 


8702060433* 

8702060468* 

8702100025* 

8702130430* 

8702180693* 


CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


8702190379* 

8702240155 

8702110109 

8612160338 


CONTRACT 
WASTE RES 
PR 


F 


South Carolina, State of 

South Carolina, Univ. of, Columbia, SC 

Southampton, NY 


Southern California Edison Co. 


Southern California Public Power 
Authority 

Southern Company Services, Inc. 


Southwest Research and Information Cente 
Southwestern Engineering Co. 

Spain, Govt of 
Stanford Univ., Stanford, CA 


State, Dept of, Bureau of Oceans & Inti 
Environ, a Scientific Affairs 


Stephenson, Carpenter, Crout & Olmstead 
Steptoe & Johnson 
Stock Equipment Co. 

Stone & Webster Engineering Corp. 


Stone & Webster, Inc. 
Structural Integrity Associates 

Stuart N. Henry & Associates 
Suffolk County, NY 


8702090161 

8702110109 

8702190110 

8702270341 

8702090140* 

8702030027 

8702030069 

8702060060 

8702060068 

8702090021 

8702100299 

8702100322 

8702100335* 

8702190236* 

8702020457 

8702020624 
8702040104 
8702040104 
87020401 1 1 * 
8702040111* 

8702040456 

8702050322 

8702050390 

8702100108 

8702100352 

8702110462 

8702120412 

8702170030 

8702170711 

8702180463 

8702190008 

8702190302 

8702190655 

8702200132* 

8702200132* 

8702200132* 

8702200228 

8702250293 

8702260006 

8702260007* 

8702260007* 

8702260156 

8702270177 

8702270177 

8702270189* 

8702270189* 

8702270207 

8702270207 

8702270207 

8702270217* 

8702270217* 

8702270217* 

8702270315 

8702190576* 


8702020136 

8702190161 

8702190161 

8702190173* 

8702190173* 

8702040475* 

8702270096 

8702030379 

8702020694* 

8702030236 

8702130168 

8702130235 

8702130303 

8702180137 

8702180142 

8702040492* 

8702190519 

8702200377 

8702050210* 

8702050212* 

8702050384 

8702130415* 

8702130424* 

8702170635’ 

8702250443* 

8702240405 

8702260216 * 

8702260222* 

8702090196 

8702190591 

8702030027 

8702030069 

8702030512 


50-395 

PR 

50-395 
STATE PRO 
50-269 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-362 

50-206 

50-361 

50-361 

50-361 

50-361 

50-361 

50-361 

50-206 

50-361 

50-206 

50-361 

50-206 

50-362 

50-361 

50-362 

50-206 

50-206 

50-361 

50-361 

50-361 

50-361 

50-361 

50-206 

50-361 

50-361 

50-361 

50-361 

50-361 

50-361 

50-361 

50-361 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-361 

50-528 


50-424 

50-424 

50-424 

50-424 

50-424 

FOIA 

PR 


50-275 

XPORTLIC 

XPORTLiC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

FOIA 

FOIA 

WASTE MGT 
50-255 

50-412 

QA999 

50-275 

50-275 

50-412 

50-445 

PR 

50-321 

50-321 

FOIA 

FOIA 

50-322 

50-322 

50-322 


F 


I 


P 

P 

P 

P 

P 


O 


P 

K 

P 

P 

A 

A 

Q 

Q 


G 

G 

G 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Sverdup & Parcel & Associates, Inc. 

Sweden, Govt of 

System Energy Resources, fnc. 


Systems Research & Applications Group 


TENERA Carp. (subs, of TERA Corp.) 
TU Electric (formerly Texas Utilities 
Generating Co.) 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8702060060 50-322 G 

8702060068 50-322 G 

8702060106 50-322 G 

8702090021 50-322 G 

8702100299 50-322 G 

8702100322 50-322 G 

8702100335* 50-322 G 

8702190085 50-322 G 

8702190118* 50-322 G 

8702190134* 50-322 G 

8702190146* 50-322 G 

8702190156* 50-322 G 

8702190166* 50-322 G 

8702190187 50-322 G 

8702190236* 50-322 G 

8702200286 50-322 G 

8702250442 50-322 F 

8702270108 PR 

8702040457* FOIA 

8701020063 50-416 Q 

8702040110 50-416 S 

8702040113 50-416 P 

8702040113 50-416 P 

8702040511 50-416 P 

8702050434 50-416 P 

8702050445 50-416 P 

8702050528* 50-416 P 

8702060444 50-417 R 

8702090008 50-416 P 

8702090126 50-416 F 

8702090340 50-416 F 

8702100089 50-416 P 

8702100336 50-416 R 

8702100344* 50-416 R 

8702100369 50-416 P 

8702170537 50-416 S 

8702170576 50-416 P 

8702190371 50-416 Q 

8702200148 50-416 S 

8702200185 50-416 R 

8702240057 50-416 P 

8702240061* 50-416 P 

8702250022 50-416 P 

8702260147 50-416 F 

8702030149* CONTRACT 

8702030210* CONTRACT 

8702190452 MISC 

8612020053 50-445 A 

8702020064 50-445 G 

8702020064 50-445 G 

8702020241 50-446 Q 

8702020348 50-445 S 

8702020348 50-445 S 

8702020370 50-445 S 

8702020370 50-445 S 

8702020437 50-445 S 

8702020437 50-445 S 

8702020450 50-445 S 

8702020450 50-445 S 

8702020665 50-445 Q 

8702020665 50-445 Q 

8702030019 50-445 G 

8702030019 50-445 G 

8702030504 50-445 G 

8702030504 50-445 G 

8702030511* 50-445 G 

870203051 1 * 50-445 G 

8702030515* 50-445 G 

8702030515* 50-445 G 

8702040052 50-445 A 

8702040052 50-445 A 

8702040091 50-445 S 

8702040091 50-445 S 

8702040106 50-445 Q 

8702040109 50-445 S 

8702040109 50-445 S 

8702040115 50-445 S 

8702040115 50-445 S 

8702040123 50-445 S 

8702040123 50-445 S 

8702040132 50-445 S 

8702040132 50-445 S 

8702040349 50-445 Q 

8702040349 50-445 Q 

8702060154 50-445 Q 

8702060154 50-445 Q 

8702090152 50-445 Q 

8702090152 50-445 Q 


8702090493 

50-445 

S 

8702090493 

50-445 

S 

8702100065 

70-2932 


8702100270 

50-445 

A 

8702100270 

50-445 

A 

8702100274* 

50-445 

A 

8702100307 

50-445 

G 

8702100314* 

50-445 

G 

8702100345 

50-445 

S 

8702100345 

50-445 

s 

8702100364 

50-445 

s 

8702100364 

50-445 

s 

8702100372* 

50-445 

A 

8702100378* 

50-445 

A 

8702100383* 

50-445 

A 

8702100403 

50-445 

S 

8702100403 

50-445 

S 

8702100424* 

50-445 

A 

8702100426* 

50-445 

A 

8702100445 

50-445 

Q 

8702100445 

50-445 

Q 

8702110010 

50-445 

A 

8702110010 

50-445 

A 

8702110060* 

50-445 

A 

8702110063* 

50-445 

A 

8702110072* 

50-445 

A 

8702110077* 

50-445 

A 

8702110079* 

50-445 

A 

8702110084* 

50-445 

A 

8702110088* 

50-445 

A 

8702110092* 

50-445 

A 

8702110097* 

50-445 

A 

8702110104 

50-445 

J 

8702110107* 

50-445 

A 

8702110111* 

50-445 

A 

8702110113* 

50-445 

A 

8702110115* 

50-445 

A 

8702110120* 

50-445 

A 

8702110121* 

50-445 

A 

8702110124* 

50-445 

A 

8702110127* 

50-445 

A 

8702110130* 

50-445 

A 

8702110133* 

50-445 

A 

8702110170 

50-445 

Q 

8702110255 

50-445 

Q 

8702110255 

50-445 

Q 

8702110429* 

50-445 

A 

8702110447* 

50-445 

A 

8702110454* 

50-445 

A 

8702110464* 

50-445 

A 

8702110464* 

50-445 

A 

8702110471* 

50-445 

A 

8702110474* 

50-445 

A 

8702110476* 

50-445 

A 

8702110477* 

50-445 

A 

8702110477* 

50-445 

A 

8702110480* 

50-445 

A 

8702110480* 

50-445 

A 

8702120469 

50-445 

S 

8702130110 

50-445 

G 

8702170109 

50-445 

S 

8702170109 

50-445 

s 

8702180309 

50-445 

E 

8702180309 

50-445 

£ 

8702180694 

50-445 

F 

8702180694 

50-445 

F 

8702190022 

50-445 

S 

8702190042 

50-445 

s 

8702190042 

50-445 

s 

8702190084 

50-445 

G 

8702190084 

50-445 

G 

8702190089 

50-445 

G 

8702190089 

50-445 

G 

8702200223 

50-445 

Q 

8702200223 

50-445 

Q 

8702200238 

50-445 

S 

8702200238 

50-445 

S 

8702200254 

50-445 

S 

8702200254 

50-445 

S 

8702200268 

50-445 

S 

8702200268 

50-445 

S 

8702200279 

50-445 

G 

8702200288 

50-445 

G 

8702200288 

50-445 

G 

8702200296 

50-445 

G 

8702200296 

50-445 

G 

8702200298 

50-445 

G 

8702200300 

50-445 

S 

8702200300 

50-445 

S 



CORPORATE SOURCE INDEX 357 


AUTHOR AFFILIATION 


Tech/Ops, Inc. (formerly Technical 
Operations, Inc.) 

Technassociates, Inc. 


Technical Specialties, Inc. 
Teknekron, Inc. 

Teledyne Engineering Services 


Tennessee Valley Authority 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8702200415 

8702240103 

8702240103 

8702250090 

8702250099 

50-445 

50-445 

50-445 

50-445 

50-445 

A 

G 

G 

G 

G 

8702020361 

8702020406 

8702020543 

8702020543 

8702020573 

50-259 

50-390 

50-327 

50-327 

50-327 

8702250099 

8702250109 

50-445 

50-445 

G 

G 

8702020573 

8702020621 

50-327 

50-327 

8702250135 

50-445 

G 

8702020621 

50-327 

8702250135 

50-445 

G 

8702030223 

50-327 

8702250249 

50-445 

A 

8702030223 

50-327 

8702250249 

50-445 

A 

8702030233* 

50-327 

8702250433 

50-445 

A 

8702030240* 

50-327 

8702250433 

50-445 

A 

8702030240* 

50-327 

8702260033 

50-445 

Q 

8702030248* 

50-327 

8702260033 

50-445 

Q 

8702030248* 

50-327 

8702260145 

50-445 

S 

8702030250 

50-327 

8702260145 

50-445 

S 

8702030250 

50-327 

8702260149 

50-445 

s 

8702030259* 

50-327 

8702260149 

50-445 

s 

8702030259* 

50-327 

8702260159 

50-445 

s 

8702030260 

50-390 

87022601 59 

50-445 

s 

8702030266* 

50-327 

8702260161 

50-445 

s 

8702030266* 

50-327 

8702260161 

50-445 

s 

8702030270* 

50-327 

8702260184 

50-445 

s 

8702030270* 

50-327 

87022601 84 

50-445 

s 

8702030276* 

50-327 

87022601 96 

50-445 

s 

8702030276* 

50-327 

87022601 96 

50-445 

s 

8702030281* 

50-327 

87022601 99 

50-445 

A 

8702030281* 

50-327 

8702260199 

50-445 

A 

8702030284* 

50-327 

8702260211 

50-445 

S 

8702030284* 

50-327 

8702260211 

50-445 

s 

8702030285* 

50-327 

8702260271 

50-445 

Q 

8702030285* 

50-327 

8702260271 

50-445 

Q 

8702030288* 

50-327 

8702260315 

50-445 

Q 

8702030288* 

50-327 

8702260315 

50-445 

Q 

8702030292* 

50-327 

8702260348 

50-445 

Q 

8702030292* 

50-327 

8702260354 

50-445 

Q 

8702030336 

50-259 

8702260415 

50-445 

A 

8702030353 

50-259 

8702260415 

50-445 

A 

8702030353 

50-259 

8702270243 

50-445 

A 

8702030353 

50-259 

8702270243 

50-445 

A 

8702030492 

50-391 

8702050368 

PR 


8702030501 

50-259 


8702040023 

50-390 

8702060468* 

CONTRACT 


8702040035 

50-390 

8702190379* 

CONTRACT 


8702040035 

50-390 

87020301 70* 

CONTRACT 


8702040041 

50-327 

8702200370 

WASTE RES 


8702040041 

50-327 

8512310153* 

50-445 

E 

8702040046 

PR 

8602030132* 

50-445 

E 

8702040054 

50-327 

8602250142* 

50-445 

A 

8702040054 

50-327 

8605160154* 

50-445 

E 

8702040063 

50-259 

86062301 01 * 

50-445 

A 

8702040063 

50-259 

8702090422* 

50-445 

A 

8702040063 

50-259 

8702090422* 

50-445 

A 

8702040098 

50-259 

8702090441 * 

50-445 

A 

8702040098 

50-259 

8702090441* 

8702100184* 

8702130329* 

8702130346* 

8702130421* 

50-445 

50-445 

50-275 

50-275 

50-275 

A 

E 

P 

P 

P 

8702040098 

8702040116 

8702040116 

8702040142 

8702040142 

50-259 

50-390 

50-390 

50-259 

50-259 

8702240048* 

8702240088* 

8702240088* 

8702240088* 

8702240101* 

FOIA 

50-275 

50-275 

50-275 

50-275 

P 

P 

P 

P 

8702040142 

8702040145 

8702040151 

8702040151 

8702040153 

50-259 

50-259 

50-327 

50-327 

50-390 

8702240101* 

8702240101* 

8702240112* 

8702240112* 

8702240112* 

50-275 

50-275 

50-275 

50-275 

50-275 

P 

P 

P 

P 

P 

8702040153 

8702040163* 

8702040163* 

8702040191 

8702040191 

50-390 

50-327 

50-327 

50-327 

50-327 

8702240121* 

8702240129* 

8702240138* 

8702240145* 

8702240160* 

50-275 

50-275 

50-275 

50-275 

50-275 

P 

P 

P 

P 

P 

8702040233 

8702040233 

8702040233 

8702040233 

8702040233 

50-259 

50-259 

50-259 

50-259 

50-259 

8702240170* 

8702240312* 

8702240329* 

8702240342* 

8702240347* 

50-275 

50-275 

50-275 

50-275 

50-275 

P 

P 

P 

P 

P 

8702040233 

8702040244* 

8702040244* 

8702040253* 

8702040253* 

50-259 

50-327 

50-327 

50-327 

50-327 

8603180006 

50-438 

K 

8702040261* 

8702040261* 

50-327 

50-327 

8603180214 

50-259 

P 

8702040274* 

50-327 

8603210282 

50-390 

S 

8702040274* 

50-327 

8603240542 

8603250005 

50-390 

50-390 

s 

s 

8702040283* 

50-327 

8603250006 

8603250029 

8612230422 

8701070508 

50-438 

50-390 

50-259 

50-327 

s 

s 

P 

Q 

8702040283* 
8702040291* 
8702040291 * 
8702040298* 

50-327 

50-327 

50-327 

50-327 


-o-utj-oO OOOOO "o t> tj "tJ to to~ 0 ” 0 to~o T3*tJ>>*0 iotiDOO tro T ro >>>Oto -n-n-n3JtJ "o-otjtcjtj tj-d-otsu tj -a -o -n -a to‘otj'o*n -o 't? -ut> -vxjOOv -oOOwm 



358 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8702040298* 

8702040307* 

8702040307* 

8702040312* 

8702040312* 


50-327 

50-327 

50-327 

50-327 

50-327 


P 

P 

P 

P 

P 


8702040364 

8702040387 

8702040429* 

8702040436* 

8702040467* 


50-327 

50-327 

50-327 

50-327 

50-327 


S 

S 

P 

P 

P 


8702040473* 50-327 
8702040485* 50-327 
8702040494* 50-327 
8702040494* 50-327 
8702040514* 50-327 


P 

P 

P 

P 

P 


8702040514* 50-327 
8702040523* 50-327 
8702040523* 50-327 
8702040535* 50-327 
8702040535* 50-327 


P 

P 

P 

P 

P 


8702040540 50-438 Q 
8702040546* 50-327 p 
8702040546* 50-327 P 
8702040558* 50-327 P 
8702040558* 50-327 P 


8702040569* 50-327 
8702040569* 50-327 
8702040574* 50-327 
8702040574* 50-327 
8702040580* 50-327 


8702040580* 50-327 
8702040588* 50-327 
8702040588* 50-327 
8702040596* 50-327 
8702040596* 50-327 


8702040601 * 
8702040601 * 
8702040605* 
8702040605* 
8702040617* 


50-327 

50-327 

50-327 

50-327 

50-327 


P 

P 

P 

P 

P 


8702040626* 

8702040626* 

8702040633 

8702050404 

8702050404 


50-327 

50-327 

50-390 

50-327 

50-327 


P 

P 

A 

P 

P 


8702050412* 

8702050412* 

8702090073 

8702090073 

8702090089 


50-327 

50-327 

50-390 

50-390 

50-327 


P 

P 

A 

A 

P 


8702090089 

8702090143 

8702090143 

8702090331 

8702090331 


50-327 

50-327 

50-327 

50-327 

50-327 


P 

Q 

Q 

P 

P 


8702090336* 

8702090336* 

8702090350 

8702090350 

8702090350 


50-327 

50-327 

50-259 

50-259 

50-259 


P 

P 

P 

P 

P 


8702090350 

8702090350 

8702090350 

8702090357 

8702090357 


50-259 

50-259 

50-259 

50-327 

50-327 


P 

P 

P 

P 

P 


8702090388* 

8702090405 

8702090414 

8702100004 

8702100004 


50-390 

50-327 

50-259 

50-327 

50-327 


A 

P 

F 

Q 

Q 


8702100010 

8702100010 

8702100036 

8702100036 

8702100079 


50-390 

50-390 

50-327 

50-327 

50-327 


S 

s 

p 

p 

p 


8702100079 

8702100080 

8702100080 

8702100080 

8702100093 


50-327 

50-259 

50-259 

50-259 

50-328 


P 

P 

P 

P 

P 


8702100119 

8702100119 

8702100291 

8702100316 

8702100340 


50-390 

50-390 

50-259 

50-327 

50-327 


A 

A 

S 

S 

Q 


8702100340 

8702110009 

8702110009 

8702110112 


50-327 

50-327 

50-327 

50-259 


G 

P 

P 

V 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8702110112 50-259 
8702110112 50-259 
8702110154 50-327 
8702110154 50-327 
8702110161 50-327 


V 

V 
P 
P 
P 


8702110161 

8702110166 

8702110166 

8702110179 

8702110179 


50-327 

50-438 

50-438 

50-327 

50-327 


P 

A 

A 

P 

P 


8702110181* 

8702110181* 

8702110184* 

8702110184* 

8702110187* 


50-327 

50-327 

50-327 

50-327 

50-327 


P 

P 

P 

P 

P 


8702110187* 

8702110190* 

8702110190* 

8702110194* 

8702110198* 


50-327 

50-327 

50-327 

50-327 

50-327 


P 

P 

P 

P 

P 


8702110198* 

8702110202* 

8702110202* 

8702110213* 

8702110213* 


50-327 

50-327 

50-327 

50-327 

50-327 


P 

P 

P 

P 

P 


8702110223* 

8702110223* 

8702110229* 

8702110229* 

8702110239* 


50-327 

50-327 

50-327 

50-327 

50-327 


P 

P 

P 

P 

P 


8702110239* 

8702110254* 

8702110254* 

8702110266* 

8702110266* 


50-327 

50-327 

50-327 

50-327 

50-327 


P 

P 

P 

P 

P 


8702110267 

8702110267 

8702110286 

8702110286 

8702110325 


50-390 

50-390 

50-327 

50-327 

50-259 


Q 

Q 

P 

P 

R 


8702110325 

8702110325 

8702110325 

8702110325 

8702110325 


50-259 

50-259 

50-259 

50-259 

50-259 


R 

R 

R 

R 

R 


8702110325 

8702110325 

8702110380* 

8702110380* 

8702110394* 


50-259 

50-259 

50-327 

50-327 

50-327 


R 

R 

P 

P 

P 


8702110394* 50-327 
8702110402* 50-327 
8702110402* 50-327 
8702110417* 50-327 
8702110417* 50-327 


P 

P 

P 

P 

P 


8702110437* 

8702110437* 

8702120046 

8702120046 

8702120056 


50-327 

50-327 

50-327 

50-327 

50-391 


P 

P 

P 

P 

F 


8702120515 

8702170004 

8702170004 

8702170004 

8702170004 


50-390 

50-259 

50-259 

50-259 

50-259 


S 

R 

R 

R 

R 


8702170004 

8702170004 

8702170004 

8702170605 

8702170611 


50-259 

50-259 

50-259 

50-438 

50-259 


R 

R 

R 

S 

F 


8702170611 

8702170611 

8702170611 

8702170611 

8702170611 


50-259 

50-259 

50-259 

50-259 

50-259 


F 

F 

F 

F 

F 


8702170696 

8702170696 

8702170705* 

8702170705* 

8702180229 


50-327 

50-327 

50-327 

50-327 

50-260 


P 

P 

P 

P 

S 


8702180245 
8702180245 
8702180245 
870218025 7* 
8702180257* 


50-259 

50-259 

50-259 

50-259 

50-259 


P 

P 

P 

P 

P 


8702180257* 50-259 P 
8702180275 50-259 P 
8702180275 50-259 P 
8702180275 50-259 P 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 



8702180282* 

50-259 

P 


8702260181 

50-327 


8702180282* 

50-259 

P 


8702260192 

50-327 


8702180282* 

50-259 

P 


8702260192 

50-327 


8702180343 

50-259 

P 


8702260241 

50-390 


8702180343 

50-259 

P 


8702260241 

50-390 


8702180343 

50-259 

P 


8702260243 

50-390 


8702180417 

50-327 

S 


8702260243 

50-390 


8702180449 

50-328 

s 


8702260260 

50-327 


8702180503 

50-259 

p 


8702260260 

50-327 


8702180503 

50-259 

p 


8702260264 

50-390 


8702180503 

50-259 

p 


8702260264 

50-390 


8702180506 

50-390 

s 


8702260364 

50-327 


8702180507* 

50-259 

p 


8702260364 

50-327 


8702180507* 

50-259 

p 


8702260503* 

50-327 


8702180507* 

50-259 

p 


8702260503* 

50-327 


8702190130 

50-390 

s 


8702260548* 

50-327 


8702190130 

50-390 

s 


8702260621 

50-259 


8702190147 

50-390 

A 


8702270031 

50-327 


8702190147 

50-390 

A 


8702270031 

50-327 


8702190150 

50-390 

S 


8702270326 

50-259 


8702190150 

50-390 

S 


8702270326 

50-259 


8702190181 

50-390 

S 


8702270326 

50-259 


8702190181 

50-390 

S 


8702270328 

50-390 


8702190201 

50-390 

S 


8702270337* 

50-259 


8702190201 

50-390 

S 


8702270337* 

50-259 


8702190389 

50-259 

P 


8702270337* 

50-259 


8702190389 

50-259 

P 

Tennessee, State of 

8702020505 

STATE PRO 


8702190389 

50-259 

P 

Terra Therma, Inc. 

8702200339* 

WASTE RES 


8702190439 

50-327 

P 


8702200344* 

WASTE RES 


8702190439 

50-327 

P 


8702200350* 

WASTE RES 


8702190446 

50-259 

Q 


8702200352* 

WASTE RES 


8702190446 

50-259 

Q 

Texas A&M Univ., College Station, TX 

8702020441 

50-128 


8702190446 

50-259 

Q 


8702040025 

50-128 


8702190489 

50-327 

P 


8702120322 

50-128 


8702190489 

50-327 

P 

Texas Municipal Power Agency 

8702030320 

50-445 


8702200006 

50-327 

P 

Texas, Univ. of, Austin, TX 

8702180532 

PRM 


8702200006 

50-327 

P 


87021 90380 

50-192 


8702200022* 

50-327 

P 

Thermo Electron Corp. 

8702260361 

PR 


8702200022* 

50-327 

P 

Three Mile Island Alert 

8702200261 

PRM 


8702200032* 

50-327 

P 

Toledo Edison Co. 

8612150211 

50-346 


8702200039* 

50-327 

P 


8702050385 

50-346 


8702200039* 

50-327 

P 


8702090342 

50-346 


8702200123 

50-327 

F 


8702090498 

50-346 


8702200174 

50-327 

Q 


8702110037 

50-346 


8702200174 

50-327 

Q 


8702110061 

50-346 


8702200186 

50-259 

Q 


8702110068 

50-346 


8702200186 

50-259 

Q 


8702110083 

50-346 


8702200186 

50-259 

Q 


8702170040 

50-346 


8702200204 

50-327 

Q 


8702180452 

50-346 


8702200204 

50-327 

Q 


8702180494 

50-346 


8702240281 * 

50-259 

P 


8702180586 

50-346 


8702240281* 

50-259 

P 


8702180625 

50-346 


8702240281 * 

50-259 

P 


8702190171 

50-346 


8702240281* 

50-296 

P 


8702200092 

50-346 


8702240281* 

50-296 

P 


8702260069 

50-346 


8702240281 * 

50-328 

P 

Toshiba Corp. 

8702050432* 

FOIA 


8702240281 * 

50-328 

P 

Transamerica Delaval, Inc. 

8702100367 

50-400 


8702240305 

50-327 

P 

Transnuclear, fnc. 

8702060426 

XPORTLIC 


8702240305 

50-327 

P 


8702060434* 

XPORTLIC 


8702240373 

50-259 

S 


8702100059 

71-9015 


8702240389 

50-259 

P 


8702130101* 

XPORTLIC 


8702240389 

50-259 

P 


8702130105* 

XPORTLIC 


8702240389 

50-259 

P 


8702180113 

XPORTLIC 


8702240401 * 

50-259 

P 


8702200396 

PROJ 


8702240401* 

50-259 

P 


8702200399* 

PROJ 


8702240401 * 

50-259 

P 

Transplantation Society of Michigan 

8702200117 

71-626 


8702240421 * 

50-390 

A 

Tri-State Transit Co. (subs, of Georgia 

8702200212* 

FOtA 


8702240482 

50-327 

S 

Pacific Co.) 




8702250070 

50-327 

R 

Trial Lawyers for Public Justice, P.C. 

8702100324 

50-445 


8702250070 

50-327 

R 


8702240091 

50-445 


8702250097 

50-327 

P 

Tube Turns, Inc. 

8702250466 

50-29 


8702250097 

50-327 

P 

Twomey, Latham & Shea 

8702030069 

50-322 


8702250305 

50-327 

S 


8702060060 

50-322 


8702250387 

50-327 

R 


8702060068 

50-322 


8702250547 

50-327 

S 


8702090021 

50-322 


8702250571 

50-328 

S 


8702100322 

50-322 


8702260016 

50-327 

Q 


8702100335* 

50-322 


8702260016 

50-327 

Q 


8702190236* 

50-322 


8702260094 

50-327 

Q 

U.S. Ecology, Inc. (formerly Nuclear 

8702240074 

27-48 


8702260094 

50-327 

Q 

Engineering, Inc.) 




8702260112 

50-259 

Q 


8702260363 

PR 


8702260121 

50-390 

A 


8702270309 

27-48 


8702260140 

50-327 

P 

UMETCO Minerals Corp. (subs, of Union 

8702090182 

40-299 


8702260140 

50-327 

P 

Carbide Corp.) 




8702260158 

50-390 

S 


8702170151 

40-299 


8702260158 

50-390 

S 


8702170236 

40-299 


8702260171 

50-390 

s 


8702180141 

40-8681 


8702260171 

50-390 

s 


8702180149* 

40-8681 


8702260181 

50-327 

p 


8702200389 

40-8681 
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AUTHOR AFFILIATION 

LV~ resources, Inc. 

Union Electric Co. 


Union Oil Co. of California 
Union of Concerned Scientists 

United Nuclear Corp. (suds, of UNC 

Resources, Inc.) 

Utah, State of 

Utility Power Corp. 

Vermont Yankee Nuclear Power Corp. 


Vermont, State of 

Virginia Power (Virginia Electric & Powe 
Co.) 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8702040122* 

70-371 


8702060200 

40-8913 


8702240035 

70-820 


8702260132 

PR 


8702020070 

50-483 

P 

8702020087 

50-483 

P 

8702040034 

50-483 

P 

8702040042* 

50-483 

P 

8702050440 

50-483 

S 

8702050447 

50-483 

S 

8702060019 

50-483 

S 

8702090097 

50-483 

F 

8702090360 

50-483 

P 

8702100271 

50-483 

Q 

8702100277 

50-483 

P 

8702100283 

50-483 

P 

8702110195 

50-483 

F 

8702250272 

50-483 

F 

8702260219 

50-483 

P 

8702260229* 

50-483 

P 

8702270331 

50-482 

P 

8702270331 

50-482 

P 

8702270331 

50-482 

P 

8702270340* 

50-482 

P 

8702270340* 

50-482 

P 

8702270340* 

50-482 

P 

8702170188 

40-8584 


8702130133 

50-269 

G 

8702250113 

50-269 

G 

8702100023 

70-371 


8702100166 

71-9189 


8702100205 

70-371 


8702200195 

70-820 


8702110177 

PR 



AUTHOR AFFILIATION 


WAJ Study Group 

Washington Public Power Supply System 


Washington, State of 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8702110135* 

50-338 

8702110135* 

50-338 

8702110136* 

50-338 

8702170006 

50-200 

8702170014* 

50-280 

8702170018* 

50-280 

8702190249 

50-338 

8702190249 

50-338 

8702190341 

50-280 

8702200127 

50-280 

8702200143 

50-338 

8702240251 

50-338 

8702240396 

50-338 

8702250534 

50-280 

8702260111 

50-338 

8702260194 

50-338 

8702260203 

50-339 

8702180439 

PR 

8702020404 

50-397 

8702040210* 

50-397 

8702040660 

50-397 

8702060432 

PR 

8702090108 

50-397 

8702090119 

50-397 

8702090392 

50-460 

8702100181* 

50-460 

8702180627 

50-397 

8702190041 

50-397 

8702190376 

50-397 

8702190386* 

50-397 

8702200134 

50-397 

8702260187 

50-397 

8702060394 

PR 

8702130300 

WASTE MGT 

8702130308 

WASTE MGT 


8702240231 PR 

8702270162* WASTE MGT 
8612190177 TOPREP 
8612190183* TOPREP 
8702030016 50-271 F 


8702100334 71-9015 

8702170418 50-271 p 

8702170435* 50-271 p 

8702180146 50-271 R 

8702180288 50-271 S 

8702180326 50-271 P 

8702200283 50-271 G 

8702200293 50-271 G 

8702200301 50-271 G 

8702200347 50-271 G 


8702250111 50-271 
8702250471 50-271 
8702090023 50-271 
8702130143* 50-271 
8612150217 50-338 


G 

S 

G 

G 

F 


8702130316 WASTE MGT 

8702130325 WASTE MGT 

8702130334 WASTE MGT 

8702 1 70566 WASTE MGT 

8702190307 50-397 P 


Washington, Univ. of, Seattle, WA 

West Chicago, IL 
West Virginia, State of 
Western Nuclear, Inc. (subs, of Phelps 
Dodge Corp.) 


Western Washington Univ., Bellingham, WA 
Westinghouse Electric Corp. 


8702190557 

PR 

8702240231 

PR 

8702260355 

50-397 

8702270238 

WASTE MGT 

8702040084 

50-139 

8702040067 

40-2061 

8702100107 

40-8820 

8702170164 

40-1162 

8702170529 

40-1162 

8702040375 

PR 

8508280202 

TOPREP 

8508280208* 

TOPREP 

8603260262* 

TOPREP 

8603260266* 

TOPREP 


8612150217 50-338 
8612160148 50-280 
8612230397 50-338 
8612230397 50-338 


F 

F 

F 

F 


8701160111 50-338 
8701160111 50-338 
8702020215 50-281 
8702020560 50-280 
8702020729 50-280 


Q 

Q 

S 

S 

Q 


8702030001 

8702030234 

8702040083’ 

8702040451 

8702040451 


50-338 

50-280 

50-280 

50-280 

50-280 


P 

R 

F 

F 

F 


8702040451 

8702040451 

8702050335 

8702050348 

8702050358* 


50-280 

50-280 

50-281 

50-280 

50-280 


F 

F 

P 

P 

P 


8702060009 

8702060505 

8702060505 

8702090012 

8702090064 


50-280 

50-280 

50-280 

50-338 

50-280 


S 

F 

F 

S 

Q 


8702090064 

8702090115 

8702100034 

8702100081 

8702100381 


50-280 

50-281 

50-280 

50-280 

50-338 


Q 

S 

Q 

V 

P 


8702100382 

8702110109 

8702110129 

8702110129 


50-281 

PR 

50-338 

50-338 


S 

P 

P 


8606120442 TOPREP 
8606120479* TOPREP 
8610170174 TOPREP 
8610170178* TOPREP 
8610170183* TOPREP 


8610170189* TOPREP 
8611190271* 50-498 

8611190286* 50-498 

8612120192 TOPREP 
8612120354* TOPREP 


A 

A 


8612150480* TOPREP 
8701150219 TOPREP 
8701150229* TOPREP 
8701150250* TOPREP 
8702020458 70-1151 


8702030366* 50-306 P 
8702030548* 50-412 E 
8702090407* 50-390 A 
8702100131* 50-390 A 
8702100177 70-1143 


8702100218* 50-445 A 

8702110147 50-22 R 

8702110150* 50-22 R 

8702130066 XPORTLIC 

8702130187 XPORTLIC 


8702170279 40-8502 

8702170525 40-8502 

8702180041 50-338 P 

8702180053* 50-338 P 

8702180175 XPORTLIC 


8702180183 

8702190250 

8702200412 

8702240414* 


XPORTLIC 

70-1151 

40-8502 

TOPREP 
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AUTHOR AFFILIATION 


Westinghouse Hittman Nuclear, Inc. 
Westinghouse Operating Plants Owners 

Group 

Weston Geophysical 

Whittar Steel Strip (formerly Whittaker 

Corp.) 


Williams & Associates 

Wisconsin Electric Power Co. 


Wisconsin Public Service Corp. 
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ACCESSION SUBJECT 

NUMBER CATEGORY 


8702240436 

PR 


8702240480 

TOPREP 


8702240505* 

TOPREP 


8702260035 

TOPREP 


8702260049* 

TOPREP 


8702260056* 

50-498 

A 

8702260058* 

TOPREP 


8702260064* 

50-498 

A 

8702100261 

TOPREP 


8603260259 

TOPREP 


8612150475 

TOPREP 


8702180541 

PR 


8702050397* 

50-440 

R 

8702100104 

40-7455 

8702100159 

40-7455 


8702100188* 

40-7455 


8702100192* 

40-7455 


8702100199* 

40-7455 


8702100208* 

40-7455 


8702100217* 

40-7455 


8702100223* 

40-7455 


8702100230* 

40-7455 


8702200196 

WASTE RES 


8702200203* 

WASTE RES 


8702200224 

WASTE RES 


8702200263 

WASTE RES 


8702270329 

WASTE RES 


8702020422 

50-266 

P 

8702030299 

50-266 

F 

8702030313* 

50-266 

F 

8702030420 

PR 


8702060265 

50-266 

P 

8702060282 

50-266 

P 

8702060329 

50-266 

P 

8702100026 

50-266 

Q 

8702100026 

50-266 

Q 

8702100412 

50-266 

Q 

8702100412 

50-266 

Q 

8702110105 

50-266 

R 

8702180600 

50-301 

S 

8702190607 

50-266 

Q 

8702190666 

50-266 

P 

8702190666 

50-266 

P 

8702190669* 

50-266 

P 

8702190669* 

50-266 

P 

8702200404 

71-9096 


8702020129 

50-305 

F 

8702030184 

50-305 

J 

8702030301 

50-305 

Q 

8702040048 

50-305 

P 

8702040050* 

50-305 

P 

8702040230 

50-305 

S 

8702050455 

50-305 

Q 

8702050526 

50-305 

F 

8702170563 

50-305 

P 

8702190030 

50-305 

P 

8702190107 

50-305 

R 


AUTHOR AFFILIATION 

Wisconsin, Univ. of, Madison, Wl 
Wolf Creek Nuclear Operating Corp. 


Worsham, Forsythe, Sampels & Woolridge 
(formerly Worsham, Forsythe & Sampels) 


Wyle Laboratories 
Wyoming, State of 

Yakima Indian Nation 
Yankee Atomic Electric Co. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8702240252 

50-305 

F 

8702240264* 

50-305 

F 

8702240386 

50-305 

F 

8702270053 

50-305 

Q 

8702030319 

ACRS 


8702060391 

PRM 


8702040061 

50-482 

P 

8702050413 

50-482 

F 

8702100286 

50-482 

S 

8702100296 

50-482 

s 

8702110024 

50-482 

p 

8702110030* 

50-482 

p 

8702110032* 

50-482 

p 

8702110035* 

50-482 

p 

8702180475 

50-482 

s 

8702200442 

50-482 

R 

8702250263 

50-482 

s 

8702250441 

50-482 

s 

8702020064 

50-445 

G 

8702020064 

50-445 

G 

8702030019 

50-445 

G 

8702030033 

50-445 

G 

8702030071 

50-445 

G 

8702030071 

50-445 

G 

8702200288 

50-445 

G 

8702200288 

50-445 

G 

8702200296 

50-445 

G 

8702200296 

50-445 

G 

8702240103 

50-445 

G 

8702240103 

50-445 

G 

8702250099 

50-445 

G 

8702250099 

50-445 

G 

8702250109 

50-445 

G 

8702250126 

50-445 

G 

8702250126 

50-445 

G 

8702030500 

50-498 

A 

8702260152* 

50-498 

E 

8702060127 

40-8452 


8702170335* 

40-8502 


8702170349* 

40-8502 


8702270178* 

WASTE MGT 


8702240231 

PR 


8603260259 

TOPREP 


8612180369 

50-29 

F 

8702020281 

50-29 

P 

8702020530 

50-29 

P 

8702020539 

50-29 

Q 

8702030273 

50-29 

P 

8702030280* 

50-29 

P 

8702040030 

PR 


8702060471 

50-29 

P 

8702060485* 

50-29 

P 

8702100389 

50-29 

S 

8702110011 

50-29 

S 

8702130428 

50-29 

P 

8702180596 

PR 


8702260019 

50-29 

P 

8702260129 

50-29 

P 

8702260310 

50-29 

Q 




REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


REPORT NUMBER 

ACCESSION 

SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

01-0210-1470 R01 

8702100339* 

50-445 

A 

1074/86/2 

8702200418* 

WASTE RES 


15737-2-G03-107 R06 

8702100356* 

50-320 

P 

19 

8702260208 

50-183 

R 

201.1(B) R01 

8702030281* 

50-327 

P 

201.5(B) R01 

8702030284* 

50-327 

P 

203.3(B) R01 

8702040523* 

50-327 

P 

205.4(B) R01 

8702110213* 

50-327 

P 

207.2(B) R01 

8702030285* 

50-327 

P 

209.1(B) R01 

8702040244* 

50-327 

P 

209.2(B) R01 

8702040261 * 

50-327 

P 

210.1(B) ROI 

8702030240* 

50-327 

P 

210.2(B) R02 

8702110223* 

50-327 

P 

213.3(B) ROI 

8702040535* 

50-327 

P 

215.2(B) ROI 

8702040546* 

50-327 

P 

215.6(B) ROI 

8702040558* 

50-327 

P 

218.7 (B) R02 

8702110181* 

50-327 

P 

222.2(B) ROI 

8702040569* 

50-327 

P 

222.5(B) R02 

8702030288* 

50-327 

P 

223.3 (B) ROI 

8702040253* 

50-327 

P 

228.0(B) R02 

8702040574* 

50-327 

P 

229.1 (B) R02 

8702030248* 

50-327 

P 

229.11(B) R02 

8702030259* 

50-327 

P 

230.1(B) R02 

8702040580* 

50-327 

P 

230.5(B) ROI 

8702030266* 

50-327 

P 

231.1(B) R02 

8702030270* 

50-327 

P 

231.5(B) R04 

8702030276* 

50-327 

P 

231.6(B) R02 

8702040588* 

50-327 

P 

237.1(B) R02 

8702110229* 

50-327 

P 

237.2(B) R02 

8702040596* 

50-327 

P 

237.4(B) R02 

8702040601 * 

50-327 

P 

238.3(B) R02 

8702110187* 

50-327 

P 

239.0(B) ROI 

8702110239* 

50-327 

P 

241.2(B) R02 

8702110190* 

50-327 

P 

241.5(B) ROO 

8702200022* 

50-327 

P 

301.05-SQN R03 

8702200032* 

50-327 

P 

312.08-SQN R01 

8702110254* 

50-327 

P 

4340-3233-85-088 R02 

8702200087* 

50-320 

P 

47-113981 5-01 

8702050291* 

50-312 

P 

4710-3221-86-011 ROO 

8702170647* 

50-320 

P 0067P 

53575 

8702260152* 

50-498 

E 

6 

8702200339* 

WASTE RES 


7 

8702200344* 

WASTE RES 


7Q-D-2 B03 VI R01 

8702110072* 

50-445 

A 

7Q-D-2 B07 VI R01 

8702110079* 

50-445 

A 

7Q-D-2 B09 VI 

8702110088* 

50-445 

A 

7Q-D-2 B09 VI R01 

8702110092* 

50-445 

A 

7Q-D-2 BIO VI R01 

8702110115* 

50-445 

A 

7Q-D-6 B01 V01 

8702110060* 

50-445 

A 1652V 

7Q-D-6 B06 VI R01 

8702110077* 

50-445 

A 

7Q-D-6 B08 VI 

8702110084* 

50-445 

A 

7Q-D-6 B09 PT06 VI 

8702110111* 

50-445 

A 

7Q-D-6 B09 PT4 VI R1 

8702110097* 

50-445 

A 

7Q-D-6 B12 VI 

8702110121* 

50-445 

A 

7Q-D-6 B15 VI R01 

8702110124* 

50-445 

A 

7Q-D-6 B16 VI R01 

8702110127* 

50-445 

A 

8 

8702200350* 

WASTE RES 


80000-SQN R03 

8702110266* 

50-327 

P 

801 01 -SON R05 

8702110380* 

50-327 

P 

80201 -SQN R03 

8702030233* 

50-327 

P 

80201 -SON R04 

8702110394* 

50-327 

P 

80203-SQN R03 

8702110402* 

50-327 

P 

80501 -SQN R04 

8702040605* 

50-327 

P 

80503-SQN RQ2 

8702040429* 

50-327 

P 

80504-SQN R03 

8702110417* 

50-327 

P 

86-102-8294 

8702090388* 

50*390 

A 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


REPORT NUMBER 

ACCESSION 

SUB- 

OTHER REPORT 


NUMBER 

JECT 

NUMBER 



CATE- 




GORY 


87-S-0009 

8702190459* 

50-498 

S ST-HL-AE-1914 

8702130245 

8702130245 

RES 


8702190027 

8702190027 

RES 


9 

8702200352* 

WASTE RES 


907935 1 A 

8702240228* 

50-267 

F 

909041 

8702240222* 

50-267 

F 

909258 

8702180353* 

50-267 

P 

909269 1 A 

8702240207* 

50-267 

F 

A-3825R DR FT 

8610160306* 

FOIA 


AECC-2-NP-A 

8702090294* 

TOPREP 


AIF/N ESP-040 

8702100160* 

PR 

51FR40334 

B AW- 1753 R01 

8702050295* 

50-312 

P 

C010900-SQN R05 

8702040494* 

50-327 

P 

C017105-SQN R01 

8702040514* 

50-327 

P 

Cl 100-86-01 

8702090009 

50-341 

P VP-NO-87-OOI 7 

CEB 87-02 

8702170705* 

50-327 

P 

CEN-347(0)-NP 

8612170328* 

50-285 

P 

CENPD-210-A R04 

8702030376* 

TOPREP 


CERT/TR-094-1 444-3 

8702270109 

WASTE MGT 

2244 

CO17303-SQN R03 

8702110198* 

50-327 

P 

COI 9201 -SQN R06 

8702110202* 

50-327 

P 

DCP611 R01 

8702180574* 

50-334 

P 

DCP711 ROO 

8702180579* 

50-334 

P 

DCP 766 ROO 

8702180591* 

50-334 

P 

DNS-RSS-200 ROI 

8702240028* 

WASTE MGT 


DOE/UMT/0244 

8702270105 

WASTE MGT 

R-839 

DPC-RD-2008 ROI 

8702110046* 

50-287 

P 

ECTG-NSRS-01 R02 

8702040163* 

50-327 

P 

EE-22-0007 RA 

8702180280* 

50-267 

P 

EE-EQ-0023 RA 

8702240238* 

50-267 

F 

EGG-NTA-7459 

8701290430* 

50-286 

P GL-83-28 

EGG-NTA-7463 

8702170161* 

50-309 

P GL-83-28 

EGG-PBS-6691 

8410110593* 

50-259 

P 

EQTP(84)-019 ADD1 R2 

8702090407* 

50-390 

A IES.645 

ETR-1001 R13 

8702180075* 

TOPREP 


FAAA-DC-R-86-06-03 

8702030373* 

50-341 

P WDC17064/LAS2 

GAO/RCED-87-45 

8702120583 

50-322 

F OL-5 

GAO/RCED-87-50 

8702120220 

50-322 

F OL-3 

HN-R1 109-A R04 

8702100267* 

TOPREP 


1-83-1 3-NPS 

8702040467* 

50-327 

P 

1-85-1 35-SQN ROI 

8702040291* 

50-327 

P 

1-85-373-NPS ROI 

8702110437* 

50-327 

P 

1-85-472-NPS 

8702040436* 

50-327 

P 

1-85-560-SQN R02 

8702040298* 

50-327 

P 

1-85-738-SQN R02 

8702040307* 

50-327 

P 

1-86-1 15-SQN R02 

8702040312* 

50-327 

P 

ISSN 0174-4933 

8702020261* 

FOIA 


KWU-UPC-8601 (NP) 

8612190183* 

TOPREP 


LR-280-66 

8702200153* 

WASTE RES 


LR-287-67 

8702200162* 

WASTE RES 


LR-287-69 

8702200324* 

WASTE RES 


LR-290-12 

8702200253* 

WASTE RES 


MC-40400-SQN R03 

8702200039* 

50-327 

P 

NEDC-31323 

8611240206* 

50-352 

P OL 

NEDC-31323 ERR 

8611240454* 

50-352 

P DRF LI 2-00754 

NMP:98-558-32-05 

8702030258* 

50-220 

P 

NP-982 

8702110136* 

50-338 

P 

NSPNAD-8101-A ROI 

8702050373* 

50-282 

P 

NTS/SMA 35001.01 

8702180443* 

50-244 

P 

NUREG-0325 RIO 

8702240496 

NUREG 


NUREG-0683 S02DRF ER 

8702030508 

50-320 

D 

NUREG-0750 V24 N01 

8702170032 

NUREG 


NUREG-0781 S02 

8702190398 

50-498 

E 

NUREG-0936 V05 NOS 

8702060261 

NUREG 


NUREG-1100 VOS 

8702060083 

NUREG 


NUREG-1137 S05 

8702060100 

50-424 

E 


363 



364 REPORT NUMBER INDEX 


REPORT NUMBER 

ACCESSION 

SUB- 


OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 


NUMBER 

NUREG-1 199 

8702170341 

NUREG 



NUREG-1200 

8702170380 

NUREG 



NUREG-1237 

8702060231 

50-424 

P 


NUREG-1240 

8702040174 

50-400 

P 


NUREG-1250 

8702170005 

NUREG 



NUREG/CP-0082 V01 

8702270064 

NUREG 



NUREG/CP-0082 V04 

8702270057 

NUREG 



NUREG/CP-0082 V05 

8702270056 

NUREG 



NUREG/CR-20Q0 V05N12 

8702170056 

NUREG 


ORNL/NSIC-200 

NUREG/CR-3232 

8702260644 

NUREG 



NUREG/CR-3412 V02 

8702060139 

NUREG 


SAND83-1482 

NUREG/CR-4012 V02 

8702190449 

NUREG 


ANL-AA-30 

NUREG/CR-4016 V02 

8702060128 

NUREG 


BNL-NUREG-51 828 

NUREG/CR-4179 V01 

8604010152 

50-286 

P 

UCID-20350 

NUREG/CR-4300 VOS N2 

8702260636 

NUREG 


PNL-551 1 

NUREG/CR-4491 

8702060276 

NUREG 


MEA-2122 

NUREG/CR-4616 

8702060177 

NUREG 


EGG-2455 

NUREG/CR-4672 

8702060201 

NUREG 


EGG-2461 

NUREG/CR-4689 

8702060116 

NUREG 


ORNL/TM-101 17 

NUREG/CR-4708 V01 N1 

8702170050 

NUREG 


ORNL/TM-10147 

NUREG/CR-4718 

8702170067 

NUREG 


PNL-5972 

NUREG/CR-4730 

8702270062 

NUREG 


BNL-NUREG-52019 

NUREG/CR-4734 

8702060293 

NUREG 


EGG-2470 

NUREG/CR-4737 

87 02170076 

NUREG 


LA-1 081 7-MS 

NUREG/CR-4788 

8702170061 

NUREG 



NUREG/CR-4789 

8702170045 

NUREG 



NUREG/CR-4801 

8702170052 

NUREG 


PNL-6085 

NUREG/CR-4847 

8702270048 

NUREG 


WPR-86(681 1)-1 

R-85-07-NPS 

8702040473* 

50-327 

P 

RDD:87:8604-01 :03 

8702200181* 

70-824 



RIL-148 

8702250283 

RES 



SAIC-86/1632 

8611250424* 

50-388 

Q 


SAIC-86/1633 

8611250428* 

50-271 

Q 


SAIC-86/1997 

8701210377* 

50-336 

P 


SAIC-86/3087 

8611250242* 

50-312 

P 


SD-BWI-AR-031 R00 

8702270141 

WASTE MGT 


2288 

SD-BWI-DP-051 R01 

8702200461 * 

WASTE RES 



SECY-84-065A 

8702020730* 

FOIA 



SECY-84-075 

8403260355* 

PR 


AB80-2 03 

SECY-85-321 A 

8702060158* 

50-324 

P 


SECY-85-330A 

8702060170* 

50-266 

P 


SECY-85-335A 

8702060176* 

50-327 

P 


SECY-85-337A 

8702060184* 

50-213 

P 



REPORT NUMBER 


ACCESSION SUB- 
NUMBER JECT 

CATE- 
GORY 


OTHER REPORT 
NUMBER 


SECY-85-339A 
SECY-86-162 
SECY-86- 167 
SECY-86-184 
SECY-86-228 

SECY-86-316 

SECY-86-368 

SECY-87-023 

SECY-87-034 

SECY-87-035 

SFPD-C/S-83-07 
SIR-86-021 DR FT 
SIR-87-004 R00 
SMD-1 000-04 R01 
SMD-1 020-86-003 

SWEC-SQN-06 R02 
TP-LR 102 
TP-SSLO 101 
TR-6410-1 

UCB-NE-4058 DRFT 

UCID-18655 

UCRL-84883 

VEP-NE-3 

WCAP-10750-A SOI 
WCAP-1 1298 

WCAP-1 1343 
WCAP-1 1382 
WCAP-1 1414 
WCAP-8860-S1-A 
WCAP-8860-S2-A 

WCAP-956 1 -NP-A ADD02 
WCAP-9561-NP-A ADD03 
WENT 115-86 
WP-03-SQN R03 
WP-08-SQN R03 

WP-22-SQN R03 
WP-24-SQN R02 
XN-75-27 (NP) S05 
XN-NF-1A R09 
XN-NF-75-27(NP)(A)S4 

XN-NF-80-1 9(NP)V3 R2 
XN-NF-82-06(NP) S1R2 
XN-NF-86-90 SOI 
XX-85-1 01-006 R02 


8702060191* 

8606060268* 

8607010132* 

8702060167* 

8702060150* 

8611140269* 

8702240156 

8702180284 

8702240289 

8702130141* 

8702200175* 

8702260222* 

8702260216* 

8702050308* 

8702050311* 

8702040626* 

8702170567* 

8702170571* 

8702090441* 

8702240380 

8702020071 * 
8702030466* 
8702050358* 
8603260266* 
8701150250* 

8702030366* 

8702260064* 

8702260058* 

8610170183* 

8610170189* 

8508280208* 

8606120479* 

8702240280* 

8702040274* 

8702040283* 

8702030292* 
8702110184* 
8702190227* 
8702090389* 
8702190 277* 

8702050299* 

8702040081* 

8702090093’ 

8702110194* 


50-316 
FOIA 
FOIA 
FOIA 
FOIA 

FOIA 
SECY 
SECY 
50-320 
50-443 

50-275 
50-321 
50-321 
50-312 
50-312 

50-327 
50-267 
50-267 
50-445 
WASTE RES 

FOIA 

FOIA 

50-280 

TOPREP 

TOPREP 

50-306 

50-498 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

50-387 

50-327 

50-327 

50-327 

50-327 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

50-387 

50-327 


P 

G OL 
P 

Q EPRI-04 
Q GPCO-12 
P 
P 

P 

V 

V 
A 



CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
es. The second column gives the accession number 
of the principal document under which the enclosure 
is listed. Knowing the accession number of the prin- 
cipal document, the date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 
The docket subject categories are defined in Appen- 
dix A. 


Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 


DOCUMENT 

ISSUED 

CATEGORY 



8008190005 

8701270478 

87/01/20 

FOIA 


8302020393 

8010220036 

8701270478 

87/01/20 

FOIA 


8302250012 

8012080557 

8701270478 

87/01/20 

FOIA 


8302250114 

8102260238 

8701270478 

87/01/20 

FOIA 


8303040251 

8110200109 

8110210076 

81/10/02 

50-275 

P 

8304070451 

8111250435 

8110210076 

81/10/02 

50-275 

P 

8304070588 

8111270065 

8702200120 

87/02/06 

50-361 

U 

8304260005 

8111300524 

8110210076 

81/10/02 

50-275 

P 

8305020594 

8112020073 

8110210076 

81/10/02 

50-275 

P 

8305040719 

8112180102 

8110210076 

81/10/02 

50-275 

P 

8305240289 

8201120089 

8110210076 

81/10/02 

50-275 

P 

8305270504 

8201120094 

8110210076 

81/10/02 

50-275 

P 

8306240173 

8201140203 

8110210076 

81/10/02 

50-275 

P 

8306240283 

8201150019 

8110210076 

81/10/02 

50-275 

P 

8306240346 

8201300028 

8110210076 

81/10/02 

50-275 

P 

8306240348 

8201300032 

8110210076 

81/10/02 

50-275 

P 

8306290039 

8201300204 

8110210076 

81/10/02 

50-275 

P 

8307110781 

8202010125 

8701270478 

87/01/20 

FOIA 


8307190061 

8202170023 

8110210076 

81/10/02 

50-275 

P 

8307190315 

8202170264 

8110210076 

81/10/02 

50-275 

P 

8307290407 

8203150015 

8702200120 

87/02/06 

50-361 

U 

8307290448 

8204070680 

8110210076 

81/10/02 

50-275 

P 

8308160017 

8204220129 

8110210076 

81/10/02 

50-275 

P 

8308260233 

8204290026 

8110210076 

81/10/02 

50-275 

P 

8308260236 

8204290094 

8110210076 

81/10/02 

50-275 

P 

8309090021 

8205050193 

8110210076 

81/10/02 

50-275 

P 

8309120479 

8205060089 

8110210076 

81/10/02 

50-275 

P 

8309260561 

8206110357 

8110210076 

81/10/02 

50-275 

P 

8309260565 

8206110393 

8110210076 

81/10/02 

50-275 

P 

8309290502 

8206140350 

8110210076 

81/10/02 

50-275 

P 

8310030617 

8206280035 

8110210076 

81/10/02 

50-275 

P 

8310190005 

8207130030 

8110210076 

81/10/02 

50-275 

P 

8311150443 

8207300028 

8110210076 

81/10/02 

50-275 

P 

8311160240 

8208040485 

8110210076 

81/10/02 

50-275 

P 

8311220572 

8208170365 

8110210076 

81/10/02 

50-275 

P 

8311230117 

8208230457 

8110210076 

81/10/02 

50-275 

P 

8312020137 

8209030415 

8110210076 

81/10/02 

50-275 

P 

8312190417 

8209150161 

8110210076 

81/10/02 

50-275 

P 

8312280018 

8209200330 

81 102T0076 

81/10/02 

50-275 

P 

8401090016 

8209210455 

8110210076 

81/10/02 

50-275 

P 

8403260355 

8209280408 

8110210076 

81/10/02 

50-275 

P 

8404090451 

8209290285 

8110210076 

81/10/02 

50-275 

P 

8404250235 

8210040372 

8110210076 

81/10/02 

50-275 

P 

8408270527 

821 0060468 

8110210076 

81/10/02 

50-275 

P 

8408280374 

8210190033 

8110210076 

81/10/02 

50-275 

P 

8409050138 

8210200098 

8702130319 

87/02/03 

FOIA 


8410020092 

8210200100 

8702130319 

87/02/03 

50-275 

P 

8410110593 

8211090579 

8110210076 

81/10/02 

50-275 

P 

8411050170 

8211180423 

8110210076 

81/10/02 

50-275 

P 

841 1 1 60067 

8212130049 

8110210076 

81/10/02 

50-275 

P 

8411210194 

8212220059 

8110210076 

81/10/02 

50-275 

P 

8412130239 

8301040115 

8110210076 

81/10/02 

50-275 

P 

8502070262 

8301110677 

8110210076 

81/10/02 

50-275 

P 

85021 50418 

8301110679 

8110210076 

81/10/02 

50-275 

P 

85021 50442 

8301110680 

8110210076 

81/10/02 

50-275 

P 

8503110134 

8301 1 70008 

8110210076 

81/10/02 

50-275 

P 

8504180134 

8301260083 

8110210076 

81/10/02 

50-275 

P 

8507010307 

8301260086 

8110210076 

81/10/02 

50-275 

P 

8507080070 

8301260093 

8110210076 

81/10/02 

50-275 

P 

8507180554 

8301280472 

8110210076 

81/10/02 

50-275 

P 

8507180557 


PRINCIPAL DATE 

DOCUMENT ISSUED 


8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 

8702240011 87/02/12 
8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 


8702240011 87/02/12 
8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 


8702180199 87/02/11 
8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 


8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 


8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 


8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 


8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 
8110210076 81/10/02 
8702090059 87/02/02 


8702200025 87/02/11 
8702200025 87/02/11 
8702200025 87/02/11 
8702200025 87/02/11 
8702200025 87/02/11 


8702200025 87/02/11 
8702170271 87/02/05 
8702200025 87/02/11 
8702200025 87/02/11 
8702200025 87/02/11 


8702250335 87/02/18 
8702200025 87/02/11 
8702060315 87/02/02 
8702060315 87/02/02 
8702200025 87/02/11 


8702200025 

8702180199 

8702090366 

8702090366 

8702090366 


87/02/11 

87/02/11 

87/01/29 

87/01/29 

87/01/29 


SUBJECT 

CATEGORY 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-498 E 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

FOIA 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

PR 

50-443 P 

50-443 P 

50443 P 

50443 P 

50443 P 

50-443 
50-259 
50-443 
50-443 
50443 

50-317 
50-443 
50-269 
50-269 
50-443 

50443 
50-261 
50445 
50445 
50445 
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366 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE PRINCIPAL DATE 

DOCUMENT ISSUED 


SUBJECT 

CATEGORY 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


8507310071 

8508080104 

8508150129 

8508150133 

8508150137 

8508150144 

8508150149 

8508280208 

8509250036 

8512110601 

8512130612 

8512160353 

8512160357 

8512160359 

8512160363 

8512160367 

8512160369 

8512230288 

8512310153 

8602030132 

8602110471 

8602250142 

8603180330 

8603180332 

8603180334 

8603260262 
8603260266 
8604020127 
8604020132 
860402057 2 

8604020575 

8604020577 

8604140486 

8604140487 

8604280154 

8605160154 

8605290133 

8606060268 

8606100463 

8606120479 

8606230101 

8607010132 

8607030234 

8607030237 

8607160200 

8608290127 

8609100056 

8609150040 

8609160363 

8609180023 

86091 80375 
8609240017 
8609260015 
8609290085 
8609300145 

8609300148 

8610010255 

8610010298 

8610010303 

8610020083 


8507310067 

8702090366 

8508150121 

8508150121 

8508150121 

8508150121 

8508150121 

8508280202 

8702040441 

8702090366 

8702130185 

8702130185 

8702130185 

8702130185 

8702130185 

8702130185 

8702130185 

8702090366 

8702090366 

8702090366 

8702090366 

8702090366 

8603180324 

8603180324 

8603180324 

8603260259 

8603260259 

8604020121 

8604020121 

8604020570 

8604020570 

8604020570 

8606160017 

8606160017 

8604280153 

8702090366 

8702090366 

8702060142 

8702090230 

8606120442 

8702090366 

8702130097 

8702090230 

8702090230 

8702180210 

8702090230 

8702090230 

8702090230 

8702090366 

8702090230 

8702090230 

8702270286 

8702090230 

8702090230 

8702130226 

8702130226 

8702130185 

8702130185 

8702130185 

R7r>onor»oo/”v 


85/07/15 

87/01/29 

85/08/02 

85/08/02 

85/08/02 

85/08/02 

85/08/02 

85/08/14 

87/01/30 

87/01/29 

87/02/03 

87/02/03 

87/02/03 

87/02/03 

87/02/03 

87/02/03 

87/02/03 

87/01/29 

87/01/29 

87/01/29 

87/01/29 

87/01/29 

86/03/14 

86/03/14 

86/03/14 

86/03/14 

86/03/14 

86/03/31 

86/03/31 

86/03/26 

86/03/26 

86/03/26 

86/06/10 

86/06/10 

86/04/18 


40-8027 


8612090813 

50-445 

A 

8612090818 

WASTE MGT 


8612100292 

WASTE MGT 


8612110003 

WASTE MGT 


8612110006 

WASTE MGT 


8612110009 

WASTE MGT 


8612120133 

TOPREP 


8612120354 

FOIA 


8612150480 

50-445 

A 

8612160373 

FOIA 


8612170197 

FOIA 


8612170328 

FOIA 


8612190183 

FOIA 


8612290161 

FOIA 


8612290240 

FOIA 


8701090625 

FOIA 


8701130428 

50-445 

E 

8701150229 

50-445 

E 

8701150250 

50-445 

E 

8701210377 

50-445 

A 

8701290395 

50-445 

A 

8701290430 

50-322 

S 

8702020024 

50-322 

S 

8702020038 

50-322 

S 

8702020055 

TOPREP 


8702020057 

TOPREP 


8702020060 

50-352 

K 

8702020063 

50-352 

K 

8702020071 

70-143 


8702020083 

70-143 


8702020096 

70-143 


8702020101 

50-346 

P 

8702020109 

50-346 

P 

8702020119 

50-249 

P 

8702020122 


8612090803 

8612090803 

8702090230 

8612110002 

8612110002 

8612110007 

8702190668 

8612120192 

8612150475 

8612160367 

8612170195 

8612170319 

8612190177 

8612290158 

8612290232 

8702090230 

8702060221 

8701150219 

8701150219 

8702200165 

8702040001 

8702060346 

8701270478 

8701270478 

8701270478 

8702020049 

8702020049 

8702020053 

8701270478 

8701270478 

8701 270478 
8702020095 
8701270478 
8701270478 
8701270478 


87/01/29 

87/01/29 

87/02/02 

87/01/29 

86/06/02 


50-445 E 

50-445 A 

FOIA 

FOIA 

TOPREP 


8702020134 
8702020146 
8702020154 
8702020159 
87020201 73 


8702020126 

8702020142 

8702020142 

8701270478 

8701270478 


87/01/29 

50-445 

87/02/06 

FOIA 

87/01/29 

FOIA 

87/01/29 

FOIA 

87/02/1 1 

FOIA 


A 8702020184 

8702020187 
8702020195 
8702020221 
8702020224 


8702020171 

8701270478 

8701270478 

8701270478 

8702020219 


87/01/29 

FOIA 

87/01/29 

FOIA 

87/01/29 

FOIA 

87/01/29 

50-445 

87/01/29 

FOIA 


8702020238 
8702020250 
8702020261 
A 8702020262 

8702020266 


8701270478 

8701270478 

8701270478 

8702020242 

8702020253 


87/01/29 

FOIA 

87/02/24 

FOIA 

87/01/29 

FOIA 

87/01/29 

FOIA 

87/02/10 

50-295 


8702020274 
8702020291 
8702020301 
8702020304 
P 8702020312 


8701270478 

8701270478 

8701270478 

8701270478 

8701270478 


87/02/10 

50-295 

87/02/03 

FOIA 

87/02/03 

FOIA 

87/02/03 

FOIA 

87/01/29 

FOIA 


P 8702020320 

8702020323 
8702020328 
8702020330 
8702020333 


8702020310 

8701270478 

8701270478 

8702020325 

8701270478 


86/11/24 

71-496 

86/11/24 

71-496 

87/01/29 • 

FOIA 

86/12/04 

50-245 

86/12/04 

50-245 

86/12/04 

50-410 

87/02/13 

FOIA 

86/12/05 

TOPREP 

86/12/10 

TOPREP 

86/12/05 

50-424 


86/11/28 

86/12/15 

86/12/17 

86/12/11 

86/12/19 

87/01/29 

87/01/14 

86/12/29 

86/12/29 

87/02/12 

87/01/23 

87/02/02 

87/01/20 

87/01/20 

87/01/20 

87/01/26 

87/01/26 

87/01/22 

87/01/20 

87/01/20 

87/01/20 
87/01/23 
87/01 /20 
87/01/20 
87/01/20 

87/01/21 
87/01/22 
87/01/2 2 
87/01/20 
87/01/20 

87/01/27 

87/01/20 

87/01/20 

87/01/20 

87/01/27 

87/01/20 

87/01/20 

87/01/20 

87/01/21 

87/01/21 

87/01/20 

87/01/20 

87/01/20 

87/01/20 

87/01/20 

87/01/21 

87/01/20 

87/01/20 

87/01/21 

87/01/20 


50-219 

50-285 

TOPREP 

50-312 

50-312 

FOIA 

50-341 

TOPREP 

TOPREP 

50-336 

50-461 

50-286 

FOIA 

FOIA 

FOIA 

50-275 

50-275 

50-483 

FOIA 

FOIA 

FOIA 

50-528 

FOIA 

FOIA 

FOIA 

50-423 

50-409 

50-409 

FOIA 

FOIA 

50-388 

FOIA 

FOIA 

FOIA 

50-335 

FOIA 

FOIA 

FOIA 

50-213 

50-336 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-293 

FOIA 

FOIA 

50-324 

FOIA 


P 

P 

P 

P 


P 


P 

P 

P 


P 


Q 

Q 

Q 


Q 


R 


V 

Q 


Q 

Q 


ODO 
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ACCESSION NUMBER 

ENCLOSURE PRINCIPAL 

DOCUMENT 


ACCESSION NUMBER 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


8702020619 

8702020629 

8702020661 

8702020668 

8702020681 

8702020691 

8702020693 

8702020694 

8702020695 

8702020705 

8702020713 

8702020718 

8702020720 

8702020725 

8702020730 

8702020732 

8702020733 

8702030017 

8702030039 

8702030054 

8702030057 

8702030058 

8702030065 

8702030066 

8702030067 

8702030070 

8702030073 

8702030074 

8702030083 

8702030086 

8702030087 

8702030091 

8702030094 

8702030096 

8702030110 

8702030112 

8702030114 

8702030117 

8702030125 

8702030128 

8702030129 

8702030131 

8702030137 

8702030142 

8702030144 

8702030146 

8702030148 

8702030149 

8702030150 

8702030151 

8702030156 

8702030157 

8702030161 

8702030163 

8702030166 

8702030170 

8702030172 

8702030173 

8702030177 

8702030180 

8702030185 
87020301 87 
8702030190 
8702030195 
8702030198 

8702030201 

8702030204 

8702030205 

8702030206 

8702030207 

8702030209 

8702030210 

8702030213 

8702030215 

8702030217 

8702030218 

8702030219 

8702030221 

8702030226 

8702030233 

8702030238 

8702030240 

8702030242 

8702030243 

8702030245 

8702030247 

8702030248 


8702020600 

8702020625 

8702020523 

8702020664 

8702020664 

8702020670 

8702020689 

8702020688 

8702020676 

8702020676 

8702020676 

8702020709 

8702020715 

8702020715 

8702020728 

8702020731 

8702020731 

8702030010 

8702020690 

8702030050 

8702030050 
8701270478 
8702030050 
8702030049 
8701 270478 

8702030056 

8702030063 

8701270478 

8702030082 

8702030080 

8702030082 

8701270478 

8702030092 

8701270478 

8701270478 

8702030105 
8701270478 
8702030085 
8701270478 
8701 270478 

8702030085 

8701270478 

8701270478 

8701270478 

8702030127 

8701270478 

8702030061 

8702030139 

8702030143 

8702030145 

8702030153 

8701270478 

8701270478 

8701270478 

8702030159 

8702030164 

8702030155 

8701270478 

8701270478 

8701270478 

8702030179 

8701270478 

8701270478 

8702030171 

8701270478 

8701270478 

8702030197 

8702030193 

8702030171 

8702030202 

8701270478 

8702030192 

8701270478 

8701270478 

8702030212 

8702030202 

8702030183 

8701270478 

8701270478 

8702030223 

8701 270478 
8702030223 
8702030232 
8702030183 
8702030239 

8701270478 

8702030223 


87/01/16 

87/01/27 

87/01/13 

87/01/23 

87/01/23 

87/01/15 
87/01/20 
87/01 /28 
87/01/29 
87/01 /29 

87/01/29 
87/01/16 
87/01/20 
87/01/20 
87/01 /29 

87/01 /23 
87/01 /23 
87/01/29 
87/01/15 
87/01 /29 

87/01/29 
87/01/20 
87/01 /29 
87/01/14 
87/01 /20 

87/01 /29 
87/01/27 
87/01/20 
87/01 /22 
87/01/27 

87/01/22 

87/01/20 

87/01/27 

87/01/20 

87/01/20 

87/01/27 

87/01/20 

87/01/29 

87/01/20 

87/01/20 

87/01/29 

87/01/20 

87/01/20 

87/01/20 

87/01/27 

87/01/20 

87/01/16 

87/01/27 

87/01/08 

87/01/21 

87/01/29 

87/01/20 

87/01/20 

87/01/20 

87/01/20 


50-416 

50-220 

50-528 

50-373 

50-373 

50-528 

50-424 

ACRS 

50-282 

50-331 

50-331 

50-397 

50-285 

50-285 

FOIA 

50-412 

50-412 

50-443 

50-272 

QA999 

QA999 

FOIA 

QA999 

50-275 

FOIA 

50-320 

50-443 

FOIA 

50-354 

CONTRACT 

50-354 

FOIA 

CONTRACT 

FOIA 

FOIA 

50-354 

FOIA 

50-206 

FOIA 

FOIA 

50-206 

FOIA 

FOIA 

FOIA 

50-269 

FOIA 

50-348 

CONTRACT 

CONTRACT 

50-245 

50-322 

FOIA 

FOIA 

FOIA 

CONTRACT 


Q 

P 

Q 

Q 

Q 

Q 

Q 

F 

F 

F 

Q 

P 

P 


Q 

Q 

G 

F 


G 


P 

G 

Q 

Q 


Q 

G 


G 


Q 

P 


P 

F 


8702030249 

8702030254 

8702030255 

8702030257 

8702030258 

8702030259 

8702030264 

8702030266 

8702030267 

8702030268 

8702030270 

8702030271 

8702030272 

8702030276 

8702030277 

8702030280 

8702030281 

8702030284 

8702030285 

8702030288 

8702030292 

8702030294 

8702030295 

8702030303 

8702030307 

8702030308 

8702030313 

8702030314 

8702030317 

8702030328 

8702030351 

8702030366 

8702030373 

8702030374 

8702030376 

8702030381 

8702030383 

8702030386 

8702030387 

8702030391 

8702030394 
8702030401 
8702030406 
870203041 1 
8702030416 

8702030418 

8702030419 

8702030423 

8702030437 

8702030438 

8702030450 

8702030453 

8702030466 

8702030469 

8702030471 


87/01/27 

87/01/21 

87/01/20 

87/01/20 

87/01/20 


CONTRACT 

50-400 Q 

FOIA 

FOIA 

FOIA 


8702030473 

8702030475 

8702030483 

8702030488 

8702030490 


87/01/28 

87/01/20 

87/01/20 

87/01/21 

87/01/20 


CONTRACT 

FOIA 

FOIA 

50-315 

FOIA 


S 


8702030494 
8702030495 
8702030496 
8702030503 
870203051 1 


87/01/20 

87/01/26 

87/01/26 

87/01/21 

87/01/29 


FOIA 

50-327 Q 

50-277 R 

50-315 S 

50-285 Q 


8702030514 

8702030515 

8702030517 

8702030518 

8702030519 


87/01/20 

87/01/27 

87/01/20 

87/01/20 

87/01/29 


CONTRACT 

FOIA 

FOIA 

50-267 Q 


8702030520 

8702030522 

8702030527 

8702030532 

8702030536 


87/01/29 

87/01/28 

87/01/20 

87/01/20 

87/01/26 


50-285 

50-259 

FOIA 

FOIA 

50-327 


Q 

Q 


P 


8702030537 

8702030539 

8702030543 

8702030546 

8702030548 


87/01/20 

87/01/26 

87/01/27 

87/01/28 

87/01/27 


FOIA 

50-327 

50-344 

50-259 

50-410 


P 

Q 

Q 

P 


8702030551 

8702030564 

8702030566 

8702030567 

8702040003 


87/01/20 

87/01/26 


FOIA 

50-327 


8702040009 
p 8702040017 


8702030228 

8702030183 

8701270478 

8701270478 

8702030251 

8702030223 

8701270478 

8702030223 

8701270478 

8702030253 

8702030223 

8701270478 

8702030183 

8702030223 

8701270478 

8702030273 

8702030223 

8702030223 

8702030223 

8702030223 

8702030223 

8701270478 

8701270478 

8702030200 

8701270478 

8701270478 

8702030299 

8701270478 

8702030200 

8702030310 

8702030349 

8702030363 

8702030370 

8702030359 

8702030369 

8702030372 

8702030372 

8702030359 

8702030380 

8702030375 

8702030380 

8701270478 

8701270478 

8702030407 

8701270478 

8702030415 

8701270478 

8702030407 

8702030426 

8701270478 

8701270478 

8702030426 

8701270478 

8702030457 

8702030426 

8702030463 

8702030426 

8702030457 

8702030478 

8701270478 

8701270478 

8702030491 

8701270478 

8701270478 

8702030504 

8702030505 

8702030504 

8702030507 

8701270478 

8702030505 

8701270478 

8701270478 

8702040069 

8702030513 

8702030529 

8701270478 

8702030513 

8702030535 

8701270478 

8702030544 

8701270478 

8702030560 

8702030560 

8702030560 

8702040002 

8702040006 
870204001 1 


87/01/22 

87/01/28 

87/01/20 

87/01/20 

87/01/30 


CONTRACT 
50-259 Q 

FOIA 
FOIA 

50-220 P 


87/01/26 

87/01/20 

87/01/26 

87/01/20 

87/01/28 


50-327 P 

FOIA 

50-327 P 

FOIA 

50-458 P 


87/01/26 

87/01/20 

87/01/28 

87/01/26 

87/01/20 


50-327 P 

FOIA 

50-259 Q 

50-327 P 

FOIA 


87/01/22 

87/01/26 

87/01/26 

87/01/26 

87/01/26 


50-29 P 

50-327 P 

50-327 P 

50-327 P 

50-327 P 


87/01/26 

87/01/20 

87/01/20 

87/01/22 

87/01/20 


50-327 

FOIA 

FOIA 

50-286 

FOIA 


P 


Q 


87/01/20 

87/01/13 

87/01/20 

87/01/22 

87/01/29 


FOIA 

50-266 

FOIA 

50-286 

QA999 


F 

Q 


87/01/30 

87/01/27 

87/01/28 

87/01/20 

87/01/30 


50-395 P 

50-306 P 

50-341 P 

50-261 P 

TOPREP 


87/01/30 

87/01/30 

87/01/20 

87/01/28 

87/01/27 


50-400 P 

50-400 P 

50-261 P 

50-341 P 

50-443 Q 


87/01/28 

87/01/20 

87/01/20 

87/01/29 

87/01/20 


50-341 

FOIA 

FOIA 

50-482 

FOIA 


P 

Q 


87/01/30 

87/01/20 

87/01/29 

87/01/27 

87/01/20 


50-298 P 

FOIA 

50-482 Q 

50-440 S 

FOIA 


87/01/20 

87/01/27 

87/01/20 

87/01/21 

87/01/27 


FOIA 

50-440 

FOIA 

50-397 

50-440 


S 

P 

S 


87/01/29 

87/01/27 

87/01/21 

87/01/20 

87/01/20 


50-400 G 

50-440 S 

50-397 P 

50-261 P 

FOIA 


87/01/20 

87/01/21 

87/01/20 

87/01/20 

87/01/29 


FOIA 

50-423 P 

FOIA 

FOIA 

50-445 G 


87/01/16 

87/01/29 

87/01/20 

87/01/20 

87/01/16 


50-424 P 

50-445 G 

50-261 P 

FOIA 

50-424 P 


87/01/20 

87/01/20 

87/01/19 

87/01/28 

87/01/28 


FOIA 

FOIA 

50-382 S 

50-315 F 

50-369 P 


87/01 /2Q 
87/01/28 
87/01/15 
87/01/20 
87/01 /26 


FOIA 

50-315 F 

50-528 Q 

FOIA 

50-412 E 


87/01/20 

87/02/02 

87/02/02 

87/02/02 

87/01/28 


FOIA 

50-320 G 

50-320 G 

50-320 G 

50-269 V 


87/01/29 

87/01/30 


50-346 P 

50-352 P 


368 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 


8702040018 

8702040020 

8702040022 

8702040029 

8702040032 

8702040033 

8702040042 

8702040050 

8702040064 

8702040066 

8702040068 

8702040070 

8702040073 

8702040077 

8702040078 

8702040081 

8702040082 

8702040083 

8702040087 

8702040093 

8702040095 
8702040099 
8702040103 
87020401 1 1 
8702040112 

8702040118 

8702040122 

8702040133 

8702040134 

8702040137 

8702040139 

8702040144 

8702040149 

8702040158 

8702040163 

8702040168 

8702040169 

8702040175 

8702040180 

8702040193 

8702040199 

8702040202 

8702040207 

8702040209 

8702040210 

8702040216 

8702040222 

8702040241 

8702040243 

8702040244 

8702040246 

8702040252 

8702040253 

8702040254 

8702040261 

8702040262 

8702040269 

8702040274 

8702040279 

8702040280 

8702040283 

8702040284 

8702040291 

8702040296 

8702040298 

8702040303 

8702040307 

8702040312 

8702040317 

8702040323 

8702040326 

8702040329 

8702040331 

8702040337 

8702040339 

8702040346 

8702040355 

8702040363 

8702040368 

8702040369 

8702040372 

8702040376 

8702040381 

8702040382 

8702040390 

8702040399 

8702040429 


PRINCIPAL 

DOCUMENT 

870204001 1 
8701270478 
8702040016 
8702040028 
8701270478 

8702040016 

8702040034 

8702040048 

8702040016 

8701270478 

8702040058 

8702040065 

8702040065 

8702040065 

8701270478 

8702040055 
870204004 7 
8702040451 
8701270478 
8702040076 

8702040075 

8701270478 

8702040100 

8702040104 

8702040102 

8701270478 

8702040117 

8702040121 

8702040119 

8701270478 

8702040119 

8701270478 

8701270478 

8701270478 

8702040151 

8701270478 

8701270478 

8701270478 

8701270478 

8701270478 

8702040188 

8702040188 

8701270478 

8701270478 

8702030553 

8701270478 

8702040213 

8701270478 

8701270478 

8702040191 

8702040226 

8702040245 

8702040191 

8701270478 

8702040191 

8701270478 

8701270478 

8702040191 

8701270478 

8702040226 

8702040191 

8701270478 

8702040191 

8701270478 

8702040191 

8702040226 

8702040191 

8702040191 

8702040047 

8702040226 

8702040321 

8702040327 

8702040327 

8702040333 

8702040333 

8701270478 

8701270478 

8701270478 

8701270478 

8701270478 

8701270478 

8701270478 

8701270478 

8701270478 

8701270478 

8701270478 

8702040054 


DATE 

ISSUED 

87/01/30 

87/01/20 

87/01/23 

87/01/27 

87/01/20 

87/01/23 

87/01/29 

87/01/30 

87/01/23 

87/01/20 

87/01/27 

87/01/28 

87/01/28 

87/01/28 

87/01/20 

87/01/26 

87/01/29 

87/01/30 

87/01/20 

87/01/23 

87/01/28 

87/01/20 

87/01/28 

87/02/02 

87/01/20 

87/01/20 

87/01/29 

87/01/30 

87/01/29 

87/01/20 

87/01/29 

87/01/20 

87/01/20 

87/01/20 

87/01/30 

87/01/20 

87/01/20 

87/01/20 

87/01/20 

87/01/20 

87/01/30 

87/01/30 

87/01/20 

87/01/20 

87/01/27 

87/01/20 

87/01/21 

87/01/20 

87/01/20 

87/01/27 

87/01/30 

87/01/23 

87/01/27 

87/01/20 

87/01/27 

87/01/20 

87/01/20 

87/01/27 

87/01/20 

87/01/30 

87/01/27 

87/01/20 

87/01/27 

87/01/20 

87/01/27 

87/01/30 

87/01/27 

87/01/27 

87/01/29 

87/01/30 

86 / 12/12 

87/01/29 

87/01/29 

87/01/29 

87/01/29 

87/01/20 

87/01/20 

87/01/20 

87/01/20 

87/01/20 

87/01/20 

87/01/20 

87/01/20 

87/01/20 

87/01/20 

87/01/20 

87/01/29 


SUBJECT 

CATEGORY 


ACCESSION NUMBER 

ENCLOSURE PRINCIPAL 

DOCUMENT 


50-352 p 

FOIA 

FOIA 

50-366 P 

FOIA 


8702040436 
8702040439 
8702040454 
870204045 7 
8702040463 


FOIA 

50-483 p 

50-305 p 

50-482 p 

FOIA 


8702040467 

8702040468 

8702040473 

8702040475 

8702040477 


50-219 p 

50-30 p 

50-30 p 

50-30 p 

FOIA 


8702040479 

8702040482 

8702040485 

8702040492 

8702040494 


TOPREP 
50-289 P 

50-280 F 

FOIA 

50-247 Q 


8702040498 

8702040505 

8702040507 

8702040514 

8702040519 


50-529 Q 

FOIA 

50-324 P 

50-361 p 

50-282 Q 


8702040523 

8702040531 

8702040535 

8702040539 

8702040546 


FOIA 

70-371 


8702040549 

8702040556 

50-341 

70-135 

FOIA 

P 

8702040558 

8702040561 

8702040562 

70-135 

FOIA 

FOIA 

FOIA 

50-327 


8702040564 

8702040569 

8702040572 

8702040574 

P 

8702040576 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8702040580 

8702040581 

8702040588 

8702040590 

8702040596 

50-352 

50-352 

FOIA 

50-322 

50-397 

Q 

Q 

8702040601 

8702040604 


8702040605 

P 

8702040614 

Q 

8702040615 

FOIA 

50-285 

FOIA 

FOIA 

50-327 


8702040617 

P 

8702040624 

8702040626 

8702040631 

P 

8702040640 

50-482 

50-454 

50-327 

FOIA 

50-327 

Q 

8702040645 

P 

8702040653 

P 

8702040659 

8702040669 

P 

8702040674 

FOIA 

FOIA 

50-327 

FOIA 

50-482 


8702040676 

8702040685 

P 

8702040686 

8702040696 

Q 

8702040708 

50-327 

FOIA 

50-327 

FOIA 

50-327 

P 

8702040719 

8702040724 

P 

8702050047 

P 

8702050083 

8702050090 

50-482 

50-327 

50-327 

50-289 

50-482 

Q 

8702050094 

P 

8702050149 

P 

8702050188 

P 

Q 

8702050191 

8702050192 

50-213 

50-321 

50-321 

50-271 

50-271 

P 

8702050197 

P 

8702050203 

P 

8702050208 

P 

8702050210 

P 

8702050212 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-327 


8702050220 

8702050233 

8702050242 

8702050247 

8702050249 

8702050260 

8702050263 

8702050267 

8702050282 

8702050287 

8702050291 

8702050292 


8702040054 

8701270478 

8702040441 

8701270478 

8702040441 

8702040054 

8702040441 

8702040054 

8702040441 

8701270478 

8702040441 

8702040441 

8702040054 

8702040441 

8702040054 

8701270478 

8702040441 

8702040499 

8702040054 

8701270478 

8702040054 

8702040484 

8702040054 

8702040441 

8702040054 

8701270478 

8702040441 

8702040054 

8701270478 

8702040441 

8702040176 

8702040054 

8702040441 

8702040054 

8702040441 

8702040054 

8702040441 

8702040054 

8701270478 

8702040054 

8702040054 

8702040441 

8702040054 

8702040441 

8702040441 

8702040054 

8702040441 

8702040054 

8702040441 

8702040441 

8702040441 

8702040441 

8702040441 

8702040441 

8701270478 

8702040441 

8702040441 

8701270478 

8701270478 

8701270478 

8701270478 

8701270478 

8702050040 

8702050076 

8702050076 

8702050076 

8702050142 

8702050181 

8701270478 

8702050174 

8701270478 

8702050189 

8702040441 

8702050194 

8702050199 

8701270478 

8702050228 

8701270478 

8702040441 

8701270478 

8701270478 

8701270478 

8701270478 

8702050276 

8701270478 

8702050284 

8701270478 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


87/01/29 

87/01/20 

87/01/30 

87/01/20 

87/01/30 


50-327 p 

FOIA 

FOIA 

FOIA 

FOIA 


87/01/29 

87/01/30 

87/01/29 

87/01/30 

87/01/20 


50-327 

FOIA 

50-327 

FOIA 

FOIA 


P 

P 


87/01/30 

87/01/30 

87/01/29 

87/01/30 

87/01/29 


FOIA 

FOIA 

50-327 

FOIA 

50-327 


P 

P 


87/01/20 

87/01/30 

87/01/28 

87/01/29 

87/01/20 


FOIA 

FOIA 

50-289 

50-327 

FOIA 


P 

P 


87/01/29 

87/01/28 

87/01/29 

87/01/30 

87/01/29 


50-327 p 

50-483 V 

50-327 p 

FOIA 

50-327 p 


87/01/20 

87/01/30 

87/01/29 

87/01/20 

87/01/30 


FOIA 

FOIA 

50-327 p 

FOIA 

FOIA 


87/01/23 

87/01/29 

87/01/30 

87/01/29 

87/01/30 


50-275 P 

50-327 P 

FOIA 

50-327 p 

FOIA 


87/01/29 
87/01 /30 
87/01 /29 
87/01 /20 
87/01/29 


50-327 p 

FOIA 

50-327 P 

FOIA 

50-327 P 


87/01/29 

87/01/30 

87/01/29 

87/01/30 

87/01/30 


50-327 

FOIA 

50-327 

FOIA 

FOIA 


P 

P 


87/01/29 

87/01/30 

87/01/29 

87/01/30 

87/01/30 


50-327 

FOIA 

50-327 

FOIA 

FOIA 


P 

P 


87/01/30 

87/01/30 

87/01/30 

87/01/30 

87/01/20 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


87/01/30 

87/01/30 

87/01/20 

87/01/20 

87/01/20 


40-3453 

FOIA 

FOIA 

FOIA 

FOIA 


87/01/20 

87/01/20 

87/01/30 

87/01/30 

87/01/30 


FOIA 

FOIA 

PRM 

50-331 p 

50-331 P 


87/01/30 

87/01/28 

87/01/28 

87/01/20 

87/01/28 


50-331 P 

50-373 Q 

50-315 Q 

FOIA 

50-295 Q 


87/01/20 

87/01/26 

87/01/30 

87/01/28 

87/01/30 


FOIA 

50-305 Q 
FOIA 
50-255 
50-412 


87/01/20 

87/01/21 

87/01/20 

87/01/30 

87/01/20 


FOIA 

50-254 F 

FOIA 

FOIA 

FOIA 


87/01/20 

87/01/20 

87/01/20 

87/01/28 

87/01/20 


FOIA 

FOIA 

FOIA 

50-373 Q 
FOIA 


87/01/12 

87/01/20 


50-312 P 
FOIA 


0-24 



CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


accession number 


ENCLOSURE 


8702050295 

8702050299 

8702050301 

8702050307 

8702050308 

870205031 1 
8702050316 
8702050320 
8702050328 
8702050334 

8702050339 

8702050343 

8702050345 

8702050349 

8702050350 


8702060035 

8702060037 

8702060046 

8702060050 

8702060057 

8702060058 

8702060063 

8702060066 

8702060071 

8702060077 

8702060082 

8702060111 

8702060118 

8702060138 

8702060150 

8702060152 

8702060158 

8702060165 

8702060167 

8702060168 

8702060170 

8702060174 

8702060175 

8702060176 

8702060181 

8702060184 

8702060186 


PRINCIPAL 

DOCUMENT 

8702050284 

8702050288 

8701270478 

8701270478 

8702050284 

8702050284 

8701270478 

8701270478 

8701270478 

8702050325 

8701270478 

8702050332 

8701270478 

8702050346 

8701270478 


8702050357 

8701270478 

8702050358 

8702050348 

8702050363 

8701270478 

8702050371 

8702050354 

8702050373 

8702050361 

8702050374 

8701270478 

8702050380 

8702050354 

8702050388 

8702050382 

8702050394 

8702050382 

8702050397 

8702050393 

8702050402 

8702060375 

8702050412 

8702050404 

8702050416 

8702050414 

8702050419 

870205041 1 

8702050421 

8701270478 

8702050423 

8701270478 

8702050427 

8701270478 

8702050432 

8701270478 

8702050439 

8701270478 

8702050470 

8702050466 

8702050473 

8702050466 

8702050477 

8701270478 

8702050479 

8702050478 

8702050484 

8701270478 

8702050492 

8701270478 

8702050494 

8702050489 

8702050495 

8702050489 

8702050502 

8701270478 

8702050505 

8701270478 

8702050507 

8702050503 

8702050512 

8701270478 

8702050513 

8702050342 

8702050519 

8702050516 

8702050521 

8702050516 

8702050525 

8702050516 

8702050528 

8702050434 

8702050535 

8702050531 

8702050536 

8702050532 

8702050537 

8702050531 

8702050544 

8702050539 

8702050546 

8702050531 

8702060021 

8702050531 

8702060027 

8702060016 

8702060028 

8702060024 

8702060030 

8702050531 


8702050531 

8702060029 

8702060039 

8702060039 

8702060039 

8702060034 

8702060052 

8702060062 

8702060052 

8702060062 

8702060062 

8702060094 

8702060107 

8702060133 

8702060142 

8702060132 

8702060146 

8702060132 

8702060142 

8702060159 

8702060146 

8702060132 

8702060169 

8702060146 

8701270478 

8702060146 

8702060155 


87/01/12 

87/01/13 

87/01/20 

87/01/20 

87/01/12 

87/01/12 

87/01/20 

87/01/20 

87/01/20 

87/01/30 

87/01/20 

87/01/26 

87/01/20 

87/01/28 

87/01/20 

87/01/20 

87/01/29 

87/01/20 

87/01/27 

87/01/30 

87/01/20 

87/01/27 

87/01/28 

87/01/28 

87/02/02 

87/01/29 

87/01/21 

87/01/27 

87/01/28 

87/01/20 

87/01/20 

87/01/20 

87/01/20 

87/01/20 

87/01/30 

87/01/30 

87/01/20 

87/02/02 

87/01/20 

87/01/20 

87/01/30 

87/01/30 

87/01/20 

87/01/20 

87/01/30 

87/01/20 

87/01/28 

87/01/28 

87/01/28 

87/01/28 

87/01/29 

87/02/02 

87/01/22 

87/02/02 

87/02/02 

87/02/02 

87/02/02 

86/12/04 

87/01/30 

87/02/02 

87/02/02 

87/01/22 

87/02/02 

87/02/02 

87/02/02 

87/01/28 

87/01/30 

87/02/03 

87/01/30 

87/02/03 

87/02/03 

87/02/02 

87/01/16 

87/01/28 

87/02/02 

87/01/21 
87/02/02 
87/01/21 
87/02/02 
87/01 /30 

87/02/02 

87/01/21 

87/01/28 

87/02/02 

87/01/20 

87/02/02 

87/01/21 


SUBJECT 

CATEGORY 

50-312 I 

TOPREP 

FOIA 

FOIA 

50-312 


ENCLOSURE 


8702060191 

8702060194 

8702060205 

8702060210 

8702060211 

8702060215 

8702060222 

8702060226 

8702060235 

8702060242 

8702060251 

8702060254 

8702060262 

8702060264 

8702060280 

8702060285 

8702060289 

8702060303 

8702060309 

8702060326 

8702060349 

8702060352 

8702060357 

8702060358 

8702060365 

8702060370 

8702060374 

8702060376 

8702060382 

8702060393 

8702060407 
870206041 1 
8702060412 
8702060421 
8702060422 

8702060427 

8702060433 

8702060434 

8702060436 

8702060442 

8702060446 

8702060448 

8702060451 

8702060454 

8702060456 

8702060459 

8702060462 

8702060465 

8702060466 

8702060467 

8702060468 

8702060470 

8702060475 

8702060481 

8702060484 

8702060485 

8702060492 

8702060496 

8702060498 

8702060501 

8702060502 

8702060507 

8702060514 

8702060517 

8702060520 

8702060521 

8702060522 

8702060523 

8702090007 

8702090013 

8702090014 

8702090016 

8702090027 

8702090042 

8702090043 

8702090045 

8702090047 

8702090048 

8702090051 

8702090052 

8702090055 

8702090065 

8702090069 

8702090071 

8702090076 

8702090078 

8702090081 


PRINCIPAL 

DOCUMENT 

8702060146 
8702060132 
8702060198 
8702060198 
870206001 1 

8702060202 

8702060207 

8702060207 

8702060227 

8702060227 

8702060016 

8701270478 

8702060249 

8702060249 

8702060270 

8702060274 

8702060270 

8702060295 

8702060301 

8702060313 

870206031 1 
8702060346 
8702060343 
8702060351 
8702060343 

8702060363 

8702060363 

8702060367 

8702060343 

8702060359 

8702060395 

8702180354 

8702060404 

8702060414 

8702060417 

8702060420 

8702060425 

8702060426 

8702060431 

8702060430 

8702060420 

8702060439 

8702060439 

8702060450 

8702060445 

8702060439 

8702060439 

8702060450 

8702060455 

8702060439 

8702060457 

8702060461 

8702060461 

8702060458 

8702060477 

8702060471 

8702060477 

8702060489 

8702060493 

8702060489 

8702060476 

8702060277 

8702060509 

8702060511 

8702060512 

8702060518 

8702060513 

8702060519 

8702090005 

8702090011 

8702090011 

8701270478 

8702090019 

8702090034 

8702090033 

8702090041 

8702090036 

8702090041 

8702090046 

8702090033 

8702090036 

8702090033 

8702090034 

8702090062 

8702090059 

8702090074 

8702090062 


87/02/02 

87/01/21 

87/01/22 

87/01/22 

87/02/03 

86/12/15 

87/01/29 

87/01/29 

87/01/16 

87/01/16 

86/12/04 

87/01/20 

87/01/21 

87/01/21 

87/01/16 

87/02/02 

87/01/16 

87/01/07 

86/11/14 

87/02/03 

87/01/20 

87/02/02 

87/01/20 

87/02/04 

87/01/20 

87/01 /27 
87/01/27 
87/02/02 
87/01/20 
87/01/29 

87/01/27 

87/02/05 

87/02/02 

87/01/30 

87/01/30 

87/01/29 

87/02/02 

87/01/28 

87/01/27 

87/01/29 

87/01/29 

87/01/29 

87/01/29 

87/02/03 

87/01/30 

87/01/29 

87/01/29 

87/02/03 

87/01/26 

87/01/29 

87/02/03 

87/01/29 

87/01/29 

87/01/30 

87/01/23 

87/01/29 

87/01/23 

87/01/26 

87/01/30 

87/01/26 

87/01/13 
87/01/30 
87/01 /26 
87/02/05 
87/02/03 

87/02/03 
87/01 /29 
87/01/28 
87/01 /3Q 
87/02/03 

87/02/03 

87/01/20 

87/01/29 

87/02/04 

87/01/23 

87/01/30 

87/02/05 

87/01/30 

87/02/04 

87/01/23 

87/02/05 

87/01/23 

87/02/04 

87/01/30 

87/02/02 

87/01/23 

87/01/30 


SUBJECT 

CATEGORY 

50-316 P 

50-254 P 

40-3453 
40-3453 
CONTRACT 

40-8903 

50-413 P 

50-413 P 

50-382 P 

50-382 P 


CONTRACT 

50-382 

CONTRACT 

40-8911 

50-327 

CONTRACT 

50-286 

40-8684 

50-352 

40-8684 

40-8926 

40-8926 

50-315 

40-8684 

CONTRACT 

50-317 

50-244 

CONTRACT 

50-247 

50-322 

50-338 

CONTRACT 

XPORTLIC 

50-423 

50-333 


CONTRACT 

50-424 

50-424 

50-295 

50-228 


CONTRACT 

50-456 

50-302 

40-8027 

50-331 
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370 CROSS REFERENCE OF ENCLOSURES TO 


PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 


8702090088 

8702090093 

8702090098 

8702090112 

8702090113 

8702090116 

8702090129 

8702090137 

8702090140 

8702090142 

8702090151 
8702090155 
87020901 56 
87020901 59 
8702090162 

8702090171 
87020901 72 
87020901 76 
8702090185 
8702090186 

8702090199 

8702090210 

8702090224 

8702090226 

8702090234 

8702090237 

8702090239 

8702090240 

8702090258 

8702090261 

8702090294 

8702090296 

8702090300 

8702090336 

8702090338 

8702090354 

8702090367 

8702090388 

8702090389 

8702090391 

8702090403 

8702090406 

8702090407 

8702090412 

8702090421 

8702090422 

8702090423 

8702090430 

8702090435 

8702090441 

8702090447 

8702090448 

8702090450 

8702090456 

8702090459 

8702090461 

8702090467 

8702090468 

8702090476 

8702090483 

8702090488 

8702100006 

8702100015 

8702100016 

8702100018 

8702100019 

8702100021 

8702100022 

8702100025 

8702100027 

8702100039 

8702100043 

8702100047 

8702100048 

8702100055 

8702100062 

8702100064 

8702100067 

8702100073 

8702100083 

8702100086 

8702100094 

8702100095 

8702100099 

8702100103 

8702100114 

8702100118 


PRINCIPAL 

DOCUMENT 

8702090059 

8702090187 

8702090059 

8702090099 

8702090059 

8702090110 

8702090119 

8702090127 

8702090124 

8702090059 

8702090146 

8702090059 

8702090146 

8702090144 

8702090124 

8702090059 

8702090169 

8702090169 

8702090059 

8702090177 

8702090059 

8702090059 

8702090059 

8702090212 

8702090212 

8702090059 

8702090230 

8702090229 

8702090252 

8702090252 

8702090280 

8702090291 

8702090291 

8702090331 

8702090335 

8702090348 

8702090362 

8702090073 

8702090381 

8702090382 

8702090366 

8702090393 

8702090073 

8702090398 

8702090401 

8702090366 

8702090402 

8702090402 

8702090398 

8702090366 

8702090434 

8702090439 

8702090437 

8702090434 

8702090437 

8702090451 

8702090452 

8702090464 

8702090460 

8702090478 

8702090460 

8702090329 

8702100009 

8702100014 

8702100009 

8702100013 

8702090366 

8702100014 

8702100012 

8702100008 

8702100031 

8702100032 

8702100040 

8702090330 

8702100051 

8702100051 

8702100054 

8702100056 

8702090366 

8702090366 

8702090361 

8702090366 

8702100090 

8702100091 

8702100090 

8702100109 

8702100112 


ACCESSION NUMBER 


DATE 

ISSUED 

87/02/02 

87/02/03 

87/02/02 

87/02/02 

87/02/02 

87/01/28 

87/01/15 

87/01/22 

87/01/28 

87/02/02 

87/02/03 

87/02/02 

87/02/03 

87/01/21 

87/01/28 

87/02/02 

87/02/03 

87/02/03 

87/02/02 

87/01/30 

87/02/02 

87/02/02 

87/02/02 

87/02/03 

87/02/03 

87/02/02 

87/01/29 

87/02/03 

87/01/20 

87/01/20 

87/01/21 

87/01/29 

87/01/29 

87/02/03 

87/01/15 

87/01/06 

87/01/22 

87/02/03 

87/01/29 

87/01/13 

87/01/29 

87/02/02 

87/02/03 

87/02/04 

87/02/03 

87/01/29 

87/02/04 

87/02/04 

87/02/04 

87/01/29 

87/02/04 

87/01/14 

87/01/12 

87/02/04 

87/01/12 

87/01/14 

87/02/02 

87/02/02 

87/01/30 

87/01/15 

87/01/30 

87/02/04 

87/02/03 

87/01/13 

87/02/03 

87/01/28 

87/01/29 

87/01/13 

87/01/30 

87/01/23 

87/02/04 

87/01/14 

87/01/14 

87/01/19 

87/02/04 

87/02/04 

87/01/23 

87/01/20 

87/01/29 

87/01/29 

87/01/26 

87/01/29 

87/01/23 

87/02/02 

87/01/23 

87/01/23 

87/01/26 


SUBJECT 

CATEGORY 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


PR 

50-387 

PR 

50-440 

PR 

8702100122 

P 8702100128 

8702100131 

Q 8702100134 

8702100135 

8702100109 

8702100117 

8702100119 

8702100123 

8702100129 

87/01/23 

87/01/29 

87/02/03 

86/11/26 

87/01/23 

50-458 

50-424 

50-390 

71-5942 

50-267 

Q 

Q 

A 

Q 

50-247 

50-397 

50-275 

50-269 

PR 

Q 8702100140 

P 8702100141 

V 8702100144 

S 8702100150 

8702100151 

8702100129 

8702100123 

8702100130 

8702100147 

8702100145 

87/01/23 

86/11/26 

87/01/26 

87/01/28 

87/02/03 

50-267 

71-5942 

50-285 

50-327 

50-412 

Q 

Q 

Q 

Q 

50-298 

PR 

50-298 

40-3392 

50-269 

P 8702100155 

8702100160 

P 8702100167 

8702100172 

S 8702100181 

8702100147 

8702100156 

8702100165 

8702100165 

8702100174 

87/01/28 

87/02/02 

87/01/21 

87/01/21 

87/02/06 

50-327 

PR 

70-824 

70-824 

50-460 

Q 

A 

PR 

50-373 

50-373 

PR 

50-213 

8702100184 

O 8702100188 

Q 8702100189 

8702100192 

Q 8702100196 

8702090366 

8702100159 

8702100182 

8702100159 

8702100195 

87/01/29 

87/01/14 

87/01/29 

87/01/14 

86/12/29 

50-445 

40-7455 

50-416 

40-7455 

70-135 

E 

Q 

PR 

PR 

PR 

FOIA 

FOIA 

QD 

8702100199 

8702100202 

8702100204 

8702100208 

8702100209 

8702100159 

8702100191 

8702100194 

8702100159 

8702100194 

87/01/14 

87/01 /3Q 
87/02/03 
87/01/14 
87/02/03 

40-7455 

50-424 

70-754 

40-7455 

70-754 

Q 


FOIA 

FOIA 

50-361 

50-361 

TOPREP 

50-269 

50-269 

50-327 

50-321 

50-62 

50-458 

50-390 

TOPREP 

50-261 

50-445 

50-348 

50-390 

50-213 

40-8027 

50-445 

50-155 

50-155 

50-213 

50-445 

50-322 

50-416 

50-261 

50-322 

50-261 

50-250 

50-424 

50-265 

50-369 

50-424 

50-369 

50-410 

50-312 

50-424 

50-312 

50-424 

50-445 

50-424 

CONTRACT 

50-313 

50-456 
50-259 
50-269 
50-285 
50-455 


50-455 

50-382 

70-824 

50-445 

50-445 

50-413 

50-445 

50-298 

70-1113 

50-298 

50-458 

50-298 


P 

P 

P 

P 

V 

V 
A 


A 

P 

P 

P 

A 

P 

Q 

V 
P 

V 

Q 

Q 

P 

F 

Q 

F 

P 

P 

O 

P 

Q 

E 

Q 


Q 

Q 

Q 

F 

Q 

Q 

Q 

A 

A 

F 

A 

Q 


8702100211 

8702100216 

8702100217 

8702100218 

8702100220 

8702100221 

8702100223 

8702100225 

8702100227 

8702100228 

8702100229 

8702100230 

8702100231 

8702100234 

8702100235 

8702100239 

8702100240 

8702100251 

8702100256 

8702100259 

8702100267 

8702100268 

8702100274 

8702100294 

8702100309 

8702100312 

8702100314 

8702100317 

8702100318 

8702100321 

8702100323 

8702100326 

8702100329 

8702100330 

8702100332 

8702100335 

8702100339 

8702100343 

8702100344 

8702100347 

8702100354 

8702100356 

8702100359 

8702100362 

8702100366 

8702100372 

8702100378 

8702100380 

8702100383 

8702100387 

8702100392 

8702100397 

8702100402 

8702100417 

8702100420 

8702100424 

8702100426 

8702100427 

8702100434 

8702100435 

8702100440 

8702110003 


8702090486 

8702100206 

8702100159 

8612020053 

8702100214 

8702100215 
8702100159 
870210020 7 
8702100212 
8702100214 

8702090366 

8702100159 

8702100214 

8702100224 

8702100214 

8702100207 

8702100224 

8702100245 

8702100248 

8702100248 

8702100261 
8702100263 
8702100270 
870210028 7 
8702100270 

8702100270 
8702100307 
8702100306 
87 02100270 
8702100306 

8702100270 

8702100270 

8702100325 

8702100270 

8702100270 

8702100322 
8702100270 
8702100270 
87021 00336 
87021 00270 

8702100270 

8702100351 

8702100270 

8702100270 

8702100270 

8702100270 

8702100270 

8702100370 

8702100270 

8702100370 

8702100386 

8702100393 

8702100393 

8702100414 

8702100419 

8702100270 

8702100270 

8702100419 

8702100425 

8702100270 

8702100428 

8702110002 


87/01/09 

87/01/30 

87/01/14 

86/11/24 

86/12/29 

87/01/26 

87/01/14 

87/01/09 

87/02/03 

86/12/29 

87/01/29 

87/01/14 

86/12/29 

87/01/30' 

86/12/29 

87/01/09 

87/01/30 

87/02/04 

87/01/13 

87/01/13 

87/02/03 

87/02/04 

87/01/27 

87/02/06 

87/01/27 

87/01/27 
87/02/03 
87/02/06 
87/01 /27 
87/02/06 

87/01/27 

87/01/27 

87/02/05 

87/01/27 

87/01/27 

87/02/03 

87/01/27 

87/01/27 

87/02/06 

87/01/27 

87/01/27 

87/02/02 

87/01/27 

87/01/27 

87/01/27 

87/01/27 

87/01/27 

87/01/30 

87/01/27 

87/01/30 

87/02/05 

87/02/06 

87/02/06 

87/01/26 

87/02/04 

87/01/27 

87/01/27 

87/02/04 

87/02/05 

87/01/27 

87/02/04 

87/01/22 


50-424 

50-424 

40-7455 

50-445 

70-3016 

50-335 

40-7455 

PROJ 

50-275 

70-3016 

50-445 

40-7455 

70-3016 

50-269 

70-3016 

PROJ 

50-269 

50-254 

50-250 

50-250 

TOPREP 

50-335 

50-445 

50-443 

50-445 

50-445 

50-445 

50-155 

50-445 

50-155 

50-445 

50-445 

50-369 

50-445 

50-445 

50-322 

50-445 

50-445 

50-416 

50-445 

50-445 

50-320 

50-445 

50-445 

50-445 

50-445 

50-445 

50-219 

50-445 

50-219 

50-354 

QA999 

QA999 

50-528 

50-263 

50-445 
50-445 
50-263 
50-498 
50-445 

50-369 
50-344 


P 

P 

Q 

Q 


K 

A 

G 

A 

A 

G 

P 

A 

P 

A 

A 

P 

A 

A 

G 

A 

A 

R 

A 

A 

P 

A 

A 

A 

A 

A 

P 

A 

P 


Q 

P 

A 

A 

P 

A 

A 

Q 

Q 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 


DOCUMENT 

8702110028 

8702110020 

8702110030 

8702110024 

8702110032 

8702110024 

8702110034 

8702110026 

8702110035 

8702110024 

8702110036 

8702100270 

8702110039 

8702110010 

8702110042 

8702110020 

8702110046 

8702110040 

8702110048 

8702100270 

8702110052 

8702100270 

8702110053 

8702240143 

8702110054 

8702110010 

8702110060 

8702100270 

8702110063 

8702100270 

8702110072 

8702100270 

8702110077 

8702100270 

8702110078 

8702110010 

8702110079 

8702100270 

8702110084 

8702100270 

8702110088 

8702100270 

8702110091 

8702190668 

8702110092 

8702100270 

8702110097 

8702100270 

8702110107 

8702100270 

8702110111 

8702100270 

8702110113 

8702100270 

8702110115 

8702100270 

8702110120 

8702100270 

8702110121 

8702100270 

8702110124 

8702100270 

8702110127 

8702100270 

8702110128 

8702100270 

8702110130 

8702100270 

8702110133 

8702100270 

8702110135 

8702110129 

8702110136 

8702110129 

8702110150 

8702110147 

8702110152 

8702110149 

8702110155 

6702110149 

8702110164 

8702110160 

8702110175 

8702110174 

8702110181 

8702110179 

8702110184 

8702110161 

8702110187 

8702110179 

8702110190 

8702110179 

8702110191 

8702110183 

8702110194 

8702110161 

8702110198 

8702110161 

8702110202 

8702110161 

8702110205 

8702110200 

8702110209 

8702110200 

8702110213 

8702110161 

8702110218 

8702110200 

8702110219 

8702110010 

8702110223 

8702110161 

8702110226 

6/02130185 

8702110227 

8702110010 

8702110229 

8702110161 

8702110233 

8702HO220 

8702110238 

8702110010 

8702110239 

8702110161 

8702110241 

8702110234 

8702110246 

8702110234 

8702110247 

8702110010 

8702110254 

8702110161 

8702110257 

8702110234 

8702110258 

8702110010 

8702110265 

8702110010 

8702110266 

8702110161 

8702110271 

8702130185 

8702110277 

8702110010 

8702110284 

8702110274 

8702110293 

8702110010 

8702110294 

8702110292 

8702110298 

8702110010 

8702110302 

8702110292 

8702110304 

8702110010 

8702110307 

8702110010 

8702110309 

8702130185 

8702110313 

8702110010 

8702110317 

8702110010 

8702110324 

8702110311 

8702110333 

8702110327 

8702110338 

8702110165 

8702110342 

8702110010 

8702110344 

8702110339 


DATE 

SUBJECT 


ISSUED 

CATEGORY 


87/02/06 

50-440 

S 

87/02/04 

50-482 

P 

87/02/04 

50-482 

P 

87/02/05 

50-298 

Q 

87/02/04 

50-482 

P 

87/01/27 

50-445 

A 

87/01/26 

50-445 

A 

87/02/06 

50-440 

S 

87/01/29 

50-287 

P 

87/01/27 

50-445 

A 

87/01/27 

50-445 

A 

87/02/17 

71-5942 


87/01/26 

50-445 

A 

87/01/27 

50-445 

A 

87/01/27 

50-445 

A 

87/01/27 

50-445 

A 

87/01/27 

50-445 

A 

87/01/26 

50-445 

A 

87/01/27 

50-445 

A 

87/01/27 

50-445 

A 

87/01/27 

50-445 

A 

87/02/13 

FOIA 


87/01/27 

50-445 

A 

87/01/27 

50-445 

A 

87/01/27 

50-445 

A 

87/01/27 

50-445 

A 

87/01/27 

50-445 

A 

87/01/27 

50-445 

A 

87/01/27 

50-445 

A 

87/01/27 

50-445 

A 

87/01/27 

50-445 

A 

87/01/27 

50-445 

A 

87/01/27 

50-445 

A 

87/01/27 

50-445 

A 

87/01/27 

50-445 

A 

87/01/30 

50-338 

P 

87/01/30 

50-338 

P 

87/02/05 

50-22 

R 

87/02/02 

50-219 

Q 

87/02/02 

50-219 

Q 

87/02/06 

50-331 

V 

87/02/06 

50-461 

Q 

87/02/06 

50-327 

P 

87/02/05 

50-327 

P 

87/02/06 

50-327 

P 

87/02/06 

50-327 

P 

87/02/05 

50-382 

V 

87/02/05 

50-327 

P 

87/02/05 

50-327 

P 

87/02/05 

50-327 

P 

87/02/02 

QA999 


87/02/02 

QA999 


87/02/05 

50-327 

P 

87/02/02 

QA999 


87/01/26 

50-445 

A 

87/02/05 

50-327 

P 

87/02/03 

FOIA 


87/01/26 

50-445 

A 

87/02/05 

50-327 

P 

86/12/28 

50-267 

V 

87/01/26 

50-445 

A 

87/02/05 

50-327 

P 

87/02/06 

50-382 

Q 

87/02/06 

50-382 

G 

87/01/26 

50-445 

A 

87/02/05 

50-327 

P 

87/02/06 

50-382 

Q 

87/01/26 

50-445 

A 

87/01/26 

50-445 

A 

87/02/05 

50-327 

P 

87/02/03 

FOIA 


87/01/26 

50-445 

A 

87/02/06 

50-382 

Q 

87/01/26 

50-445 

A 

87/02/06 

50-498 

Q 

87/01/26 

50-445 

A 

87/02/06 

50-498 

Q 

87/01/26 

50-445 

A 

87/01/26 

50-445 

A 

87/02/03 

FOIA 


87/01/26 

50-445 

A 

87/01/26 

50-445 

A 

87/01/27 

50-333 

Q 

87/02/02 

50-412 

Q 

87/02/09 

50-348 

P 

87/01/26 

50-445 

A 

87/02/02 

50-336 

Q 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 


DOCUMENT 

8702110345 

8702110010 

8702110352 

8702110010 

8702110356 

8702110010 

8702110361 

8702110010 

8702110365 

8702110323 

8702110366 

8702110010 

8702110375 

8702110010 

8702110377 

8702110010 

8702110380 

8702110161 

8702110391 

8702110010 

8702110394 

8702110161 

8702110399 

8702110010 

8702110402 

8702110161 

8702110405 

8702130185 

8702110407 

8702110010 

8702110414 

8702110010 

8702110417 

8702110161 

8702110420 

8702110010 

8702110425 

8702110010 

8702110428 

8702110423 

8702110429 

8702110010 

8702110433 

8702110010 

8702110437 

8702110161 

8702110438 

8702110010 

8702110444 

8702110423 

8702110447 

8702110010 

8702110450 

8702110010 

8702110454 

8702110010 

8702110456 

8702130185 

8702110457 

8702110010 

8702110464 

8702110010 

8702110471 

8702110010 

8702110474 

8702110010 

8702110476 

8702110010 

8702110477 

8702110010 

8702110480 

8702110010 

8702110488 

8702110296 

8702120138 

8702130185 

8702120188 

8702120169 

8702120296 

8702110010 

8702120323 

8702120314 

8702120335 

8702120314 

8702120359 

8702120348 

8702120374 

8702120348 

8702120377 

8702120355 

8702120385 

8702120348 

8702120392 

8702120348 

8702120398 

8702120348 

8702120401 

8702120348 

8702120425 

8702120339 

8702120435 

8702100270 

8702120438 

8702120348 

8702120442 

8702120348 

8702120447 

8702120348 

8702120450 

8702120348 

8702120462 

8702120458 

8702120471 

8702120458 

8702120565 

8702120558 

8702120575 

8702120558 

8702130033 

8702130021 

8702130036 

8702130021 

8702130049 

8702130043 

8702130064 

8702130059 

8702130078 

8702130059 

8702130088 

8702130076 

8702130092 

8702130068 

8702130093 

8702130076 

8702130098 

8702130068 

8702130101 

8702130081 

8702130103 

8702130068 

8702130104 

8702130059 

8702130105 

8702130081 

8702130107 

8702130068 

8702130108 

8702130059 

8702130112 

8702100270 

8702130122 

8702130121 

8702130141 

8702130138 

8702130143 

8702130127 

8702130152 

8702130147 

8702130157 

8702130147 

8702130163 

8702130153 

8702130170 

8702130158 

8702130189 

8702130183 

8702130196 

8702130185 

8702130199 

8702130192 

8702130201 

8702130195 

8702130209 

8702130200 


DATE 

SUBJECT 


ISSUED 

CATEGORY 


87/01/26 

50-445 

A 

87/01/26 

50-445 

A 

87/01/26 

50-445 

A 

87/01/26 

50-445 

A 

87/01/30 

50-341 

Q 

87/01/26 

50-445 

A 

87/01/26 

50-445 

A 

87/01/26 

50-445 

A 

87/02/05 

50-327 

P 

87/01/26 

50-445 

A 

87/02/05 

50-327 

P 

87/01/26 

50-445 

A 

87/02/05 

50-327 

P 

87/02/03 

FOIA 


87/01/26 

50-445 

A 

87/01/26 

50-445 

A 

87/02/05 

50-327 

P 

87/01/26 

50-445 

A 

87/01/26 

50-445 

A 

87/02/03 

50-443 

Q 

87/01 /26 

50-445 

A 

87/01/26 

50-445 

A 

87/02/05 

50-327 

P 

87/01/26 

50-445 

A 

87/02/03 

50-443 

Q 

87/01/26 

50-445 

A 

87/01/26 

50-445 

A 

87/01/26 

50-445 

A 

87/02/03 

FOIA 


87/01/26 

50-445 

A 

87/01/26 

50-445 

A 

87/01/26 

50-445 

A 

87/01/26 

50-445 

A 

87/01/26 

50-445 

A 

87/01/26 

50-445 

A 

87/01/26 

50-445 

A 

87/01/16 

REVIEW GR 

P 

87/02/03 

FOIA 


87/01/13 

50-400 

Q 

87/01/26 

50-445 

A 

87/02/05 

50-289 

P 

87/02/05 

50-289 

P 

86/07/14 

WASTE MGT 


86/07/14 

WASTE MGT 


87/02/03 

50-313 

Q 

86/07/14 

WASTE MGT 


86/07/14 

WASTE MGT 


86/07/14 

WASTE MGT 


86/07/14 

WASTE MGT 


87/02/04 

50-250 

P 

87/01/27 

50-445 

A 

86/07/14 

WASTE MGT 


86/07/14 

WASTE MGT 


86/07/14 

WASTE MGT 


86/07/14 

WASTE MGT 


87/01/30 

WASTE MGT 


87/01/30 

WASTE MGT 

Q 

87/01/22 

50-312 

87/01/22 

50-312 

Q 

87/01/28 

WASTE MGT 


87/01/28 

WASTE MGT 


87/02/06 

50-498 

A 

87/02/06 

FOIA 


87/02/06 

FOIA 


86/10/28 

WASTE MGT 

87/02/06 

FOIA 


86/10/28 

WASTE MGT 

87/02/06 

FOIA 


87/02/05 

XPORTLIC 


87/02/06 

FOIA 


87/02/06 

FOIA 


87/02/05 

XPORTLIC 


87/02/06 

FOIA 


87/02/06 

FOIA 


87/01/27 

50-445 

A 

87/02/03 

FOIA 


87/02/10 

50-443 

G 

87/02/09 

50-271 

G 

87/02/04 

50-320 

G 

87/02/04 

50-320 

G 

87/01/26 

50-3 

F 

87/01/28 

XPORTLIC 


87/01/22 

50-323 

P 

87/02/03 

FOIA 


87/02/04 

50-317 

P 

87/02/03 

XPORTLIC 


87/02/03 

50-280 

P 
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ACCESSION NUMBER 


ACCESSION NUMBER 


PRINCIPAL 

DOCUMENT 


SUBJECT 

CATEGORY 


PRINCIPAL 

DOCUMENT 


SUBJECT 

CATEGORY 


8702130214 
8702130215 
8702130217 
8702130220 
8702130 222 

87021302 24 
8702130227 
8702130228 
8702130230 
8702130234 

8702130236 

8702130243 

8702130244 

8702130254 

8702130257 

8702130279 

8702130282 

8702130288 

8702130290 

8702130291 

8702130296 

8702130297 

8702130298 

8702130301 

8702130305 

8702130321 

8702130322 

8702130324 

8702130329 

8702130331 

8702130333 

8702130339 

8702130340 

8702130346 

8702130349 

8702130350 

8702130351 

8702130357 

8702130358 

8702130361 

8702130363 

8702130368 

8702130377 

8702130379 

8702130381 

8702130383 

8702130384 

8702130385 

8702130386 

8702130388 

8702130389 

8702130390 

8702130391 

8702130395 

8702130396 

8702130397 

8702130398 

8702130404 

8702130405 

8702130406 

8702130408 

8702130409 

8702130415 

8702130417 

8702130418 

8702130421 

8702130422 

8702130424 

8702130427 

8702130429 

8702130430 

8702130431 

8702130432 

8702130435 

8702130438 

8702130440 
87021 70003 
8702170013 
8702170014 
8702170016 

8702170018 

8702170063 

8702170064 

8702170103 

8702170160 

8702170161 

8702170266 


8702130207 

87/02/03 

50-286 

8702130200 

87/02/03 

50-280 

8702130211 

87/02/03 

50-336 

8702130210 

87/02/09 

50-259 

8702130185 

87/02/03 

FOIA 

8702130211 

87/02/03 

50-336 

8702130185 

87/02/03 

FOIA 

8702130059 

87/02/06 

FOIA 

8702130225 

87/02/05 

50-286 

8702130231 

87/02/05 

50-266 

8702130226 

87/02/10 

50-295 

8702130241 

87/02/03 

50-255 

8702130241 

87/02/03 

50-255 

8702130233 

87/02/09 

50-317 

8702130 226 

87/02/10 

50-295 

8702130272 

87/02/06 

FOIA 

8702130185 

87/02/03 

FOIA 

8702130275 

87/02/06 

50-369 

8702130185 

87/02/03 

FOIA 

8702130185 

87/02/03 

FOIA 


8702130185 

8702130213 

8702130185 

8702130371 

8702130185 

8702130319 

8702130376 

8702130185 

8702130185 

8702130319 

8702130185 

8702130185 

8702130185 

8702130319 

8702130185 

8702130376 

8702130319 

8702130319 

8702130319 

8702130413 

8702130319 

8702130413 

8702130319 

8702130185 

8702130407 

8702130426 

8702130423 

8702130425 

8702130433 

8702130434 

8702130439 

8702130124 

8702170007 

8702170006 

8702130124 

8702170006 

8702170042 

8702170024 

8702170024 

8702170141 

8702250373 

8702170232 


87/02/03 

87/01/29 

87/02/03 

87/02/09 

87/02/03 

87/02/03 

87/01/30 

87/02/03 

87/02/03 

87/02/03 

87/02/03 

87/02/03 

87/02/03 

87/02/03 

87/02/03 

87/01/30 

87/02/03 

87/02/03 

87/02/03 

87/02/03 

87/02/03 

87/02/03 

87/02/03 

87/02/03 

87/01/29 

87/02/05 

87/01/30 

87/02/02 

87/02/05 

87/01/02 

87/01/02 

86/12/08 

87/01/16 

87/02/06 

86/12/08 

87/02/06 

86/10/22 

87/02/09 

87/02/09 

87/02/04 

87/02/14 

87/01/28 


FOIA 

CONTRACT 

FOIA 

70-143 

FOIA 


CONTRACT 
50-244 p 

50-206 p 

50-260 p 

CONTRACT 

CONTRACT 
WASTE MGT 
50-267 p 

50-280 R 

WASTE MGT 


8702170273 

8702170277 

8702170288 

8702170301 

8702170328 

8702170335 

8702170349 

8702170353 

8702170364 

8702170369 

8702170374 

8702170376 

8702170386 

8702170391 

8702170395 

8702170403 

8702170414 

8702170420 

8702170421 

8702170424 


8702130285 

8702130185 

8702130289 

8702130185 

8702130295 

87/02/04 

87/02/03 

87/01/28 

87/02/03 

87/02/06 

50-317 

FOIA 

50-148 

FOIA 

50-250 

P 

P 

Q 

8702170425 

8702170430 

8702170432 

8702170435 

8702170438 

8702130314 

8702130131 

8702130317 

8702130319 

8702130318 

86/12/04 

87/02/03 

87/02/05 

87/02/03 

87/02/02 

WASTE MGT 
50-320 

50-440 

50-275 

50-254 

G 

P 

P 

P 

8702170443 

8702170444 

8702170448 

8702170449 

8702170452 

8702130326 

8702130313 

8702130326 

8702130319 

8702130336 

87/02/03 

87/01/30 

87/02/03 

87/02/03 

87/02/05 

50-373 

50-275 

50-373 

50-275 

50-266 

P 

P 

P 

P 

P 

8702170458 

8702170459 

8702170468 

8702170471 

8702170473 

8702130313 

8702130318 

8702130341 

8702130355 

8702130355 

87/01/30 

87/02/02 

87/02/09 

87/02/03 

87/02/03 

50-275 

50-254 

50-315 

50-305 

50-305 

P 

P 

P 

P 

P 

8702170492 

8702170507 

8702170510 

8702170521 

8702170534 

8702130289 

8702130332 

8702130185 

8702130185 

8702130371 

87/01/28 

86/12/08 

87/02/03 

87/02/03 

87/02/09 

50-148 

WASTE MGT 
FOIA 

FOIA 

70-143 

P 

8702170543 

8702170549 

8702170554 

8702170567 

8702170571 


8702170574 

8702170575 

8702170582 

8702170584 

8702170594 

8702170596 

8702170597 

8702170608 

8702170609 

8702170627 

8702170629 

8702170634 

8702170635 

8702170644 

8702170647 

8702170652 

8702170663 

8702170666 

8702170667 

8702170671 

8702170705 

8702170716 

8702170722 

8702170723 

8702180017 

8702180022 

8702180046 

8702180048 

8702180053 

8702180054 

8702180071 

8702180075 

8702180083 

8702180091 

8702180099 

8702180101 

8702180121 

8702180125 

8702180136 

8702180143 

8702180148 

8702180149 


8702170232 

87/01/28 

8702170232 

87/01/28 

8702170271 

87/02/05 

8702170271 

87/02/05 

8702170314 

87/01/30 

8702170327 

87/01/28 

8702170327 

87/01/28 

870217033 7 

87/02/06 

8702170327 

87/01/28 

8702170358 

87/01/30 

8702170370 

87/02/09 

8702170327 

87/01/28 

8702170370 

87/02/09 

8702170327 

87/01/28 

8702170296 

87/02/09 

8702170327 

87/01/28 

8702170327 

87/01/28 

8702170409 

87/02/09 

8702170399 

87/02/02 

8702170394 

87/02/09 


87021703 27 
8702170409 
8702170399 
8702170418 
8702170327 

8702170394 

8702170327 

8702170327 

8702170439 

8702170394 

8702170394 

8702130238 

8702170464 

8702170464 

8702170466 

8702170488 

8702170499 

8702170346 

8702170456 

8702170530 

8702170540 

8702170538 

8702170542 

8702170559 

8702170559 

8702170561 

8702170566 

8702170578 

8702170572 

8702170578 

8702170592 

8702170587 

8702170601 

8702170592 

8702170618 

8702170601 

8702170623 

8702170628 

8702170642 

8702170643 

8702170642 

8702170658 

8702170654 

8702170657 

8702170664 

8702170696 

8702170708 

8702170713 

8702170717 

8702180015 

8702180019 

8702170640 

8702180035 

8702180041 

8702180045 

8702180062 

8702170653 

8702180067 

8702180067 

8702180085 

8702180085 

8702180114 

8702180102 

8702170337 

8702180123 

8702180123 

8702180141 


87/01/28 

87/02/09 

87/02/02 

87/02/02 

87/01/28 

87/02/09 

87/01/28 

87/01/28 

87/02/09 

87/02/09 

87/02/09 

87/02/04 

87/02/06 

87/02/06 

87/02/11 

87/02/10 

87/02/03 

87/02/09 

87/02/04 

87/02/03 

87/02/09 

87/02/09 

87/01/29 

87/02/09 

87/02/09 

87/02/06 

86/12/19 

87/02/10 

87/02/06 

87/02/10 

87/02/11 

87/02/09 

87/02/10 

87/02/11 

87/02/11 

87/02/10 

87/02/09 

87/02/02 

87/02/06 

87/02/06 

87/02/06 

87/02/09 

87/02/09 

87/02/06 

87/02/09 

87/02/06 

87/02/11 

87/02/10 

87/02/06 

87/02/06 

87/02/09 

87/02/12 

87/02/11 

87/02/05 

87/02/10 

87/02/06 

87/02/10 

87/02/09 

87/02/09 

87/02/10 

87/02/10 

87/02/12 

87/02/09 

87/02/06 

87/02/04 

87/02/04 

87/01/20 


50-374 p 

40-8502 

40-8502 

50-456 Q 

50-374 P 


50-341 
WASTE MGT 
50-461 
50-482 
50-461 


50-286 

TOPREP 

50-320 

50-320 

50-255 



CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 373 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

8702180151 

8702180161 

8702180162 

8702180172 

8702180176 

8702180019 

8702180157 

8702180155 

8702180159 

8702180163 

87/02/09 
87/02/05 
87/02/10 
87/02/1 1 
87/01/16 

8702180180 

8702180185 

8702180198 

8702180201 

8702180203 

8702180170 

8702180102 

8702180102 

8702180191 

8702180171 

87/02/09 

87/02/09 

87/02/09 

87/01/29 

87/02/10 

8702180212 

8702180218 

8702180226 

8702160231 

8702180240 

8702180102 

8702180171 

8702180102 

8702180221 

8702180210 

87/02/09 

87/02/10 

87/02/09 

87/02/12 

87/02/11 

8702180247 

8702180256 

8702180257 

8702180263 

8702180272 

8702180239 

8702180235 

8702180245 

8702180210 

8702180262 

87/02/06 

87/01/27 

87/02/05 

87/02/11 

87/01/26 

8702180276 

8702180280 

8702180282 

8702180287 

8702180294 

8702180252 

8702180266 

8702180275 

8702180210 

8702180281 

87/02/11 

87/02/06 

87/02/09 

87/02/11 

87/01/29 

8702180295 

8702180323 

8702180324 

8702180334 

8702180342 

8702180252 

8702180308 

8702180312 

8702180325 

8702180322 

87/02/11 

87/02/10 

87/02/12 

87/02/09 

87/01/30 

8702180348 

8702180350 

8702180353 

8702180360 

8702180361 

8702180339 

8702180328 

8702180266 

8702180328 

8702180358 

87/02/03 

87/02/11 

87/02/06 

87/02/11 

87/02/13 

8702180362 

8702180363 

8702180368 

8702180374 

8702180376 

8702180339 

8702180344 

8702180328 

8702180332 

8702180358 

87/02/03 

87/02/05 

87/02/11 

87/02/09 

87/02/13 

8702180380 

8702180381 

8702180385 

8702180388 

8702180390 

8702180372 

8702180364 

8702180373 

8702180383 

8702180354 

87/02/06 

87/02/03 

87/02/02 

87/02/09 

87/02/05 

8702180393 

8702180396 

8702180399 

8702180401 

8702180405 

8702180389 

8702180332 

8702180375 

8702180316 

8702180328 

87/02/13 

87/02/09 

87/02/03 

87/02/03 

87/02/11 

8702180406 

8702180409 

8702180411 

8702180413 

8702180424 

8702180391 

8702180389 

8702180400 

8702180410 

8702180403 

87/02/10 

87/02/13 

87/02/12 

87/02/06 

86/12/30 

8702180425 

8702180428 

8702180435 

8702180443 

8702180447 

8702180410 

8702180420 

8702180419 

8702180354 

8702180419 

87/02/06 

87/02/05 

87/02/10 

87/02/05 

87/02/10 

8702180448 

8702180451 

8702 180462 
8702180464 
8702180469 

8702180438 

8702180446 

8702180457 

8702180460 

8702180457 

87/02/05 

87/02/09 

87/02/02 

87/01/30 

87/02/02 

8702180472 

8702180480 

8702180481 

8702180483 

8702180484 

8702180470 

8702180476 

8702180102 

8702180470 

8702180478 

87/02/12 

87/02/05 

87/02/09 

87/02/12 

87/02/05 

8702180490 

8702180495 

8702180499 

8702180502 

8702180507 

8702180478 

8702180493 

8702180493 

8702180476 

8702180503 

87/02/05 

87/02/09 

87/02/09 

87/02/05 

87/02/06 

8702180509 

8702180513 

8702180516 

8702180517 

8702180524 

8702180501 

8702180498 

8702180476 

8702180508 

8702180521 

87/02/10 

87/01/15 

87/02/05 

87/02/10 

87/02/12 

8702180528 

8702180529 

8702180539 

8702180549 

8702180574 

8702180520 

8702180518 

8702180518 

8702180545 

8702180567 

87/02/06 

87/02/05 

87/02/05 

87/02/11 

87/02/09 

8702180578 

8702180579 

8702180568 

8702180567 

87/02/10 

87/02/09 


ACCESSION NUMBER 


SUBJECT 

CATEGORY 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

50-286 

P 

8702180584 

8702180545 

XPORTLIC 


8702180591 

8702180567 

70-135 


8702180608 

8702180592 

CONTRACT 


8702180628 

8702180613 

50-275 

S 

8702180640 

8702180635 

70-734 


8702180649 

8702180636 

50-341 

P 

8702180655 

8702180644 

50-341 

S 

8702180668 

8702180646 

40-6659 


8702180681 

8702180663 

50-333 

P 

8702180684 

8702180658 

50-341 

s 

8702180688 

8702180646 

50-333 

p 

8702180691 

8702180678 

50-341 

s 

8702180693 

8702180650 

50-271 

p 

8702180699 

8702180689 

FOIA 


8702180700 

8702180687 

50-331 

Q 

87021 80705 

8702180679 

CONTRACT 


8702180708 

8702180687 

50-259 

P 

8702180718 

8702180706 

50-271 

P 

8702180724 

8702180710 

40-8926 


8702180725 

8702180720 

50-387 

P 

8702180730 

8702180720 

50-267 

P 

8702180735 

8702180710 

50-259 

P 

8702180743 

8702180491 

FOIA 


8702180748 

8702180746 

50-3 

F 

8702190005 

8702190004 

50-387 

P 

8702190006 

8702190004 

50-250 

Q 

8702190011 

8702190009 

50-424 

Q 

8702190013 

8702190012 

50-348 

R 

8702190019 

8702190015 

50-277 

F 

8702190032 

8702190031 

50-400 

Q 

8702190040 

8702190031 

50-369 

P 

8702190044 

8702190026 

50-267 

P 

8702190054 

8702190045 

50-369 

P 

8702190059 

8702190045 

QA999 


8702190061 

8702190055 

50-400 

Q 

8702190064 

8702190057 

50-155 

Q 

8702190067 

8702190037 

50-369 

P 

8702190068 

8702190056 

50-333 

P 

8702190072 

8702190060 

QA999 


8702190074 

8702190055 

50-255 

Q 

8702190077 

8702190062 

50-424 

Q 

8702190081 

8702190057 

50-295 

P 

8702190087 

8702190083 

70-1201 


8702190099 

8702190083 

50-244 

P 

8702190112 

8702190093 

QA999 


8702190118 

8702190085 

50-333 

P 

8702190120 

8702190094 

50-250 

Q 

8702190127 

8702190122 

50-312 

R 

87021 901 2B 

8702190111 

50-369 

P 

8702190133 

8702190117 

50-315 

P 

8702190134 

8702190085 

GA999 


8702190138 

8702190094 

PR 


8702190139 

8702190122 

50-324 

Q 

8702190146 

8702190085 

50-348 

Q 

8702190149 

8702190117 

50-324 

Q 

8702190156 

8702190085 

70-143 


8702190159 

8702190123 

50-275 

P 

8702190163 

8702190152 

50-244 

P 

8702190164 

8702190145 

50-275 

P 

8702190166 

8702190085 

50-269 

Q 

8702190167 

8702190094 

70-1151 


8702190170 

8702190154 

50-348 

Q 

8702190173 

8702190161 

50-454 

P 

8702190175 

8702190145 

50-348 

Q 

8702190178 

8702190169 

50-277 

P 

8702190179 

8702190172 

50-390 

Q 

8702190186 

8702190169 

50-341 

Q 

8702190188 

8702190172 

50-27 7 

p 

8702190192 

8702190180 

70-143 


8702190198 

8702190185 

70-143 


8702190199 

8702190169 

50-387 

p 

8702190202 

8702190191 

50-387 

50-390 

P 

8702190205 

8702190197 

Q 

8702190215 

8702190212 

50-259 

P 

8702190216 

8702190200 

50-302 

70-371 

50-390 

Q 

8702190221 

8702190223 

8702190204 

8702190209 

Q 

8702190226 

8702190220 

50-293 

Q 

8702190227 

8702190211 

50-424 

Q 

8702190228 

8702190190 

50-219 

Q 

8702190230 

8702190204 

50-259 

Q 

87021 90234 

87021 90191 

50-259 

Q 

8702190236 

8702190085 

50-295 

50-334 

70-27 

Q 

8702190237 

87021 90225 

P 

8702190238 

8702190240 

8702190220 

8702190213 

50-334 

P 

8702190243 

8702190194 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


87/02/11 50-295 Q 

87/02/09 50-334 P 

87/01/31 CONTRACT 

87/01/28 50-400 V 

87/02/12 50-382 P 


86/10/10 

87/02/04 

87/02/03 

87/02/05 

87/02/05 


40-8829 

50-269 

50-424 

50-244 

50-321 


87/02/03 

87/01/28 

87/01/08 

87/02/11 

87/02/09 

87/02/12 

87/02/09 

87/02/06 

87/02/11 

87/02/02 

87/02/02 

87/02/11 

87/02/10 

87/02/09 

87/02/11 

87/02/11 
87/02/11 
87/02/1 1 
87/02/11 
87/02/11 


50-424 

70-27 

CONTRACT 

TOPREP 

50-309 

CONTRACT 

50-309 

50-280 

50-352 

50-266 

50-266 

50-352 

50-155 

50-400 

50-213 

50-213 
50-31 1 
50-277 
50-333 
50-289 


87/02/11 

87/02/06 

87/02/10 

87/02/10 

87/02/06 

87/02/10 

87/02/11 

87/02/05 

87/01/23 

87/02/06 


50-289 

50-321 

50-335 

50-335 

50-271 

50-286 

50-287 

50-275 

50-269 

50-271 


87/02/06 70-27 

87/02/10 50-286 

87/02/03 50-269 

87/02/03 50-269 

87/02/1 1 50-285 

87/02/12 50-322 G 

87/02/14 50-322 G 

87/02/06 50-321 Q 

87/02/10 50-277 Q 

87/02/04 50-390 Q 


87/02/12 

87/02/14 

87/02/06 

87/02/12 

87/02/04 


50-322 G 

50-322 G 

50-321 Q 

50-322 G 

50-390 Q 


87/02/12 

87/02/11 

87/02/06 

87/02/11 

87/02/12 


50-322 G 

50-369 Q 

50-413 Q 

50-220 Q 

50-322 G 


87/02/14 

87/02/11 

87/02/09 

87/02/11 

87/02/06 


50-322 G 

70-143 

50-424 P 

50-220 Q 

50-413 Q 


87/02/11 50-269 Q 
87/02/06 50-413 Q 
87/02/11 50-269 Q 
87/02/06 50-369 Q 
87/02/04 50-250 Q 


87/02/06 

87/02/05 

87/02/10 

87/02/12 

87/02/05 


50-413 Q 

50-259 Q 

50-321 Q 

50-315 F 

50-293 Q 


87/02/06 

87/02/11 

87/02/04 

87/01/26 

87/02/16 


50-327 F 

50-269 Q 

50-302 Q 

TOPREP 
50-320 G 


87/02/06 

87/02/05 

87/02/12 

87/02/04 

87/02/04 


50-327 F 

50-259 Q 

50-322 G 

50-353 Q 

50-302 Q 


87/02/09 

87/02/17 


50-395 Q 

XPORTLIC 


<QDQ DD-b-oO Dtj-oDO OOOOO OOtiDtj tjDOtj *t> Q DQQ< 



374 CROSS REFER 

ACCESSION NUMBER 

ENCLOSURE 

principal 

DOCUMENT 

8702190244 

8702190247 

8702190258 

8702190264 

8702190265 

8702190231 

8702190235 

8702190246 

8702190248 

8702190190 

870219027 4 
8702190277 
8702190286 
8702190290 
8702190298 

8702190262 

8702190266 

8702190279 

8702190279 

8702190292 

8702190310 

8702190311 

8702190321 

8702190324 

8702190325 

8702190308 

8702190294 

8702190295 

8 702190301 
8702190308 

8702190326 

8702190327 

8702190334 

8702190337 

8702190351 

8702190318 
8702190319 
8702190318 
8702190295 
87021 90340 

8702190358 
87021 90360 
87021 90375 
8702190377 
8702190379 

87021 90343 
87021 90349 
8702190366 
8702190369 
8702190368 

8702190 382 
8702190383 
8702190384 
8702190386 
8702190390 

8702190369 

8702190374 

8702190366 

8702190376 

8702190369 

8702190392 

8702190394 

8702190395 

8702190397 

8702190400 

8702190374 

8702190372 

8702190388 

8702190393 

8702190393 

8702190412 

8702190413 

8702190416 

8702190417 

8702190421 

8702190401 

8702190372 

8702190404 

8702190401 

8702190408 

8702190422 

8702190424 

8702190425 

8702190428 

8702190438 

8702190407 

8702190408 

8702190404 

8702190401 

8702190431 

87021 90443 
8702190450 
8702190459 

87021 90460 
8702190482 

8702190437 

8702190441 

8702190454 

8702190458 

8702190477 

8702190492 

8702190510 

8702190513 

8702190516 

8702190525 

87021904 77 
8702190497 
8702190506 
8702190502 
8702190456 

8702190546 

8702190547 

8702190560 

8702190561 

8702190566 

8702190539 

8702190509 

8702190509 

8702190539 

8702190539 

8702190568 

8702190570 

8702190576 

8702190577 

8702190583 

8702190563 

8702190539 

8702190539 

8702190563 

8702190572 

8702190586 

8702190590 

8702190595 

8702190647 

8702190654 

8702190562 

8702190551 

8702190563 

8702190640 

8702190645 

87021 90669 

87021 90670 

87021 90673 
8702190674 

87021 90675 

87021 90666 
8702190668 
8702190668 
8702190672 

87021 90668 

8702190676 

8702200016 

8702200022 

8702200026 

8702200028 

8702190668 

8702200010 

8702200006 

8702200021 

8702200020 

8702200032 

8702200039 

8702200042 

8702200043 

8702200049 

8702200006 

8702200006 

8702200024 

8702200037 

8702200025 

8702200054 

8702200059 

8702200051 

8702200046 


date 

ISSUED 

87/02/06 

87/02/13 

87/02/10 

87/02/11 

87/02/16 

87/02/04 

87/01/28 

87/02/13 

87/02/13 

87/02/13 

87/02/13 

87/02/11 

87/02/09 

87/02/17 

87/02/13 

87/02/11 

87/02/10 

87/02/11 

87/02/09 

87/02/10 

87/02/11 

87/02/10 

87/02/10 

87/02/10 

87/02/12 

87/02/10 

87/01/28 

87/02/10 

87/02/10 

87/02/10 

87/01/28 
87/02/10 
87/02/1 1 
87/02/1 1 
87/02/11 

87/02/10 
87/02/10 
87/02/1 1 
87/02/10 
87/02/12 

87/02/11 

87/02/12 

87/02/11 

87/02/10 

87/02/11 

87/02/09 
87/02/13 
87/02/05 
87/02/10 
87/02/1 1 

87/02/11 

87/02/10 

87/02/03 

87/02/11 

87/02/06 

87/02/09 

87/02/13 

87/02/13 

87/02/09 

87/02/09 

87/02/13 

87/02/09 

87/02/09 

87/02/13 

87/02/10 

87/02/13 

87/02/11 

87/02/13 

87/02/17 

87/02/09 

87/02/1 1 
87/02/13 
87/02/13 
87/02/10 
87/02/13 

87/02/13 
87/02/10 
87/02/1 7 
87/02/03 
87/02/09 

87/02/17 
87/02/17 
87/02/17 
87/02/17 
87/02/1 1 

87/02/12 
87/02/06 


ACCESSION NUMBER 


SUBJECT 

CATEGORY 

50-269 c 
FOIA 
50-387 
50-424 
50-320 


enclosure 


Q 

Q 

G 


50-410 

toprep 

ORG 

ORG 

40-8027 

50-456 

70-143 

50-387 

XPORTLIC 

50-456 

50-424 

50-389 

50-424 

50-387 

50-237 

CONTRACT 

CONTRACT 

50-244 

50-346 

CONTRACT 

50-346 

40-8681 

50-244 

50-397 

50-346 

40-8681 
50-266 
CONTRACT 
50-373 
50-373 


Q 

P 

Q 

Q 

P 


50-220 

50-266 

50-352 

50-220 

50-327 

50-424 

50-327 

50-352 

50-220 

50-269 

50-302 

50-325 

50-498 

50-271 

50-482 

50-482 

50-327 

50-410 

50-219 

QA999 

50-528 

50-278 

50-278 

50-528 

50-528 

QA999 

50-528 

50-528 

QA999 

CONTRACT 


P 

P 

P 

Q 

P 

P 

P 

G 

P 

P 

P 

Q 

P 

P 

S 

Q 

Q 

Q 

P 

P 

Q 


Q 

Q 

I 

I 


FOIA 

50-321 

QA999 

50-327 

50-400 

50-266 

50-293 

50-293 

50-295 

50-293 

50-293 

50-334 

50-327 

50-334 

50-528 

50-327 

50-327 

50-302 

50-322 

50-443 

50-424 

50-286 


P 

H 

P 

R 

Q 

P 

Q 

R 

P 

P 

P 

P 

P 

P 

P 

P 

P 

Q 

P 


8702200063 
8702200077 
8702200079 
8702200085 
8702200086 

8702200087 
8702200093 
8702200094 
8702200102 
8702200105 

8702200106 
8702200119 
8702200128 
8702200131 
8702200132 

8702200133 
8702200150 
8702200153 
8702200154 
8702200156 

8702200162 

8702200163 

8702200175 

8702200177 

8702200179 

8702200181 

8702200184 

8702200188 

8702200189 

8702200201 

8702200203 

8702200207 

8702200210 

8702200212 

8702200218 

8702200230 

8702200235 

8702200236 

8702200241 

8702200246 

8702200250 

8702200253 

8702200257 

8702200264 

8702200269 

8702200273 

8702200274 

8702200291 

8702200307 

8702200314 

8702200316 

8702200318 

8702200319 

8702200321 

8702200322 

8702200323 

8702200324 

8702200326 

8702200327 

8702200332 

8702200335 

8702200336 

8702200337 

8702200338 

8702200339 

8702200341 

8702200342 

8702200343 

8702200344 

8702200348 

8702200350 

8702200351 

8702200352 

8702200354 

8702200357 

8702200359 

8702200363 

8702200366 

8702200394 

8702200399 


PRINCIPAL 
DOCUMENT 

8702200051 

8702200025 

8702200068 

8702200025 

8702200072 

8702200075 

8702200084 

8702200025 

8702200084 

8702200095 

8702200025 

8702200095 

8702200121 

8702200025 

8702200120 

8702200121 

8702200120 

8702200146 

8610100332 

8702200025 

8702200146 

8702200025 

8702200164 

8702200025 

8702200010 

8702200170 

8702200164 

8702200183 

8702200172 

8702200192 

8702200196 

8702200021 

8702200025 

8702200172 

8702200025 

8702200222 

8702200025 

8702200222 

8702200172 

8702200046 

8702200222 

8702200247 

8702200025 

8702200025 

8702200256 

8702200025 

8702200172 

8702200172 

8702200025 

8702200303 

8702200025 

8702200025 

8702200315 

8702200313 

8702200025 

8702200302 

8702200315 

8702200315 

8702200025 

8702200025 

8702200315 

8702200025 

8702200329 

8702200313 

8702200334 

8702200025 

8702200313 

8702200025 

8702200334 

8702200025 


8702200413 

8702200416 

8702200418 

8702200419 

8702200445 

8702200459 

8702200461 


8702200334 

8702200025 

8702200334 

8702200025 

8702200313 

8702200025 

8702200360 

8702200360 

8702190539 

8702200396 

870220041 1 
8702200411 
8702200409 
870220041 1 
8702200438 

8702200409 

8702200409 


DATE 

ISSUED 

87/02/12 

87/02/11 

87/02/13 

87/02/11 

87/02/13 

87/02/12 
87/02/12 
87/02/1 1 
87/02/12 
87/02/10 

87/02/11 
87/02/10 
87/02/11 
87/02/1 1 
87/02/06 

87/02/11 

87/02/06 

87/01/07 

86/10/03 

87/02/11 

87/01/07 

87/02/11 

87/02/17 

87/02/11 

87/02/10 

87/01/29 

87/02/17 

87/02/06 

87/02/13 

87/02/10 

87/01/21 
87/02/03 
87/02/1 1 
87/02/13 
87/02/1 1 

87/02/11 

87/02/11 

87/02/11 

87/02/13 

87/02/06 

87/02/11 

87/02/05 

87/02/11 

87/02/11 

87/02/12 

87/02/11 

87/02/13 

87/02/13 

87/02/11 

87/02/17 

87/02/11 
87/02/1 1 
87/02/06 
87/02/16 
87/02/11 

87/01/27 

87/02/06 

87/02/06 

87/02/11 

87/02/11 

87/02/06 

87/02/11 

87/01/05 

87/02/16 

87/01/08 

87/02/11 
87/02/16 
87/02/11 
87/01 /08 
87/02/11 

87/01/08 
87/02/11 
87/01/08 
87/02/1 1 
87/02/16 

87/02/1 1 
87/02/12 
87/02/12 
87/02/09 
87/01/30 

87/02/04 

87/02/04 

87/01/15 

87/02/04 

87/02/11 

87/01/15 

87/01/15 


SUBJECT 

CATEGORY 


50-424 Q 

50-443 p 

50-348 Q 

50-443 p 

50-400 Q 

50-320 p 

50-390 Q 

50-443 p 

50-390 Q 

50-280 Q 

50-443 
50-280 
50-133 
50-443 
50-361 


50-133 
50-361 
WASTE RES 
REVIEW GR 
50-443 


P 

U 

P 

P 


WASTE RES 
50-443 R 

50-275 p 

50-443 p 

50-334 p 

70- 824 

50-275 p 

50-538 p 

71- 5645 
70-1113 


WASTE RES 
50-334 p 

50-443 P 

FOIA 

50-443 R 


50-302 

50-443 

50-302 

FOIA 

50-286 


Q 

P 

Q 

P 


50-302 
WASTE RES 
50-443 
50-443 
50-275 


Q 

R 

P 

Q 


50-443 P 

FOIA 

FOIA 

50-443 p 

50-445 G 


50-443 
50-443 
WASTE RES 
50-320 
50-443 


R 

P 

G 

R 


WASTE MGT 
WASTE RES 
WASTE RES 
50-443 
50-443 


P 

R 


WASTE RES 
50-443 
50-320 
50-320 
WASTE RES 


P 

T 

G 


50-443 R 

50-320 G 

50-443 R 

WASTE RES 
50-443 p 


WASTE RES 
50-443 R 

WASTE RES 
50-443 R 

50-320 G 


50-443 

50-390 

50-390 

50-528 

PROJ 


R 

Q 

Q 

I 


40-8502 
40-8502 
WASTE RES 
40-8502 
71-577 


WASTE RES 
WASTE RES 


c-tjtjQtj 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

8702240018 

8702240028 

8702240037 

8702240048 

8702240055 

8702240008 
8702240015 
870224001 1 
870224001 1 
870224001 1 

87/02/05 
86/11/26 
87/02/12 
87/02/12 
87/02/1 2 

WASTE MGT 

WASTE MGT 

50-275 P 

FOIA 

50-275 P 

8702240401 

8702240408 

8702240410 

8702240413 

8702240414 

8702240389 

8702240407 

81 10210076 
8702240402 
8702240399 

87/02/1 1 
87/02/17 
81/10/02 
87/02/17 
87/02/18 

8702240061 

8702240063 

8702240065 

8702240067 

8702240068 

8702240057 
8702240060 
8110210076 
8702240056 
870224001 1 

87/02/13 

87/01/23 

81/10/02 

87/01/30 

87/02/12 

50-416 P 

WASTE MGT 

50-275 P 

ACRS 

50-275 H 

8702240416 

8702240417 

8702240421 

8702240424 

8702240430 

8702240407 

8702240412 

8702240412 

8110210076 

8702240418 

87/02/17 

87/02/19 

87/02/19 

81/10/02 

87/02/13 

8702240071 

8702240083 

8702240085 

8702240088 

8702240096 

8702240040 
8702240075 
8702240075 
870224001 1 
8110210076 

87/01/21 

87/02/17 

87/02/17 

87/02/12 

81/10/02 

WASTE MGT 

50-220 P 

50-220 P 

50-275 P 

50-275 P 

8702240435 

8702240438 

8702240441 

8702240444 

8702240447 

8702240427 

8702240431 

8110210076 

8702240439 

8702240437 

87/02/12 

87/02/17 

81/10/02 

87/02/13 

87/02/05 

8702240101 

8702240102 

8702240106 

8702240109 

8702240110 

870224001 1 
8110210076 
8110210076 
8110210076 
8702240104 

87/02/12 

81/10/02 

81/10/02 

81/10/02 

87/02/18 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-271 G 

8702240450 

8702240452 

8702240455 

8702240458 

8702240460 

8702240434 

8702240437 

8702240439 

8110210076 

8702240448 

87/02/11 

87/02/05 

87/02/13 

81/10/02 

87/02/13 

8702240112 

8702240113 

8702240116 

8702240120 

8702240121 

870224001 1 
8702240095 
8702240104 
8702240111 
870224001 1 

87/02/12 

87/02/19 

87/02/18 

87/01/27 

87/02/12 

50-275 P 

50-320 G 

50-271 G 

STATE PRO G 
50-275 P 

8702240467 

8702240476 

8702240479 

8702240485 

8702240489 

8702240434 
8702240465 
870224047 4 
8702240471 
8110210076 

87/02/11 

87/02/13 

87/02/17 

87/02/13 

81/10/02 

8702240129 

8702240135 

8702240138 

8702240139 

8702240145 

870224001 1 
8702240111 
870224001 1 
8110210076 
870224001 1 

87/02/12 

87/01/27 

87/02/12 

81/10/02 

87/02/12 

50-275 P 

STATE PRO G 
50-275 P 

50-275 P 

50-275 P 

8702240494 

8702240498 

8702240501 

8702240502 

8702240504 

8702240465 

8702240484 

8702240493 

8702240499 

8702240499 

87/02/13 

87/02/13 

87/02/17 

87/02/17 

87/02/17 

8702240147 

8702240153 

8702240160 

8702240170 

8702240176 

8702240143 
8110210076 
870224001 1 
870224001 1 
8702240164 

87/02/17 

81/10/02 

87/02/12 

87/02/12 

87/02/02 

71-5942 

50-275 P 
50-275 P 
50-275 P 
50-344 Q 

8702240505 

8702240516 

8702240520 

8702240527 

8702240528 

8702240480 

8110210076 

8702240514 

8110210076 

8702240011 

87/01/26 

81/10/02 

87/02/07 

81/10/02 

87/02/12 

8702240177 

8702240193 

8702240201 

8702240204 

8702240205 

8110210076 
870224001 1 
8702240186 
8110210076 
8702240203 

81/10/02 

87/02/12 

87/02/02 

81/10/02 

87/02/11 

50-275 P 

50-275 P 

50-312 V 

50-275 P 

71-575 

8702240532 

8702250009 

8702250024 

8702250025 

8702250029 

8110210076 

8702250005 

8110210076 

8702250019 

8110210076 

81/10/02 

87/02/18 

81/10/02 

87/01/02 

81/10/02 

8702240207 
8702240209 
870224021 1 
8702240213 
8702240216 

8702240173 
870224001 1 
8702240225 
8702240208 
8702240210 

87/02/17 

87/02/12 

87/02/06 

87/02/13 

87/02/11 

50-267 F 

50-275 F 

40-8348 

ORG 

71-625 

8702250049 

8702250061 

8702250062 

8702250071 

8702250071 

8702250042 

8702250055 

8702250057 

8110210076 

8110210076 

87/02/12 

87/02/13 

87/02/18 

81/10/02 

81/10/02 

8702240218 

8702240222 

8702240228 

8702240238 

8702240240 

8702240199 
8702240173 
8702240173 
8702240173 
870224001 1 

87/02/11 

87/02/17 

87/02/17 

87/02/17 

87/02/12 

50-440 F 
50-267 F 
50-267 F 
50-267 F 
50-275 P 

8702250081 

8702250105 

8702250107 

8702250110 

8702250115 

8702250073 

8702250101 

8702250073 

8702250101 

8702250073 

87/02/17 

87/02/18 

87/02/17 

87/02/18 

87/02/17 

8702240253 

8702240258 

8702240264 

8702240268 

8702240272 

8110210076 

8702240254 

8702240252 

8702240259 

8702240259 

81/10/02 

87/01/30 

87/02/16 

86/09/16 

86/09/16 

50-275 P 

71-230 

50-305 F 

50-387 P 

50-387 P 

8702250122 

8702250132 

8702250138 

8702250139 

8702250140 

8702250073 

8702250073 

8702250133 

8702250073 

8702250129 

87/02/17 
87/02/17 
87/02/17 
87/02/17 
87/02/1 3 

8702240274 

8702240279 

8702240280 

8702240281 

8702240204 

8110210076 

8702240277 

8702240259 

8702240276 

8701270291 

81/10/02 

87/02/05 

86/09/16 

87/02/13 

86/01/28 

50-275 P 

71-510 

50-387 P 

50-259 P 

40-6500 

8702250145 
8702250150 
87022501 56 
8702250157 
8702250163 

8702250136 

8702250073 

8702250149 

8702250073 

8702250073 

87/02/1 7 
87/02/1 7 
87/02/1 7 
87/02/1 7 
87/02/1 7 

8702240287 

8702240288 

8702240293 

8702240295 

8702240296 

8110210076 
8110210076 
8702240290 
8702240292 
870224001 1 

81/10/02 

81/10/02 

87/02/17 

87/02/17 

87/02/12 

50-275 P 

50-275 P 

CONTRACT 
CONTRACT 

50-275 P 

8702250170 
8702250174 
87022501 79 
8702250181 
8702250186 

8702250073 

8702250165 

8702250073 

8702250175 

8702250073 

87/02/17 
87/02/1 9 
87/02/1 7 
87/02/18 
87/02/1 7 

8702240297 

8702240300 

8702240304 

8702240312 

8702240313 

8110210076 
8702240299 
8702240298 
870224001 1 
8702240307 

81/10/02 

87/02/17 

87/02/13 

87/02/12 

87/02/17 

50-275 P 

CONTRACT 

50-390 Q 

50-275 P 

50-482 Q 

8702250187 

8702250189 

8702250191 

8702250198 

8702250199 

8702250142 
8702250335 
8702250073 
* 8702250194 

8702250073 

87/02/1 8 
87/02/18 
87/02/17 
87/02/18 
87/02/1 7 

8702240315 

8702240319 

8702240324 

8702240328 

8702240329 

8702240111 
8702240111 
8702240321 
870224032 2 
870224001 1 

87/01/27 

87/01/27 

87/02/13 

87/01/27 

87/02/12 

STATE PRO G 
STATE PRO G 
50-298 Q 

WASTE MGT 

50-275 P 

8702250202 

8702250203 

8702250204 

8702250212 

8702250219 

8702250194 

8702250073 

8702250196 

8702250073 

a7noomn9nFi 

87/02/18 
87/02/17 
87/02/1 8 
87/02/17 


SUBJECT 

CATEGORY 

50-259 

50-353 

50-275 

50-498 

TOPREP 

50-353 

50-390 

50-390 

50-275 

50-285 

50-293 
50-445 
50-275 
50-412 
WASTE RES 

50-255 
WASTE RES 
50-412 
50-275 
50-400 

50-255 

40-8027 

CONTRACT 

CONTRACT 

50-275 

40-8027 

50-245 

CONTRACT 

50-352 

50-352 

TOPREP 

50-275 

CONTRACT 

50-275 

50-275 

50-275 

50-443 

50-275 

ORG 

50-275 

50-400 

50-400 

50-309 

50-275 

50-275 

FOIA 

50-322 G 

FOIA 

50-322 G 

FOIA 

FOIA 

FOIA 

50-272 Q 

FOIA 

50-335 P 

50-220 Q 

FOIA 

50-277 Q 

FOIA 

FOIA 

FOIA 

50-352 Q 

FOIA 

50-461 Q 

FOIA 

50-150 Q 

50-317 H 

FOIA 

50-373 Q 

FOIA 

50-373 Q 

FOIA 

50-295 Q 

FOIA 


-d-oDXjC T3 -d-u-o d~o -O -u-o O ~o tj O ~o O ~o 0 tj O O O u > > O O-dDtj 



376 


CROSS reference of enclosures to principal documents 


accession number 


ENCLOSURE 

principal 

document 

DATE 

ISSUED 

8702250259 

8702250260 

8702250278 

8702250281 

8702250287 

8702250245 

8702250248 

8702250073 

8702250273 

8702250073 

87/02/18 

87/02/17 

87/02/17 

87/02/13 

87/02/17 

8702250299 
8702250308 
8702250311 
8702250316 
870225031 7 

8702250073 

8702250073 

8702250073 

8702250073 

8702250315 

87/02/17 

87/02/17 

87/02/17 

87/02/17 

87/02/11 

8702250318 

8702250321 

8702250323 

8702250325 

8702250328 

8702250073 

8702250073 

8702250073 

8702250073 

8702250073 

87/02/17 

87/02/17 

87/02/17 

87/02/17 

87/02/17 

8702250329 

8702250331 

8702250338 

8702250355 

8702250358 

8702250073 

8702250326 

8702250336 

8702250350 

8702250351 

87/02/17 

87/02/09 

87/02/17 

87/02/20 

87/02/12 

8702250368 

8702250378 

8702250386 

8702250393 

8702250397 

8702250357 

8702250370 

8702250373 

8702250384 

8702250380 

87/02/19 

87/02/12 

87/02/14 

87/02/17 

87/02/17 

8702250401 

8702250413 

8702250434 

8702250437 

8702250443 

8702250399 

8702250380 

8702250429 

8702250425 

8702250433 

87/02/18 

87/02/17 

87/02/19 

87/02/20 

87/02/18 

8702250446 

8702250455 

8702250476 

8702250486 

8702250498 

8702250433 

8702250433 

8702250425 

8702250479 

8702250425 

87/02/18 

87/02/18 

87/02/20 

87/02/17 

87/02/20 

870225051 1 
8702250515 
8702250516 
8702250517 
8702250525 

8702250504 

8702250507 

8702250425 

8702250507 

8702250518 

87/02/06 
87/02/19 
87/02/20 
87/02/19 
87/02/1 1 

8702250528 

8702250552 

8702250559 

8702250569 

8702250573 

8702250518 

8702250531 

8702250533 

8702250073 

8702250073 

87/02/11 

87/02/11 

87/02/13 

87/02/17 

87/02/17 

8702260005 

8702260007 

8702260046 

8702260049 

8702260051 

8702260004 

8702260006 

8702260024 

8702260035 

8702260043 

87/02/16 

87/02/18 

87/02/18 

87/02/13 

87/02/23 

8702260053 

8702260056 

8702260058 

8702260060 

8702260064 

8702260034 

8702260042 

8702260035 

8702260041 

8702260042 

87/02/23 

87/02/19 

87/02/13 

87/02/13 

87/02/19 

8702260079 

8702260092 

8702260107 

8702260123 

8702260127 

8702260068 

8702260068 

8110210076 

8702260105 

8702260115 

87/02/16 

87/02/16 

81/10/02 

87/02/17 

87/02/17 

8702260144 

8702260152 

8702260157 

8702260168 

8702260115 

8702260130 

8702260150 

8702260150 

8702260139 

87/02/17 

87/02/19 

87/02/11 

87/02/11 

87/02/06 


ACCESSION NUMBER 

CATEGORY ENCLOSURE PRINCIPAL 


50-331 

50-320 

FOIA 

50-213 

FOIA 

Q 

Q 

F 

8702260335 

8702260384 

8702260417 

8702260423 

8702260433 

8702260328 

8702260365 

8702260407 

8702260360 

8702260425 

FOIA 

FOIA 

FOIA 

FOIA 

50-423 

E 

8702260449 

8702260456 

8702260486 

8702260503 

8702260548 

8702260441 

8702260441 

8702260467 

8702260192 

8702260192 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8702260575 

8702260595 

8702270011 

8702270038 

8702270044 

8110210076 

8702260284 

8702270006 

8702270025 

8702270036 

FOIA 

50-335 

50-247 

50-440 

50-285 

P 

F 

P 

Q 

8702270049 

8702270058 

8702270068 

8702270093 

8702270094 

8702270036 

8702270036 

8702270059 

8702270087 

8702270087 

CONTRACT 

50-247 Q 

50-309 p 

CONTRACT 

50-155 Q 

87022701 1 1 
8702270113 
8702270119 
8702270147 
8702270153 

8702270106 

8110210076 

8702270106 

8702270132 

8702270143 

50-213 P 

50-155 Q 

CONTRACT 

FOIA 

50-445 A 

8702270162 

8702270166 

8702270170 

8702270172 

8702270178 

8702270132 

8702270158 

8702270132 

8702270167 

8702270132 

50-445 

50-445 

50-445 

50-354 

50-445 

A 

A 

A 

P 

A 

8702270181 

8702270183 

8702270189 

8702270195 

8702270204 

8702270173 

8702270167 

8702270177 

8702270184 

8702270196 

50-321 

50-346 

50-445 

50-346 

50-334 

P 

P 

A 

P 

P 

8702270209 

8702270215 

8702270217 

8702270226 

8702270228 

8702270196 

8702270202 

8702270207 

8702270224 

8702270218 

50-334 

50-346 

50-206 

FOIA 

FOIA 

P 

P 

F 

8702270231 

8702270236 

8702270241 

8702270246 

8702270258 

8702270224 

8702270229 

8702270235 

8702270229 

8702270253 

50-261 

50-361 

50-382 

TOPREP 

50-528 

P 

P 

Q 

s 

8702270275 

8702270277 

8702270285 

8702270295 

8702270303 

8702270261 

8702270272 

8702270282 

8702270287 

8702270300 

50-382 

50-498 

toprep 

50-321 

50-498 

P 

A 

P 

A 

8702270305 

8702270314 

8702270316 

8702270323 

8702270330 

8702270269 

8702270307 

8702270312 

8702270307 

8702270325 

50-263 

50-263 

50-275 

50-369 

50-335 

P 

P 

P 

P 

\J 

8702270337 

8702270340 

8702270345 

8702270347 

8702270370 

8702270326 

8702270331 

8702270336 

8702270344 

8702270356 

50-335 

50-498 

50-344 

50-344 

50-508 

V 

V 

E 

P 

P 

Q 

8702270383 

8702270385 

8702270388 

8702270398 

8702270404 

fi7noo*7rM -t 

8702270351 

8702270380 

8702270374 

8702270394 

8702270395 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


87/02/19 

86/07/29 

87/02/20 

87/02/18 

87/02/17 


50-456 

50-529 

50-341 

50-327 

50-263 


Q 

I 

Q 

V 

Q 


87/02/19 

87/02/19 

87/02/20 

87/02/17 

87/02/17 


50-315 

50-315 

50-341 

50-327 

50-327 


Q 

Q 

Q 

P 

P 


81/10/02 

87/02/23 

87/02/19 

87/02/06 

87/01/06 


50-275 p 

50-313 F 

toprep 

WASTE MGT 
ORG 


87/01/06 

87/01/06 

87/02/24 

87/02/09 

87/02/09 


ORG 

ORG 

50-482 

50-528 

50-528 


87/02/17 

81/10/02 

87/02/17 

87/01/28 

87/02/09 


50-29 
50-275 
50-29 

WASTE MGT 
50-336 V 


87/01/28 

87/02/17 

87/01/28 

87/02/18 

87/01/28 


WASTE MGT 
50-255 
WASTE MGT 
50-441 

WASTE MGT 


Q 

Q 


87/02/17 

87/02/18 

87/02/19 

86/11/19 

87/02/12 


50-237 

50-441 

50-361 

WASTE MGT 
50-354 


Q 

Q 

K 

Q 


87/02/12 

87/02/13 

87/02/19 

87/02/10 

87/02/12 


50-354 

50-280 

50-206 

50-275 

50-387 


Q 

Q 

F 

G 

Q 


87/02/10 

87/02/18 

87/02/17 

87/02/18 

87/02/18 


50-275 

50-454 

50-424 

50-454 

CONTRACT 


Q 

Q 

Q 

G 


87/02/11 

87/02/06 

87/02/18 

87/02/23 

87/02/17 


50-331 

WASTE MGT 
CONTRACT 
CONTRACT 
CONTRACT 


Q 


87/02/20 

87/01/26 

87/02/19 

87/01/26 

87/02/02 


50-366 P 

NUREG 
40-8027 
NUREG 

50-454 Q 


87/02/06 

87/02/19 

87/02/19 

87/02/13 

87/02/19 


50-259 

50-482 

50-395 

50-443 

50-483 


Q 

P 

Q 

F 

Q 


87/02/19 

87/02/12 

87/02/20 

87/02/18 

87/02/24 


50-261 

50-255 

50-498 

50-302 

50-528 


Q 

Q 

K 

V 

P 


O.Q.CL 0.0.0. 



APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Appl cation for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 1 3. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This ^.aegory is strictly limited to the items listed below. All related correspondence is filed in 
Category A 

1. Preliminary Safen \naiysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report > Safety Analysis Report). 

2. Amendments and changes to the PSAR. 


A-l 



4 Certificates of service to the FSAR. 


C UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 
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1. Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisior 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly the items listed below. All related correspondence falls in category 


r ormerly called Final Hazards Summary Report). 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3. 

4. 

5 . 

6 . 


8 . 

9. 

10 . 
11 . 

12 . 

13. 

14. 

15. 

16. 

17. 

18. 

19. 


Backup technic, docents (e,„ topical reports) subnutted in support of itenrs 1 and 2. 

Federal register notrces citing availability of items 1 and 2. 

Correspondence regarding the Final Safety Analysis Report (FSAR). 

All general technical correspondence, meeting 

oo technical specifications, the operating license or technical issues g 
of the operating license. 

Correspondence regarding codes (e.g., ASME), regulations, laws or changes m policy that may 
affect plant operation or bear on the operating license. 

Information on the Standard Review Plan (STP). 

Results of surveys o, tests conduced in ,cco, dance with the technical specifications (no. 
periodic reports, which fall in category R). 

Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

Owner's group meeting announcements and reports. 


Quality assurance information. 

Environmental matters (technical). 

Emergency core cooling system documents. 

Radioactive waste information. 

Correspondence regarding expansion of spent fuel storage pool. 

Start-up test reports. 

Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 


Reports of site visits. 


Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 

Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6 . Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8 Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
This category includes periodic reports of a routine nature. 

1 • Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 


S. REPORTABLE OCCURRENCES, PNGs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes: 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LERs) and follow-up 

correspondence (also called incident reports, abnormal occurrence reports and reportable 

occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompiiance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

8. Corrections to above items. 



U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodies/committees appointed by the 
Executive or Legislative Branches. 

2 . Preparatory and backup documents for item 1 . 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress- and the Executive 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application tor authority to voluntarily surrender license. 

— Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan 

Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 


X. ONSITE LOW-LEVEL WASTES STORAGE 

Tins category contains items related to the onsite storage of low-level ra 


radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a rwi^t 70 . _ 

reactor site, the associated Doeket-50 number will also be identified. ” installations on a 

2T (Such spwl fuel ao “ 8e ™ 

2 . All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

10CFR - Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of 10CFR Part c ), 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS — Advisory Committee on Reactor Safeguards 


This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in. 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 


1. Charters of each advisory committee. 

2. Verbatim transcripts of committee meetings. 
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3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5. Committee related correspondence. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see 10CFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to A EC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 

DISCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 
provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1. Requests made bv any member of the public (assigned an identifying number YY-NNN 
tor last two digits of the year numerical sequence) tor NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

Conespondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

o. Recoids oi pot t ions of records released in response to specific requests made undei F'OIA. 
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GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 

I&E - Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 

1 . I&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly aftei an event has occurred. 

3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 

MISC - Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other non docketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the VS. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC stall or by NRO contractors. 

1. These reports are normally final work products and are characterized by the following criteria: 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted ioi the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pei turning to the content ol 
the reports. 
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ORG - Correspondence with Other Organizations 

'Pi is category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are; 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development, 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE; For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

L Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments front the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRIVl should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the 10CFR category. 

PROJ - Projects— Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a U P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed" commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review- information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits, 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters, 

4. Utters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing con 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust : 



Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

3. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC's regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports: for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating fn 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the dot 
pleted research programs. 

NOTE: For final reports of research conducted by contractors 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of N 
groups provide a broad base of technical expertise to aid mane 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG — State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1 ) the State Agreements Program, whereby States may assume 
certain of the NRC s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1. Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations ;i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 


2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 


NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC's interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identity sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 



3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


WASTE RES — Waste Management Research Reports 

Contains interim and final reports, and correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1. Periodic progress reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be resolved. 


XPORTLIC - Export and Import licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see 10CFR category. 
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